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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it lefers to the system by wliich NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index* 

The docketed information contained in the Title List includes the information formerly issued through the 
Department of Energy publication Power Reactor Docket Information y last published in January 1979. 
Microfiche of the docketed information listed in the Title List is available for sale on a subscription basis 
from the National Technical Information Service (NTIS). See NOTES at the end of the Preface for the 
complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that 
are not meaningful, please let us know so that we can correct the data base. In so far as possible, we would 
like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings witliin dockets are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adj udicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 


V 



Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 

W. Decommissioning stage documents and correspondence 

Appendix A sets forth those categories and described the materials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category were filed in the time 
period of the report. 


The principal elements of the entries in the list are: 



P. Operating license stage documents & correspondence 



7904170015 Forwards info on TMI:JM Hendne 790410 testimony, preliminary 
chronology of NRC actions, description of events & generic consideration 
of incident, 

REHM.T.A, Office of the Executive Director for Operations. 


79/04/12. 


93PP , 


© © @ @ 


I NRC/PDR Document category (see Appendix A) 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal author, 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. If this space is blank, the document is available to the public only in the NRC Public Document Room. 
1717 H St., N.W., Washington, D.C. 205S5. If this space is filled, it gives other sources for copies of the 
document. The entry may be '‘Available at NRC” for sale; “Available at NT!S”; or "Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general > indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searcliing in the NRC Public 
Document Room. Those categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION - NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 

I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with other organizations 



PR - Proposed Rule 

PRM — Petition for Rulemaking 

PROJ - Projects-Predocket Licensing 

PT21 - Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD ~ Regulatory Guides 

RES - Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM - Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOP REP - Vendor Reports and Related Correspondence 
WASTE MGT — Nuclear Waste Management 
XPORTLIC - Export and Import Licenses 

Appendix B sets forth these categories and describes the material available m each. Omission of a category 
m the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The pnncipal elements of tl\e nondocketed items are: 

(X) NUREG — NUREG Reports and Related Correspondence 

© ® 


7901060007 NUREG/CR-0161 

I “Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package/’ Quarterly 
Progress Report 780101-780331 . Identifies parameters which affect 
normal shock & vibration environs. 

FIELDS, S.R.,MECtL S.J. Hanford Engineering Development Laboratory. 
FIN A-2093.f 78/ 1 1/30. 26pp. Available at NTIS. \ 


0 ® © 


1. Nondocketed category 

2. NRC Accession Number 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author 

6. Corporate, agency or other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number 
it will appear following this entry. 

8. Date of document described 

9. Pages in document 

10. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of 
the document. Tlie entry may be “Available at NRC” or “Available at NTIS.” See NOTES on the next 
page for information on ordering publications. 


Tlie Nondocketed Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindented items. 
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NOTES: 


1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit 
Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is’ 

National Technical Information Service 
Springfield, Virgima 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either wnte to 
NTIS or call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order, Publications can be charged to American Express credit cards; supply tlie charge- 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. Wlien ordenng documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication are as follows: &i, per page for standard size paper; 1 1 per page for oversized 
paper (drawings); 25^ per microfiche for 24x diazo duplicates. A minimum charge of S2,00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed witli a bill from Potomac Research, Inc. 


i 

t 


vm 


ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

27-039 

Sheffield* IL» Nuclear Engineering Co. 

1 

40-8380 

Rocky Mountain Energy Co. 

6 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

1 

40-8452 

Bear Creek Uranium Co. 

6 

27-048 

Richland, WA, Nuclear Engineering Co. 

2 

40-8502 

Irigaray Mine, Wyoming Mining Corp. 

6 

40-0215 

S.F. Appliance, Ltd. 

2 

40-8584 

Union 76 Minerals Exploration Co. 

7 

40-0261 

Kerr -McGee Chemical Co. 

3 

40-8602 

United Nuclear Corp. 

7 

40-0299 

Union Carbide Corp. 

3 

40-8647 

Kerr-McGce Corp. 

7 

40-0672 

Nuclear Metals, Inc. 

3 

40-8675 

Energy Fuels Nuclear, Inc 

7 

40-1162 

Western Nuclear, Inc. 

3 

40-8681 

Energy Fuels Nuclear, Inc. 

7 

40-1193 

Babcock & Wilcox Co, 

3 

40-8698 

Plateau Resources, Ltd. 

8 

40-1341 

Edgemont Uranium Mine, TVA, and Mines 

3 

40-8721 

Rocky Mountain Energy Co. 

8 


Development, Inc. 


40-8722 

Briish-Wellman, Inc. 

8 

40-2061 

West Chicago Facility, Kerr-McGee Corp. 

4 

40-8727 

Kcrr-McOee Nuclear Corp. 

8 

40-2259 

Pathfinder Mines Corp. 

4 

40-8728 

Teton Exploration Drilling Co., Inc. 

8 

40-2286 

Westinghouse Electric Co. 

4 

40-8745 

Ogle Petroleum 

8 

40-3453 

Atlas Minerals 

4 

40-8760 

Edlow International Corp. 

8 

40-4492 

Federal American Partners (Mining) 

5 

40-8768 

Kerr-McGee Nuclear Corp, 

8 

40-6329 

Catholic Univ, of America 

5 

50-2 

Univ. of Michigan Research Reactor 

8 

40-6622 

Pathfinder Mines Corp. 

5 

50-3 

Indian Point Station, Unit 1 

9 

40-6659 

Peirotomics Co., Getty Oil Co, 

5 

50-10 

Dresden Nuclear Power Station, Unit 1 

11 

40-7127 

Univ. of Toledo 

5 

50-13 

Babcock & Wilcox Co, Critical Facility 

14 

40-7982 

Honeywell, Inc 

5 

50-18 

Vallecitos Boiling Water Reactor 

14 

40-8027 

Kcrr-McGce Corp. 

6 

50-29 

Yankce-Rowe Nuclear Power Station 

14 

40-8064 

Exxon Minerals Co. USA, Exxon 

6 





Corp, 


50-30 

Plum Brook Research Reactor Facility 

15 

40-8102 

Exxon Minerals Co. USA, Exxon 

6 

50-54 

Union Carbide Research Reactor 

16 


Corp 


50-57 

Slate Univ. of New York Research Reactor 

16 

40-8135 

3M Co., Minnesota Mining and 

6 





Manufacturing Co. 


50-70 

General Electric Test Reactor 

16 

40-8304 

Wyoming Mining Corp, 

6 

50-73 

General Electric Nuclear Test Reactor 

16 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50.111 

North Carolina State Unw. Research 

16 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

33 


Reactor 








50-245 

Millstone Nuclear Power Station, Unit 1 

34 

50.123 

Univ. of Missouri Research Reactor 

17 







50-247 

Indian Point Station, Unit 2 

37 

50-124 

Virginia Polytech Institute Training Reactor 

17 







50-249 

Dresden Nuclear Power Station, Unit 3 

40 

50-128 

Texas A&M Univ. Research Reactor 

17 







50-250 

Turkey Point Plant, Unit 3 

42 

50-133 

Humboldt Bay Power Plants Unit 3 

17 







50-251 

Turkey Point Plant, Unit 4 

46 

50-137 

Turkey Research Reactor 

13 







50-254 

Quad-Cities Station, Unit 1 

49 

50-142 

UCLA Training Reactor 

18 







50-255 

Palisades Nuclear Plant 

51 

50-150 

Ohio State Univ. Research Reactor 

18 







50-259 

Browns Ferry Nuclear Power Station, 

54 

50-151 

Univ. of Illinois Research Reactor 

18 


Unit 1 


50-155 

Big Rock Point Nuclear Plant 

18 

50-260 

Browns Ferry Nuclear Power Station, 

56 





Unit 2 


50-160 

Georgia Institute of Technology Research 

21 





Reactor 


50-261 

H,B. Robinson Plant, Unit 2 

59 

50-163 

General Atomic Co. 

21 

50-263 

Monticello Nuclear Generating Plant 

60 

50-166 

Univ. of Maryland Research Reactor 

21 

50-264 

Dow Chemical Co. 

62 

50-170 

National Naval Medical Center 

21 

50-265 

Quad-Cities Station, Unit 2 

62 

50-171 

Peach Bottom Atomic Power Station, 

21 

50-266 

Point Beach Nuclear Plant, Unit 1 

64 


Unit 1 








50-267 

Fort St, Vrain Nuclear Generating Station 

66 

50-182 

Purdue Univ. Research Reactor 

22 







50-268 

Midwest Fuel Recovery Plant 

67 

50-183 

Vallecitos Experimental Superheat Reactor 

22 







50-269 

Oconee Nuclear Station, Unit 1 

67 

50-184 

National Bureau of Standards Reactor 

22 







50-270 

Oconee Nuclear Station, Unit 2 

70 

50-189 

University Training Reactor 

22 







50-271 

Vermont Yankee Nuclear Power Station 

72 

50-193 

Rhode Island <& Providence Plantations 

22 





AEC 


50-272 

Salem Nuclear Generating Station, Unit 1 

74 

50-201 

West Valley Reprocessing Plant 

22 

50-275 

Diablo Canyon Nuclear Power Plant, 

77 





Unit 1 


50-206 

San Onofre Nuclear Station, Unit 1 

23 







50-276 

Georgia Tech Research Reactor 

80 

50-213 

Haddam Neck Plant 

25 







50-277 

Peach Bottom Atomic Power Station, 

80 

50-219 

Oyster Creek Nuclear Power Plant 

27 


Unit 2 


50-220 

Nine Mile Point Nuclear Station, Unit 1 

29 

50-278 

Peach Bottom Atomic Power Station, 

82 





Unit 3 


50-224 

Univ. of California Research Reactor 

30 







50-280 

Surry Power Station, Unit I 

84 

50-225 

RPI Critical Experiment 

30 







50-281 

Surry Power Station, Unit 2 

86 

50-228 

Aerotest Radiography cfe Research Reactor 

30 







50-282 

Prairie Island Nuclear Station, Unit 1 

88 

50-237 

Dresden Nuclear Power Station, Unit 2 

30 







50-285 

Fort Calhoun Station, Unit 1 

90 

50-243 

Oregon State Univ, Research Reactor 

33 





X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-286 

Indian Point Station, Unit 3 

91 

50-329 

Midland Plant, Unit I 

174 

50-287 

Oconee Nuclear Station, Unit 3 

95 

50-330 

Midland Plant, Unit 2 

175 

50-289 

Three Mile Island Nuclear Station, Unit 1 

97 

50-331 

Duane Arnold Energy Center 

177 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

108 

50-332 

Barnwell Reprocessing Plant 

179 

50-294 

Michigan State Univ. Research Reactor 

110 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

179 

50-295 

Zion Nuclear Power Station, Unit 1 

no 

50-334 

Beaver Valley Power Station, Unit 1 

181 

50-296 

Browns Ferry Nuclear Power Station, 

114 

50-335 

St. Lucie Plant, Unit 1 

1S4 


Unit 3 


50-336 

Millstone Nuclear Power Station, Unit 2 

186 

50-298 

Cooper Nuclear Station 

116 






50-338 

North Anna Power Station, Unit 1 

188 

50-301 

Point Beach Nuclear Plant, Unit 2 

117 

50-339 

North Anna Power Station, Unit 2 

190 

50-302 

Crystal River Nuclear Plant, Unit 3 

119 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

194 

50-303 

Crystal River Nuclear Plant, Unit 4 

121 






50-344 

Trojan Nuclear Plant 

195 

50-304 

Zion Nuclear Power Station, Unit 2 

121 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

198 

50-305 

Kewaunee Nuclear Power Plant 

124 






50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

200 

50-306 

Prairie Island Nuclear Station, Unit 2 

126 

50-351 

Korea Research Reactor 

202 

50-309 

Maine Yankee Atomic Power Plant 

128 

50-352 

Limerick Geneiating Station, Unit 1 

202 

50-311 

Salem Nuclear Generating Station, Unit 2 

130 

50-353 

Limerick Generating Station, Unit 2 

203 

50-312 

Rancho Seco Nuclear Generating Station 

132 






50-354 

Hope Creek Nuclear Station, Unit 1 

205 

50-313 

Arkansas Nuclear One, Unit 1 

135 

50-355 

Hope Creek Nuclear Station, Unit 2 

206 

50-315 

Donald C, Cook Nuclear Power Plant, 

138 





Unit 1 


50-356 

Univ. of Illinois LOPRA Research Reactor 

207 

50-316 

Donald C. Cook Nuclear Power Plant, 

140 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

207 


Unit 2 


50-361 

San Onofre Nuclear Station, Unit 2 

209 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

142 

50-362 

San Onofre Nuclear Station, Unit 3 

211 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

145 

50-363 

Forked River Nuclear Station, Unit 1 

212 

50-320 

Three Mile Island Nuclear Station, Unit 2 

147 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

213 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

157 

50-366 

Edwin L Hatch Nuclear Plant, Unit 2 

214 

50-322 

Shoreliam Nuclear Power Station 

159 

50-367 

Bailly Generating Station 

216 

50-323 

Diablo Canyon Nuclear Power Plant, 

161 





Unit 2 


50-368 

Arkansas Nuclear One, Unit 2 

218 

50-324 

Brunswick Steam Electric Plant, Unit 2 

163 

50-369 

William B. McGuire Nuclear Station, 

220 





Unit 1 


50-325 

Brunswick Steam Electric Plant, Unit 1 

165 

50-370 

William B. McGuire Nuclear Station, 

222 

50-327 

Sequoyah Nuclear Plant, Unit 1 

167 


Unit 2 


50-328 

Sequoyah Nuclear Plant, Unit 2 

171 

50-373 

LaSalle County Station, Unit 1 

223 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-374 

LaSalle County Station^ Unit 2 

225 

50-434 

Surry Power Station, Unit 3 

260 

50-376 

North Coast Nuclear Plant, Puerto Rico 

226 

50-435 

Surry Power Station, Unit 4 

260 

50-382 

Waterford Generating Station^ Unit 3 

226 

STN-50-437 

Floating Nuclear Plant 

260 

50-384 

Indonesia Research Reactor 

227 

50-438 

Bellefonte Nuclear Plant, Unit 1 

260 

50-387 

Susquehanna Steam Electric Station, Unit 1 

227 

50-439 

Bellefonte Nuclear Plant, Unit 2 

262 

50-388 

Susquehanna Steam Electric Station, Unit 2 

231 

50-440 

Perry Nuclear Power Plant, Unit 1 

264 

50-389 

St. Lucie Plant, Unit 2 

234 

50-441 

Perry Nuclear Power Plant, Unit 2 

265 

50-390 

Watts Bar Nuclear Plant, Unit 1 

236 

50-443 

Seabrook Nuclear Station, Unit 1 

266 

50-391 

Watts Bar Nuclear Plant, Unit 2 

238 

50-444 

Seabrook Nuclear Station, Unit 2 

267 

50-395 

50-397 

Virgil C. Summer Nuclear Station, Unit J 

WPPSS Nuclear Project, Unit 2 

239 

241 

50-445 

Comanche Peak Steam Electric Station, 
Unit 1 

269 

50-400 

Shearon Harris Nuclear Power Plant, 

Unit I 

243 

50-446 

Comanche Peak Steam Electric Station, 
Unit 2 

275 

50-401 

Shearon Harris Nuclear Power Plant, 

244 

50-448 

Douglas Point Nuclear Station, Unit 1 

281 


Unit 2 


50-449 

Douglas Point Nuclear Station, Unit 2 

281 

50-402 

Shearon Harris Nuclear Power Plant, 

Unit 3 

245 

50-452 

Greenwood Energy Center, Unit 2 

.281 

50-403 

Shearon Harris Nuclear Power Plant, 

246 

50-453 

Greenwood Energy Center, Unit 3 

281 


Unit 4 


50-454 

Byron Station, Unit 1 

281 

50-404 

North Anna Power Station, Unit 3 

247 

50-455 

Byron Station, Unit 2 

282 

50-405 

North Anna Power Station, Unit 4 

248 

50-456 

Braldwood Station, Unit I 

284 

50-409 

La Crosse Boiling Water Reactor 

248 

50-457 

Braidwood Station, Unit 2 

284 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

250 

50-458 

River Bend Station, Unit 1 

285 

50-412 

Beaver Valley Power Station, Unit 2 

251 

50-459 

River Bend Station, Unit 2 

286 

50-413 

Catawba Nuclear Station, Unit I 

252 

50-460 

WPPSS Nuclear Project, Unit J 

287 

50-414 

Catawba Nuclear Station, Unit 2 

252 

50-461 

Clinton Power Station, Unit 1 

288 

50-416 

Grand Gulf Nuclear Station, Unit 1 

253 

50-462 

Clinton Power Station, Unit 2 

288 

50-417 

Grand Gulf Nuclear Station, Unit 2 

255 

50-463 

Fulton Generating Station, Unit 1 

289 

50-423 

Millstone Nuclear Power Station, Unit 3 

257 

50-464 

Fulton Generating Station, Unit 2 

289 

50-424 

Alvin W. Vogtie Nuclear Plant, Unit 1 

258 

50-466 

Allens Creek Nuclear Station, Unit I 

289 

50-425 

Alvin W, Vogtie Nuclear Plant, Unit 2 

259 

STN-50-470 

CESSAR System 80 

290 

50-427 

Alvin W. Vogtie Nuclear Plant, Unit 4 

260 

50-471 

Pilgrim Nuclear Power Station, Unit 2 

290 

50-433 

Univ. of California at Santa Barbara 

Research Reactor 

260 

STN-50-482 

Wolf Creek Generating Station 

291 


xii 



Docket 

Name 

Page 

Docket 

Name 

Page 

STN-50-483 

Calloway Plant, Unit 1 

292 

STN-50^523 

Skagit Nuclear Power Project, Unit 2 

318 

STN-50-484 

Tyrone Energy Park, Unit 1 

293 

50-524 

Barton, Unit 1 

319 

STN-50-485 

Sterling Power Project Nuclear, Unit 1 

293 

50-525 

Barton, Unit 2 

319 

STN^50-486 

Calloway Plant, Unit 2 

294 

50-526 

Barton, Unit 3 

319 

STN-50-488 

Perkins Nuclear Station, Unit I 

295 

50-527 

Barton, Unit 4 

319 

STN-50-489 

Perkins Nuclear Station, Unit 2 

296 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

319 

STN-50-490 

Perkins Nuclear Station, Unit 3 

296 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

320 

STN-50-49I 

Cherokee Nuclear Station, Unit I 

297 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

321 

STN-50492 

Cherokee Nuclear Station, Unit 2 

297 

50-534 

Wolsiing I, Korea 

322 

STN-50493 

Cherokee Nuclear Station, Unit 3 

298 

50-537 

Clinch River Breeder Reactor 

322 

STN-50.495 

SWESSAR-Pl 

298 

STN'50-546 

Marble Hill Nuclear Station, Unit 1 

322 

50-496 

Montague Nuclear Power Station, Unit 1 

299 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

323 

50-497 

Montague Nuclear Power Station, Unit 2 

299 

50-548 

Fort Calhoun Station, Unit 2 

325 

STN-50-498 

South Texas Project, Unit 1 

299 

50-549 

Greene County Nuclear Power Plant 

325 

STN-50499 

South Texas Project, Unit 2 

304 

STN-50-550 

GESSAR-238-BOP Interface 

325 

50-500 

Davis-Bcsse Nuclear Power Station, Unit 2 

310 

STN-50-553 

Phipps Bend Nuclear Plant, Unit 1 

325 

50-501 

Davis-Besse Nuclear Power Station, Unit 3 

310 

STN-50-554 

Phipps Bend Nuclear Plant, Unit 2 

326 

STN-50-502 

Haven Nuclear Plant, Unit 1 

310 

STN-50-556 

Black Fox Station, Unit 1 

328 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

310 

STN-50-557 

Black Fox Station, Unit 2 

329 

STN-50-509 

WPPSS Nuclear Project Unit 5 

311 

50-564 

Nuclear Fuels Recovery & Recycle Center 

330 

50-510 

Blue Hills Station, Unit 1 

311 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

330 

50-511 

Blue Hills Station, Unit 2 

311 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

331 

50-513 

WPPSS Nuclear Project, Unit 4 

311 

STN-50-568 

NEP Nuclear, Unit 1 

333 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

312 

STN-50-569 

NEP Nuclear, Unit 2 

333 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

313 

STN-50-574 

Bagnac Nuclear Power Project, Philippines 

333 

STN-50-516 

Jamesport Nuclear Station, Unit 1 

313 

STN-50-580 

Erie Nuclear Plant, Unit 1 

333 

STN-50-517 

Jamesport Nuclear Station, Unit 2 

314 

STN-50-581 

Erie Nuclear Plant, Unit 2 

333 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

314 

50-582 

Sundesert, Unit I 

333 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

315 

50-583 

Sundesert, Unit 2 

333 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

316 

50-585 

TRIGA Mark 11 

333 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

317 

STN-50-592 

Palo Verde Nuclear Station, Unit 4 

333 

STN-50-522 

Skagit Nuclear Power Project, Unit 1 

318 

STN-50-593 

Palo Verde Nuclear Station, Unit 5 

334 
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STN-50-596 

New Haven Unit 1 

334 

70-1100 

Combusion Engineering, Inc. 

342 

STN-50 597 

New Haven, Unit 2 

334 

70-1113 

General Electric Co. 

342 

50-599 

Carroll Facility I 

334 

70-1143 

Westiiighouse Electric Corp. 

343 

50-600 

Carroll Facility 11 

334 

70-1151 

Westinghouse Electric Corp. 

343 

70-0008 

Battellc Columbus Laboratories 

334 

70-1193 

Cimarron Facility, Kerr-McGce Coip 

343 

70-0025 

Rockwell International 

334 

70-1201 

UF-6 Conversion Facility, Babcock & 

344 





Wilcox Co 


70-0027 

Babcock & Wilcox Co 

334 







70-1222 

Univ. of Missouri 

344 

70-0033 

Texas Instruments, Inc. 

335 







70-1227 

Eric Mining Co. 

344 

70-0047 

National Aeronautics & Space 

335 





Administration 


70-1251 

Albright College, Reading, PA 

344 

70-0082 

Nuclear Metals, Inc. 

335 

70-1257 

Mixed Oxide Fabrication Plant, Exxon 

344 





Nuclear Co., Inc. 


70-0098 

Univ, of Toledo 

335 







70-1308 

Morns Operations, General Electric Co 

345 

70-0135 

Babcock & Wilcox Co. 

335 







70-1319 

U.S. Nuclear, Inc. 

346 

70-0143 

Nuclear Fuel Services, Inc. 

337 







70-1426 

Transniiclear, Inc. 

346 

70-0190 

Catholic Univ. 

338 







70-1729 

Fuel Recovery & Storage Station, Allied 

346 

70-0364 

Parks Township Site, Babcock & 

338 


Gcneial Nuclear Service Corp. 



Wilcox Co. 








70-1739 

Tri-Slale Motor Transit Co. 

346 

70-0371 

United Nuclear Corp. 

340 







70-2554 

New England Medical Center, Boston, MA 

346 

70-0398 

Dept, of Commerce 

340 







70-2322 

Edlow International Co. 

346 

70-0572 

Monsanto Research Corp. 

340 







70-2362 

Brockton Hospital, Brockton, MA 

346 

70-0687 

Union Carbide Corp. 

340 







70-2478 

Transnuclear, Inc. 

346 

70-0696 

General Services Administration 

340 







70-2479 

Transnuclear, Inc. 

347 

70-0734 

General Atomic Co. 

340 







70-2623 

McGuire Spent Fuel Pool, Duke Power Co. 

347 

70-0754 

Vallecitos Nuclear Center, General 

34! 





Electric Co. 


70-2786 

General Electric Co. 

348 

70-0820 

United Nuclear Corp, 

341 

70-2805 

Nissho-hvai American Corp 

348 

70-0824 

Babcock & Wilcox Co. 

341 

70-2845 

Transnuclear, Inc. 

348 

70-0827 

The Defiance College, Defiance, OH 

341 

70-2872 

Reuter-Stokes 

348 

70-0925 

Cimmaron Facility, Kerr-McGee Corp. 

341 

70-2909 

Westinghouse Electric Corp., 

348 

70-0984 

Pacific Northwest Labortory 

341 


Power Systems 


70-1007 

General Electric Co. 

342 

70-2917 

Tennessee Valley Authority 

348 




70-2920 

Alabama Power Co, 

349 

70-1068 

Univ. of Florida 

342 




70-1089 

Commonwealth of Pennsylvania 

342 

71-0005 

Magnaflux Corp. 

349 
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71-0009 

Isomedix, Inc. 

349 

71-0380 

General Electric Co 

351 

71-0013 

Dept, of the Navy 

349 

71-0381 

E L. Con well & Co, 

351 

71-0024 

Hillman Nuclear & Development Corp. 

349 

71-0383 

Model' NLI 1/2 LVVT Cask, NL Industries, 

351 





Inc 


71-0035 

Rockwell International 

349 







71-4824 

Modeh HA- 10, Babcock & Wilcox Co. 

351 

71-0049 

Dept, of the Navy 

349 







71-5395 

Model’ CC, Westinghouse Elect] ic Corp. 

351 

71-0096 

Pan American World Airways 

349 







71-5607 

Model: GE T-2, General Electric Co. 

351 

71-0097 

Nondcstiuctive Testing Service 

349 







71-5796 

Model: 181361, Picker Corp 

351 

71-0102 

Source Production & Equipment Co , 

349 





Inc. 


71-5908 

Model: DOT-GM Type B, Babcock & 

351 





Wilcox Co, 


71-0107 

Dept, of the Navy 

349 







71-5938 

Model* HNPF, General Atomic Co. 

351 

71-0116 

Dept, of the Navy 

350 







71-5939 

Model: GE-1500, General Electric Co. 

351 

71-0121 

Neutron Products, Inc. 

350 







71-5942 

Model GE-700, General Electric Co 

352 

71-0135 

Babcock & Wilcox Co, 

350 







71-5971 

Model: CiE-200, General Electric Co. 

352 

71-0165 

Dept, of the Navy 

350 







71-5979 

Model: 5979, Alpha-Omega Services, Inc, 

352 

71-0170 

General Electric Co. 

350 







71-5998 

Model' OE-400, General Electric Co. 

352 

71-0180 

Hartford Steam Boiler Co. 

350 







71-6078 

Model: 927 A1 & Cl, Conibustjoii 

352 

71-0185 

FBF, Inc. 

350 


Engineering Co. 


71-0227 

Tennessee Valley Authority 

350 

71-6144 

Model: 6144, Nuclear Engineering Co. 

352 

71-0230 

Babcock & Wilcox Co. 

350 

71-6272 

Model: Poly Panther, Tcledyne Energy 

352 





Systems 


71-0249 

Nuclear Fuel Services, Inc. 

350 







71-6375 

Model* PB-1, Chctn-Nuclear Systems, Inc. 

352 

71-0250 

Transnuclear, Inc, 

350 







71-6387 

Model: 60, Battclle Memorial Instiiiilc 

352 

71-0252 

Dayton X-Ray Co. 

350 







71-6400 

Model: Super Tiger, Weslinglioiisc Electric 

352 

71-0273 

Dept, of the Navy 

350 


Corp 


71-0367 

Dept, of the Navy 

350 

71-6574 

Model: HN-200, Hillman Nuclear &. 

352 





Development Corp. 


71-0370 

Amersham Coip. 

351 







71-6679 

Model: 1/2 Super Tigei, Nuclear 

352 

71-0372 

Boeing Co. 

351 


Engineering Co. 


71-0373 

Dept, of the Navy, Naval Explosive 

351 

71-6698 

Model: NFS-4, Nuclear Fuel Sci vices, Inc. 

353 


Ordnance Disposal Facility 








71-6717 

Model: 6717 B 

353 

71-0375 

Univ. of California 

351 







71-9006 

Model: 500 SU, Argonne National 

353 

71-0377 

Indiana & Michigan Electric Co. 

351 


Laboratory 


71-0378 

Wisconsin Electric Power Co, 

351 

71-9007 

Model: 520, Argonne National Laboratory 

353 

71-0379 

Hittman Nuclear & Development Corp., 

351 

71-9009 

Model; FL 10-1, General Electric Co. 

353 


Hittman Material & Medical 






Components, Inc, 


71-9010 

Model: NLI-1/2, NL Industries, Inc. 

353 
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71-9011 

Model; E-M EH -00-00004, Dept, of 

353 

71-9080 

Model- HN-600, Hittman Nuclear & 

354 


Transportation 



Development Corp. 


71-9015 

Model: TN-8, Transnuclcar, Inc. 

353 

71-9081 

Model: CNSI-1600, Cheni-Nuclear Systems, 

354 




Inc. 


71-9016 

Model: TN-9, Transnuclear, Inc. 

353 

71-9089 

Model: NH-100 S, HiUnian Nuclear & 

354 

71-9019 

Model: BU-7, General Electric Co. 

353 


Development Corp 


71-9020 

Model: SL-10-1, Nuclear Containers, Inc. 

353 

71-9094 

Model: CNSI-14-195-H, Chem-Nuclear 

354 




Systems, Inc 


71-9029 

Model: 676, Technical Operations, Inc. 

354 

71-9096 

Model. CNSl-2 1-300, Chem-Nuclear 

355 

71-9036 

Model; C-l, Source Production Equipment 

354 


Systems, Inc. 



Co. 


71-9105 

Model’ Rad-Waste CR,J, Chem-Nuclear 

355 

71-9039 

Model: 715, Technical Operations, Inc. 

354 


Systems, Inc. 


71-9043 

Model; NNPU, Dept, of the Navy 

354 

71-9111 

Model- CN6-80A, Chem-Nuclear Systems, 

355 





Inc 


71-9044 

Model: GE-1600, General Electric Co. 

354 

71-9113 

Model; 7-100, Chem-Nuclear Systems, Inc, 

155 

71-9045 

Model: GE-1000, General Electric Co. 

354 

71-9122 

Mode], 18-450, Chem-Nuclear Systems, 

355 

71-9046 

Model: GE-liOO, General Electric Co. 

354 


Inc. 


71-9049 

Model: GE-500, Genera! Electric Co 

354 

71-9130 

Model: NP-50-XXL, Nuclear Packaging, 

355 





Inc, 


71-9050 

Model: GE-900, Genera! Electric Co. 

354 

71-9132 

Model, T-3, Nuclear Packaging, Inc. 

155 

71-9067 

Model: BCL-3 

354 

71-9135 

Model: Century, Gamma Industries 

355 

71-9070 

Model; N-55, Dept, of Energy 

354 

71-9142 

Model; 2526, Monsanto Research Corp. 

355 

71-9072 

Model: GAHC-1, General Atomic Co. 

354 






71-9853 

Model: ORNL-BNL-NBS, Unirradiated 

355 

71-9073 

Model; OH-142, Nuclear Packaging, Iiic 

354 


Fuel Container, Dept, of Energy 


71-9079 

Model; HN-100, Series 2, Hitlman Nuclear 

354 





& Development Corp, 


xvi 



ALPHABETIC ARRANGEMENT OF DOCKET 50 ITEMS BY FACILITY NAME 
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Docket 
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terolest Radiography & Research 

50-228 

30 

Browns Ferry Nuclear Power Station, 

50-260 

56 

Reactor 



Unit 2 



i^llens Creek Nuclear Station, Unit 1 

50-466 

289 

Browns Ferry Nuclear Power Station, 

50-296 

1 14 




Unit 3 



Arkansas Nuclear One, Unit 1 

50-313 

135 

Brunswick Steam Electric Plant, Unit 1 

50-325 

165 

Arkansas Nuclear One, Unit 2 

50-368 

218 

Brunswick Steam Electric Plant, Unit 2 

50-324 

163 

Kiane Arnold Energy Center 

50-331 

177 

Byron Station, Unit 1 

50-454 

281 

abcock & Wilcox Co. Critical Facility 

50-13 

14 

Byron Station, Unit 2 

50-455 

282 

agnac Nucleat Power Project, Philippines 

STN-50-574 

333 

Calloway Plant, Unit 1 

SrN-50-483 

292 

ailly Generating Station 

50-367 

216 

Calloway Plant, Unit 2 

STN-50-486 

294 

ariiwcll Reprocessing Plant 

50-332 

179 

Calvert Cliffs Nuclear Power Plant, 

50-317 

142 

arton, Unit I 

50-524 

319 

Unit 1 



arton, Unit 2 

50-525 

319 

Calvert Cliffs Nuclear Power Plant, 

50-318 

t45 




Unit 2 



arton. Unit 3 

50-526 

319 

Carroll Facility 1 

50-599 

334 

arton, Unit 4 

50-527 

319 

Carroll Facility 11 

50-600 

334 

caver Valley Power Station, Unit 1 

50-334 

181 

Catawba Nuclear Station, Unit 1 

50-413 

252 

caver Valley Power Station, Unit 2 

50-412 

251 

Catawba Nuclear Station, Unit 2 

50-414 

252 

ellcfoiitc Nuclear Plant, Unit 1 

50-438 

260 

CESS A K System 80 

STN-50-470 

290 

ellefontc Nuclear Plant, Unit 2 

50-439 

262 

Cherokee Nuclear Station, Unit 1 

STN-50-491 

297 

ig Rock Point Nuclear Power Plant 

50-155 

18 

Cherokee Nuclear Station, Unit 2 

STN-50-492 

297 

lack Fox Station, Unit 1 

STN-50-556 

328 

Cherokee Nuclear Station, Unit 3 

STN-5 0-493 

298 

lack Fox Station, Unit 2 

STN-50-557 

329 

Clinch River Breeder Reaction 

50-537 

322 

lue Hills Station, Unit 1 

50-510 

311 

Clinton Power Station, Unit 1 

50-461 

288 

Uie Hills Station, Unit 2 

50-511 

311 

Clinton Power Station, Unit 2 

50-462 

288 

raidwood Station, Unit I 

50-456 

284 

Comanche Peak Steam Electric Station, 

50-445 

269 

■'aidwood Station, Unit 2 

50-457 

284 

Unit 1 



*owns Ferry Nuclear Power Station, 

50-259 

54 

Comanche Peak Steam Electric Station, 

50-446 

275 

Unit 1 



Unit 2 
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Cooper Nuclear Station 

50-298 

116 

Fulton Generating Station, Unit 2 

50-464 

289 

Crystal River Nuclear Plant, Unit 3 

50 302 

119 

General Atomic Co, 

50-163 

21 

Crystal River Nuclear Plant, Unit 4 

50-303 

121 

General Electric Test Reactor 

50-70 

16 

Davis-Besse Nuclear Power Station, 

50-346 

198 

General Electric Nuclear Test Reactor 

50-73 

16 

Unit 1 



Georgia Institute of Technology 

50-160 

21 

DaviS'Besse Nuclear Power Station, 

50-500 

310 

Research Reactor 



Unit 2 



Georgia Tech Research Reactor 

50-276 

80 

Davis-Besse Nuclear Power Station, 

50-501 

310 




Unit i 



GESSAR-238-BOP Interface 

STN-50-550 

325 

Diablo Canyon Nuclear Power Plant, 

50-275 

77 

Robert Emmet Ginna Nuclear Plant, 

50-244 

33 

Unit 1 



Unit 1 



Diablo Canyon Nuclear Power Plant, 

50-323 

161 

Grand Gulf Nuclear Station, Unit 1 

50-416 

253 

Unit 2 



Grand Gulf Nuclear Station, Unit 2 

50-417 

255 

Donald C. Cook Nuclear Power Plant, 

50-315 

138 




Unit 1 



Greene County Nuclear Potver Plant 

50-549 

325 

Donald C. Cook Nuclear Power Plant, 

50-316 

140 

Greenwood Energy Center, Unit 2 

50-452 

281 

Unit 2 



50-453 

281 

Greenwood Energy Center, Unit 3 

Douglas Point Nuclear Station, Unit 1 

50-448 

281 






Haddam Neck Plant 

50-213 

25 

Douglas Point Nuclear Station, Unit 2 

50-449 

281 

Shearon Harris Nuclear Power Plant, 

50-400 

243 

Dow Chemical Co, 

50-264 

62 

Unit 1 



Dresden Nuclear Power Station, Unit 1 

50-10 

11 

Shearon Harris Nuclear Power Plant, 

50-401 

244 




Unit 2 



Dresden Nuclear Power Station, Unit 2 

50-237 

30 

Sliearon Harris Nuclear Power Plant, 

50-402 

245 

Dresden Nuclear Power Station, Unit 3 

50-249 

40 

Unit 3 



Erie Nuclear Plant, Unit 1 

STN-50-580 

333 

Shearon Hains Nuclear Power Plant, 

50-403 

246 




Unit 4 



Erie Nuclear Plant, Unit 2 

STN-50-581 

333 

Harlsville Nuclear Plant, Unit 1 

STN-50-518 

314 

Joseph M, Farley Nuclear Plant, Unit 1 

50-348 

200 

Hartsville Nuclear Plant, Unit 2 

STN-50-519 

315 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

213 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

316 

Enrtco Fermi Atomic Power Plant, 

50-341 

194 




Unit 2 



Hartsville Nuclear Plant, Unit 4 

STN-50-521 

317 

James A. Fitzpatrick Nuclear Power 

50-333 

179 

Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

157 

Plant 








Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

214 

Floating Nuclear Plant 

STN-50-437 

260 

Haven Nuclear Plant, Unit 1 

STN-50-502 

310 

Forked River Nuclear Station, 

50-363 

212 




Unit 1 



Hope Creek Nuclear Station, Unit I 

50-354 

205 

Fort Calhoun Station, Unit 2 

50-548 

325 

Hope Creek Nuclear Station, Unit 2 

50-355 

206 




Humboldt Day Power Plant, Unit 3 

50-133 

17 

Fort St. Vrain Nuclear Generating 

50-267 

66 



Station 



Indian Point Station, Unit 1 

50-3 

9 

Fulton Generating Slation, Unit I 

50-463 

289 

Indian Point Station, Unit 2 

50-247 

37 
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Docket 
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Indian Point Station, Unit 3 

50-286 

91 

NEP Nuclear, Unit 2 

STN~50-569 

333 

Indonesia Research Reactor 

50-384 

227 

New Haven, Unit 1 

50-596 

334 

Jamesport Nuclear Station, Unit 1 

STN-50-516 

313 

New Haven, Unit 2 

50-597 

334 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

314 

Nine Mile Point Nuclear Station, 

50-220 

29 




Unit 1 



Kewaunee Nuclear Power Plant 

50-305 

124 

Nine Mile Point Nuclear Station, 

50-410 

250 

Korea Research Reactor 

50-351 

202 

Unit 2 



La Crosse Boiling Water Reactor 

50-409 

248 

North Anna Power Station, Unit 1 

50-338 

188 

LaSalle County Station, Unit 1 

50-373 

223 

North Anna Power Station, Unit 2 

50-339 

190 

LaSalle County Station, Unit 2 

50-374 

225 

North Anna Power Station, Unit 3 

50-404 

247 

Limerick Generating Station, Unit 1 

50-352 

202 

North Anna Power Station, Unit 4 

50-405 

248 

Limerick Generating Station, Unit 2 

50-353 

203 

North Carolina Slate UnIv. Research 

50-111 

16 




Reactor 



Maine Yankee Atomic Power Plant 

50-309 

128 

North Coast Nuclear Plant, Puerto Rico 

50-376 

226 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

322 

Nuclear Fuels Recovery & Recycle 

50-564 

330 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

323 

Center 



William B, McGuire Nuclear Station, 

50-369 

220 

Oconce Nuclear Station, Unit 1 

50-269 

67 

Unit 1 



Oconee Nuclear Station, Unit 2 

50-270 

70 

William B, McGuire Nuclear Station, 

50-370 

222 




Unit 2 



Oconee Nuclear Station, Unit 3 

50-287 

95 

Michigan State Univ Research Reactor 

50-294 

no 

Ohio State Univ. Research Reactor 

50-150 

18 

Midland Plant, Unit 1 

50-329 

174 

Oregon State Univ. Research Reactor 

50-243 

33 

Midland Plant, Unit 2 

50-330 

175 

Oyster Creek Nuclear Power Plant 

50-219 

27 

Midwest Fuel Recovery Plant 

50-268 

67 

Palisades Nuclear Plant 

50-255 

51 

Millstone Nuclear Power Station, 

50-245 

34 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

319 

Unit 1 



Palo Verde Nuclear Station, Unit 2 

STN-50-529 

320 

Millstone Nuclear Power Station, 

50-336 

186 




Unit 2 



Palo Verde Nuclear Station, Unit 3 

STN-50-530 

321 

Millstone Nuclear Power Station, 

50-423 

257 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 

333 

Units 



Palo Verde Nuclear Station, Unit 5 

STN-50-593 

334 

Montague Nuclear Power Station, 

50-496 

299 




Unit 1 



Peach Bottom Atomic Power Station, 

50-171 

21 




Unit ! 



Montague Nuclear Power Station, 

59-497 

299 




Unit 2 



Peach Bottom Atomic Power Station, 

50-277 

80 




Unit 2 



Monticello Nuclear Generating Plant 

50-263 

60 

Peach Bottom Atomic Power Station, 

50-278 

82 

National Bureau of Standards Reactor 

50-184 

22 

Unit 3 



National Naval Medical Center 

50-170 

21 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

312 

NEP Nuclear, Unit 1 

STN-50-568 

333 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

313 
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Perkins Nuclear Station, Unit 1 

STN^50-488 

295 

Sequoyah Nuclear Plant, Unit 2 

50-328 

171 

Perkins Nuclear Station, Unit 2 

STN-50-489 

296 

Shoreham Nuclear Power Station 

50-322 

159 

Perkins Nuclear Station, Unit 3 

STN-50-490 

296 

Skagit Nuclear Power Project, Unit 1 

STN-50-522 

318 

Perry Nuclear Power Plant, Unit 1 

50-440 

264 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

318 

Perry Nuclear Power Plant, Unit 2 

50-441 

265 

South Texas Project, Unit 1 

STN-50-498 

299 

Phipps Bend Nuclear Plant, Unit 1 

STN-50-553 

325 

South Texas Project, Unit 2 

STN-50-499 

304 

Phipps Bend Nuclear Plant, Unit 2 

STN-50-554 

326 

State Univ. of New York Research 

50-57 

16 




Reactor 



Pilgrim Nuclear Power Station, Unit 1 

50-293 

lOR 







Sterling Power Project, Nuclear, 

STN-50-485 

293 

Pilgrim Nuclear Power Station, Unit 2 

50-473 

290 

Unit 1 



Plum Brook Research Reactor Facility 

50-30 

15 

St. Lucie Plant, Unit 1 

50-335 

184 

Point Beach Nuclear Plant, Unit i 

50-266 

64 

St* Lucie Plant, Unit 2 

50-389 

234 

Point Beach Nuclear Plant, Unit 2 

50-301 

IJ7 

Virgil C. Summer Nuclear Station, 

50-395 

239 




Umt 1 



Prairie Island Nuclear Station, Unit 1 

50-282 

88 







Simdcsert, Unit 1 

50-582 

333 

Prairie Island Nuclear Station, Unit 2 

50-306 

126 







Sundesert, Unit 2 

50-583 

333 

Purdue Uiiiv, Research Reactor 

50-182 

22 







Surry Power Scaiton, Unit t 

50-280 

84 

Quad-Cities Station, Unit 1 

50-254 

49 







Surry Power Station, Unit 2 

50-281 

86 

Quad-Citics Station, Unit 2 

50-265 

62 







Surry Power Station, Unit 3 

50-434 

260 

Rancho Seco Nuclear Generating 

50-312 

132 




Station 



Snrr> Power Station, Unit 4 

50-435 

260 

Rhode Island & Providence 

50-193 

22 

Susquehanna Steam Electric Station, 

50-387 

227 

Plantations AEC 



Unit 1 



River Bend Station, Unit 1 

50-458 

285 

Susquehanna Steam Electric Station, 

Unit 2 

50-388 

231 

River Bend Station, Unit 2 

50-459 

286 







SWESSAR-PI 

STN-50-495 

298 

H. B, Robinson Plant, Unit 2 

50-26! 

59 







Texas A&M Univ. Research 

50-128 

17 

RPI Critical Experiment 

50-225 

30 

Reactor 



Salem Nuclear Generating Station, 

50-272 

74 

Three Mile Island Nuclear Station, Unit 1 

50-289 

97 

Unit 1 









Three Mile Island Nuclear Station, Unit 2 

50-320 

147 

Salem Nuclear Generating Station, 

50-311 

130 




Unit 2 



TRIGA Mark II 

50-585 

333 

San Onofre Nuclear Station, Unit 1 

50-206 

23 

Trojan Nuclear Plant 

50-344 

195 

San Onofre Nuclear Station, Unit 2 

50-361 

209 

Turkey Research Reactor 

50-137 

18 

San Onofre Nuclear Station, Unit 3 

50-362 

211 

Turkey Point Plant, Unit 3 

50-250 

42 

Seabrook Nuclear Station, Unit 1 

50-443 

266 

Turkey Point Plant, Unit 4 

50-251 

46 

Seabrook Nuclear Station, Unit 2 

50-444 

267 

Tyrone Energy Park, Unit 1 

STN-50-484 

293 

Sequoyah Nuclear Plant, Unit 1 

50-327 

167 

UCLA Training Reactor 

50-142 

18 


XX 



Name 

Docket 

Page 

Union Carbide Research Reactor 

50*54 

16 

Univ of Calilornia at Santa Barbara 

Research Reactor 

50-433 

260 

Univ. of California Research Reactor 

50-224 

30 

Univ. of Illinois LOPRA Research Reactor 

50-356 

207 

Univ. of Illinois Research Reactor 

50-151 

18 

Univ, of Maryland Research Reactor 

50-166 

21 

Univ. of Michigan Research Reactor 

50-2 

8 

Univ. of Missouri Research Reactor 

50-123 

17 

University Training Reactor 

50-189 

22 

Vallecitos Boiling Water Reactor 

50-18 

14 

Vallecitos Experimental Superheat Reactor 

50-183 

22 

Vermont Yankee Nuclear Power Station 

50-271 

72 

Virginia Polytccli Institute Training Reactor 

50-124 

17 

Alvin W. Vogtie Nuclear Plant, Unit 1 

50-424 

258 

Alvin W, Vogtie Nuclear Plant, Unit 2 

50-425 

259 

Alvin W. Vogtie Nuclear Plant, Unit 4 

50-427 

260 


Name 

Docket 

Page 

Waterford Generating Station, Unit 3 

50-382 

226 

Watts Bar Nuclear Plant, Unit 1 

50-390 

236 

Watts Bar Nuclear Plant, Unit 2 

50-391 

238 

West Valley Reprocessing Plant 

50-201 

22 

Wolf Creek Generating Station 

STN-50-482 

291 

Wolsung I, Korea 

50-534 

322 

WPPSS Nuclear Project, Unit 1 

50-460 

287 

WPPSS Nuclear Project, Unit 2 

50-397 

241 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

310 

WPPSS Nuclear Project, Unit 4 

50-513 

311 

WPF^SS Nuclear Project, Unit 5 

STN-50-509 

311 

Yankee-Rowe Nuclear Power Station 

50-29 

14 

Yellow Creek Nucle«ir Plant, Unit 1 

STN-50-566 

330 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

331 

William H Zimmer Nuclear Station, Unit 1 

50-358 

207 

Zion Nuclear Power Station, Unit 1 

50-295 

no 

Zion Nuclear Power Station, Unit 2 

50-304 

121 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 SHEFFrELO, IL i NUCLEAR ENGINEER INO CO 


8004010104 Foruardt *'Prs 1 Iminary Ript on Hydrogeology of Lou Level 
Radwatte Dispoeal Site Hear Sheff ield> tLi " Open-File Rept 
79-1 S45 

TOLER, L 0 Interior, Dept of 80/03/07 Ip 


— 6004010106 ''Pr«l imlnary Rept on Hydrogeology of Lou Level Raduiaste 
Dlspoeal Site Near Sheffield, IL. ** Open-File Rept 79-1545 
FOSTER. J U t ERICKSON. J R Inter lor. Dept of. Oeologlcal Survey 
79-1545 80/01/31 87pp 


Q0040201G2 Requests that site be inspected uhen thawing occurs 
Significant trench subsidence erosion was observed In 
1979 Surface deterioration admits water V leads to increased 
leaching of radwatte. par ticularly during spring thaw 
SMITH. R D Low Level Waste Licensing Qranch 60/03/13 Ip 


8004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvement In radiological emergency planning Sc 
preparedness. d is trlbuted as Doard notification 
0088ICK.L V Office of the Eiecutlve Director for Operations 
QO/04/02 34pp 


DOCKET 87-047 BARNWELL. 8C , CHEM-NUCLEAR SYSTEflS 


6004040032 Forwards Waste Packaging Insp Rept 79’-06A on 791126-20 No 
noncomp liance noted 

DAVIS, A D Region 3. Chicago. Fuel Facility it Materials Safety 
Branch 80/02/13 2pp 


—8004040035 Waste Packaging Insp Rept 79-06A on 791126-20 No 
noncomp 1 lance noted Major areas inspected shipping paper & 
DOT placarding requirements, radiation leve Is. removable 
contamination It external package features 

POTTER. J P r DROWN. R A Region 3. Chicago, Fuel Facility U 
Materials Safety Branch 80/02/13 4pp 


8004040392 Forwards Waste Packaging Insp Rept 79-06A on 791126-28 
No noncomp 1 lance noted 

DAV18.A B Region 3. Chicago. Fuel Facility U Materials Safety 
Branch 60/02/13 2pp 


—6004040399 Waste Packaging Insp Rept 79-06A on 791126-26 No 
noncompliance noted Major areas inspected shipping paper U 
DOT placarding requiraments. radiati on levels. removable 
contamination At external packaging features 
POTTER. J P . BROWN. R A Region 3. Chicago. Fuel Facility St 
Materials Safety Branch 80/02/13 4pp 


6004040450 Forwards Waste Packaging Insp Rept 79-06A on 791126-28 
No noncomp 1 lane I noted 

DAVI8.A B Region 3. Chicago. Fuel Facility St Materials Safety 
Branch 80/02/13 2pp 


—8004040453 Waste Packaging Insp Rept 79-06A on 791126-28 No 
noncomp 1 lance noted. Major areas Inspected shipping paper St 
DOT placarding requirements, radiation levels S< marking 
requirements 

POTTER. J P Region 3, Chicago. Fuel Facility St Meterials Bafetij 
Branch BROWN. R A Region 3, Chicago, Office of the Director 
60/02/13 4pp 


8004070131 Forwards waste packaging Insp Rept 79-06A on 791126-28 
No noncompliance noted 

DAVI8. A 8 Region 3. Chicago. Fuel Facility St Materials Safety 
Branch 80/02/13 2pp 


8004100518 Forwards tfaste Packaging Insp Ropt 79-07A on 791219 t notice 
of violation 

DAVIS, A B Region 3, Chicago. Fuel Facility t Materials Safety 
Branch 80/02/22 2pp 


— 8004100522 Notice of violation from insp on 771219 

a Region 3. Chicago. Office of the Director 80/02/22 Ip 


— 8004100528 Waste Packaging Insp Rept 79-07A on 791219 Noncompliance 
noted failure to mark package as radioactive low specific 
activity 

POTTER. J P , DROWN. R A Region 3, Chicago. Fuel Facility St 
Materials Safety Dranch 80/02/22 3pp 


9004040160 Forwards Waste Packaging Insp Rept 79-07A on 791219 St 
notice of violation 

DAVIS, A B Region 3. Chicago, Fuel Facility & Materials Safety 
Branch 00/02/25 2p p 


—0004040164 Notice of violation from insp on 791219 

a Region 3. Chicago. Office of the Director 0O/OS/23 Ip 


—0004040171 Waste Packaging Insp Rept 79-07A on 771219 Noncomp 1 lance 
noted cask shipped from facility not marked "Radioactive 
L8A. " as required 

POTTER, J P . BROWN, R A Region 2, Atlanta. Fuel Facility it 
Materials Safety Branch 80/02/25 4pp 


8004080135 Forwards Water Packaging Insp Rept 80-01 on G00131-OS01 No 
noncompl iance noted 

STOHR. J P Region 2, Atlanta. Fuel Facility i> Materials Safety 
Branch 00/02/25 3pp 


—8004060140 Waste Packaging Insp Rept 80-01 on 800131-0201 No 
noncompliance noted Major ^rtas inspected DDT S< NRC 
requirements including shipping paper, DDT placard, rad lat Ion 
1 evels. removab le contamination labeling 

POTTER. J P . PEERYrM W Region 2. Atlanta. Fuel Facility it 
Materials Safety Branch 80/02/21. 4pp 


8004080145 Forwards Waste Packaging Insp Rept 80-02A on 800206-08 No 
noncomp 1 lance noted 

6T0KR, J.P Region Zt Atlanta. Fuel Facility & Materials Safety 
Branch 80/02/26 5pp 


—0004080147 Waste Packaging Insp Rept a0-02A on 800206-08 No 
noncomp 1 iance noted. Major areas Inspected DOT t. NRC 
requirements Including shipping paper DDT p lacard. radiat ion 
levels, marking U labeling. 

POTTER. J P . BRDMN. R A Region 2. Atlanta. Fuel Facility At 
Materials Safety Branch 00/02/20 4pp 


0004160165 Forwards Waste Packaging Insp Rept 79-06A on 791126-28 
No noncompliance noted 

8MITH.0 H Region f. Ph 1 ladelph la . Fuel Facility it Materials Safety 
Branch 00/02/29 2pp 


—8004160172 Waste Packaging Insp Rept 79-06A on 791126-28 No 
noncompliance noted Major areas inspected radiation levels, 
shipping paper requirements, removab le -contamination & 
labeling requirements for packages 

POTTER. J P I BROWN. R A Region 1. Philadelphia. Fuel Facility b 
Materials Safety Branch 79/12/12 7pp 


6004210027 Forwards Waste Packaging Imp Rept 79-07A on 791212-13 No 
noncompliance noted. 

SMITH. 0 H Region Phi ladelph ia. Fuel Facility b Materials Safety 
Branch 00/03/05 Ip 


1 
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DOCKETED ITEMS 


— 800431003^ InlaitB- Pfick^gins Rept 79*07A on 791312-13 No noncompl ianc« 
notod Major areas Inspected shipping paper U placarding 
rai^u iTsntantSi radla 1 1 on Wvels* removab la contarnination It 
package eiternal feature requirements 

POTTE«.J P . PEERY.M W , WQODRUPF.R L Region l4 Philadelphia. 
Fuel Facility t Materials Safety Branch 80/01/lB 7pp 


S004210029 Forwards Waste Packaging Insp Rept 79''06A on 791l26'2a Wo 
noncamp 1 i 4 nce noted 

SMITHp'O H Region li Philadelphia* Fuel Facility Materials Safety 
Branch 60/03/05 Ip 


--8004210035 Waste Packaging Insp Rept 79-06A on 79112&-28 No 
noncomp 1 ianca notod Major areas inspected shipping paper it 
placarding requ ir emen ts. rad iatlon 1 avals. memorab le 
contamination it package external feature requirements 
POTTER, vJ P I BROHMiR A Region 1, Phi ladalphla. Fuel Facility 5i 
Materials Safety Branch 79/12/12 7pp 


8004210074 Foruards Waste Packaging Insp Rept 79-074 on 771212-13 No 
none omp llanc e noted 

SMITH. 0 H Region 1* Philadelphia. Fuel Facility Materials Safety 
Drench BO/03/09 2pp 


—6004210076 Waste Packaging Insp Rept 79-07A on 771212-13 No 
noncomp 1 iance noted Major areas Inspected shipping paper it 
placarding requ Irements. rad lation love 1 s , remova hie 
contamina tlon ic package external feature requirements 
PGTTER.vl P * PEERY.W W . WOODRUFF. R L Reginn 1. Philadelphia* 
Fuel Facility ic Materials Safety Branch 00/01/lG 7pp 


B004210079 Foruards Waste Packaging Insp Rapt 79-07A on 791212-13 No 
none ompl iance noted 

SMITH. 0 H Region 1. Philadelphia. Fuel Facility it Hater ia Is Safety 
Branch 80/03/09 2pp 


— 0004210082 Waste Packaging Rept 79-07A on 791212-13 No noncompliance 
noted Major areas Inspected shipping paper it placarding 
requlTenentSj radial 1 on levelstrernovablo contamination & 
packaging eKternal feature requirements 

POTTER. J P . PERRY. W W * WOODRUFF. R L Region 1* Philadelphia. 
Fuel Facility ii Materials Safety Branch 60/01/18. 7pp 


B004210U5 Forwards Waste Padaglng Insp Rept 79-06A on 791126-20 No 
noncompliance noted. 

8H1TH.0 H Region 1. Philadelphia. Fuel Facility & Materials Safety 
Branch 80/03/09 2pp 


—3004210120 Waste Packaging Insp Rept 79-06A on 791126-23 No 
noneonip 1 lance noted Major areas inspected shipping paper It 
placarding requirements* pad iati on levels. removable 
contamination It package external feature requirements 
POTTER. J P * DROWNtR A Region 1. Philadelphia. Fuel Facility & 
Materials Gafety Branch 79/12/12 7pp 


8004210334 Forwards Waste Packaging Insp Rept 79-07A on 791212-13 No 
noncompliance noted 

8HrTH*0 H Region 1. Philadelphia. Fuel Facility It Materials Safety 
Branch 80/03/05 2pp 


—8004210339 Waste Packaging Insp Rept 79-07A on 791212-13 No 
noncomp ilance noted Major areas inspected: sh i pp Ing paper 
requirements j DDT placarding requlrementSt rad latlon levels, 
removable contamination It DOT/KRC marking tt labeling 
PDTTCRi J P.4 PEERYrW W . WOODRUFF. R L Region 1. Phi ladelph le. 
Fuel Facility Materials Safety Branch 60/01/16 7pp 


'^004210343 Forwards Waste Packaging Insp Rept 79-07A on 791212-13 No 
oncomp 1 lance noted 

ilTH.O H Region 1. Pht ladelph la. Fuel Facility Metorlals Safety 
anch 80/03/05 2PP 


04210345 West* Packag Ing Insp Rept 79-07A on 791212-13 No 
noncomp 1 lance noted. Major areas Inspec ted; sh ipp Ing paper 
requirements. DOT p lacarding. rad ia tlon 1 evels. removeb le 
c ontanl nat i on . DOT marking labeling external fietures 

PQTTEfir J p * PEERV.W W . WOODRUFF, R L Region 2. Atlanta. Fuel 
Facility tc Materials Safety Branch 60/01/18 7pp 


6004220379 Forwards Waste Packaging Insp Rept 79-07A No noncomp I lance 
noted 

SMITH. 0 H Region 1. Ph J 1 ede Iphie* Fuel Facility It Materials Safety 
Branch 60/03/05 2pp. 


— S004220402 Waste Packaging Insp Rept 79-07A on 794212-13 No 
nonccmpl lance noted Major areas insp ec ted* review of shipping 
paper Si radlatl an survey of veh ic 1 est contami nation surveys 
& radiation level surveys of packages 

POTTER. J.P.* PEGRY.W M * WOODRUFF. R L Region 2* Atlanta. Fuel 
Fecllltg tr Materials Safety Branch 60/01/16 7pp 


8004280280 Forwards Waste Packaging Imp Rapt 79-07A on 791212-13 
Nd noncompliance noted 

SMITH, 0 H Region 1. Phi lade Iphla, Fuel Facility St Meterlals Safety 
Branch 60/03/05 2pp 


—6004280286 Waste Packaging Insp Rept 79-07A on 791212-13 No 
noncompl iance noted Major areas Inspected shipping paper 
requirements* DOT placarding requirements. rad latlon levels 
(( removable contamination 

WDODRUFF.R L . PEERY. W W r POTTER, I P Region i. Philadelphia. 
Office of the Director 80/01/19 7pp 


8004260277 Forwards IE Insp Rept 50-293/79-23 & Waste Packaging Imp 
Rept 79-oaD on 791227-28,800104 & 791210. respectively 
ORIER.D H Region 1. Ph 1 lad e Iphia. Office of the Director 
60/03/06 2pp 


— 6004280310 Waste Packaging Insp Rept 79-OBB on 791216 Noncomp I lance 
noted radiation levels in excess of specified limits 
BROWN, R A . POTTER. J P Region 1. Ph I Udelphle. Office of the 
Director 79/12/21 3pp 


6004070410 Forwards FR notice of availability of applicant DL 
application, environ assessment It opportunity to request 
hear ing 

DRAOONETTE.K 3 Low Level Waste Licensing Branch 80/03/13 Ip 


--6004070414 Notice of availability of applicant 01- appl icetlon. environ 
assessment tt opportunity to request hearing 

DRAOONETTE* K 8 Low Level Was'tc Licensing Drench 60/03/13 3pp 


6004040014 Forwards corrected Waste Packaging Insp Rept 79-07A Requests 
that rept sent on 800222 be destroyed 

DAVIS, A B Region 3. Chicago. Fuel Facility S. Keteriels Safety 
Branch 60/03/21 Ip 


— 6004040019 Forwards corrected Waste Packaging Insp Rept 79-07A. on 
791212-13 No noncompliance noted 

DAVIS* A B Region 3. Chicago. Fuel Facility Ic Heterlels Safety 
Drench, 80/02/22 2pp 


—0004040023 Corrected Waste Fackeglng Imp Rept 79-07A on 791212-13 No 
noncompliance noted Major areas Inspected shipping piper U 
placarding rsqu irements* red iat ton leve Is. rtmovab le 
contamination it package external features 

FOTTER.J P Region 3. Chicago. Fuel Facility & Materials Befety 
Branch BO/02/S2 7pp. 


6004100140 Forwards Waste Packaging Insp Rspt 79-07A on 791212-13, No 
noncompliance noted 

DAV18, A. B Region 3. Chicago. Fuel Facility Heterlels Safety 
Rranch 80/02/22. 2pp 


—0004100408 Waste Packaging 79-07A on 60791212-13 No noncomp I lance 
noted Major areas inspected compliance w/DOT 4< NRC 
regulations including shipping paper requirements. redietion 
levels & DOT labeling 

POTTER.J P Region 3, Ghlcego. Fuel Fecllity it Materials Safety 
Branch 60/02/22, 6pp 


DOCKET 27-048 RICHLAND. WA .NUCLEAR ENOINEERINO CO 


0004210015 Forwards Waste Packaging Insp Rept 80-06 on 600128-0201 No 
noncompllence noted, 

SMITH. 0 H Region 1. Ph 1 led elphle. Fuel Facility it Materials Safety 
Branch 80/03/31, 2pp 


— 8004210020 Waste Packaging Imp Rept 60-06 on 800128-0201 No 
noncompl lance noted Major areas inspected’ proper vehicle 
placarding, package integrity It package labeling t* marking 
BOOK. H E Region 5. 8an Frenclico. Fuel Facility 1. Heterlels 
Safety Branch. CAIN. C L Region 4. Dalles. Office of the 
Dtrector 00/02/27 6pp. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0215 6 F. APPLIANCE, LTD 


8003310412 Discusses IE insp nf LUsnse 8TB-259 on 800124 8( 26 & 
forwards notice of violation 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 80/03/03, 
3pp 


— B003310416 Notice of violation from Insp on 800124 it 26 Noncomp Hence 
noted, survey data It Info obtained during 1979 not 
available for review Surveys performed by consultant firm 
between Aug it Oct 1979 not documented & given to licensee 
e Region 3. Chicago. Office of the Director 00/03/03 6pp, 



DOCKETED ITEMS 


3 


DOCKET 40-0261 KERR MCKEE CHEMICAL CQ 


B004100948 Faro/ards IE Insp Rapt 40-0316/79-01 on 791220-800104 
No noncomp 1 lance noted 

KEPPLER«J O Region 3. Chicagor Office of the Director 80/03/13 

2pp 


—0004100551 IE Insp Rept 40-0216/79-01 on 791220-000104 No noncomp 1 lance 
noted Major area^ inspected allegations that unetirvegedi 
steel beam had bean removed from facility & infitalled in 
residence during 1976 

PAPERIELLOiC . KQ^ELIIJSiC E > UEIL<C H Region 3. Chicagot Office 
of the Director 80/02/07 9pp 


0004220083 Requests reconsideration of NRC recommendation for continued 
use of present tailings pond at Jeffrey CltgpWY Potential 
contamination of moving underground uater endangers human h 
animal life 

BUN«fi Affiliation Untnouin 60/03/18 Ip 


8004210307 Foruiards notice of intent to appeal final £10 re operation 
of Spilt Rock U Mill 

EAST/ D J Uyotrtlng Outdoor Council 80/03/31 Ip 


— 0OO431O3BB Notice of Intent to appeal final EI8 re operation of Split 
Rock il Mill 

BOQKEiB L Wyoming Outdoor Council 80DKE, 0 L Affiliation 
Unknown 00/03/21 Ip 


DOCKET 40-0299 UNION CARBIDE CORP 


0004240499 ^'Oootochnical Investigation of Proposed Evaporation Pond/ 
East Gas Hills, WY for Union Carbide Corp " 

MURDOCK, L T , NEWTON, 9 M Dames t, Moore 79/09/10 7Bpp 


0004110133 Summary of 800311 meeting u/vendor in Silver Spring, MD re 
review of updated radiation safety program incorporating 
generic changes since 1976 license revision It environ 
monitoring program contained in FEB 

OARCIA/P J Uranium Recovery Licensing Branch 00/03/25 3pp 


0004090347 Forwards request to 
increase in reclamation bond 
grade tailings disposal area 
WONOi T Union Carbide Corp 


State of WY Dept of Environ Quality for 
for projected costs of below 
It evaporation pond area 
80/03/13 3pp. 


0004280312 Reports review of 700923 S< 790719-20 repts & enforcement 
records No noncompliance found & no license revisions 
recommended 

UOOLSEY, R T Uranium Recovery Licensing Branch 00/03/20 Ip 


DOCKET 40-0672 NUCLEAR METALS, INC 


8004210029 Forwards Waste Packaging Insp Rept 79-06A on 791126-20 No 
noncompliance noted 

SMITH, 0 H Region t, Philadelphia, Fuel Facility (< Materials Safety 
Branch 00/03/09 Ip 


DOCKET 40-1193 BABCOCK St WILCOX 


8004160027 Notifies that Source Metis License SMD-502 is tarmlnated 
Activities authorixed under license were incorporated into 
Source Matls License 6NM-143 

PAGE, R 0 Uranium Fuel Licensing Branch 80/03/27 Ip 


— B00421003S Waste Packaging Insp Rept 79-06A on 791126-28 No 
noncomp 1 iance noted Major areas inspected shipping paper & 
placarding requirements, radiation level s, memorab le 
contamination It package external feature requirements 
POTTER, J P , DROWN, R A Region 1, Philadelphia, Fuel Facility U 
Materials Safety Branch 79/13/12 7pp 


DOCKET 40-1162 WESTERN NUCLEAR, INC 


8004090064 Forwards 000301 revised renewal application for Source 
Matls License SUA-56 W/o end 

DDODEN, 0 Westinghouse Electric Corp 60/03/04 ip 


0004090290 Discusses investigation to determine if radon checks 
mentioned in enc 1 EPA 730108 Hr were completed Forwards Jul 
1972 "Western Nuclear News, •' 800226 article from Riverton 
Ranger 

D80DEN,0 Western Nuclear, Inc (subs of Phelps Dodge Corp ) 
ao/03/04 4pp 


G004090299 Forwards 800301 revised renewal application for Source Matls 
License SUA-56 W/o end 

DOOOENrO Western Nuclear, Inc (subs of Phelps Dodge Corp ) 
80/03/04 Ip 


8004080606 Submits justification for deviation from operational 
guidelines re use of pipe-in-pipe sys as discussed w/NRC on 
790926 It 27 Lists d iiadvantages of sys & proposes 
alternative 

DOODEN, 0 Western Nuclear, Inc (subs of Phelps Dodge Corp > 
80/03/07 9pp 


6004070259 Requests that review time be set aside to prepare safety 
evaluation for proposed tailings dam raise at U mill by 
000324 Safety evaluation must be completed before license 
can be renewed Further delays will mean wasted time 
SCARANOiR.A Uranium Recovery Licensing Branch 00/03/13 Ip 


0004080607 Responds to concerns in 000131,0214,15 It ID Itrs re renewal 
of Split Rock mill license Reference to 10CFR2 206 in 
hearing request re renewal not applicable NRC has no 
direct authority over mining or haulage of ore. 

LINEMAN, J. J Uranium Recovery Licensing Branch 80/03/19 3pp 


0004070424 Notifies that transmittal Itrs for dletrlbution of U mill 
FEB were hand carried to Document Distribution Bves Branch 
on 800221 Total of 192 FEB were mailed on SOO220 
FISHER, 0 Uranium Recovery Licensing Branch, 60/03/17 Ip 


DOCKET 40-1341 EDOEMDNT URANIUM MINE, TVA It MINE9 DEVELOPMENT, INC, 


8004080207 Forwards Revision 2 to decommissioning plan environ rept. 
Revision replaces existing Section 4 4 re geology 
MILLS, L M Tennessee Valley Authority 80/02/26 ip 


— 8004080210 Revision 2 to decommissioning plan environ r ept, replac Ing 
existing Section 4, 4 re geology 
e Tennessee Valley Authority 00/02/26 9pp 


8004020167 Requests legal opinion for U ffllll tailings in locations euay 
from licenaad U recovery facility sites Residents of 
Edgemont, BD were exposed to high radiation levels NRC role 
in control of offsite tailings li in question 
DIRCK8,W J Office of Nuclear Material Safety It Safeguards 
80/02/27 2pp 


0OO4O2OO4B Requests info re acquisition date for License 8UA-0i6, 
whether license was transferred from Susquehanna Western or 
applied for separately It when license Is up for renewal or 
expiration Discusses requested Info re other mills 
BUCKB, N Black Hills Alliance 80/03/09 Ip, 


8004080288 Responds to Subcommittee on Nucleer Regulation 800116 
inquiry about NRC activities re health It safety of residents 
near facility Program to define It remove offsite tailings In 
progress No agency clearly reiponsible for remedial actions. 
AHEARNE, J F Commission 80/03/13 2pp, 


—8004080300 Responds to 000116 inquiry about NRC activities re health b 
safety of residents near facility Program to define St remove 
offsite tailings in progress No agency clearly responsible 
for remedial actions 

AHEARNE, J F Commission 00/03/13 2pp 


— 0004080309 Responds to 800116 inquiry about NRC activities re health It 
safety of residents near facility Program to dafine fit remove 
offsite tailings in progress Np agency clearly responsible 
for remedial actions 

AHEARNE, J F Comnlsiion 00/03/13. 2pp 


—8004000307 Responds to Subcommittee on Nuclear Regulation 000116 
inquiry about NRC activities re health It safety of residents 
near facility Program to define It remove offsite tailings in 
progress No agency clearly responsible for remedial actions 
AHEARNE, J F Commission 00/03/13 2pp 


—0004080314 Requests info on NRC activities re health It safety of 
residents near fad 1 ity. Also requssts notifldatlon of 
related progress l< problems, 

HART,0 r 9IMP80N, A K Senate, Environment It Public Works. 
hC0QVERNr(» Benate 00/01/16 Ip 



DOCKETED ITEMS 


ao/oc/oi - eo/04/30 pace 


MOrnHLV title list 
U S NUCLEAR REOULATORV COMMISSION 


00407043B Re->pond& ta 800306 rc^upit for clarification re info 
raquBstad btf NRC concerning potential for grounduat e r 
contamination at tailings disposal lite Depth to unjointed 
untifoa thertd leu p ermea b i 1 1 1 >/ shale should ha determined 
MlLLERi H J Uraniurr> Recovery Licensing Branch 00/03/17 4pp 


304290070 Advises that J Jacobs will respond to future questions 
concerning use of Bureau of Land figt admini cteredi lands 
near Edgeraont^SD for U tailing# disposal site Requests lead 
tl(n« to revleu draft EIS re decomniss i oning plan 
* In terioTi Dept of. Bureau of Land Management 00/03/17 Ip 


—6004040453 Uaste Packaging Insp Rept 79-'04A on 791126-20 No 
noncompl i ance noted Major areas inspected shipping paper 6 
DOT placarding requ irements^ radlat ion levels 2c marking 
requirements 

POTTER, J P Region 3* Chicago. Fuel Facility fc Materials Safety 
Branch BROWN • R A Region 3, Chicago, Office of the Director 

BO/02/13 4pp 


B00402026B Requests end Exhibits I-IV be added to Investigative Rept 
40-2061/79-01 Exhibits inadvei tent ly omitted from rept 
KEPPLER. J 0 Region 3, Chicagoi Office of the Director SO/03/04 
Ip 


304200056 Forwards Revision 3 to d etcmmi ssl oning plan environ rept, 
providing reclamation info i* specific discussion of surface 
uater quality impacts 

MlLLe, L M Tennessee Valley Authority 00/03/25 Ip 


■B004260Q60 Facility d« c ommi tsionlng plan, environ rep t, Revisi on 3 
a Tennessee Valley Authority 00/03/25 126pp 


3CKET 40-2061 WEST CHICAOO FACILITY. KERR-MC<3EE CORP 


>04030303 Responds to FQIA request for info re thorium residuals in 

Nest Chicago, IL Forwards documents listed in App A 

FELTONi J M Division of Rules and Recmrds 30/03/27 2pp 


8004030330 ''Draft Environ Aesessment re Kerr**McOee Chemical Corp - West 
Chicago Charac ter i lat i on of Oeahyd rology & Subsurface 
Chemistry *' 

* Argonne National Laboratory 77/05/31 190pp 


OAOSOtSa Forwards transmittal Itn to distribution list luhich 
accompanied deconmiss 1 aning 6 s tab i 1 irati on plan fpr West 
Chicago facility 

SHELLEY. W J Kerr-MtOee Nuclear Corp 79/0B/17 3pp 


B0040B0163 Forwards d ec ommi ssietiing I. stab ill lat ion plan for Uest 
Chicago facility N/o end 

RiCEfO B Kerr-McOee Corp 77/06/15 6pp 


}4030i47 Submits response to stab i 11 lation plan by Korr-McOec Corp 
'or decommissioning West Chicago Facility Proposed detention 
lasin must be designed in accordance uMocal water 
JTdlnaiicei L city soil L erosion control ordinance 
■fl&TER, J D West Chicago, IL 79/09/19 2pp 


>4000101 Confirms 791101 telcon re notification from C Wetik that 
lumerous metis used to build home were obtained from 
lerr-McCee factory site Requests that measurements be taken 
other mails located &r measured 
IAN8ELL. D Illinois. Etate of 79/11/02 2pp 


>4060092 Advises that participation is welcome In 791210 meeting 
'/public in West Chicago Nigh Bchool re stabiHeatlon plan 
or decommissioning facility 

ATALAND, 0 R Chicago, City of, IL 79/12/03 2pp 


4000177 Requests assistance In selecting remote site for waste 
torage from defunct Kerr-McOee factory Based on advice from 
tatb of IL Oeological Survey r« onsite burial protlemi, c 1 ty 
* seeking geologically suitable site 
ENNELSrA E Chicago, City of. IL SO/Ol/07 2pp 


4040186 Requests opportunity to review EIS for plan to 
ecommlssion facility Early input from EPA could reduce 
elays that might arise at later date 

I.YL0R, D J, Environmental Protection Agency 60/01/11 Ip 


4070151 Advises that per 791210 public meeting proposal , interested 

irties are requested to submit alternatives to proposed 

bilte burial of defunct factory waste per stab 1 1 1 lati on 

Ian for decomm.! ssion ing site 

MNEY. J. L Her p-Mc<^ee Corp 00/01/14 3pp 


11B0061 Advises of present facility security program Gloss Guard & 

ivastlga tl ons Sve, ire provides 24-h coverage It regular 

Jtside Insps conducted of perimeter fences Signs L closures 

'e made identi f ica tion cards used 

NNY, T. L. Kerr-’WcOee Corp 80/01/20 Ip 


>040450 Forwards Waste Packaging Insp Rept 79-06A on 791126-23 
non comp 1 i ance noted 

kViBr A B. Region 3, Chicago. Fuel Facility & Materials Safety 
anch 30/02/13 2pp 


— 0004020273 Ack raceipt of 791113 1 tr re transfer of matl from site by 
M Auer Ouestion exists about accuracy of record of transfer 
MANSELL. D Illinois, State of 79/11/19 Ip 


—6004020274 Discusses alpha survey of homes in West Chicago, IL 
re const matl from Kerr-McOee site All readings were 
background level 

BURGIN.R E Region 3, Chicago, Office of the Director 79/12/06 
IP 


—6004020276 Testimony re use of matl from Kerr-McOoe factory alto to 
construct residence In West Chicago. IL 
AVER. A A Mike Auer Construction Co 77/12/20 Ip 


6004210348 Submits key dates in schedule for response to comments from 
various agencies re West Chicago stabilization plan Vendor 
will adit responses on 800409- 10, complete draft w/edit 
change on 00041S & submit revised plan by BOOSOl 
DENNY, T L Kerr-McOee Corp 90/03/17 Ip 


9004220066 Forwards IE Info Notice 80-i4, "gafety Suggestions From 
Employees ” No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/04/04 

Ip 


DOCKET 40-2259 PATHFINDER MINES CORP 


6004020291 Forwards radiation surveys for bete''gamma radon daughters 6 
contamlnatlof levels of solvent extraction circuit 
NUOENT.E L ‘ Pathfinder Mines Corp 00/03/03 14pp 


DOCKET 40-2206 WESTINQHDUSE ELECTRIC CO 


8004160079 Discusses IE insp of License 40-5286/80-01 on 300211 No 
noncompllatice noted Major areas inspected deeontami nation of 
drains L radiation readings 

MCCLINTOCK.R 0 Region 1, Ph i lad e Iph ia, Office of the Director 
60/02/29 2pp 


DOCKET 40-3453 ATLAS MINERALS 


8004080055 Forwards "Effluent Monitoring ftept.Jul-Dec 1779 " Mill no 
longer releases liquid effluent to unrestricted areas 
EDWARDS. 0 L Atlas Minerals SO/02/2B Ip^ 


—8 004080057 “Effluent Monitoring Rept.Jul-Dec 1977 “ 
* Atlas Minerals 80/02/26 ilpp 


B004220099 Requests amend to License Condition 16 t/ responds to 
questions in NRC 800219 Itr re potential flood erosion at 
mill tailings dam Amend requires strengthening of riprap 
near Section E from existing 4-inch thickness to mest specs 
8WANBY,0 T Atlas Minerals 80/03/13 6pp 


8004290449 Forwards “River Water Sample Analysis Jul-Doc 1779.“ not 
received w/origlnal rept transmitted B00228 
EDWARDS, D L Atlas Minerals 00/03/24 Ip 


— 8004290452 “River Water Bantple Analysis Ju 1-Dec 1979 ” 
# Atlas Minerals 80/03/24 2pp 


8004290110 Forwards Consultant repti an tailings retention sys const 
Also forwards list of specs to be used as guideline during 
inspi at Shooterlng Canyon site 

8CARANQ, R A Uranium Recovery Licensing Branch 80/04/16, Ip 


—8004290115 dummary of 771004 meetltig u/Unltcd .Nuclear Corp. Dantes 8» 
Moora & U9 Army Corps of Engineers in Casper, WY re 
hydrologic 9n geotechnical engineering considerations In 
United Nuclear rapt to be submitted tate-Qct 1977. 

KANEi J D, Division of Site Safety t. Environmental Analysis 
77/10/13 3pp 


DOCKETED ITEMS 


— 0004290119 Foriuards input to SER for Morton Ranch U mill Propoaod 
freeboard for ultimate dam not conservative Applicant should 
be informed that 9 ft of freeboard ul 1 1 be required In event 
dam is raised to ultimate elevation of 5i 205 ft 
HULMAM< L 0 Hydrology Meteorology Branch 79/Ol/li 2pp 


-“9004290121 Input to SER for Morton Ranch U mill Propuaed freeboard for 
ultimate dam not conservative Total freeboard of 9 ft should 
be provided 

* Hydrology Meteorology Branch 79/01/11 4pp 


-'~B00429012B Supplements 790111 input to SER re proposed freeboard not 
being conservative Should bo license condition to aedure 
that applicant does not initiate tailings storage until dam 
is ultimate height Nins-ft freeboard stiLl adequate 
KUUMAMi L 0 Hydrology Meteorology Branch 79/OS/lO 2pp 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS (MININOJ 


0OO4O7O23S Comments on environ rapt for expansion of U (T»ill Bpecles 
lists are too lengthy considering lack of impacts Discussion 
of grounduiater connentlon between Oas Hills area it Platte 
river sys should be Included 
HALLfJ D Interior, Dept of 80/02/25 Ip 


9004070181 Discusses scoping of draft EI8 on Fad eral 'American Partners 
U mi 1 1 r supp lementing comments transmitted previous wk Urges 
NRC to consider belt filtration or other techniques for 
producing dry tailings, if seepage to groundwater identified 
DANIELSON, L J National Wildlife Federation 80/02/58 2pp 


8004020053 Submits addl comments on scoping of DE8 for relicenslng of 
facility NRC should obtain info from biologists u/knouledge 
of local conditions before drawing conclusions re migration 
patterns of deer & antelope In area 

DANIELSON, L J National Wildlife Federation 90/03/07 2pp 


8004300043 Ack receipt of 800301 & 791113 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rapt 40'-4492/ 

79-03 

BROUN, 0, D, Region 4, Dallas^ Fuel Facility & listerlals Safety 
Branch 80/03/31 Ip 


— 8004300053 Responds to NRC 800220 Itr u/addl info re violations noted 
in IE Insp Rept 40-4492/ 79-03 Micrograms per liter should 
be substituted for ml 1 1 iro-entgens in Sub i of vendor 791113 
Itr 

WRIOHTiK H Federal American Partners BO/03/01 Ip 


—6004300059 Ack receipt of 791113 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-4492/79-03 
Requests addl ipfo per 800'215 telcon r« Item 2 controls 
DROWN, P D Region 4, Dallasi Fuel Facility St Materials Safety 
Branch 80/02/30 Ip 


—6004300065 Responds to NRC 791016 Ur re violations noted In IE Insp 
Rept 40-4492/77--03 Corrective actions signs have be«n 
posted, b ioassay programs strengthened & repts will be sent 
by closing date 

WRIOHT, K H Federal American Partners 79/11/13 3pp 


—6004300060 Forwards IE Insp Rept 40-4492/79-03, on 7906527-20 8t notics 
of violation 

DROWN, P,D Region 4, Dallas, Fuel Facility «< Materials Safety 
Branch 79/10/16 2 pp 


— 800430007S Notice of violation from insp on 790627-28 

* Region 4, Dallas, Office of the Director 79/10/11 Ip 


—0004300081 IE Insp Rept 40-4492/79-03 on 790627-29. None omp I lance noted 
failure to post radiation area signs, to implement bioassay 
program & to submit effluent rept on time 

BROWN, 0 D Region 4, Dallas, Fuel Facility ic Materials Safety 
Branch CAIN, C L , HARRISON, H C Region 4r Dallas, Office of the 
Director 79/10/11 lOpp 


DOCKET 40-6329 CATHOLIC UNIV OF AMERICA 


8004070089 Ack receipt of 800226 Ur informing NRC of steps taken to 
correct violations noted in lE Insp Repts 30-0063B/S0-01, 
40-6329/00-01 it TO-0 190/00-0 1 

MCCLINTOCKrR 0 Region 1, Ph 1 lade Iph ia, Office of the Director 
ao/03/04 Ip. 


— 9004070099 Responds to NRC 600204 Ur re violations noted In lE 
Rept 30-00630/00-01,40-6329/90-01 S, 70-0190/00-01 
Corrective actions separate eating apace provided for dept 
of biology i technicians r einstructed re matl* rules 
NUEBSE, C J Catholic Unlv 00 / 02/26 2pp 


— 9004070104 Forwards IE Insp Repts 30-00638/00-01,40-6329/80-01 
70-0190/00-01 on 800116 8* notice of violet Ian 

MCCLINTOCK,n 0 Region 1, Philadelphia, Office of the Direct 
00/02/04 2pp 


— 8004070107 Notice of violation from Insp «>n D00116 Noncomplianci 
failure to instruct technicians working in lab on procedures 
for handling radioactive metis Failure to wear protective 
gloves it having food in restricted area 

e Region i< Ph 1 1 ade Iph la. Office of the Director 00/02/04 


DOCKET 40-6623 PATHFINDER MINES CORP 


8004290444 Forwards in-vivo info for inclusion in data bass for U 
milling facilities 

HENDERSON, D M Pathfinder Minos Corp 90/03/25 I4pp 


DOCKET 40-6659 PETROTQNICS CO , OETTY OIL 


8004070144 Forwards revised repts showing release amounts per itac 
sampling test at facility from Aug-Dct 197B 8< May 1979 
PFAFF, S J Oetty Oil Co , Petrotomics Co Div 00/02/20 Ip 


—8004070159 lOubmlts list of particulate in form of stacli gases re 
into unrestricted areas, i nc lud ing U, Ra-226, Th-230 k Rn'’222 
No radionuclide liquid effluents released to unrestricted 
areas during sis months prior to 000101. 

PFAFF, 8 J Oetty Oil Co , Petrotomics Co Div 60/02/20 Ip 


—8004070189 Submits list of particulate in form of itacl pasts re 
into unrestricted areai, Inc lud ing Ur Ra“226i Th-*230 l< Rn~222 
No radonuclide liquid effluents released to unrestricted 
areas during six months prior to 790101 

PFAFF,8 J Ootty Oil Co , Petrotomics Co Div. 80/02/22 ip 


— 9004070164 Submits list of particulate in form of stack gases re 
into unrestricted #r oas, includ Ing U, na-226, Th-230 te Rn“222 
No radionuclide liquid effluents released to unrestricted 
areas during six months prior to 790701 

PFAFFrS J Ootty Oil Co , Petrotomics Co Div 00/02/22 tp 


— 9004070169 Submits list of particulate in form of stack gases re 
into unrestricted areas including Ui Ra-229, Tri-‘230 8, Rn-222 
No radionuclide liquid effluent released to unrestricted 
areas during six months prior to 780701 

PFAFF, 8 J Oetty Oil Co , Petrotomics Co Div. 00/02/22. Ip 


90042901 10 Forwards consultant repts on tailings retention sym con 
Also forwards list of specs to be used as guidallne during 
inept at Bhootering Canyon site 

aCARANO, R A, Uranium Recovery Licensing Branch 00/04/16 Ip 


DOCKET 40-7127 TOLEDO, UNIV OF 


8004020477 Forwards notice of violation from IE insp of Licansei 
34-10247-06,000-815 & aNM;-9iS on 900219-20 

DAV19, A B Region 3, Chicago, Fuel Facility (t Materials Bafety 
Branch. 80/03/24 2pp 


— 9004020482 Notice of violation from inip on 800219-20. None amp Uai 
noted food consumed in room it stored In refrigarator w/ 
radioactive isotopes, no neutron survey meter available for 
monitoring t* no leak test records available for 1979 
tt Region 3, Chicago, Office of the Director 60/03/24 Ip 


DOCKET 40-7982 HONEYWELL, IKC 


8004220065 Forwards IE Info Notice 00-14, "Safety Buggastions From 
Employees •' No action required. 

KEPPLER.JO Region 3, Chicago, Office of the Director. 00/04/ 

Ip 
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DOCKETED ITEMS 


DOCKET 40-a027 KeRH-HCaEE conp 


000407035^ Requests dddl info in response to vendor B00129 application 
for i7B0 fertlliier test program Hat 1 balance flow 
diagrafn for raffinate treatment sgs starting w/raf f mate 
from U purification circuit* is neoded 

NIX0M*W. A Uranium Fuel Licensing Branch QO/03/13 2pp 


DOCKET flO-'SOi'l EXXON! MIMERALS CO USA, EXXON CORP 


600408019B B^ubmlts 1979 fourth quarter rept for U solution mine pilot 
opeTatinns Restoration operations at original pilot continue 
to be primarg source of fluids from solution mining activity 
to tailings pond Sample analysis results ^ plan maps end 
TRU8BELU,K H Eijion Minerals Co , USA 80/02/25 16pp 


CDCKET 40-0102 EXXOM MINERALS CQ USA* EXXON CORP 


B004070154 Forwards response to 800204 questions re Ulcense SUA-H39 
End Figures 1-4 placed in Central Files 
ilRTLQFFiO D Ex ton Minerals Co , USA 80/02/28 lOpp 


8004S80403 Responds to recent NRC request for correspondence re renewal 
■of License 8UA-1139 W/o end 

OHTLOFFiO D Exxon Minerals Co r USA GO/03/37 Ip 


800429D53& Forwards application submitted to State of WV Dept of 
En^^iron Quality lor amend to allou commercial scale 
solution minlTig operation M/o end* 

ORTUOFFiO D Eexon Minerals Co , USA SO/03/27 Ip 


DOCKET 40-0135 3M CP * MINNESOTA MININQ U MFQ CO 


0004040095 Vpruardi IE Insp Rept 80-01 of Licenses 22-00057-06 it 
STS-1 IS9 Mp nomcontpl lance noted 

DAVlSfA B Region 3r Chicagoi Fuel Facility Materials Safety 
Branch BO/oa/0-7 2pp 


—8004040102 IB Insp Rept 80-01 nf Licenses 22-00057-06 8e BTD-It29 on 
000100-n No noncomp 1 lance noted Major areas Inspected 
licensee action of previously identified enforcement 
mat ters4 radiation protection procedur est audi t» & equipment 
PAPERIELtO. C, J. I DICET*B 8 . QQ£R0* C* T Region Chicago. Office 
of the Director 60/01/30 12pp 


DOCKET 40-8304 WyOMlMO MINERAL COfiP 


6004200283 Amend to 800205 renewal application for License 5UA’*i204 
Condition 8 is amended by striking Nall# AB. Dewey L Dell 
Claims Conditions added re restoration of groundwater 
quality in aquifers completion of ammonia studies 
eCHBNDEL/K R Wyoming Mineral Corp 60/03/16 2pp 


DOCKET 40-8380 ROCKY MOUNTAIN ENERGY CO 


6004070186 Notifies that state engineers permit not necessary for new 
evaporation reservoir Ltr to be sent to Rocky Mountain 
Energy Co requesting termination of LE3i. which autfiorlied 
borehole mining project 

MGR ROM. D. Wyoming, 6 tote of 80/02/25 Ip 


8004080203 Forwards correspondence u/state of UY. including water sample 
resul ti* notices of violation U responses, for NRC flies 
NEUMANN, H R Rocky Hountaln Energy Co. 80/02/29 25pp 


8004250023 Forwards water sample results for Q00226 U 0304 samplings 
Includes values for arsenic* seleni um b U for 000204 
NEUMANN* M R Rocky Mountain Energy Co, 60/03/11 5pp 


DOCKET 40-8452 BEAR CREEK URANIUM CO 


S004I00249 Forwards Drawing 1-2 to be included in App I & revised 
Drawing 174-01-C-094 to be included in App H. omitted from 
000130 tailings mgt plan. Enel Drawings 174-PF-0-76 it 
174-PF-D-77 u/revltions supersede those in App H 
HERBLOFF. L. W Rocky Mountain Energy Co BO/02/26 Iflpp, 


8004100257 "Lang Creek Drainage After Reclamation Water Surface 
Profiles. " 

e Rocky Mountain Energy Co 80/02/23 Ip 


— 8004100263 "Lang Creek Drainage After Reclamation Plan View " 
* Rocky Mountain Energy Co 80/02/28 Ip 


— 8004100266 "North Area After Reclamation " Figure 1-2 
« Rocky Mountain Energy Co 78/03/25 ip 


—8004100272 "Probable Max Flood. Flood Plain at D'3 Pit " 
a Rocky Mountain Energy Co 80/02/26 Ip 

—8004100276 "Cross Sections for Determination of Probable Max Flood, 
Flood Plain " 

e Rocky Mountain Energy Co 80/02/26 Ip 

0004070249 Recommends issuance of Amend 6 to Source Hatl License 
5UA-I3i0. authori ling mod of submittal dates for grizily 
operation sampling & background radioactivity study 
Submittal date changed from 800201 to 000501 
OARCIA. P J . LINEMAN,^ J Uranium Recovery Licensing Branch 
80/03/17 Ip 


0004070412 Advises of Amend 6 to License BUA-13iO authorixing changes 
in submittal dates for grizzly operation sampling data 
background radioactivity study 

SCARANO.R A Uranium Recovery Licensing Branch 80/03/17 2pp 


DOCKET 40-8502 IRIOARAY MINE, WYOMING MINING CORP 


B004020160 Summary of 800121 meeting w/vendor in Silver Spring. MD re 
responses to NRC questions c lari f ica t ions concerning amend 
application to increase plant flow rate capacity from 800 to 
2,000 gpm 

COOPERSTEIN, R Uranium Recovery Licensing Branch 80/02/08 2pp 


6004070235 Responds to 600201 request for copy of vendor response to 
NRG 791220 ltr re 2,000 gpm amiend request Copy of vendor 
response was hand-de 1 1 vered to Dept of Environ Quality on 
800205 Addl copy will be sent as soon as possible 
WICHGRSiD L Wyoming Mineral Corp 60/02/14 Ip 


6004070244 Notifies that WY Mineral Corp.WY Permit 470 allows max flow 
rate capacity for Irlgaray Plant of 1600 gpm in response to 
791220 request If vendor wished to increase capacity. ltr of 
request will be submitted 

WICHERSiD L Wyoming Mineral Corp 80/02/14 Ip. 


6004070196 Confirms 600212 telcon re startup of yelloujcake dry-pack/ 
calclner operation per License SU-1341 NRC given required 
min of 90 days advance notification on 790719 
WICHERS.DL Wyoming Mineral Corp . 60/02/20 ip 


8004040227 Summarizes 600216 meeting re restoration of alternate 
llxivlant wel 1 f ic Idfl, sha 1 low tone excursion L future mine 
plans Map It agenda end 

HOHNE.F C Westinghouse Electric Corp . Wyoming Mineral Corp 
60/02/22 4pp 


6004040221 Forwards groundwater restoration plan for Alternate 
Llxivlant Wellfleld E 

FORD.W M Westinghouse Electric Corp ■ Wyoming Mineral Carp 
60/02/23 12pp 


9004030104 Responds to &0()126 ltr re transfer of surface wastes from 
solution mining operations to mill tailings area View re 
applicability of 10CFR40 26 is correct 

8CARAN0. R A Uranium Recovery Licensing Branch 60/02/26 Ip 


6004020155 Requests meeting w/NRC on 800312 to discuss cleanup of 
shallow tone excurs ion* groundwa ter restoration of first 
wet I field. conversi on of plant to alternate lixlvlant & 
detailed answers to questions of concern 
FORD.W H Wyoming Mineral Corp e0-/03/04 Ip 


G0040B0219 Forwards MY Mineral Corp 600227 ltr forwarding comments re 
State of WY insp repts for facility Boil erosion plan has 
been developed. Review of well field roadway sys in progress 
WtCHERSi D L Mestinghouse Electric Corp . Wyoming Mineral Corp 
00/03/04 5pp 


6004090070 Forwards 600306 Ur to Btate of WY w/weekly water quality 
results for shallow monitor shallow research wells from 
samples taken 600213.19 Ic 26 Piezometric contour mape it 
arsenic h selenium assay valves from 600213 also end 
M1CHER6. D L Mestinghous e Electric Corp * Wyoming Mineral Corp 
00/03/06 12pp 


6004090231 Forwards shallow zone cleanup plan. in support of 790629 
application to amend License SUA-i341 
FORD.W H Wyoming Mineral Corp 80/03/07 Upp 



DOCKETED ITEMS 
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5004220069 Responds to 800214 tnoetin^ request for clarification of 
Condition 11 of License SUA-1341 Condition 11 interpreted to 
refer to production flou rates from mining activities (< not 
restoration floui rates from cleanup 
FORD.W H Wyoming Mineral Corp 60/03/10 Ip 


8004240196 poruards rcpt« '^Grounduator Restoration Plan far 
Production Wellfield A#" prouidod in accordance w/NUn£0~ 
0461 Requests author 1 lat ion to implement plan 
FQRDiU H Wyoming Mineral Corp 80/03/10 2pp 


—8004340209 "Oroundiuater Restoration Plan for Production Wellfield A 
* Wyoming Mineral Corp 80/03/10 i2pp 


B0041 10166 Summary of 800207 meeting w/WV Mineral Corp in Silver 
Spring. MD re status of ongoing llxlviant excursion into 
shalloiii aquifer from current operations licensee 
responses to questions re amend application 

COQPERSTEIM. R Uranium Recovery Licensing Oranch 60/03/14 3pp 


6004070337 Approves imp lementat ion of 800225 grounduater restoration 
of alternate lixivlant ucll field E plan Requests monthly 
progress Itr be submitted re developments tt possible 
c hanges 

Llf^EHAN. J J Uranium Recovery Licensing Dranch 60/03/16 Ip 


6004220076 Advises of intent to conduct radon emissions study of 
alternate llxlviant process to obtain estimate of radon 
emissions associated u/gr oundufater cleanup activities at 
Alternate Llxlviant E Wellfield 
FORD/W H. Wyoming Mineral Corp 60/03/19 Ip 


6004290075 Advises that WY Land Quality Dlv presently considers ehallou 
tone excursion uncontrolled SM-4 In Field F has been above 
upper control limit for chloride 4( conductivity for tuo 
consecutive samples 

MORROW/ D Wyoming. State of 80/03/21 Ip 


6004210413 FoTuards 600325 Itr to State of WY including uieokly water 
quality results for shallow monitor U shallow research wells 
for 800307/11 ^ 21 Shallow monitor well 8M-4 exceeded upper 
control limits for chloride for two consecutive samples 
WICHERS/D L Wyoming Mineral Corp 80/03/26 lOpp 


DOCKET 40-6584 UNION 76 MINERALS EXPLORATION CO 


6004070262 6ubmits info re composition of matl underlying tailings 
cells in response to NRC request Gubsurface strata is mostly 
poorly cemented artosic sandstone w/lnterbedded layers of 
harder slltstone Cites reference works documenting Info 
ACOSTA/A P Union 76 Minerals Exploration Co 80/02/26 Ip 


DOCKET 40-0602 UNITED NUCLEAR CORP 


6004280423 Forwards repts & drawings prepared by CQ Btate Unlv of U 
Mill project 

ROSBDACH/ L Uranium Recovery Licensing Branch FIN D-6436-9 
79/08/15 Ip 


—8004260425 Summary of 790226 site visit to assess diversion dltcti 
design &■ total drainage area of U operation Assessment rept 
enc 1 

BIMMONSiD n I RUH-MlNQiL Colorado State Unlv 79/03/22 Ll(ip 


— 8004260427 ''Assesimint of Diversion Ditch Design at Morton Ranch U 
Mlll/HY 

SlMMONa, D D , RUH-KINO/L Colorado State Unlv FIN 0-6436-9 
79/03/31 57pp 


8004070242 Notifies that foundation excavation for effluent evapo-ration 
pond embankment Is nearing completion that placement of 
embankment fill will commence/ weather permitting/ on or after 
8004 1 4 

WQLFF/C E United Nuclear Corp 80/02/27 Ip 


6004290036 Requests that IC conduct Insp of foundation excavations for 
tailings embankment & evaporation pond at Morton Ranch mill 
tailings pond embankment at Shootering Canyon mill, Morton 
Ranch license end 

ECARANni R A Uranium Recovery Licensing Branch, 60/04/02 Ip 


— 6004290041 License for United Nuclear Corp for possession of byproduct 
matl in form of U waste tailings generated by milling 
operations authorlied under License 8UA-1356 

eCARANQ/ R A Uranium Recovery Licensing Branch 79/05/10 7pp 


— B004290044 Amend to iLxcense SUA-1371 Amend 1 authorixei const of 
embankment for tailings impoundment 

6CARAN0/R A Uranium Recovery Licensing Branch 79/09/28 Qpp 


8004300106 Requests that IE inspect foundation excavatio-ns for tailings 
pond embankment & evaporation pond at Morton Ranch & 
tailings pond embankment at Shootering Canyon Summary of 
specs end 

SCARANO. R A Uranium Recovery Licensing Drfnch 60/04/02 2pp 


8004290110 Forwards consultant repts on tailings retention lys const 
Also forwards list of specs to be used ai guideline during 
insps at Bhootering Canyon site 

SCARANO. R A Uranium Recovery Licensing Oranch 80/04/16 Ip 


— 6004390115 Gummarg of 771004 meeting w/United Nuclear Corp/ Dames 
Moore US Army Corps of Engineers in Casper. WY r« 
hydrologic tt geotechnical engineering considerations in 
United Nuclear rept to be submitted lata-Oct 1977 
KANE. J D Division of Site Safety Ic Environmental Analysis 
77/10/13 3pp 


— 6004390117 Forwards input to SER for Morton Ranch U mill Proposed 
freeboard for ultimate dam not conservative Applicant should 
be informed that 9 ft of freeboard will be required in event 
dam is raised to ultimate elevation of 5/262 ft 
HULMAN/ L 0 Hydrology Meteorology Dranch 79/01/11 2pp 


—0004290121 Input to SER for Horton Ranch U mill Proposed freeboard for 
ultimate dam not conservative Total freeboard of 9 ft should 
be provided 

s Hydrology MoteoroLogy Dranch 79/01/11 4pp 


—6004270125 Supplements 790111 input to SER rd proposed freeboard not 
being conservative Should be license condition to assure 
that applicant does not initiate tailings storage until dam 
is ultimate height Nine-ft freeboard still adequate 
HULHAN. L 0 Hydrology Meteorology Branch 79/05/10 2pp 


DOCKET 40-0647 KERR-MOOEE CORP 


6004070361 Responds to 800217 inquiry re current status of mineral 
development project Vendor it conducting mining operations 
at several locations within permit area Ic has applied for 
milling license Map of proposed ion exchange facility end 
WU/0 Uranium Recovery Liconsing Dranch 80/03/13 3pp 


DOCKET 40-8673 ENERGY FUGL8 NUCLEAR/ INC 


6004020151 Forwards rep t on decommissioning program for Hanksvlllo Qre 
Buying Station 

0LA8IER/0 E Affiliation Unknown 60/03/03 6pp 


DOCKET 40-8661 ENERGY FUELS NUCLEAR/ INC 


8004020487 Forwards D'Appolonia B00214 rept re methoas of calculating 
reclamatien costs for Mhite Mesa tailings disposal area. 

Discusses reclamation 4c decommissioning costs Requests that 
NRC review estimates & concur w/requlred surety 
OALQIER/0 E Enargy Fuels Nuclear. Inc 00/02/16 7pp 


8004260417 Requests that IE conduct const insp of tailings Impoundment 
by BOO410 

SCARANO/R A Uranium Recovery Licensing Branch 80/03/31 2pp 


— 8004200418 Amend 1 to License 8UA-1350 authorising first etage of const 
of embankments U liner sys of tailings retention eyi, 

8CARAN0/R A Uranium Recovery Licensing Branch 79/10/12 4pp 


— 6004260420 Summary of 791109 site visit to inspect const of 
embankments on Cells 1.2 44 3 dally records of density & 
water content tests Energy Fuels Nuclear 791022 memo 
documenting 791010 site visit end 
NELSON, J D Colorado State Unlv 79/11/12 I3pp 


6004300007 Discusses performance of archaeolog leal excavations & 
analy ses. Suggests review of research prpposalt of 
prospectlvo consultants to ensure that ancillary studies are 
conducted, 

MA09EN.D B Utah, State of, 80/04/07 3pp 


8004290110 Forwards consultant repts on tailings retention sys const 
Also forwards list of specs to be used as guideline during 
Insps at Shootering Canyon site 

SCARANO/R A Uranium Recovery Licensing Branch 80/04/16 Ip 
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DOCKET 40-*e69a PLATEAU RESOURCES, LTD 


8D042B0O&4 Confirms a003l& tolcon re key trench Insp K*g trench 
expacted to be ready for in«p during, flr^t half of Apr 19GO 
Backfilling of downstream shell foundation will begin upon 
approval of (vlaodward'^C I y de Consultants ropt 
NEWMAN, P S Plateau Resources, Ltd 80703/18 Ip 


B004290036 Requests that IE conduct Insp of foundation eicavatlons for 
tailings embankment & evaporation pond at Morton Ranch mill 
tailings pond ombanlmient at Shootaring Canyon mill Morton 
Ranch license end 

QCARAhiO, P A Uranium Recovery Licensing Branch 80/04/02 Ip 


^'♦8004030003 Comments on environ rept re Ogle Petroleum, Inc River Basin 
project 

MALLENSTROM- R Inter lor, Dept of. Fish t Wildlife Service 
eO/02/01 8pp 


0004240563 Forwards response to NRC 791126 Question 25 re analytical 
data pertaining to barren & pregnant liiiviant streams from 
25 gpm RicD test 

CATCHPOLE. 0 J Ogle Petroleum. Inc 80/03/21 3pp 


DOCKET 40-8760 EDLDW INTERNATIONAL CORP 


— 8004290044 Amend to License SUA-1371 Amend t authorlies const of 
embankoient for tailings impo undine it t 

SCARAND* R A Uranium Recovery Licensing Branch 79/09/20 0pp 


8004040412 FOIA roquast for records re Edloui Inti Co, Inc application to 
store radioactive matls in or near East St Louis, IL 
JEFFERS, T Affiliation Unknown BO/02/29 Ip 


80Q4S00106 Requests that IE inspect foundation excavations for tailings 
pond emhanltment & evaporation pond at Horton Ranch & 
tailings pond embankment at Shooterlng Canyon Summary of 

specs end 

SCARANOi R A Uranium Recovery Licensing Branch 80'/04/05 2pp 


0004290110 Forwards consultant repts on tailings retention sys const 
Also foTuiarde list of specs to be used as guideline during 
insps at Shooterlng Canyon site 

BCARANOjR a Uranium Recovery Licensing Branch 00/04/16 Ip 


8004040419 Responds to FOIA request for records re EdlouJ Inti Co, Inc 
application to store radioactive matls in or near East St 
Louis, (L Forwards documents listed in App A 
FELTON, J M Division of Rules and Records 00/03/24 2pp 


— 8004040446 License SMC-1377i author i r ing storage 6 use of 1,643,400 kgs 
natural U in form of U hexafluoride & 962,300 kgs natural 
U in form of U ore concentrate by Edlow Inti Co 
BAS8IN,N Licensing Management Branch 80/02/14 2pp 


DOCKET 40-B7AB KERR-MCKEE NUCLEAR CORP 


DOCKET 40-8721 ROCKY MOUNTAIN ENEROY CO 


8004090209 Submit* trip rept including 790724 scoping meeting w/ 
app 1 icanti s tat e federal agents t general public in 
Cheyenne, WYf re ElS tor proposed Nine HUe Lake in~situ U 
recovery project List of attendees end 

R0THFLEI8CH, J Uranium Recovery Liceneirg Branch 00/03/21 6pp 


8004240108 Ack receipt of 000325 application for source matl license to 
conduct in-sltu RbD program at U site Application fee is 
required to process application 

WEI8S, J D License Fee Management Branch BO/04/02 tp 

DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 40-^722 flFlUSH-WELLHAN, INC 


S004300S43 Advise* that U recovery operations uiill begin on 000519 
POWERS, M B Druth-Wellman, Inc 00/03/21, tp 


DOCKET 40»a7a7 KERR-MCOEE NUCLEAR CORP. 


G004070361 Respond* to 000217 Inquiry re current status of mineral 
tfivelopnsnt project Vendor is conducting mining operations 
at several locations within permit area ti has applied for 
milling license Hap of proposed ion exchange facility end 
UU, 0 Uranium Recovery Licensing Branch B0/D3/13 3pp 


0OO4O7O376- Forward* proposed NflC matl license for ion exchange 
fscil i ty, euppor ting NRC environ impact assossment/saf ety 
review it source documents used by ^RC to prepare 
assessment Flequests comments by 800319 U/o ends 
WUiD Uratilum Recovery Licensing Branch. 00/03/13 Ip 


DOCKET 40-8723 TETON EXPLORATION DRILLING CO /INC 


‘4070038 Gummariies enel 791024 Itr from consulting geologist, 

I WarneriTe geology &< groundwater aspects of Teton 
xploration Drilling Co U in situ extraction project environ 
apt VI/q enc 1 

AUFiiAN, R 6 Uranium Recovery Licensing Branch 80/03/05 App 


04090334 Notifies of invoice to be sent for addl fee in connection 

w/revieu of application for License S0A-i373 

FILLER, W 0 License Fee Management Branch BO/03/25 Ip 


^KET 40-B745 00 LF PETROLEUff 


14020064 Documents from State Dept of Environ Quality Including memo 
f water qual i ty , anal y s i s of comments on in situ mining 
‘sgulations & revised regulations tr dept guidelines for 
'reparation of RLD In situ testing license 
IA^fC^NIrA J. Wyoming, fitate of 00/01/29 91 pp 


'4030001 Responds to NRC 800219 request re biological assessment 
etermlnltig whether proposed Bison Basin project has impact 
t 1 bald eagle & black-footed ferret. Addl bia-logl«al 
fseiinent Impossible doe to weather conditions 
ATCNPOLEfO U. Ogle Petroleum, Inc 80/03/06 llpp 


DOCKET 50-2 UN IV OF MI CHI CAN RESEARCH REACTOR 


P Operating license stage documents & correspondence 


7904110103 Responds to NRC quostions re pilot study on personnel 
dosimetry Concludes most processors have not eierted effort 
required to pass HP8SC std Proposes throe-phase course of 
constructive action 

PLATO, P , HUOaON. 0 Hichigan, Univ of 79/03/08 I2pp 


7910180103 Forward* interim position on containment purging during 
normal operation proposed purge valve interim position 
comments Rocommends that 2D^day Itr to licensees request 
that licensee comply w/encl position in interim 

ORIHES, 0 K Assistant Director for Systems Engineering (Pre 791030) 
79/09/24 4pp 


8004040369 Application ta amend License R-28, chang ing Tech Specs, App A, 
Section 5 2 re utllliation of low enriched U 
KERR.W Michigan. Univ of 60/04/02 2pp 


— 60D40403B9 "Safety Analysis - Utilliatian of Low Enrichment U Fuel, " 
submitted in support of application to amend OL 
# Michigan, Univ of 79/10/31 6Ipp. 


0 Inspection reports, lE Bulletins L correspondence 


8004090319 Forwards IE Insp Rept 50-002/80-01 on 800121-23 No 
none ompl iance noted 

0AVI8tA D Region 3, Chicago, Fuel Facility 6 Materials Safety 
Branch. 60/02/25 2pp 


—8004090327 IE Insp Rept 50-002/80-01 on 000121-23 No noncomp 1 lance 
noted Major areas inspected radweste program* including 
qua llficatlansracjditsi fad llties, training, proceduresi 
l( equipment 

F15HER, N L Rogion 3, Chicago, Fuel Facility Materials Safety 
Branch PAUL, R A , H1LLER,0 £ Region 3, Chicago, Office of the 
Dlractar 80/02/21 7pp 


8004240513 Forwards lE Insp Rept 80-002/80-03 on 800304,10 & 17 No 
none omp 1 lane e noted Rept withheld (ref 10CFR2 790) 

HIND. J A Regional Chicago, Office of the Director 00/03/28 

app 


80043000B9 Forii/ards IE Insp Rept 50-002/80-04 an 800310-12 No 
none ornpl lance noted Rept withheld (ref 1<)CFR2 790) 
hind, J A Region 3, Chicago, Safeguards Branch 80/03/28 Ip 
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SO-3 inoiam point station, unit I 

f=- « ' ' 

1 tg# m^dlcali emergoncy Si fire pratcction plant 


O^lOOioo Cammsntfi on proposed role IOCFR50 lO-mile emergency planTilng 
*Of»o for plume exposure lacks technical justification NRC 
^doptoij position ui/o studying validity of underlying bases 
*^Kia 6 , E R SheldoRf Harmon S' Weiss fiO/Oa/19 9pp 


S004100127 Statement before NV City Council< "Impact on NY City of 
Raactor Accidents at Indian Pointi " (corrected 790620) 

GEYEA, J Princeton Univ 79/06/20 49pp 

a0040e06«?S FOIA request, on behalf of UCS# for time analysis required to 
evacuate public from 10 ~mile area surrounding facilities 
WEiaSi E 1? Sheldon, Harmon it Weiss fiO/03/20 Ip 

Q0040B06>9o Responds to FOIA request for time analysis required to 
evacuate public from lO-raile area surrounding facilities 
Reiru/artfs repti "Evacuation Times Estimates for Areas Near 
Si t*, '♦ u/a end 

iP*ELTaN, J M Division of Rules and Records 80/03/31 Ip 


j ud I catory correspondence 


^004020091 Forwards UCS 800310 comments on director's decision under 
10CPf{2 ao 6 Decision & confirmatory order do not resolve 
c-ritical issues Objects to exclusion of petitioner from 
rnsectlng-s fc correspondence solving issues 
trdClSBiE H Sheldon, Harmon Weiss 80/03/10 2pp 


--^0004020099 Comments on director's decision under 10 CFR 2 206 Decision 
conftrnatory order do not resolve crucial Issues re site 
AUifcabllity do not establish necessity schedule or stds of 
mod* Urges d 1 equal i f i cation of JM Hendrle W/documentation 
IdElSSrE, n Union of Concerned Bcientists WEISS, £ R Sheldon, 
Harman U Weiss 00/03/10 43pp 


— — 0'0040S010S Memorandum to counsel for parties disclosing previous 
Involvement w/facility as member of ACR9 S, as Deputy 
Diractor for Technical Review Will consider objections to 
jx«r t i clpatlon if received prior to 771104 W/documentation 
IIENDRIEkJ M Commission 77/10/20 lipp 


— —*0004020109 Responds to 730717 Itr re siting criteria Facility site does 
not? meet NRC regulations & criteria 
HENDFIIE, J. M Commies ion 73/09/10* 3pp 


— — 0IOO4OSO11S "Rept on NRC Reactor Safety Review Proceesi " Pp a-^lA & 
17-19 

f^OLLARD, R D Division of Project Management 76/02/06 lipp 


0004020113 Dispustef site visit h outstanding info requests Requests 

i^aspoTisos by 780918 Requests for info end 

0THL Ua I V Division of Operating Reactors 78/08/31 18pp 


~ — 0OO4O2O12& Discusses comments solicited In Sherr 710624 Itr Document 
IEEE-323 u/o value. 

HANAUERR^S H Assistant Director for Plant Systems 71/07/21 

1 P* 


B00^0301d)0 Response to NRC 600211 order to show cause re revocation of 
1 Ac«-ns 0 Unit has been shut down since October 1974 Plant 
uai.ll retire as generating unit per util 800226 decision, but 
uf L 1 X r 0 <naln as support research ctr W/Certlf icate of Sve 

P- Consolidated Edison Co of New York. 80/03/12 8 pp 


800^070'047 Order granting extension until 000414 for Commission to 
director's 800211 decision 

HOVUE, J.C Office of the Secretary of the Commission 80/03/3i 
1 P - 


03002-6 Mamorandum of understanding between NRC FEMA re prompt 
” 4 enp r ovamant in radiological emergency planning & 

„ ^ *drii»ss, d 1 str ibuted as Board notification 

OOB^XCK* U. Y. Off ice of the Executive Director for Operations 

CjAMM^F Federal Emergency Management Agancy 80/04/02 34pp 


— ^1^0073 Order granting extension until 800423 for Commission to 
^ - lie* whether to review ALAB’’436 |< ALA8-561 

J. Office of the 0ecretary of the Commission. 80/04/04 

IP- 

„ Forwards petition supporting UCS petition requesting 

Wnit 1 suspeneion of operation at Units 

Housatonlc Safe Energy Alliance, 80/04/13 ip 


■8004220762 Supports UCS petition requesting docontmi ss loni ng of Unit 1 bi 
suspension of operation at Units 2 *« 3 

0RAYE8, R S Housatonic Safe Energy Alliance 60/02/15 Ip 


H Oenera) correspondence 


8004070200 FOIA request for info re facilities U damage due to 
earthquakes at Indian Point 

DEDA 8 . P G Affiliation Unknown 80/02/10 Ip 

S004030016 Advises that Commission should evaluate need for power 
generated by facility & take close look at safety achieved 
for public protection 

OILINSKV, V Commission 80/03/11 Ip 


— 8004030010 Responds to 800225 Itr Forwards NY Times article re lack of 
need for electrscitg produced at facility Cites util trade 
association statement that reserve margin of Sy, would exist 
If all plants in sve grid were shut down 
LEVINSON, J 0 Affiliation Unknown 80/03/02 2pp 


— 8004030024 Responds to 800208 Itr supporting petition by UC 6 requesting 
decommissioning of Unit 1 i< suspending operations of Unite 
2 ti 3 Advises that Commission is reviewing comments on 
matter 

OlLINSKYrV Commission BO/02/25 3pp 


— 8004030025 Supports UC9 790917 petition requesting decommissioning of 
Unit 1 ft suspension of operations at Units 2 3 Citee 

safety-related reasons for prompt action Certificate of 3vc 
enc I 

LEVINSQN.J 0 Affiliation Unknown 80/02/08 3pp 


0004070194 Responds to FOIA request for info re facilities it damage duo 
to earthquakes at Indian Point Forwards Documents 1-4 listed 
In App A Documents 5 & 6 may be purchased by sending check 
in amount of *9 50 to NRC in Washington, D C 
FELTON, J M Division of Rules and Records 00/03/19 2pp 


—8004070205 "Semiannual Operating Rept, '* Jul-Dqc 1973 

e Consolidated Edison Co of Now York 73/12/31 20pp 


—9004070209 '’Semiannual Operating Repti" Jan-Juno 1974 

# Consolidated Edison Co of New Vor!k 74/06/30 21pp 


—8004070214 "Semiannual Operating Rept," Jul-Dec 1974 

a Consolidated Edison Go of New York 74/12/31 Sipp 


— 8004070224 "Annual Operating Rept," 1975 

e Consolidated Edison Co of New York 75/12/31 22pp 


—9004070229 "Annual Operating Rept," 1976 

e Consolidated Edison Co of New York 76/12/31 27pp 


— 0004070233 "Annual Operating Raptx" 1977 TMl semiannual U annual 
operating rept excerpts end 

» Consolidated Edison Co of New York 77/12/31 45pp 


8004290054 Forwards info requested in 800218 Itr re licensing actions 
Natl could not be forwarded by 000225 as Itr did not arrive 
at NRC until 800226 W/o ends 

DENTON, H R Office of Nuclear Reactor Regulation 90/03/29 2pp 


— 8004290058 Requests info re changes affecting extension of QLs to 
810101 

FLEISHER.Z 8 Affiliation Unknown 80/02/ IB Ip 


8004180234 Forwards NRC 800325 response to end 000210 Itr from 
ZE Fleisher of West Branch Conservation Association, In 
response to B00226 request W/o enc 1 

DlRCKSiW J Office of the Executive Director for Opfratlons 
80/03/28 Ip. 


— 8004100237 Requests info re new safety regulations 

FLEISHER, z 8 West Branch Conservation Association 80/02/10 
Ip 


8004150005 Responds to 800228 Itr re operation of nuclear power plants 
In high density areas NRC is investigating special measures 
to be taken in heavily populated areas Interim measures hava 
already been ordered at sites, 

OCNTQN, H R Office of Nuclear Reactor Regulation 60/04/01 2pp 


—8004150094 Advises that facilities should be shut down duo to proximity 
to highly populated areas U likelihood of serious accident 
STERNER, J M Affiliation Unknown 00/02/28 Ip 
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B0041&0173 Rospo^ids to 800213 Itr re continued operation of nuclear 
pouer plant Addl /neasure^ should be implemented that ulll 
further reduce probabilitv severe reactor accidents 
Licensee has been In shutdoun pending completion Of actions 
DENTON. H R Office of Nuclear Reactor Regulation BO/04/01 2pp 


— aOD41iiOl7>6 Requests that NRC not phase out facilitg or convert to non- 
nuclear generators Nuclear pouer Is source for pouer In US 
No nuke political arguments have no basis in realitg 
LAVERTV.E Affiliation Unknown 00/02/12 2pp 


8004170342 Responds to 800206 mailgran requesting shutdown of facility 
Special m-easures are being considered for plants located in 
high density areas Interim measures have been ordered at 
facil itiy . conf irming cammitment to public health hi safety 
DENTQN#N R Office of Nuclear Reactor Regulation 80/04/01 2pp 


8004210088 RosponiJs to Q0012S request re public hearing & determination 
on UC5 petition NRC considering uhat special measures should 
be taken to reduce probability of severe reactor accident or 
lessen c ons e quehc ss 

DENTON. H R Office of Nucloar floactor Regulation 80/04/01 2pp 


— 8004210093 Requests scheduling of public hearing determination 
of UCS petition re operation of facility prior to 
react Ivati on Concerned for health l< safety of Community 
SCIANDRA.J Neiki York. NY 80/01/29 Ip 


600421019-3 Responds to 900207 Itr re continued operations at facility 
NRC IS investigating special measures to be taken in high 
density population areas surrounding nuclear power plants 
Interim measures have already been ordered at sites 
DENTQNj H R Office of Nuclear Reactor Regulation 80/04/01 2pp 


■8004210201 Supports continued operation of facility Reactors supply 
20^ of generating capacity for New York City U Westchester 
County Utils can shut off -oil p lant« lower Ing rates t* 
dependency on foreign oil 
WU.O Affiliation Unknown 80/02/07 Ip 


60D4210208 Responds to 900204 Itr re continued operation of facility 
Plants revietued to determine what add! measures or design 
changes can should be implemented to further reduce 
probability of reactor accident or consequences 

DENTON* H R Office of Nuclear Reactor Regulation 80/04/01 2pp 


--80042102S3 Urges NflC to decide in favor of continued operation of 
facility Reactors have long history of safe* clean h economic 
operation Concerned that fuel adjustment charges will 
Increase if plants are shut down 
OAY R R Affiliation Unknown 00/02/04 Ip 


B004250013 Responds to 800212 postcard re operation of facility NRC 
considering uhat special measures should be taken to reduce 
probability of severe reactor accident Confirmatory orders 
issued as interim measure 

DENTON* H R Office of Nuclear Reactor Regulation 00/04/01 2pp 


— 8004290030 Urges that NRC consider UC3 petition re closing of facility 
Possibilitg of earthquake exists w/plant built near fault 
Only 20K of area energy generated by nuclear power 
Alternatives should be considered 
OOLDHORiF Affiliation Unknown 00/02/12 Ip 


600423019S Advises that NRC held two meetings In NY re continuing 
operation at facility Commission presently considering form 
of review Public commanti Invited Request for another 
hearing in vicinity of plant will be considered 
DENTON* H R Office of Nuclear Reactor Regulation 80/04/03 ip 


*■•“0004230190 Requests that NRC hold another public hearing re continuing 
operation of facility to offer public chance to question 
plant aperators 8. govt agencies Public should he properly 
notified through local news media 
CONNOR* R J New York, State of 80/01/08 2pp 


BOO420OHO Responds to 900117 Itr to DOE re 800117 incident at 
facilities Plant did not trip during minor earthquake 
tremor Epicenter of tremor was located approx seven milts 
from site Tremor was significantly below design capability. 
EISENHUTiD O Division of Operating Reactors B0/O4/OB Ip 


P Operating license stage documents St correspondence 


— B00407009B Requests opportunity to testify at NRC 800115 meeting in New 
YorkiNV re emergency response plans in fifty-mile lOne 
around plant NY City Council has been holding hearings on 
resolution to phase out plant 
FRIEDLANDER.M New York, NY 79/12/21 Ip 


8004030102 Forwards '^Nuclear Date Link Specs*" study of digital 
communication sys to transmit info from plants to Bethasda 
Operations Ctr 

EISENKUTiO 0 Division of Operating Reactors 80/03/12 5pp 


—BOO 4 0301 16 "Nuclear Data Link Specs " 

* Division of Operating Reactors 60/02/21 2Qpp 


8004110045 FOIA request, on behalf of UCB. for Sandla Labs study re 
liquid effluent pathway at facility 
NElSSi E R Sheldon, Harmon h Neits 60/03/lB Ip 


8004110039 Responds to FQIA request for Bandia Labs study re liquid 
effluent pathway at facility Rept Is undergoing NRC 
technical review prior to publication Draft end 
FELTON, J N Division of Rules and Records BO/04/02 Ip 


— B004110051 Draft study of facility liquid effluent pathway 
« Sandie Laboratories BO/04/02 SOOpp 


8004280199 Responds to util 790720 proposed amend to Tech Specs re 
radiological effluent U environ monitoring sys Forwards 
comments h m«rked-op copy of Unit 2 Tech Specs for 
Incorporation Into proposed amend 

SCHUENCERi A Operating Reactors Branch 1 00/04/14 7pp 


— 8004280204 Marked-up version of util 790731 App A Tech Specs re 
radiological effluent h environ monitoring tys 
tt Office of Nuclear Reactor Regulation 60/04/14. ISSpp 


0 Inspection reports* IE Bulletins h correspondence 


B0041S0253 Forwards IE Info Notice 80-12* "Instrument Failure Causes 
Opening of PORV 8c Block Valve " No specific action or 
response necessary. 

GRIER. B H Region I, Philadelphia. Office of the Director. 

BO/03/31 Ip 


8004090045 Forwards IE Circular 80-05* "Emergency Diesel Generator 
Lubricating Oil Addition St Onsite Supply *' No written 
response required 

GRIER, B H Region 1. Philadelphia* Office of the Director 
00/04/01 ip 


8004110126 Forwards IE Info Notice 80-13. "GE Type SBM Control Switches 
Defective CAM Followers " No written response required 
GRIER, B H Region I* Philadelphia* Office of the Director 
80/04/02 tp 


8004240297 Forwards IE Info Notice 00-14* "Safety Suggestions From 
Employees " No action required 

GRIER, B H Region I, Philadelphia, Office of the Director 
eO/04/02 Ip 


8004180210 Forwards IE Circular BO-07, "Problems W/HPCl Turbine Oil 
Sys " No written response required 

GRIER* B H Region 1* Philadelphia* Office of the Director. 
00/04/03 ip 


0004230403 Forwards IE Bulletin 79“03Ar "Longitudinal Meld Defects In 
A8HE BA-3l2rTvpe 304 Btalnlcss Steel Pipe." Action required 
ORlERfD K Region 1* Philadelphia, Office of the Director 
BO/04/04 ip 


B004160125 Forwards IE Bulletin B0-D8* "Exam of Containment Liner 
Penetration Welds " Written response required 
GRIERiB H Region i« Philadelphia, Office of the Dlroctor. 
80/04/07 Ip 


R Periodic operating reports h related correspondence 


8004150599 Forwards "Environ Discharge Monitoring Rept for Mar 1980 " 
MONTI, H> A Consolidated Edison Co of New York 80/04/10 ip, 


— B0041S0609 "Environ Discharge Monitoring Rept for Mar 1980 " 
e Consolidated Edison Co of Nsw York 80/04/10 iSpp 


B004070094 Forwards agenda proposed rule for NRC sponsored B00115 
meeting in New York/NY re proposed rule on emergency 
response 

RYAN.R O Office of State Programs 79/12/31 12pp 


8004210269 Forwards "Doily Counts from Intake ScreensiMar 1900*" r* 
fish collections Circulators Were shut down for month at 
Unit 1 

CAHILL* W J Consolidated Edison Co of New York 80/04/15 Ip 
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— B004210276 "Dallg Counts fronj Intake ScrPons#MAr l7Q0i " re fish 
coll ec tions 

» Consolidated Edison Co of Nati; York 00704/15 4pp 


U Congressional/Execut 1 ve Correspondence 


0004090193 Responds to 791212 Itr re Rockland Mobilisation for 
Survival Itr concerning Dec 1979 public meeting on emergency 
preparedness Period of public comment lasted until KRC 
participants had listened to all speakers 

DIRCKSjW J Office of the Executive Director for Operations 
80/03/03 2pp 


— B0040Q0206 Discusses 791218 public meeting on emergency preparedness 
Plans should be arranged to aJlou) ample time for public 
comment Yietupoints of citizens uithln facility vicinity 
appear to be unimportant to NRC 

STERNiL D Rockland Mobilization for Survival 79/12/09 2pp 


0004300292 Foruards Congressman Rosenthal B00I14 Itr re concerns 
falling uiithln FR 800222 notice requesting public vieus on 
proceeding issues 

DIRCKSikf J Office of the Enecutive Director for Operations 
QO/04/n Ip 


— G004300299 Conveys concerns re safety & health risks posed by plants 
it lack of adequate evacuation plan Urges MRC to respond to 
UC8 petition 

RQSENTHAU. D S House of Rep . Foreign Affairs 00/01/14 Ip 


DOCKET 90-10 DREGDEN NUCLEAR POWER STATIONr UNIT 1 


F Securltyi medical* emergency firo protection plans 


0004240931 Forwards sys description & operating instructions for NRC 
health physics telephone network Sys designed for use during 
nuclear incident or AO Network may also be used for daily 
administrative or facsimilio traffic 

KBPPLER/J 0 Region 3, Chicago* Office of the Director 00/03/20 

2pp 


8004030172 Forwards Figure 2-1 to correct omission made in 000311 Itr 
re evacuation time estimates for facility Figure 3-i in 
Section 3 should be placed in Section 2 
PEOPLES* D L Commonwealth Edison Co BO/03/26 2pp 


0004150344 Forwards drawings U submits responses to NRC concerns re 
mods to fire protection design of fire dotection sys & water 
suppression sys Drawings available in Central Filet only 
JANECEKiR F Commonwealth Edison Co aO/04/OS 3pp 


8004230367 Forwards revised security plan Revisions, ui thheld 
(ref J0CFR2 7901. 

PEOPLES* D L Commonwealth Edison Co 80/04/21. IP 


0 Adjudicatory correspondence 


8004290096 Responds to 000109 request for info re status of 790319 
petition for preparation of EI8 for chemical decontamination 
of facility NRC is presently reassessing environ impact of 
facility decontamination 

'ENTONi H R Office of Nuclear Reactor Regulation 80/03/26 2pp 


— 8004250062 Requests Info re whether EI8 will be prepared prior to 
chemical decontamination of f acl 1 ity. There has been no 
public hearing*E16 or opportunity for independent scientists 
to study Impact of decontamination Science article end 
DREV*K Affiliation Unknown 80/01/09 6pp 


K General correspondence 


8004070418 Discusses method of disposal of radwaste from facility 
decontamination* c lass! f icatlon of waste & requirements util 
must comply with before returning facility to sve in 
response to 800119 Itr 

VOLLMEftrR H Assistant Director for Systems Projects 80/03/13 
3pp 


— 8004070421 Opposes pending decontamination of facility due to 
posilbillty of migration of radwaste after burial* lack of 
sites for burial 9( possibility of damage to facility 
STEDERrP * STEDERrT. Affiliation Unknown 0O/O1/J9. 3pp. 


8004210252 Responds to Itr re chemical decontamination of facility 
Disposal of waste will not cause any new hazards not 
previously eval uted. D1 sposal is acceptable Forwards safety 
evaluation 

VOLLNERiR.H Syitematlc Evaluation Program Branch 00/03/15 5pp 


— 8004210256 Protests proposed dBContaminatlou of facility Requests that 
EIS be prepared prior to decontamination & that public 
hearings be hold immediately to address safety 
MOLONE. L Affiliation Unknown 80/04/00 Ip 


8004210260 Responds to Itr re chemical decontamination of facility 
Waste processing transportation disposal will not cause 
any new hazards not previously evaluated Disposal Is 
acceptable Forwards safety evaluation 

VOLLNER.R H Systematic Evaluation Program Branch 00/03/15 6pp 


— 6004210264 Protests proposed decontamination of facility Requests that 
EIS be prepared prlpr to decontamination & that public 
hearings be immediatoly held re safety 
PETRIE* U Affiliation Unknown 80/04/00 Ip 


8004210272 Responds to Itr re chemical decontamination of facility 
Waste disposal will not cause any new hazards not previously 
evaluated Disposal is acceptable Forwards safety evaluation 
UOLLMER, R H Systematic Evaluation Program Branch 60/03/15 6pp 


— 8004210279 Protests proposed decontamination of facility Requests that 
EI8 be prepared prior to decontaminat ion it that public 
hearings be held immediately to address safety 
FERN*D Affiliation Unknown 80/03/19 ip 


6004210287 Responds to Itr re chemical decontaminatien of facility 
Waste disposal will not cause any new hazards not previously 
evaluated Disposal is acceptable Forwards safety evaluation 
VOLLMERiR H Systematic Evaluation Program Branch 00/03/19 6pp 


**-8004210290 Protests proposed decontamination of facility Requests that 
EIS be prepared prior to decontamination i that public 
hearings be hold immediately to address safety 
LITTLE. R Affiliation Unknown 00/03/19 ip 


6004210295 Responds to Itr re chemical decontemin«tion of facility 
Waste disposal will not cause any new hazards not previously 
evaluated Disposal is acceptable Forwards safety evaluation 
VOLLMERtR H ayitematlc Evaluation Program Branch 80/03/15, 6pp 


—8004210297 Protests proposed decontaminetion of facility Requests that 
' EI8 be prepared prior to decontamination &t that public 
bearings bo held Immediately to address safety 
ROOERBrL W Affiliation Unknown 80/03/15 Ip 


0004210299 Responds to Itr re chemical decontaminetion of facility 
Watte disposal will not cause any new hazards not previously 
evaluated Disposal is acceptable Forwards safety evaluation. 
VOLLMER«R H Systematic Evaluation Program Branch 80/03/19 6pp 


**-8004810300 Protests proposed decontamination of facility Requests that 
EIS be prepared prior to decontamination that public 
hearings be held immediately to address safsty 
DEGEN. 0. Affiliation Unknown 80/03/19 Ip 


8004210302 Responds to Itr re chsmical decontamination of facility 
Waste disposal will not cause any new hazards not previously 
evaluated Disposal is acceptable Forwards safety evaluation 
V0LLHER*R,H Systematic Evaluation Program Branch. 80/03/19 6pp. 


**-8004210309 Protests propoisd decontamination of fac 1 1 1 ty. Requests thet 
EIS be prepared prior to decontamination 8t that public 
hearings be held Immediately to address safety. 

BRIDGES* 0 Affiliation Unknown 00/03/19 tp 


8004210308 Responds to Itr re chemical decontamination of facility. 
Waste disposal will not cause any new hazards not previously 
evaluated, Disposal is acceptab le. Forwards safety eveluatlon 
V J Checker Itr. 

VOLLMER.P H Systematic Evaluation Program Branch 80/03/15 6pp 


— 8004210310 Protests proposed decontamination of facility Requests that 
EIS be prepared prior to decontaminat ion & that public 
hearings be held immediately to address safety 
CHECKER* J Affiliation Unknown 80/03/15 ip 


8004190211 Responds to Itr re chemical decontamination of facility 
Waste processing* transportation 4* disposal will not cause 
any new hazards not previously evaluated Decontamination it 
acceptable Forwards safety evaluetton 

OENTON.H R Office of Nuclear Reactor Regulation 80/03/26. 9pp, 


— 8004150216 Requests thet complete public hearing on plenned 
decontamination action be held* that EIS be completed It that 
no radioactive chemical waste be stored in IL 
MARTIN*© Affiliation Unknown 80/01/00 3pp, 
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DOCKETED ITEMS 


)04S503SB Ack r«c»ipt of Itr ancloving J Itr on dacon lamination 

Forwards response to J Maizes ItTi prov iding background of 
daconfcamination review Sc identifying actions far which EI 8 
is required Need for EIS will be considered 

DCNTOMrH R Office of Nuclear Reactor Regulation B0/03/3d> Ip 


’*GQ0'425O394 Joins IL Safe Energy Allia.nce petitioners in request that 
public hearings be held on d econtan^inat i on of facility 
JOHNSON. T Illinois* State of 00/03/26 Ip. 


-6004250399 Requests info re public hearings & EIE concerning facility 
decontamination "Exper iment^’ could have alarming affects on 
population U ecosys 

HAVE 81 J Affiliation Unknaun 00/01/14 3pp 


004280362 Res’pdnds to 790ij2S Itr requesting preparation of EIS for 
decontamination Presently evaluating whether £10 should be 
prepared 

DENTON.hr Office of Nuclear Reactor Regulation BO/04/14 2pp 


-8004280366 Seliaves It imperative that EIB be prepared prior te 
decontamination of facility 

VONZELLEN. B W Northern Illinois Unlv 79/06/25 Ip 


-8004S80369 Responds to 790625 Itr requesting EIB be prepared prior to 
decontamination of facility Currently reviewing K Drey 
790310 petition requesting preparatton of EI 8 
EIBENHUTiD 0 Division of Operating Reactors 79/09/25 ip 


-0004230375 Act receipt of 790319 petition requesting preparation of E19 
prior to decontamination of facility Request ulll be treated 
per S aO '6 

DENTGNjH R Office of Nuclear Reactor Regulation 79/04/09 Ip 


—8004200379 Notice of receipt of K Drey 7903i9 petition requesting 
preparajtioti of EIS prior to dec ontaminatl on Request treated 
per 2 206 

90VD*R S Office of Nuclear fleactor Regulation 79/04/19 Ip 


Operating license stage documents t correspondence 


'012060303 Notification of 701207 meeting w/ 8 EP Owner's Group in 
Sethesda.HD to discuss plans to address seismic input far 
use in SEP seismic review 

LEV^IN* H A Systematic Evaluation Programa Branch <Pre 790635) 
7&/U/24 Spp 


'903210540 Forwards info re present status completion ichedules for 
work being performed under technical assistance program Info 
will be updated monthlg 

FAHCIERAtV Plant Systems Branch iPre 791030) 79/07/25 23pp 


3004100302 Advises that responses to 761123 Itrs re LWR assessment of 
enhancement of fission gas release at higher burqups have 
teen reviewed No litimodiate licensing action required for 
operating reactors per typical fuel bundle & batch burnups 
2IEMANN.D L Operating Reactors Branch 2 00/09/29 3pp 


3004090335 Forwards NJRIE0'*0969t “Evaluation of Integrity of SEP Reactor 
Vessels* ‘ completing review of SEP Topic V- 6 .M /0 end 
2IEMANN*D L Operating Reactors Branch 2 00/03/03 Spp 


0004020010 Forwards revieu schedule for environ qualification of Class 
IE electrical equipment par 800221 meeting Resubmittal of 
info is unnecessary fiefs or updates to info previously 
submitted are acceptable 

Z-LEMANNrD U Operating Reocters Branch 2 00/03/06 5pp 


0OO4O3O1G2 Forwards “Nuclear Data Link Specs*'' study of digital 
communication sys to transmit info from plants to Uethesda 
Operations ctr 

EISENHUT* [> O Division of Operating Reactors 80/03/12 3pp 


--8004030118 "Nuclear Data Link Specs " 

e Division of Operating Reactors 00/02/21 28pp 


8004100102 Rsquesti controlled set of P&IOs for each plant Submittal 
should be forwarded to attention of Region 3 incSrisnt 
response cir within 20 days 

KEPPLER^J 0 Region 3* Cliicagq* Office of the Director 00/03/20 

Ip 


0004090259 Notification of 800329 meeting u/ 8 EP owners group In 
BethesdaiHD to discuss sensitivity studies re SEP site- 
specific spectra project 

LEVlNfH A Systematic Evaluation Rragram Branch, 60/03/24 ip 


0004170279 Forwards oveiuetion of SEP Topic XV-20 ro radiological 
consequences of -fuel damaging acc idents* inside 6 outside 
containment Review complete I evaluation will be basic input 
to integrated safety assessment for facility 
ZIEMANN*D L Operating Reactors Branch 2 00/03/26 6 pp 


0004040341 Forwards response to NRC questions le potential effect of 
residual solvent which may be trapped beneath stainless 
steel cladding during layup conditions Corrosion rates are 
not Qipected to pose significant problem 
JANECEKkR F Commonwealth Edison Co BO/03/27 7pp 


0004230170 Forwards request for info re environ qualification of 
olectrical equipment Date is needed for NRC calculation of 
containment temp & pressure decay time Calculation should be 
based on current LOCA analysis 

ZIEhANN*B L Operating Reactors Branch 2 00/03/SB 14pp 


0OO4O7OS27 Forwards util 800310 Ibr to LLL transmitting drawings re 
containment purge sys 

JANECEK* R F Commonwealth Edison Co 80/03/31 2pp 


0004150316 Forwards revised pages constituting Revision 13 to CE-l-A. 
QA program Revisions reflect recent organiiatioh title 
changes 

NAUSHTOM.WF Commonwea I th Ed i son Co 00/04/02 ip 


— 0OO415O32B Revised pages constituting Revision 13 to QA program 
Revisions reflect recent org-an 1 zational title changes 
e Commonwealth Edison Co CE-l-A R13 BO/04/04 7pp 


8004160217 Forwards addl info re failure of control rods to insert 
fully on scram in response to NRC 600110 6 11 Itrs Dreadon 1 
experienced no control rod failures in 1978-79 Fatlure at 
other facilities caused by leakage past worn piston seals 
JANECEK.R F Commonwealth Edison Co 60/04/14 lOpp 


0004320332 Bubmita list of SEP topic references in response to NRC 
800214 Itr Includes info re potential hasards. severe weather 
flooding* tornado missi 1 es* reactor vessel integrity & control 
room hab itab i 1 ity 

JANECEK. R F Commonwealth Edison Co 60/04/14 5pp 


0004230072 Submits SEP topic refs. In response to NRC B00214 Itr 
JANECEK* R F Commonwealth Edison Co QO/OA/14 3pp 


8004230427 Forwards response to NDRE0-057e ti ''Doslgn Criteria 8 « 
Conceptual Design Description for Technical Support Ctrs for 
Facilities" for review Util emergency plan will be submitted 
w/Lcisallc County si te-apec if ic emergency plan 
FEOFLEa. D L Commonwealth Edison Co 60/04/lS 60pp 


— 8004230420 “Design Criteria 6 Conceptual Design Description fqr 
Technical Support Ctrs foi Facilities “ 

« Bechtel Pouor Corp isubs of Bechtel Corp 1 79/12/26 32pp 


Q Inspection reports* I£ Hulletlns Ic correspondence 


0004070157 Forwards IE Insp Repts 90-010/79-23.50-237/79-27 L 
50-249/79-29 on 791009 8 « U20 U notice of violation 
DAVIS. A S Region 3* Chicago* Fuel Facility h Materials Safety 
Branch 00/02/12 2pp 


— G004070I62 Notica of violation Prom Insp on 791009 6 1128 

» Region 3. Chicago. Office of the Director 60/01/31 Ip 


—8004070166 IE Insp Repts 50-010/79-23, 50-237/79-27, fe 50-249/79-29 on 
79100*7 L 1126 Noiicompl 1 attce noted radioactive matl shipment 
rorord not utlllxcd for ladwaste shipments made 790101' 1128 
OnCGER.U R . FISHER. H L Region 3, Chicago* Office of the 
Director BO/Oi/31 7pp 


0004040199 Forwards IE Insp Repto 50-010/00-01.50-237/80-01 & 
SO'P49/BO-OE on BOOIOB-O? No noncompl iance noted 

nORELLIfO Regloii 3, Chicago* Reactor Construction & Engineering 
Support Dranch 00/02/ 16 2pp 


—0004040199 IE Insp Repta 50-010/00-01*50-237/00-01 %l 50-249/90-01 on 
000108-09, No noncomp 1 1 once noted Major areas inspected 
emorgoncy diesel genovstor mods 6 mod of electrical 
equipment re IEE0-279 compliance 

HAYEB* D H Region 3* Chicago, Roactor Construe t ion & Engineering 
Support Dranch HUGHE 8 * J Region 3. Chicago* Office uf the 
Director 00/02/08 5pp 


8004100140 Forwards Wasto Packaging Insp Rept 79-07A on 791212-13 No 
noncomp liance noted 

DAVI 81 A D Region 3* Chicago* Fuel Facility & Materials Safety 
Branch 80/02/2? Spp 



DOCKETED ITEMS 


1 


—0004100408 Waste Packages Insp Rept 79-07A an 79l2l2-t3 No 

none omp 1 i a nq e noted Major area inspected compliance u/DOT & 

NRG regulations including shipping paper reqult'emcnt »■ 
radiation levels & DOT labeling 

POTTER, J P , PEERY, W W , WOODRUFF, R L Region 3, Chicago. Fuel 
Facility & Materials SaFetg Branch 00/02/22 6pp 


0004100426 Fovujards IE Insp Repta 50-010/00-03.50-237/80-03 & 
50-249/80-03 on 000107-0201 No noncomp 1 lanc e noted 

MEISHMANiR F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/02/26 2 pp 


—8004100432 IE Insp Repts 5O'O1O/0O-O3, 30-237/80-03 90-249/80-03 on 

000107-0201 No noncompliance noted Major areas inspected 
maint ac ti vi 1 1 es, p lant operat 1 ons, phijo ical protection, 
saf et^-related sys survoillantc insp follottiup ^ refueling 
BARKER. J L . TONGUE,! M , SPESSARD, R L Region 3. Chicago. Office 
of the Dliector 00/02/22 7pp 


8004100118 Forwards IE Info Notice BO-OB, ‘‘Statos Co Sliding Link 
Electrical Terminal Block " No specific action or response 
r equ ired 

KEPPLERiJ Q Region 3, Chicago, Office of the Director 00/03/07 
IP 


8004100008 Advises that IE Bulletin 80-06, ''Engineered 9afetg Feature 
(ESF) Reset Controls" uias sent to listed utils on Q00313 
CARROLL, D E Region 3, Chicago, Office of the Director 80/03/17 
2pp 


8004100119 Ack receipt of 800304 Itr informing NRC of steps taken to 
correct violation* noted in IE Insp Ropts 50-010/79-23, 
50-237/79-27 & 50-249/79-25 

DAVIS, A 1) Region 3, Chicago, Fuel Facility 6 Katorlals Safety 
Branch 60/03/20 2pp 


—8004100120 Responds to NRC 800212 Itr re violations noted In IE Insp 
Ropts 00-010/79-23,50-237/79-27 It 50-849/79-23 Corrective 
actions informed personnel re cost estimate change ordor 
requirements 

PEOPLES, D L Commonuioa 1 th Edison Co 80/03/04 3pp 


8004140119 Foroiards response io IE Bulletin 60-03, "Loss of Charcoal 
from Qtd Type ll, Two-Inch Tray Adsorber Cells " Visual 
ojcamination determined that contact between casing & screen 
is adequate to prevent charcoal granule escape 
PEOPLES,!) L Commonwealth Edison Co 60/03/20 5pp 


8004040014 Forwaids corrected Waste Packaging Insp Rept 79-07A Requests 
that rept sent on 000822 be destroyed 

DAVIBiA B Region 3> Chicago, Fuel Facility 4, Materials Bafaty 
Brtnch 00/03/21 ip 


—0004040019 Forwards corrected Waste Packaging Insp Rept 79-07A, on 
791212-13 No noncomp I ianco noted 

DAVIS.A 1) Region 3, Chicago, Fuel Facility S, Materials Bafety 
Branch 00/02/22 2pp 


—8004040023 Corrected Waste Packaging Insp Rept 79-0/A on 791212-13 No 
noncomp 1 lance noted Major areas inspected shipping paper & 
placarding requirements, rad i ail on levels. removab lo 
contamina ti on & package external features 

POTTER, U P I PEERY, W « . WOQDRUpr, ft L Region 3. Chicago, Fuel 
Facility U Materials 0afoty Branch 80/03/82 7pp 


8004300544 Fei'uiards IE Insp Ropts 50-010/00-04,50-237/80-04 Sc 
90-249/00-04 on 000220-22 26 notice of violation 

DAVIS. A D Region 3. Chicago, Fuel Facility & Materials Safety 
Branch 00/03/21 2pp 


—0004300540 Notice of Violation from insp on 000220-22 << 26 

n Region 3, Chicago. Office of the Director 00/03/11 Ip 


—0004300595 IE Insp Ropts 50-010/00-04. 50' 237/00-04 «< 50-249/60-04 on 
000220-22 tt 26 No noncompliance noted, Major area* Inspected 
Internal aud 1 ts. I i censee coordination w/offsite support 
agencies review of emergency drills 

EBSIO, T H , OESTMANN,M J . MATBQN. E Region 3. Chicago. Office of 
the Director 00/03/11 lOpp 


8004150159 Forwards lE Info Notice 00-12. "Instrument Failure Causes 
Opening of PORV it Block Volvo " No specific action or 
response necessary 

KEPPLER.U G Region 3, Chicago, Office of the Director. 60/03/31, 

Ip 


6004000606 Forwards IE Circular 60-09, "Emorgancy Oiosel Oonerotor 
Lubricating Oil Addition Onsito Supply " No written 
response required 

KEPPLER,J G Region 3, Chicago, Office of the Director 80/04/01 

Ip 


6004150146 Advises that IE Info Notice S0-i2, "Instrument Failure 
Causes Opening of PORV 6 Block Valve," was sent to listed 
utils on 000331 

CARROLL. D E Region 3, Chicago, Office of the Director 00/04/01 
3pp 


6004000569 Advises that IE Circular 80-05, "Emergency Diesel 
Generator Lubricating Oil Addition & Onsite Supply" was 
sent to listed utils on 800401 

CARROLL, D E Region 3, Chicago, Office of the Director 00/04/02 
3pp 


0004150014 Forwards IE Info Notice 00-13, "GE Type BBM Control Switches 
Defective CAM Folloujors " No specific action or response 
requ i red 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/02 
IP 


6004100030 Forwards attachments to IE Circular 60-03, "Protection From 
Toxic Oes Hazards, " inad vertently omitted from 600306 
transmitta 1 

KEPPLEfl,V 0 Region 3, Chicago, Office of the Director 00/04/02 
Ip 


6004220093 Forwards IE Info Notice 80-14, "Safety Guggeetians From 
Employees " No action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/04/02 
Ip 


0004220324 Forwards IE Circular 00-07, "Problems W/HPCI Turbine Oil 
Sys " No written \ esponso required 

KEPPLER.OO Region 3, Chicago, Office of the Director 80/04/03 
Ip 


0004180309 Advises that IE Circular 00-07. "Protlems W/HPCI Turbine 
Oil 8ys‘* was sent to listed utils an 000403 

CARROLL, D C Region 3. Chicago, Office of tha Director 80/04/07 

2pp 


8004230224 Forwards IE Bulletin 79-03A, "Longitudinal Weld Defects in 
A0ME 0A-312, Type 304 Qtainlcss Steel Ripe " Action required 
KGPPLCR.x/O Region 3, Chicago, Office of the Director 00/04/07 
Ip 


8004230304 Advises that IE Bulletin 77-03A. "Longitudinal Weld Defect* 
in ASME 8A-312 Type 304 Stainless Steel Pipe," was sent to 
lleted utils on 600404 for action 

CARROLL, D E Region 3, Chicago. Office of the Director 60/04/07 

Ip 


Q004280067 Forwards lE Bulletin 00-00, "Exam of Containmant Liner 
Penetration Walds " Written response required 

KEPPLER.J G Region 3, Chicago, Office of the Director. 00/04/09 
Ip 


0004220161 Advises that IE Bulletin 00-08, "Cxam of Containment Liner 
Penetration Welds," was sent to listed utils on BOO4O0 
CARRDLL, D E Region 3. Chicago, Office t>P the Director 00/04/09 
3pp 


0004220199 Advises that IE Info Notice 00-14. ''Safety Ouggestion* From 
Employees" woe sent to Hstad utils on 800404 

CARROLL, 0 E Region 3, Chicago, Office of the Director QO/04/09 
3pp 


0OO42BO628 Forward^s revised Page* 3 5 & omitted Pago 4 to lE Imp 

Ropts SO-OIO/OO-OS, 50-237/80-05, 50-247/eO“09, 50-294/80-09 it 
50-269/00' 00 

FlORELLIrO Region 3, Chltogo. Reactor Construttlon t. Engineering 
Support Branch 80/04/09 Ip 


— 0004280634 Revised Pages 3 & 3 >1 omittad Pago 4 to IE Insp Repts 
30-010/80-05, 50-237/80- 03. 50-249/80-03, 50-254/80-05 & 
50-265/80-08 

e Region 2, Atlanta, Office of the Director 80/04/09 3pp 


R Periodic operating reports t; rolated correspondence 


9004140330 Forwards "Raduoste & Environ Monitoring Annual Kept i979, " 
STEPHENSON, 0 B Commonwealth Edison Co, 80/03/19 ip 


— 6004140340 "ftadwaste Environ Monitoring Annual Rept 1979," 

KOHL. K A I CMANDRA8EKARAN Cberllne Instrument Corp 00/03/31 
9lnp 


6004150302 Forward* monthly operating ropts for Mar 1900 
STtpHENSON.B D Commonwealth Edison Co 60/04/10 Ip 
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DOCKETED ITEMS 


■Q0041903S7 oporating reptj far 1960 

C 1 E9ZKIEUIC2. B CQ<^1m(^ntJJe^ 1 th Edlsor Co 80/04/01 23pp 


3 Reportable occurrences. LERi t related correspondence 


8004030941 For(iiaT(la LER BO^OOl /03L^O 

STEPHENSON, 0 B ConKnonueal th Edison Co 60/03/25 Ip 


6004080549 LER 00-001 /03U-0 on 800303, capacity in Unit I fire pump 
found to be tn need of updating m order to be equal to 
Unit 2/3 fire pump Commitment made to N,RC to increase 
capacity Neuj fire pump uill be installed 
« Cammonueal th Edison Co BO/03/25 Ip 


□604220630 Forwards LER B0-002/OtT-0 

STEPHENSON. 6 8 Cammonweal th Edison Co 60/04/ 17 Ip 


0004220681 LER 90-002/OIT-0 on 800405. wbi I e in shutdown mode u/fuel 
removed . c onta-mina t e d demineral i i ed water was being heated !< 
added to pr l-mary tys Tube leaks in heat etchanger ware found 
leaking water Into river Caused by unloader tube failure 
04TE6. J Commonwealth Edison Co 60/04/17 4pp 


U Congreselona 1 /Enecutlve Cat respondence 


G0041401B3 Forwards response to 800204 request for comments on IL Safe 
Energy Alliance statements NRC camplioa w/NFPA requirements 
Proposed decontamination under review for special 
circumstances which may require EIS 

DIRCKB. 14 U Office of the Etecutive Director for Operations 
80/03/23 6pp 


—3004140197 Requests info on IL Safe Energy Alliance concerns re 
proposed decontamination of facility Also requests info on 
studies re reactor environ impact 

COLLINB, C House of Rep , Foreign Affairs 60/02/04 Ip 


9004140206 Fftruards comments on IL fiafe Energy Alliance statements re 
proposed d>icontaminatiQn of facility per 800220 request NRC 
complies w/NEPA requirements Proposed action under review 
for special circumstances luhlch may require EIB 
IHRCK8/W J Office of the Executive Director for Operations 
B0/03/2a 6p p 


■—3004140219 Supports lU 8af« Energy Alliance request for completion of 
E18 prior to facility decontaminat ion 

VATEa, 8 R House of Rep ^ Appropriations 80/02/20 Ip 


800414D169 Forwards response to 800209 request for comments on Itr from 
ER McCullough of IL Safe Energy Alliance NRC complies w/NEPA 
requirements Proposed decontamination under review for 
special circumstances which may require £16 
DIRCK8.-N J Office of the Executive Director for Operations 
00/03/31 9pp 


— e004140l60 Requests eommonts on end 790123 Itr from BR McCullough of 
IL Safe Energy Alliance Ltr proposes that £18 be required 
for facility decontamination 

SIMONjP House of Rep i Education *i Labor 80/02/09 4pp 


6004140229- Forwards responss to 000131 request for comments on ltr from 
ER McCullough of tL Safe Energy Alliance NRC complies u/NEPA 
requirements Proposed dec ontami nation under review to 
'etermlne if 910 is required 

^RCK&iM J. Office of the Executive Director for OpWratloni 
/03/3L 6pp 


J0414023D Requests comments on and 900122 Hr from ER McCullough of 
IL aafs Energy Alliance re facility decontamination 
8TEVEN8aN. A. Senate 60/01/31 9pp 


□004140496 Forwards NRC 800320 respanse to Congressman 8 Vates re 
status of NRC decision on need for £16 prior to plant 
decontamination NRC treatment of IL Energy Alliance concerns 
it inadequate List of concerns anti 

BHlNEFLUD. M Illinois Safe Energy Alliance. 80/04/07 2pp 


—6004140499 Responds to 300220 request for comments rt IL Safe Energy 
Alliance statemamts about proposad chemical decontamination 
NRC will comply w/raqulremants of NEPA in determining 
whather ElB should be prepared 

DlRCKSiU, J Office of Nuclear Material Safety L Bafeguards, 
40/03/20 4pp 


docket 50-13 DAQCOCK U UILCOX CO CRITICAL FACILITY 


P Operating license stage documents t cm respondence 


0004190355 Submits addl info ro 791018 amend request Describes range af 
allowable nanmoderator to moderator ratio computer codes 
used for front~end calculations for analysis of max credible 
accident 

OLSEN, A F Pabcack h Milcox Co eO/04/lt 4pp 


DOCKET 50-10 VALLECITOS DO I LING WATER REACTOR 


I Financial information 


8004070317 Forwards Annual Financial Rept 1979 

CUNNINGHAM, 0 E General Electric Co 80/03/28 ip 


—8004070321 Annual Financial Rept 1979 

a General ELecttlc Co 00/02/15 25pp 


U Insurance & Indemnity information 


8004010323 Forwards Endorsement 23 to MAELU Policy MF-95 

CORREA. M A Marsh t McLennan. Inc , M h M Nuclear Consultants, Inc 
Oiv 00/03/25 2pp 


R Periodic operating reports V related correspondence 


8004080286 Forwards "1979 Annual Status Rept 19 " 

CUNNINGHAM, G E General Electric Co 80/02/29 ip 


—0004080239 ”1979 Annual Status Rept 15 " 

* General Electric Co 80/02/29 Spp 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F Security, medical, emergency L fire protection plans 


6004010446 Forwards Items 3 1 5 L 3 i I2<d) of fire protection review 
Proposed manually operated sprinkler sys is acceptable, 
contingent upon submittal of final design drawings Proposed 
1-h rated protection for diesel generator rooms acceptable 
HALL. R E Brookheven National Laboratory 80/03/24 7pp 


8004110149 Forwards NRC position on 7B0B22 L 790410 responses re cable 
fire barrier qualification testing Geveral deviations to NRC 
requirements make justif icat ion or commitment to addl 
testing necessary within 30 days 

ZIEMANN, D L Operating Reactors Branch 2 30/03/24 3pp 


6004140172 Forwards revised safeguards contingency plan pages Enel 
withheld <ref 10CFR2 790) 

MOODY, D E Yankee Atomic Electric Co 80/04/10 Ip 


6004280534 Forwards conclusions re fire barrier qualification testing 
Deviations stated in NRC 800324 ltr do not significantly 
affect test results 

MOODY, D E Yankee Atomic Electric Co 80/04/22 4pp 


0 Adjudicatory correspondence 


0OO4O9O2B0 Requests that end info he distributed to appropriate 
boards L parties Includes info re disc cracking in 
Mestinghouse turbines & Yankee Rouie turbine failure 
EI9ENH0T, D 0 Division of Operating Reactors 80/03/07 3pp 


8004250266 Requests that end documents be provided to Board 
notification sve lists for all cases 

VARGA. 8 A. Assistant Director for Light Water Reactors BO/03/31 

Ip 


8004250336 forwards NRC confirmatory order 

BTELLD,V Office of Inspection h Enforcement, Office of the 
Director 80/04/04 Ip 


— B004250339 Order confirming util commitment to perform review requested 
by IE Bulletin 79-27 by 800701 Required info specified In 
Attachment A, 

8TELL0. V Office of Inspection L Enforcement, Office of the 
Director 80/04/04 6pp 



DOCKETED ITEMS 


15 


H Oensr^l c orres p ond 8»c e 


B00421004Q Responds to B00309 Itr requesting info to environ effects of 
Neuj England nuclear potoer plants Radiation effluent levels 
determined bg 10CFR20 4 App 1 to 10CFR50 Environ Info 
available in stated LPDRS 

BALLARDi R L Environmental Projects Branch 1 QO/04/01 Spp 


—8004210060 Requests info or current repts re effects of nuclear pouier 
plants on Neu England marine organisms due to radiation« 
chemical u/aste d i sp a sa I . th erma 1 pollution ti other factors 
ROOERS, D J Affiliation Unknown PO/03/09 Ip 


I Financial information 


8004010395 Forwards Annual Financial Rept 1979 

SOUCY/ A R Yankee Atomic Electric Co 80/03/31 Ip 


— 8004010398 Annual Financial Rept 1979 

» Yankee Atomic Electric Co 80/02/15 12pp 


P Operating license stage documents correspondence 


B00410D511 Advises that responses to 761123 Itrs re LWR assessment of 
enhancement of fission gas release at higher burnups have 
been reviewed No immediate licensing action required for 
operating reactors per typical fuel bundle & batch burnups 
ZIEHANNjD L Operating Reactors Branch 2 80/02/29 2pp 


8004230064 Advises that review ^ evaluation will not be completed until 
800701 re loss of non-Ciass IE instrumentatlan control 
power sgs bus during operation 

KAYfJ A Yankee Atomic Electric Co 00/02/29 Ip 


8004080159 Forwards NUREO-OS69. ^’Evaluation of Integrity of BEP Reactor 
VesselSf*' completing review of SEP Topic V-6 W/o end 
ZlEMANNiD L Operating Reactors Branch 2 80/03/05 2pp 


8004020004 Forwards review schedule for environ qualification of Class 
IE electrical equipment per 800221 meeting Resubmlttal of 
info Is unnecessary Referonces or updates to info previously 
submitted are acceptable 

ZIEHANNfD L Operating Reactors Branch 2 Q0/03/Q6 5pp 


0004000105 Forwards evaluation of SEP Topic XV'’20 comparing facility u/ 
current licensing crltoria Responses will be made if as*' 
built facility differs from licensing basis 
ZiENANNfD L Operating Reactors Branch 2 80/03/07 6pp 


8004030102 Forwards "Nuclear Data Link Specsi " study of digital 
communication sys to transmit info from plants to Bethesda 
Operations Ctr 

EIBENHUTiD 0 Division of Operating Reactors 80/03/12 5pp 


— 8004030118 “Nuclear Data Link Specs *' 

e Division of Operating Reactors 80/02/21 28pp 


8004170308 Forwards request for addl Info re environ qualification of 
electrical equipment 

ZlEHANNrD L Operating Reactors Branch 2 00/03/28 29pp 


8004110434 Forwards Revision 0 to YOQAP-I-A addressing organliatlon 
changes to OA program 

HEIDERiL H Yankee Atomic Electric Co 80/04/04 Ip 


— 8004H0444 OA program Revision 8 for facility operation 

VANDENDUROHi D E, HElDERiL H r HQODYi D E Yankee Atomic Electric 
Co YOQAP“I~A 00/04/01 20pp. 


8004250123 Forwards Category A Lesions Learned Task Force review Items 
which require addl licensee action Includes info re heater 
capacity required it time within which capacity must be 
available to maintain natural circulation at hot standby 
ZIEKANNiD L aperating Reactors Branch 2 60/04/05 4pp 


8004290099 Requests payment of Glass III fee for proposad Tech Spec 
Change 168 NRC-r equested change is not OKempt from fees 
because change enhances safe operation of facility, 

HiLLERfW 0 License Fee Management Branch 80/04/08 Ip 


8004110419 Responds w/addl info re 800402 Category A implementation and 
audl t, kiestinghouse study determined min heater requirements 
u/o offsite power met required heater capacity Temp Inputs 
Increased to 8 thermocouples 

KAY< J A Yankee Atomic Electric Co 80/04/09 13pp 


B0042G0600 Advises of revised Step 5 to action plan re anchorage it 
support of safety-related electrical equipment Manpower 
losses delay response re investigation until 800630 All mods 
will be completed prior to startup 

KAYiJ A Vankee Atomic Electric Co 80/04/23 Ip 


0 Inspection reportSf IE Bulletins & correspondence 


8004150310 Forwards IE Info Notice 80-12i ''Instrument Failure Causes 
Opening of PORV St Block Valve “ No specific action or 
response necessary 

GRIER, B H Region 1, Ph i ladel phia, Office of the Director 
80/03/31 Ip 


B004090110 Forwards IE Circular B0-05p “Emergency Diesel Generator 
Lubricating Oil Addition it Onsite Supply " No written 
response required 

GRIER, B H Region li Philadelphia, Office of the Director 
BO/04/01 Ip 


8004110518 Forwards IE Info Notice 00-13, "GE Type BBM Control Switches 
Defective CAM Followers " No written response required 
GRIER, B H Region 1, Philadelphia. Office of the Director 
BO/04/02 Ip 


6004240355 Forwards IE Info Notice 00-14, “Safety Suggestions From 
Employees " No action required 

GRIER, 0 H Region 1, Ph 1 ladel phia, Office of the Director 
00/04/02 Ip 


8004180255 Forwards lE Circular 80-07. “Problems W/HPCI Turbine Oil 
Sys “ No written response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/04/03 Ip 


8004230516 Forwards IE Bulletin 79~03A, “Longitudinal VJeld Defects in 
A8ME 8A-313i Type 304 Stainless Steel Pipe " Action required 
GRIER, B H Region I, Phi ladel phia, Office of the Director 
BO/04/04 Ip 


6004100302 Forwards IE Bulletin 00-00, “Exam of Containment Linor 
Penetration Welds “ Written response required 
GRIER, B H Region l< Phi ladelphia, Office of the Director 
80/04/07 Ip 


R Periodic operating reports it related correspondence 


8004100370 Forwards “Annual Radiological Environ Surveillance Rept for 
1977 “ 

KAVi J A Yankee Atomic Electric Co 80/03/31 Ip 


—8004100374 “Annual Radiological Environ Surveillance Rept for 1979 " 
Yankee Atomic Electric Co 80/03/20 60pp 


8004150350 Forwards monthly operating rept far Mar 1900 
MOODY, D E Yankee Atomic Electric Co 80/04/11 Ip 


— 8004150352 Monthly operating rept for Mar 1900 

BEERS, F C Yankee Atomic Electric Co 00/04/11 5pp 


S Reportable occurrences, LERs it related correspondenc 


8004000409 Forwards LER 80-009/03L-0 

AUTIO.H A Yankee Atomic Electric Co 00/04/04 Ip 


—0004080496 LER 0O-OO9/O3L-O on 800307, dur ing malnt outage in Mode 5 
while performing safety injection time delay verification 
procedure, TDC2 setpoint found out of Tech Spec limit Caused 
by setpoint drift, Relay adjusted to within Tech Spec limit 
FRENCH, L D Yankee Atomic Electric Co 80/04/04 Ip 


DOCKET 30-30 PLUM DRGDK RESEARCH REACTOR FACILITY 


0 Advisory Committee an Reactar Safeguards reports S, correspondence 


8004040167 Confirms recommendation re addl subsurface Investigations 
Three large diameter borings down to base it below lowest 
shear at reactor at fence uphill it at fence downhill from 
reactor should provide required info 
PHlLPRlCKiS a PhiUbrick, S 9 79/12/14 Ip 



DOCKETED ITEMS 


CKET 50-S4 UNION CARBIDE RESEARCH REACTOR 


Optritinig liCfiTiia document* ^ correspondetic ^ 


04150082 Advi'sei t^4t t-icen*? will evpire OA BOO&GO Rene<Ja\ 

requirei ftliiig 30 dag* bofare expiration date dq^io-nitrat ing 
that reacton can operate safely for prolonged period 
RElDi R N Operating Reactors Branch 4 BO/03/SO Ip 


Periodic operating report* & related corr ecponidence 


— 6004170257 "Sei *mic 1 tg of Livermore Valley »n Relation to OE Vallecito 
Plant '• 

BOUT. 8 A . HANSEN, R A General Electric Co 00/03/31 35pp 


— a0041703di0 Forwards responses to questions *< comments raised at ACR8 
79(11*1 CETR fiobcomini ttee ffieetlng 

DORKITZEU^R N General Electric Co 80/04/14 33pp 


8OO4260'311 Forwards partial response to NRC questions re structural 
Issues of test reactor 

GILLILAND. » L General Electric Co 80/04/23 12pp 


104080548 Forwards "Annual Operating Rapt for 1979 

RUZlCKAi Wl O Union Carbide Corp 90/03/31 Ip R Periodiic operating reports & related correspondence 


"■9004080S51 ** Annual Operating Rept 1979,*' reporting facility mod ]< major 
maint 

» Union Carbide Corp 80/03/31 4pp 


004090375 Forwards "Annual Operating Repfc for 1979 " 
RUZlCKAilf Q Union Carbide Corp 80/03/3J Ip 


-8004090380 "Annual Operating Rept for 1979 " 
* Union Carbide Corp 80/03/31 4pp 


SOCKET 50-57 STATE UNIV OF MEW YORK RESEARCH REACTOR 
Operating license stage document* t correspondence 


'905190094 Forwards draft of revised Tech 8pec* re effluent monitor 
operability Requests same limits at granted to Unlv of 
Hlcbigan allow 24-b out of svc for monitors u/o rastrictlans 
on Operation 

ORLCisKYi P H New Yor k i State Univ of, Buffalo 70/12/29 3pp 


0004080340 Forwards "Annual Operating Rapt 31 for 1979 " 
CUNNINGHAII. 0 E Oeneral Electric Co 80/03/05 Ip 


—8004080359 "Annual Operating Rept Bl for 1979 " 
• General Electric Co 80/03/05 5pp 


S Reportable occurrences, UERs related correspondence 


0004040030 PN0-V-6O-0I5A ground water samples obtained from well 
located near underground waste tank farm & below ground fuel 
tank sump Analysis showed no significant activity above 
detectable limit 

HENBLAH0KI«F , FISHER Region S, Ban Francisco, QFflce of the 
Dlractof 00/03/19 Ip 


6004040418 PHO-V-80-0 1 SB, correct! ng PNO-V-Q0-O15A Tritium mistakonly 
reported as 3 O E-S, should read 3 O E-5 

WEN3LAWSKI,F * FJSILR Region S, San Franc iscoi Office of the 
Director 60/03/19 Ip 


DOCKET 90-70 GENERAL ELECTRIC TEST REACTOR 
0 Adjudicatory correspondence 


DOCKET 90-73 GENERAL ELECTRIC NUCLEAR TE6T REACTOR 
I Financial information 


800403002A Memorandum of understanding between NRC k FEMA re prompt 
improvement In radiological emergency planning tt 
preparedness, d istrlbutad a* Board mtifltatlon 

Haecutlve Director for Oporationi 

80/04/02 a4pp, 


6004070317 Forwards Annual Financial Rept 1979 

CUNNINGHAM. 0 e General Electric Co 80/03/28 Ip 


—8004070321 Annual Financial Rept 1979 

* General Electric Cp 80/02/19 Sspp 


! Financial information 


8004070317 Foriyard* Annual Financial Rspt 1979 

CUNMIMGHAH, 0 E Oenaral Electric Co 80/03/26 Ip 


—8004070321 Annual Financial Rept 1979 

» Oeneral Electric Co eO/02/19 29pp 


P Operating license stage document* & corr»tp ondence 


0004040142 Summary of 800131 meeting ui/QE in Bethesda, MO r e analysis 
proposed by vendor to support restart of GETR 
NELSON. C. Operating Reactors Branch 4. 80/03/81 2pp 


P Operating license stags documents L correspondence 


6004170044 Forwards proposed changes to Tech Specs, per 800320 tt 21 
tflUonsfln response to NRC questions r* util response to 
postulated seismic event application to amend Tech Specs 
CUNNINGHAM,© C General Electric Co 80/04/03 Ip 


■fl00417004& Appiicatlon lo amend License R-33, chang ing Tech Specs re 
postulated seismic event 
b General Electric Co 00/04/10 ip 


— 000-4t70049 Proposed changes to Tech Specs 4 Uc),S 4 3, 0 2 2, Q 2 1 1 
Table I Tech Spec Q 2 5 should be deleted 
* OBneral Electric Co 00/04/10 Spp 


8004040153 ''p r ob ability Analvsi* of Surface Rupture Offset Deneath OETR 
Reactor Bldg 

REEDrJ W Jack R Benjamin It Assoc iates. Enc fi0/03/«21 lOpp 


8004020185 Forwards results from mea i uremehts taken to determine angle 
of dtp In trenches at sit*. If surface offset to be 
considered in structural ana I yses* recommends using dip 
angle* ranging between tO to 30 degrees, 

OARKITZEL. R W 0-eneral Electric Co 60/03/31 9pp 


R Periodic operating reports L related correspondence 


8004080306 Forwards "Annual Operating Rapt 20," for 1979 
CUNNINGHAM, Q E Q-eiseral Electric Co 0O/O2/S9 Ip 


— 8004000313 "Annual Operating Rept 20," for 1979 

GILLILAND, D L General Electric Go 00/02/29 9pp 


8004300052 Forward 
CUNMINGHAK, Q E 
80/04/07. Ip- 


s Revision 1 to OA program 

General Electric Co , Nuclear Energy Products Dlv 


— 8004300096 QA program 
* Gantrai Electric Co. 


GAP-l Rl- 80/03/31 33pp 


'I ‘-W.r.nor. V.U., m R.utl.n t» OE 
vaiiecito* Plantr U responses to questions 6t comments 
railed at ACRB 791114 OETR Subcommittee meeting. Info 
noncontravirsial &< does alter OE position. 

DARMITZEL, R. M General Electric Co. 60/04/14 app. 


DOCKET 30-111 HCRTH CAROLINA STATE UNIV RESEARCH REACTOR 
Periodic opeiatlng ropurts 4 related correspondence 


Q00422O596 Foru-ords "Environ Radiation Ourvelllance 
^ ^'Environ Radiation Surveillance Rept 
Sept 1979 '* 

BRAY, T C Morth Carolina State Unlv 80/03/13 


Rept for Oct 1976- 
for Apr- 

3pp 


'0004220560 "Environ Radiation 
BALL. A C , DEDNAH, J Worth 


Surveillance Rept for Oct l97B-har 1979 " 
Carolina State Univ 00/03/13 7pp 


•0004220569 "Environ Radiation Surveillance Rept for 
SALLi A C I DEBNAM, J Merth Carol ina State Univ 


Apr-8ept l979 " 
00/03/13 7pp 



DOCKETED ITEMS 


17 


DOCKET 50-133 UNIV Or MISSOURI RESEARCH REACTOR 


0 Inspection repartSi IE Dulleiins c arro^pondsnc c 


0004^30167 Forwards IE Insp Rept 50-123/79-03 on 791105-06 & 1204-05 
%> notice of deviation 

KEPPLER, J 0 Region 3. CMcago. Office of the OlrectDr 00/03/03 

2pp 


—0004230175 Notice of violation from insp on 791105-06 & 1204-05 
# Region 3* Chicago, Office of the Director 00/02/19 Ip 


--0004230179 Notice of deviation from map on 791105-06 6 1204-05 
* Region 3i Chicago, Office of the Director 00/02/19 Ip 


--8004230189 IE Insp Rept 50-123/79-03 on 791105-06 6 1204-05 
Noncomp 1 iance noted failure to maintain required personnel 
exposure lecords f/ deviations In survey s* measurements 6 
instruments 

FISHERjW L Region 3, Chicago, Fuel Facility 6 Materials Safety 
Dranch DUORY, N E Region 3, Chicago, Office of the Director 
00/03/19 13pp 


8004290080 Ac i receipt of B00324 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropt 30-123/79-03 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/04/08 
IP 


— 60042900B5 Responds to NRC 800303 Itr re violations noted in IE Insp 
Rept 50-123/79-03 Corrective actions instituted procedural 
change delegating routine health physics activities to 
reactor personnel r u/aud i t mg by health physicist 
PLANJE, T J Missouri, Univ of, Rolla 80/03/24 9pp 


DOCKET 50-124 VIRGINIA POlYTECH INST TRAINING REACTOR 


□ Utility Preliminary Safety Analysis Report, amende 


8003310406 Forwards PSAR 

PARKINSON. TF Virginia Tech 00/03/19 Ip 


— 8003310411 PSAR for VA F^oly technic Inst St State Univ research training 
reactor 

CURTNCR, A P . DENTON, M M . C8KIN, L 0 Virginia Tech 79/11/01 
I07pp 


—0003310415 Chapter 1 of VA Polytechnic Inst Slate Univ research 1< 
training reactor PSAR, "Introduction '* 

CURTNCR, A P , DBNTDN, M M . ESKIN, U 0 Virginia Tech 79/11/01 
lOpp 


—6003310417 Chapter 2 of VA Polytechnic Inst S, State Univ research l< 
training reactor pSAR, "bys Mods " 

CURTNCR, A P . DENTON. M M i ESKINiL D Virginia Tech 79/11/01 
20pp 


—8003310421 Chapter 3 of VA Polytechnic Inst et State Univ research 
training reactor PSAR, ‘'Therma 1-Hydraul 1 gs Analysis " 

CURTNERiA P r DENTON. M M , ESKIN, L 0 Virginia Tech 79/11/01 

4pp 


—8003310427 Chapter 4 of VA Polytechnic Inst S* State Univ research & 
training reactor PSAR, "Reactivity Transients " 

CURTNER.A P . DENTON, M M . ESKIN. U D Virginia Tech 79/11/01 
9pp 


— 8003310432 Chapter 5 of VA Polytechnic Inst State Univ research fc 
training reactor PBAR, "Radiation Safety “ 

CURTNER.A P . DENTON, M M . tSKIN.t D Virginia Tech 79/11/01 

16pp 


— 8003310439 Chapter 6 of VA Polytechnic Inst S< State Univ research in 
training reactor PBAR, "DHA" 

CURTNERrA P , DENTON, N M , ESKIN, L D Virginia Tech 79/11/01 
42PP 


F Security, medical, emergency 8. fire protection plans 


8004040468 Forwards Sept 1979 draft emergency plan 
PARKINSON, TF Virginia Tech 80/03/19 Ip 


— 6003310408 Draft emergency plan 

* Virginia Tech 79/09/30 Upp 


P Operating license stage documents 6 correspondence 


S004190431 Application for renewal of facility tlconse R-62 for 
term of 20 yrs 

CURTNEH.A P , PARKINSON, T F • KREBS, A H Virginia Tech 79/10/02 

2pp 


DOCKET 50-128 TEXAS A8.M UNIV RESEARCH REACTOR 


P Operating license stage documents 6 c arresp ond enco 


8003190734 Requests maps indicating low population zones for 
facilities 

EOSON, K California, State of 80/01/07 Ip 


R Periodic operating reports U related correspondence 


0004240416 Forwards ''Annual Operating Rapt 1979 
KLEIN, D Texas, Univ of 80/03/31 Ip 


— 0004240420 "Annual Operating Ropt 1979 " 

KLEIN, D e Texas, Univ of 80/03/31 56pp 


DOCKET 50-133 HUMBOLDT DAY POWER PLANT, UNIT 3 


0 Adjudicatory correspondence 


8004240340 Urges A8LD to move on hearings re facility Certificate of 
Sve end 

DUOOfNS, L Affiliation Unknown 80/01/05 3pp 


8004150003 Forwards rept by Woodward-Clyda Consultants re status of 
geologic & seismic investigations Involving facility, in 
accordance w/ASLB 790619 order Work going forward on 
ladlometric dating it trace element analysis 
LOCKE. R F Pacific Gas it Electric Co 80/03/21 6pp 


80040S0626 Notice of 800603 prehearing conference at Veterans Memorial 
Qt dg, Eureha , CA Conference will address P08/E request that 
further proceedings be stayed S, held in abeyance until 
801001 re amend to OL Technical assistance requested 
LAZO,n M Atomic Safety and Licensing Doard Panel 80/03/24 3pp 


8004030026 Hemorandum of understanding between NRC it FEMA re prompt 
improvement in radiological emergency planning & 
preparedness > d istrlbuted as Board notification 
G083ICK,L V Office of the Executive Director for Operations 
BO/04/02 34pp 


8004290280 Requests hearing re plant proximity to earthquake fault 
Certificate of 8vc end 

JAMES, M Affi nation Unknown 00/04/06 3pp 


I Financial information 


0004100233 Forwards Annual Financial Rept 1979 

CRANE, P A Pacific Gas h Electric Co 00/04/03 Ip 


—0004100244 Annual Financial Rept 1979 

» Pacific Gas 8, Electric Co 80/02/22 43pp 


P Operating license stage documents U correspondence 


0004070397 Discusses HRC 761123 request that all LWR licensees assess 
higher fission gas release for fuel burnups above 20,000 
MW-day per oietric ton Responses indicate that no Immediate 
licensing action is required for operating reactors 
IPPOLITO, T A Operating Reactors Branch 3 80/03/10 3pp 


8004030102 Forwards "Nuclear Data LlnK Specs," study of digital 
communication sys to transmit info from plants to Bethesda 
Operations Ctr 

EI9ENHUT, D G Division of Operating Reactors, 00/03/12 5pp 


—8004030118 •■Nuclear Data Link Specs " 

» Olvlsian of Operating Reactors 80/02/21 28pp> 
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DOCKETED ITEMS 


Q InipAction r^portfi tE Bulletins L correspondence 


U Congr essional/Eiccuti ve Correspondence 


80041S0205 Foruerds IE Info Notice E0-13i "Instrument Failure Causes 
Openln 9 oF PORV fc Block Valve " No specific action or 
retpanis nficessar^ 

ENOELKENpR H Region 5. San Francisco. Office of the Director 
B0/03/3i Ip 


0004100101 Foruards I£ Circular QO-05. "Emergency Diesel Generator 
Lubricating Oil Addition Zt Qnsite Supply " No untten 
response required 

EMOELKEN, R H Region S, San Francisco. Office of the Director 

eO/04/01 Ip 


0004110111 Forwards lE Info Notice aQ~l3. "OE Type SBM Control Switches 
Defective CAM Fclloueps " No specific action or response 
r equl red 

EMOELKEN. R H Region S. San Francisco. Office of the Director 
00/04/02 Ip 


QO-04220030 Faruards IE Info Notice BO-14. "Safety Suggestions From 
Employees No action required 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
60/04/02 Ip 


eoOAiaOHS Forwards IE Circular 30-07. "Problems W/HPCI Turbine Oil 
8yf '' No written response required 

ENOELKEN. R H Region 5* 9an Francisco. Office of the Director 
00/04/03 Ip 


0004230374 Forwards IE Bulletin 79-03A. "Long itudinal Wold Defects in 
ASHE SA**3ia. Type 304 Stainless Steel Pipe " Action required 
ENOELKEN. R H Region S. San Francisco. Office of the Director 
00/04/04 Ip 


0004220172 Forwards IE Bulletin 00-08. "Exem of Containment Liner 
Penetration Welds " Written response required 
ENQELKEN. R H Region 5^ San Francisco. Office of the Director 
80/04/ 07 ip 


R Periodic aperatlng reports & related correspondence 


0004170233 FflTwards monthly operating rapt for Mar 1980 
MEEKS. E D Pacific Oas 4. Electric Co 80/04/09 Ip 


— B004170236 Monthly operating rept for Mar 1980 

OETTYiB C Pacific Oas t< Electric Co 00/04/09 4pp 


8 Reportable occurrences! LERt L related correspondence 


8004000401 Forwards t£R 0O-OO2/O3L-O 

CRANEi P A Pacific Gas Kt Electric Co 80/04/01 Ip 


—0004000407 LEft BO-002/03L-0 on 000310. While in cold shutdown for 
refueling (< eeltmlc mods, fossil unit trip test was not 
perforned within allowable interval Caused by present status 
being unrisolved Test will be performed prior to startup 
BIERSAUM.O A Pacific Gas S. Electric Co 80/04/01 tp 


DOCKET SO-137 TURKEY RESEARCH REACTOR 


P Operating license stage documents U correspondence 


0004100302 Advisee that responses to 761123 Urt re LWR assessment of 
enhancement of fission gas release at higher burnups have 
been reviewed No Immediate licensing action required for 
operating reactor* per typical fuel bundle 4 batch burnups 
ZIEMANNiO L Operating Reactors Branch 2 00/02/29 3pp 


;KET SO-142 UCLA TRAINING REACTOR 


Operating license stage dacumenti It correspondence 


0004300276 Forwards discuision in response to Committee to Bridge the 
Gap 791003 petition alleging deficiencies in review 
procedure* used in support of Amend 10 to OL Further NRC 
Input to cover all alleged deficiencies neceisary 
REID. R W Operating Reactors Branch 4 80/04/11. 4pp. 


6004000157 Responds to 791102 Itr re constituent concerns about 
emissions of radioactive gas from Unlv of CA. Los Angeles 
research reactor Ar-4I emissions result in individual 
doses below max allowed by NRC guidelines 

DIRCKS.W J Office of the Executive Director for Operations 
00/03/13 3pp 


— 8004080164 Requests response to end SO Strum 791007 Itr re emissions 
of radioactive gas from Univ of CA. Los Angelas research 
reac tor 

BEILENSON. A C House of Rep 79/11/02 5pp 


DOCKET 50-1 SO OHIO STATE UNIV RESEARCH REACTOR 


I Financial Information 


8004080046 Responds to FOIA request for documents re extraordinary 
nuclear occurrence concept. inc lud ing proposed rulemaking, 
regulations tt rules adopted by AEC Forwards documents listed 
in App A 

FELTON. U M Division of Rules and Records Q0/03/1S 3pp 


—8004000090 Ack receipt of 690625 Hr re Amend 2 to Indemnity Agreement 
E-B Amend 2 has been executed Forwards N Carllle 660120 
legal opinion 

CARSON. 0 n Ohio State Univ 69/07/10 3pp 


Q Inspection reports. IE Oullotlna & correspondence 


B004100372 Forwards IE Insp Rept 50-150/80-01 on 000206-07 No 
noncomp 1 lance noted 

0AVI8.A D Region 3. Chicago. Fuel Facility & Materials Safoty 
Branch 80/02/29 2pp 


— 0004100377 IE Insp lUpt 50-150/80-01 on 000206-07 No noncompliance 
noted Major areas inspected radwaste mgt ^ radiation 
protection programs 

FISHER. W L Region 3. Chicago. Fuel Facility & Materials Safoty 
Branch PAUL. R A . SCHUMACHER. M C Region 3. Chicago. Office of 
the Director 80/02/28 7pp 


DOCKET 50-151 UNIV OF ILLINOIS RESEARCH REACTOR 


0 Inspection reports. IE Bulletins t correspondence 


8004110259 Forwards lE Insp Repts 50-151/80-01 6 50-356/80-01 on 
800204-06 No noncomp 1 ianc e noted 

DAVIS. A D Region 3. Chicago. Fuel Facility t* Materials Safety 
Branch 80/03/03 2pp 


— 0OO4UO2/*» it; Insp Repts 50-151/00-01 4 5O-386/0O-OI on 000204-06 No 
noncomp 1 lance noted Major areas inspected emergency 
planning including support procedures. personnel interviews, 
review of training 4 drills 4 insp of equipment 
ESSIO.T H NRC Regional Offices GREER. R J Region 3. Chicago. 
Office of the Director 00/02/22 4pp 


DOCKET 50-155 filO ROCK POINT NUCLEAR PLANT 


F Security, medical, emergency 4 fire protection plans 


0004100206 Forwards input to 790404 fire protection safety evaluation 
re need for protection uf cabling 4 valve operator* in 
recirculation pump room 

ZIEMANN.D L Operating Reactors Branch 2 80/03/11 2pp 


— 8004!002B9 Fire protection safety evaluation of acceptable supplemental 
item for protection of cabling in recirculation pump area 
» Operating Reactors Branch 2 80/03/11 Ip 


8004240540 Forwards lys description 4 operating instructions for NRC 
health physics telephone network 6ys designed for use during 
nuclear incident or AO Network may also be used for daily 
administrative or facsimilte traffic 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/03/20 
3PP 


8004200015 Forwards new emergency plan Implementing new requirements 
in wake of TMt accident Answers to emergency plan 
interrogatories will be sent shortly W/o end 
GALLO. J I sham. Lincoln 4 Beale 00/03/24 Ip 
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&0042803&5 Foruard? calculations re establishment of primary emergency 
planning zone radius of five miles for facility^in response 
to UnC 800414 request 

FROST, 3 R Consumers Power Co 00/04/24 Ip 


-'9004200557 Calculations re establishment of primary emergency planning 
zone radius of five miles for facility 
a Consumers Power Co 00/04/24 9pp 


0 Adjudicatory correspondence 


8004020270 Stresses importance of compliance ui/NRC regulations re sve 
of documents in proceeding J O'Neill 800206 motion for 
extension uas ruled upon prior to receipt of motion by J 
Oallo Requests avoidance of similar Inequities 
OALLO, J Ishom, Lincoln Real® 90/02/27 2pp 


8004140276 Motion to extend deadline for filing in spent fuel pool 
expansion hearing be extended to 000310 
O'NEILLiJ Affiliation Unltnown BO/03/04 Ip 


8004080191 Forwards current facility emergency plan Plan is complete 
except for deletion of App F, bomb threat procedures, & 
telephone numbers contained in App A Deletions ulll not 
adversely affect discovery rights W/o end 
OALLO, J Isham, Lincoln 4> Beale 80/03/07 Ip 


8004030363 Requests extension until 000314 to file contentions re need 
for power at facility Notification of duo date for filing 
contentions was not received until 800310 
LElTHALfSERi J Char levoi x. HI 00/03/10 Ip 


8004140041 Intervenor motion to file late brief re poueV Issue 
in spent fuel pool expansion hearing NRC counsel J Mooroi 
util counsol J Oallo tc Chri sta-Mer ia counsel £ Nelss do not 
object to delay Certificate of 9vc end 
O'NEILL, J Affiliation Unknown 00/03/10 Ip 


8004140044 Intervenor response to A9LB question re N£PA requirement to 
consider need for power in proceeding Strong precedent 
exists foi AflLlJ to oxamlne environ Impact I* cost-benefit 
need for power Issues in proposed mods Certificate of Sve 
O'NEILL, J Affiliation Unknown- SO/OO/IO 9pp 


— 0004140048 Intervenor motion for relief from burden of supplying 20 
copies of all filings to NRC as required by 10CFR2 7O0<d> 

Relief is essential so that intervenor can devote snerglas 

to substantive issues of proceeding 

O'NEILL. J Affiliation Unknown 80/03/10 Ip 


—.0004140059 Intervenor motion for c. lar If 1 cation of legal language All 
parties in procvedlng asked to supply simple exlpanatlons of 
Latin ^ legal terms appearing in relevant documents 
O'NEILL, J Affiliation Unknown 00/03/10 4pp 


0004100970 Forwards util 000222 Itr to NRC explaining util position re 
certain plant mods proposed by NRC as part of SEP U post-TMI 
evaluations Ltr is irrelevant to proposed expansion of spent 
fuel pool 

OALLO, J Ilham, Lincoln U Doale 80/03/12. 2pp 


0004100396 Motion to be heard on need for power Issue Petitioner brief 
was received by A8LB within max time limits Petitioner has 
raised issues not dealt w/ln other briefs Denial of motion 
is denial of petitioner right to protect property 
LElTKAUaERi J A Affiliation Unknown 00/03/12 3pp 


— 0004100402 Brief on need for power issue Constitutional requirements 
of due process require A6LB to consider need for power at 
facility Proposed licensing amend permitting operation of 
umatlsf actory facility violates due process 
LEITHAUSER.U a. Affiliation Unknown. 00/03/10 Spp. 


0004100293 First set of interrogatories Includes questions re expert 
witnesses intervenor expects to call & areas of expertise 
OALLO, J , 8TEPT0E, P P Consumers Power Co OALLO, J lsham» Lincoln 
L Beale 00/03/13 6pp 


— 8004100296 Request for production of documents Identified in 
intervenor Chr 1 sta-Mar la response to licensee first set of 
Interrogatories Documents requested by 000414 
OALLO, J , STEPTOE, P P Consumers Power Co OALLO, J. Iiham, 
Lincoln DeaU. 00/03/13. Ip 


—8004100290 Notice of change of address for Washington, DC law ofc of 
Isham, Lincoln Beale Certificate of 8vc end 

OALLO, J Consumers Power Co OALLO, J Isham, Lincoln & Deale 
00/03/13 3pp 


9004000100 Forwards first set of interrogator i es 
OALLO, J Isham, Lincoln & Beale 00/03/14 Ip 


—0004000106 Licensee first set of Interrogetories Includes request for 
idontif Icatlon of all documents, inc lud Ing LERs, which serve 
as basis for contentions filed Certificate of Sve end 
OALLO, J Consumers Power Co OALLO, J Isham, Lincoln S< Deale 
80/03/14 6pp 


8004100451 Forwards licensee response to Interrogator les 9-32 through 
9-37 tt 9-39 through 9-41 Documents relied upon in preparing 
licensee responses have been identified 
OALLO, J Isham, Lincoln «< Beale 00/03/19 2pp 


— 8004100455 Answers to intervenor Interrogatories 9-32 through 9-37 
h 9-37 through 9-41 Includes info re failed fuel assemblies 
(c sight glass used for observation of surge tank CL Larsen 
affidavit U Certificate of 0vc enc I 

OALLO, J Consumers Power Co OALLO, J Isham, Lincoln & Dealt 
00/03/19 17pp 


— 8004100462 Forwards request for Tech Spec change to License DPR-6 
Provides operability surveillance requirements for 
modified fuel dry sipping sys presently being installed at 
facility 

SEWELL, R B Consumers Power Co 75/12/10 llpp 


— 8004100465 "Spent Fuel Pool Thermal Analysis *' 
a NUS Corp 79/06/29 I9pp 


—0004100469 Forwards evaluation of potential consequences of refueling 
accident inside containment in response to NRC 77042? 
request Containment ventilation supply L exhaust valves are 
of "fail-safe'* design tt shut automatlca 1 ly w/powtr lots 
DIXELrD A Consumers Power Co 77/06/20, 20PP 


—0004100490 Forwards evaluation of potential consequences of refueling 
accident inside containment in response to NRC 770117 
request During single bundle drop, area monitor response 
times will range from one second to approx four minutes 
DIXELiD A Consumers Power Co 77/03/21 0pp 


8004210420 Errata to license 600303 brief on need for power issue, NRC 
published proposed regulations re coniideretion of 
alternatives in 000303 FR 

OALLO, J Isham, Lincoln It Beale 00/03/22 Ip 


0004210401 Forwards util 000314 ltr to NRC providing further info re 
util response to certain NRC requirements resulting from 
post-THt evaluations Info is not relevant to proposed spent 
fuel pool expansion 

OALLO, J Isham. Lincoln i, Deals 00/03/24 2pp 


8004060591 Hemorandum U order re spent fuel expentlon proceeding 
Directs parties to address questions raised in safety 
assessment end w/HR Denton 900305 ltr, re valve operetion << 
loss of feedwater event, which will be part of discovery. 
0R0B8MAN, H Atomic Safety and Licensing Board Panel 80/03/27 
3pp 


8004090001 Response stating no objection to J O'Neill 000310 motion for 
relief from tuenty^'copy requirement, for documents filing, re 
spent fuel pool mod proceeding Certificate of 8vc end 
MOORE, J E Hearing Branch 2 00/03/28, 3pp 


9004030026 Memorandum of understanding between NRC It FEMA re prompt 
Improvement in radiological emergency planning t« 
preparedness, distributed as Board nodf icatlon 
00S8ICK,L V Office of the Executive Director for Operations. 
80/04/02 34pp 


0004170302 Forwards HR Denton 800305 ltr w/safety esseftment & 10CFR2 
re Commission regulations, In response to 000331 request, re 
spent fuel pool mod 

MOORE, J E Hearing Branch 2 80/04/07 Ip 


9004230075 Order granting relief to intervenor 3 O'Neill from 20-copg 
requirement Single copies shall be served on parties S. two 
copies on Commission, re spent fuel pool expansion 
proceeding 

ORO0SMAN, H Atomic Safety and Licensing Board Panel 00/04/15. Ip 


8004250422 Minutes of 800407 conference call partldpeted in by all 
parties In spent fuel pool proceeding re addl questions 
contained In ASLD 000327 order Discovery on ASLB questions 
proper at present time 

MOORE. J E Hearing Branch 2 00/04/23 4pp. 
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DOCKETED ITEMS 


Ot-nflial c orrflsiicind'ance 


4-140022 DifiCiisfies steps -baing taken procedures t>eins falloued to 
ssure safe operation of facility In response to end 791101 
elegran to PresidoTit Carter Nnc response to JA Siers t 
Johns request to suspend operatLons uill be foTuardoitf 
TELLOd V Office of Inspection t> Enforcement* Office of the 
iroctor ao/01/17 Ip 


004140026 Forwards Chr is te-Mar la 791101 telegram 8« Itr requesting 
safety investigation prior to plant operation 

SEAL.H M President of US & Eiecutlve Offices 79/U/07 4pp 


004140031 Opposes restart of facility due to foreign object in reactor 
vessel inhibiting mobility of control rods Related 
documentation & draft petition «nc 1 
CHR18TA-NARIA Ch r 1 s ta-Mar 1 a 79/11/01 Qpp 


4070129 Responds to 800106 petition requesting that eight issues 
9 resolved prior to startup of facility Foruards safety 
saessrisnt c-oncludliig that there is sufficient safety 
ssurance to allow operation pending final ruling 

ENTON.H R Office of Nuclear Reactor Regulation 80/03/05 3pp 


0Q40V0132 Safety assessment re safety issues raised by J Bier £< 
8J Johns 791104 £i 300106 Itrs Sufficient safety assurance 
eilsts to allciu operation pending final ruling 
e Office of Nuclear Reactor Regulation 80/03/05 7pp 


004070137 Requests action under iOCFRa 206 to require util to resolve 
listed safety issues prior to startup School tys should have 
uortable evacuation plan & all diffuser pieces should he 
accounted for 

BlERrJ « JOHNS ■ 8 J Affiliation ITnknown BO/Ol/06 Spp 


4230383 Forwards util 80031B neus releass indicating changes in 
rojectf eng i neerlng 1; const organization Will submit 
eviilonstio QA program by 800430 to incorporate 
rganl lational changes 

OFFMANf D P Consumers Power Co 80/04/19 7p p 


Operating license stage documents ti correspondence 


4100312 Advises that responeei to 761123 Itrs re LWR assessment of 
nhancftnent of fission gas release at higher burnups have 
»en reviewed No imnediate licensing action required for 
perating reac tors.* p er typical fuel bundle 1: batch burnupt, 
r EH ANN I D L Operating Reactors Branch 2 60/OS/29 3pp 


413002S "eafaty Evaluation Repti Inservlce Testing Program " 
EHRINOER* J H , nOCKHaUDiH C EO & Inc FtN A-629B 8004150025 

□0/02/29 37pp 


40204S0 Requests necessary action to refund licensee amend fees 

mend fees waived for certain types of fire protection 

mends 

rULER^If □ License Fee -Hanagement Branch 60/03/09 Ip 


4070220' Advises that Ofc of Controller has authorized refund of 
hree Class II fees submitted with 600131 0201 

pplicatinns License amend fees for certain Tech Bpec 
hangci re fire protection waived 

ILLERii N 0 License Foe tianagement Branch 80/03/05 Ip, 


4090346 Forwards Ni;REO-0969r ’'Evaluafrlon of Integrity of SEP 
sactor Vcsielii ” completing review of SEP Topic V~6, 

L aperatlng Reactors Branch S, 80/03/05 2pp 


~~'^edule for environ qualification of Class 
B00221 meeting Resubmi ttal of 
updates to info previously 

anch 2 80/03/06 6pp 


0004100159 MotiFtcation of 800326 necting u/utll in Dethesda*MD re 
SEP Topic VI-Q, control i oon habitability 

0'C0NNDft*P tl Operating Rodcton Branch 2 00/03/13 2pp 

8004080201 Requests forwarding of Clasi III fee for util C00107 
application proposing Tech Specs changes re containment 
sphere leakage testing 

DICG5. R H License Fee Management Branch BO/03/20 Ip 


0004100076 Requests that uncontrolled set of Pt 1 D* be placed on 
controlled distribution list for any future revisions 
Revisions should be forwarded to attention of Region 3 
Incident response c tr 

l^EPPLERi J O Region 3* Chicago* Office of the Director 00/03/20 
IP 


8004210125 Forwards Amend 32 to License DPR-6. safety evaluation 6 
notice of issuance 6 availability 

21EMANN. D L Operating Reactors Branch 2 00/03/27 2pp 


— 8004210127 Amend 32 to License I>PF?-6 j increasing min siio shift firo 
brigade from three to five 

ZIEWANN.DL Operating Reactors Branch 2 00/03/27 Spp 


— 8004210129 Safety evaluation supporting Amend 32 to License DPR~6 
• Office of Nuclear Reactor Regulation 00/03/27 2pp 


— 8004210132 Notice of Issuance t availability of Amend 32 to License 
DPR -6 

ZIENANNtD U Operating Reactors Branch 2 00/03/27 2pp 


8004210190 Forwards request for info re containment environ conditions 
K sys required for accident mitigation for revleu of environ 
qual 1 f icat 1 on of Class I£ electrical equipment NRC will 
estimate time for containment temp to return to near normal 
2IEMANN, DL Operating Reactors Branch 2 80/03/28 15pp 


8004040327 Forwards 60-dai| response required by NRC 600101 Itr re 
anchorage 6 support of safety-related electrical equipment 
Issue will be resolved by end of next refueling outage 
scheduled to start on 801024 

KOFFMAN. D P Consumers Power Co 60/03/31 Gpp 


8004040309 Discusses 000320 meeting u/NRC re proposed overall risk 
assessment Compensatory measures being taken include more 
training fior fifth operating shift 6 mods considered for 
emergency condenser initiation logic Questions mod deferral 
DEWITTiR B Consumers Power Co SO/04/02 Spp 


—8004040311 "Technical Approach to Probabilistic Risk Assessment 
e Consumers Power Co 80/04/02 lOpp 


6004110309 Forwards info re RELAP input for LOCA analysis at units 
KUEHIN* J L Consumers Pouer Co 80/04/02 61pp 


0004140309 Responds to NRC 600314 request for addl clarification of 
action Item taken as result of TMI short-term Lessons 
Learned Shift supervisor can leave control room for brief 
periods of time if In best interest of facility safety 
HOFFHAM* D P Consumers Power Co 60/04/10 Ip 


8004240372 Responds to KRG 600107 Itr re QA requirements for diesel 
generator fuel oil OA program will include diesel fuel oil 
by 000931 Discusses diesel fuel oil testing requirements 
outlined in Tech Specs 47 LI 1 l<c> 

MOFFMAM. D P Consumers Pouor Co 80/04/21 Ip 


Q Inspection reports/ IE Bulletins 1 correspondence 


8004080588 Forwards IE Insp Rept 50-1 95/60-02 on 600206-08 No 
noncomp 1 lane r noted 

HEISHKAN#R F Region 3* Chicago# Reactor Operations Nuclear Support 
Branch 80/02/26 2pp 


— eO-04000594 IE Insp Rept 50-159/00-02 on 800206-08 No noncompliance 
noted Major areas inspected plant op erationn si te 
organlzaiian if admin istra t ion 

□AKER.K R * WRIOHT. O C Region 3# Chicago# Office of the Director 
00/ 02/21 3pp 

8004100132 Forwards IE Info Notice 60-00. "States Co Sliding Link 
Electrical Terminal Block No specific action or response 
T e quire d 

KEPPLER# J O Re-gloo 3# Chicago# Office of the Director 80/03/07 
ip 
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G004150169 Forwards IE Info Notice 00-13* "Instrument Failure Cavies 
Opening of PORV & Block Valve " No specific action or 
response necessarg 

KEPPLERf J O Region 3, Chicago* Office of the Director 00/03/31 
ip 


0004080704 Forwards IE Circular B0-05« "Emergency Diesel Generator 
Lubricating Qil Addition It Onsite Supply " No written 
response required 

KEPPLERiJ O Region 3. Chicago, Office of the Director 80/04/01 
Ip 


0OO41SOO37 Forwards IE Info Notice 00-13, "OE Type SDK Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/02 
IP 


0004100040 Foru/arda attachments to IE Circular 00-03, "Protection From 
Toxic Gas Hazards," inadvertently omitted from 0OO3OA 
transmittal 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/04/03 
Ip 


0004330133 Forwards IE Info Notice a0”14i "Safety Suggestions From 
Employees " No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/03 

Ip 


a0048303f>5 Forwards IE Circular 00-07, “Problems W/HPCI Turbine Oil 
Sys “ No written response required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/04/03 

ip 


0004110034 Forwards IE Bulletin 00-07, "DWR Jot Pump Assembly Failure " 
Written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/07 
Ip 


0004230196 Forwards IE Dullotin 79-03A, "Longitudinal Weld Defects in 
A8ME 8A-3J3, Type 304 Stainless Steel Pipe " Action required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/04/07 
ip 


0004320149 Forwards IE Bulletin 00-00, "Exam of Containment Liner 
Penetration Welds " Written response required 

KEPPLER, JO Region 3, Chicago, Office of the Director 00/04/09 
Ip 


0OO422O575 Forwards "Final Rosponse to IE Dglletin 79-14," Revision 1 
HOFFMAN, D P Consumers Power Co 00/04/17 Ip 


—0004220801 "Final Response to IE Bulletin 79-14," Revision I 
» Consumers Power Co GO/04/02 7pp 


8004290324 Forwards response to IE Dullotin 00-03, "Inadequate QA for 
Nuclear Supplied Equipment " Plant feedwater spargers St 
thermal sleeves were not mfg by Marvin Engineering Co 
HUSTON, R W Consumers Power Co 00/04/38 3pp 


R Periodic operating reports & related correspondence 


0004020208 Forwards "Environ Monitoring Rept 1979 *' 
HUSTON, R W Consumers Power Co 00/03/30 Ip 


— 000402020? "Environ Monitoring Rept 1979 " 
« Consumars power Co 80/03/20 7pp 


3 Reportable occurrences. LERs St related correspondence 


0004000470 Forwards LER eO-OOS/03L-0 

HOFFMAN, D P Consumers Power Co 00/04/02 Ip 


—0004080478 LER 0O-OO5/O3L~O on 000301, fol lowing several intermittent 
automatic test circuit alarms, sensor channel D of reactor 
depressurizing sys removed from sve Caused by setpoint drift 
on transmitter LT-3183 Transmitter vented ^ returned to sve 
» Consumers Power Co 00/04/03 tp 


U Congress tonal/Executlve Correspondence 


DOCKET SO- 160 GEORGIA INST OF TECH RESEARCH REACTOR 


Q Inspection reports, IE Bulletins It correspondence 


8004310204 Forwards IE Mgt Meeting Kept 30-160/00-02 on 800326 

O'REILLY, J P Region 2, Atlanta. Office of the Director 00/04/04 

2pp 


— B004210206 IE Mgt Meeting Rept SQ-lAO/aO-OS on 000336 Areas discussed 
findings of 000219-22 insp, review of previous enforcement 
history current enforcement status 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Dranch JULIAN, C Region 2, Atlanta, Office of the Director 

ao/04/04 2 pp 


3 Reportable occurrences, LERs t related correspondence 


0004200406 Notifies that 30-dag LER for 000308 event will be forwarded 
on 000411 due to i.ontinuing problem u/coolant flow onomoly 
KIRKLAND, R S Ooorgia Institute of Technology 00/04/04 ip 


0004280477 RO 80-1 on 791009, dur Ing ECC8 tank TD-2 monthly flow rate 
verification, flow rate observed to be 0 gpm Caused by loose 
tack nuts which fix handlo-to-bal 1 operating shaft 
Surveillance program will be strengthened 

KIRKLAND, R S Georgia Institute of Technology 00/04/11 2p p 


8004200512 RO 80-02 on 000303, low flow scram of flow recorder FRA-Dl 
resulted in reactor trip 1, subsequent shutdown Caused by 
broken Teflon gasket pieces restricting flow Gasket repaired 
& sys refilled 

KIRKLAND, R 8 Georgia Institute of Technology 80/04/14 2pp 


DOCKET 30-163 GENERAL ATOMIC COMPANY 


Q Inspection reports, IE Bulletins U correspondence 


8004040460 Forwards IE Insp Repts 50-163/80-01 b 5O-IB9/0O-O1 on 
000213-15 No noncompliance noted Ends withheld 
(ref 10CFR2 790) 

NQRDERHAUO, L R Region 5, San Francisco. Bafoguard* Branch 
00/03/12 ip 


DOCKET 90-166 UNIV OF MARYLAND RESEARCH REACTOR 


H General correspondence 


7900020467 Informs NRC of adminstrative personnel changes 
BELCHER, R Mary land, Univ of 79/07/80 Ip 


8004020050 Advises of 10 appointees to membership on reactor safety 
committee for 19BO-1901> 

CADMAN. TW Maryland, Univ of 00/02/27 ip 


DOCKET SO- 170 NATIONAL NAVAL MEDICAL CENTER 


P Operating license stage documents 6 correspondence 


0004170206 Notifies that facility License R-04 will expire on 001108 
Renewal of license requires application demons trating that 
reactor can continue to be updated safely b that components 
cen withstand prolonged use 

REID, R.W Operating Reactors Branch 4 00/04/03 Ip 


DOCKET 80-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 
F security, medical, emergency b fire protectiori plans 


8004010329 Forwards Items 3 1 8(2) b 3 1. 7 of fire protsetion rtvieu 
Licensee submittal re fire barrier penetration seals only 
pertly satisfactory Licensee proposal re fire doors 
acceptable 

HALL, R E Brookhaven National Laboratory 90/03/26, 4pp 


I Financial Information 


8004180267 Forwards Annual Financial Rept 1979 

BRADLEY, E J Philadelphia Electric Co 00/04/00 Ip 


G0040G0284 Forwards draft Itrs to Congress re NRG response to J Bier b 
0 Johns petitions being treated under 10CFR2 206 
SMITH, H Operating Reactors Branch 2 80/03/06 6pp 
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P Qpcratltig lic«ni» stage documents. C* correspondence 


90042205^9 Responds to NRC 900228 request for Info re mgt tt technical 
resourcee 

CaONEY^H J Philadelphia Electric Co 80/04/11 9pp 


Q Inspection repartsi IE Bulletins tt correspondence 


0004-100261 Responds to tE Bulletin 80-03 No cells replaced in 
engineered safetg feature filtration sgs«houavBr charcoal 
adsorber cells<uiill have to be removed to replaced rivits 
indicated in item 1 

HALTROFFi B L Philadelphia Electric Co 80/03/16 3pp 


DOCKET 50-192 PURDUE ON IV RESEARCH REACTOR 


Q Inspection reportsi IE Bulletins fc correspondence 


9004100330 Forwards IE inep Rapt 50-182/90-01 on 900123-24 No 
nonconp 1 ianc 0 noted 

DAVIBjA B Region 3/ Chicagof Fuel Pac i 1 i tg tt Materials 9afetg 
Branch BO/02/29 2pp. 


— 8004100383 IE Insp Rapt 50-192/80-01 on 900123-24 No noncompl lanc e 
noted Hajgr areas inipected raduaste ngt b radiation 
protection program 

FI&HERrN t Region 3^ Chlcagoi Fuel Facility Materials Safetg 
Branch PECK. C C . HUETER.L J Regian 3r Chicago. Office of the 
Director, 00/02/15 0pp 


DOCKET 50-193 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 
t Financial Information 


9004070317 Forwards Annual Financial Rept 1979 

CUNN 1 NOHAM. 0, E General Electric Co 80/03/28 ip 


—8004070321 Annual Financial Rept 1979 

* Oeneral Electric Co 60/02/19 29pp 


R Periodic operating reports i. related correspondence 


00040S0217 Forwards •'‘Amiual Operating Rept 12.1979 ” 
CUNNINGHAM. 0 E. Oeneral Electric Co 80/02/29 Ip 


—8004000220 "Annual Operating Rept 12,1979 " 

GILLILAND. 0 L General Electric Co BO/02/29. 3pp 


ODCKET 50-184 NATIONAL BUREAW OF STANDARDS REACTOR 
Q Inspection reports^ IE Bulletins & correspondence 


9004040191 Notification of contract esecotlom Mod 2 to "Licensing 
Assistanc c/Ta 1 1 ings Mgt Program Technical Evaluation Erion 
Highland U Hill," Contractor Ofc of Bponsored Reseach. 

CO State Univ 

EDOEHDHTN, P U Technical Assistance Contracts Branch FIN 5-6446-9 
80/02/29 I p 


0004090194 Requests that IE Insp Rept 90-184/90-01 be withheld 
(ref 10CFR2 7901 Info contained In rept reveals amount* tg ps 
4(. location ttf Inventory of 8NM 

CARTER. R 6 Commerce. Dep t of* National Bureaui of Standards 
80/02/15 Ip 


9004100003 Ack receipt of 900215 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-194/79-05, 

SMITH. 0 H. Region 1. Ph I ladelpAla. Fuel Pacllltu U Materials Safety 
Branch 90/03/05 Ip 


‘8004100007 Responds to NRC 800122 Itr re violations noted In IE Insp 
Rept 30-194/79-05 Corrective ac tion»‘ attention drawn to 
existing requirements & periodic surveys of outside arias 
. Implemented 

CARTER. R B ComntercB. Dtp t of. National Bureau of Standards 
00/02/15 Ip 


— 8004100009 Forwards IE Insp Rept 30-I&4/79-05 on 790828-31. 0901 . 04. 09 h 
1023-26 4c notice of violation 

8M1TH.0.H Region 1. Philadelphia. Fuel Facility V Materia Is 
Safety Branch 80/01/22 2pp 


— 9004100011 Mstice of violation fronv insp on 79O02B-31 . 0901 . 04. 05 S< 
1023-26 

« Region 1. Philadelphia. Fuel Facility & Materials Safety Branch, 
BO/01/22 Ip 


— 6004100014 IE Insp Rept 50-184/79-05 on 790938-31.0901.04.05 t 
1023-26 Nnncompl lance noted required radiation surveys not 
performed 

PLUKLEE.K E Region 1. Philadelphia. Office of the Director 
CRDCKER.H U Region 1. Ph 1 Udeiph ia. Fuel Facility t Materials 

Safety Branch 80/01/22 97pp 


G004090191 Ack receipt of 800215 request to withhold IE Insp Rept 
50-184/90-01 End insp rept withheld (ref lOCFfi2 790J 
MARTIN. W G Region 1, Ph i ladelph la, Safeguards Branch 00/03/10 
Ip 


—80040902 00 Forwards IE Insp Rept 50-184/80-01 on 800115-16 No 
noncomp Usnee noted 

MARTIN. U 0 Region 1, Philadelphia. Safeguards Branch fiO/03/05 
Ip 


— 8004090211 IE Insp Rept SO-lfiA/QO-Ol on 600115-16 No noncoirp 1 lane n 
noted Major areas inspected f-acillty organiiation & 

Gperat ion* diaasurement tc control . sh ipp ing t receiving, storage 
t Internal control Details withheld (ref 10CFR2 790) 

SHAUIl.E T . SUMMERS. R J . MARTIN* N Q Region 1. Phi lade Iphia. 
Safeguards Branch 60/02/01 Ip 


DOCKET 50-1 69 UNIV TRAINING REACTOR 


Q Inspection reports. lE Dulletins t correspondence 


9004040460 Forwards IE Insp Repts 50-163/90-01 t< 50-189/80-01 on 
800213-15 No nancQfflpi lance noted Ends withheld 
(ref 10CFR2 790) 

NORDERHAUO. L R Region 5. San Francisco. Safeguards Branch 
60/03/12 Ip 


DOCKET 50-193 RHODE ISLAND t PROVIDENCE PLANTATIONS AEC 


I Financial information 


0004080046 Responds to FOIA request for documents re extraordinary 
nuclear occurrence concept. Incl ud ing proposed rulemaking, 
regulations rules adopted by AEC Forwards documents listed 
In App A 

FELTON. J M Division of Rules and Records, 80/03/18 3pp 


—8004080103 Forwards executed Amends 2 1. 3 to indemnity agreement R1 
Atty General will comply w/NRC request for legal opinion 
concerning RI Inabllitij to effect waiver of Immunity W/o 
end 

DIMEOLIO.AF Atomic Energy Commission 69/07/11 Ip 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


0 Adjudicatary correspondence 


8-004030026 Memorandum of understanding between NRG & FEMA re prompt 
improvement in radiological emergency planning it 
preparedness. d 1 stributed as Board notification 
0D9SICK*L V Office of the Executive Director for Operations 
80/04/02 34pp 


P Operating license stage documents t correspondence 


9004140142 Summary of 800213 meeting W/NF8. DOE. EPA L NY State Energy 
RlcD Authority in Silver Spring. MO re technical data for 
fututre decontamination -St decoenmiesioning of facility Index 
of facility design data for liquid waste treatment end 
HAUGHNEY. C J Advanced Fuel t Spent Fuel Licensing Sranch 
80/03/11 IQpp 


8004180096 "Standy Power Usage." Revision 1 

FIERCE, AC , SH0K0W8KI.R T. . BURN. P Nuclear Fuel Services. Inc 
(tubs of Getty Oil Co J TOP 31-6 90/03/11 6pp 


8O0424056O Notification of 800416 meeting w/vendor In Silver Spring. MD 
to discuss progress of efforts to process available 
technical info needed to provide basis for future 
decontamination t decommissioning of facilltyr 
HAUOHNEV.C J Advanced Fuel t Spent Fuel Licensing Branch 
80/04/04 2pp 
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Q Intpffctlon reportsi IE Qutictlns & corr^i^pondence 


B004090205 Ack receipt of QOOSSA Ifcr further explaining 6tep& taken to 
correct vlolationfi noted in IE Insp Rapt S0*'30i/79''03 Ltr 
ujill be withheld Iref 10CFR2 7*?0> 

nARTlN^U Q Region Ij Philadelphia* Safeguard* Branch 60/03/13 
IP 


— 6004090210 Ack receipt of 791005 ltr informing NRC of steps taken to 
correct violations noted in IE Imp Ropt 50'*201 /79‘-25 Addl 
info needed re reply to Item I 

HARTIM* W O Region 1< Ph i ladel ph ia# Gafeguards Branch 79/12/13 

2pp 


—0004090215 Forwards IE Insp Rapt 50-201/79-03 & 790612-14 notice of 
violation Notice of violation withheld (ref t0CFR2 7901 
MARTINjW 0 Region li Ph i 1 ad o 1 p h 1 a i Safeguards Branch 79/09/21 

2pp 


— 0004090221 l£ Insp Rept 50-201/79-03 on 790612-14 Noncompl iance noted 
TV camera could not meat performance r eauirements i failure 
to record details of alarm responses Details withhold 
(ref 10CFR2 790) 

DEVLIN* J N Region Phi ladelph ia« Safeguards Branch 
LADUNrR H * MCKEQUN, L M Region 1. Philadelphia. Office of the 
Director 79/09/11 Ip 


6004100214 Ack receipt of B00303 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropt 50-201/80-01 
SMJTH.O H Region 1* Ph i lade Iph ia. Fuel Facility Haterials Safety 
Branch 60/03/18 Ip 


—8004100219 Responds to NRC 000207 ltr ro violatins noted In IE Insp 
Rept 50-201/60-01 Corrective actions posted appropriate 
notification signs & replaced certification for compliance 
DUCKUORTHi J P Nuclear Fuel Services* Inc (subs of Qetty Oil 
Co ) 80/03/03 3pp 


—9004100223 Forwards IE Insp Rept 50-201/90-01 op 000108-11 notice of 
violation 

BKlTHr(} H Region 1. Phi ladelph la. Fuel Facility & Materials 
Safety Branch QO/02/07 2pp 


— 800410D22S Notice of violation from insp on 000108-11 

e Region 1. Philadelphia* Office of the Director 00/02/07 2pp 


—0004100234 IE Insp Rept 50-201/80-01 on 900108-11 Noncompliance noted 
failure to post harditand signs to verify conformance of 
purchased filters to specs 

CRQCKER^H W Region 1* Ph i ladel ph la* Fuel Facility & Haterials 
Safety Branch ROTH* J Region 1* Philadelphia* Office of the 
Director 80/02/07 |4pp 


R Periodic operating reports S* related correspondence 


G004190062 Forwards "'FI f ty-f if th Quarterly Environ Monitoring Rept. for 
Oct-Dec 1979 " 

DUCKWORTH* J P Nuclear Fuel Services* Inc (subs of <}etty Oil Co ) 
60/01/22 Ip 


—0004150071 "Fifty-Fifth Quarterly Environ Monitoring Rept. for Oct-Dec 
1979 

» Nuclear Fuel Services* Inc (subs of Oetty Oil Co } 80/01/28. 

llpp 


0004230053 Forwards "Environ Monitoring Rept 27. Jul-Dec 1979 

DUCKWORTH* J. P Nuclear Fuel Gervices* Inc (subs of Oetty Oil Co ). 
BO/02/29 ip 


—8004230060 "Environ Monitoring Rept 27,UuJ-Dec 1979," 

e Nucleer Fuel aervices* Inc (subs, of Oetty Oil Co, ) 80/02/89. 

26pp 


8004030315 Notification of 800416 meeting u/NFB in Silver Spring. MD to 
discuss progress of NFS efforts to provide basis for future 
decantaminetlon 4t decommissioning of facility. 

HAUOHNEY. C J Advanced Fuel U Spent Fuel Licensing Drench 
aO/03/ll, 3pp 


DOCKET 50-206 SAN ONOFRE NUCLEAR BTATION* UNIT I 
F Security, medical* emergency & fire protection plans 


S0041 10140 Forwards addl comment for util to address during review of 
safeguards contingency plan submitted on 790323 Requests 
response by 800421 Enel withheld (ref 10CFR2 790) 

ZiEMANNfD U Operating Reactors Branch 2 80/03/24 2pp 


B00408D51S Forwards review summary o^ fire protection covering Items 
3 1 6* foam suppression sys.3 1 7* gas supprcition sys 8* 3 2 
3* turbine bldg structure Items 3 1 1,3 1 2. 3 1 5 are 
partially completed & summary will be provided accordingly 
HALL* R E Brookhaven National Laboratory 60/03/31 16pp 


0004000395 Notifies that combined response to NRC 791211 & 000324 Itrs 
re safeguards contingency plan will be sent by 000421 
HAYNES. J 0 Southern California Edison Co 80/04/01 Ip 


8004230320 Farwards revision to BNL 000331 ltr re I tern* 3 1. i(5).3 1 2 
(b)*3 1 3(d)*3, 1 6.3 1 7(a>*3 1 7<b>*3 1 13(b) 6 3 2 3 for 
fire protection review 

HALL* R E, Drookhaven National Laboratory 80/04/16 I6pp 


0004300363 Notifies NRC that util requires addl time to revise 
safeguards contingency plan as described in NRC 800324 ltr 
Revised safeguards plan will be forwarded by 800512 
BASKIN. K P Southern California Edison Co 00/04/21 Ip 


0 Adjudicatory correspondence 


0004200019 Forwards NRC confirmatory order 

8TELLO* V Office of Inspection 6 Enforcement, Office of the 
Director 80/04/04 ip 


— 0004280021 Order confirming util commitment to perform review requested 
by IE Bulletin 79-27 by S00315 Required info specified in 
Attachment A 

STELLO, V Office of Inspection 6 Enforcement, Office of the 
Director 80/04/04 6pp 


0 Advisory Committee on Reactor Safeguards reports St correspondence 


8004040469 Discusses LER 79-017 event on 791107 involving fire (« lose 
of 400-voIt Bus 1 caused by rodents in switchgear houeiny 
Event constituted common mode failure not previously 
postulated Addl info required for adequate astesiment 
LIPINSKIrW C Argonne National Laboratory 90/01/15 3pp 


P Operating license stage documents 6 correspondence 


0004170297 Forwards request for eddl info re environ qual if icatian of 
electrical equipment 

ZIEMANN.Dt Operating Reactors Branch 2 80/03/29 14pp, 


0004090242 Advises that responses to 761183 Itrs re LWR essssiment of 
enhancement of fission gas release at higher burnups has 
been reviewed No Immsdlate licensing action required for 
operating reactors. par revised typical fuel bundle code* 

ZIEMANN.D, L Operating Reactors Branch 8 00/02/29 3pp. 


0004030100 Kotificatlan of 000320 meeting w/utll in Bethetda. MD to 
discuss seismic reassessment program 

□^CONNOR. P W Operating Reactors Branch 8 00/03/05 Spp 


8004080699 Forwards N(JRE0-0569* "Evaluation of Integrity of BEP Reactor 
Vessels*" completing review of SEP Topic V-6 W/o end. 

Z1EHANN*D. L Operating Reactors Branch 2 00/03/05 Spp, 


8004080013 Forwards review schedule for environ qual if ication of Class 
IE electrical equipment per GOOSSi meeting. Resubmittal of 
info is unnecessary Refs or updates to info previously 
submitted are acceptable. 

ZIENANN*D L. Operating Reactors Branch 8 80/03/06 Spp. 


B004030102 Forwards "Nuclear Data Link Specs*" study of digital 
communication sys to transmit info from plants to Bethesda 
aperation* Ctr 

EISENHUTiP. 0 Division of Operating Reactors, 80/03/12 Spp, 


—8004030110 "Nuclear Data Link Specs " 

e Oivlilon of Operating Reactor* 60/02/21. 20pp. 


8004090142 Forwards request for addl info per 000310-11 lite visit to 
review implementation of Category A Lessons Learned Teak 
Force requirements Response required by 800318 
ZIEMANN.D, L Operating Reactors Branch 2 80/03/13. Spp 


8004020327 Responds to NRC 000117 request for review of draft 
evaluation of BEP Topic XV-20i "Radiological Consequence* 
of Fuel Damaging Acc idents* ( Inside & Outside containment}," 
Review confirms facts as correct 

HAYNES* J 0 Southern Cellfqrnia Edison Co, 00/03/20 Ip 
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0OOflO3O14O Forwards application for Amend 89 to Licence BPR-13 
consisting of Proposod Chango 09 fca Teth Specs 3 5» 

" In 1 1 r umen t a t ion (r Controli“ ?4 4 1 1 “Operational Safety 
Itens ''' U« s t ingii ouse evaluation ulthheld iref lOCFRS 790) 
DIETCH, R Southern California Edison Co 00/03/31 app 


— 0004030141 Amend 09 to License DPR-13* modifying existing Tech Specs 3 S 
fc 4 1 to require liffllllng conditions for operation based on 
control rp£j mi sal ignmont Si to specify surveillance 
requirements Certificate of Svc end 

DIETCH. R Southern California Edison Co 00/03/11 7pp 


—6004240395 Tech Spec 3 1 3 for ( 
Hmi tations. Figures 3 I 3a-3 
reactor vessel toughness data 
* Southern California Edison 


— 0004240397 “Analysis of Capsule 
Program " 

VANICHK0.8 E , ANDERSON, S L . 
Corp I Nuclear Energy Systems 


Q Inspection reports, tE DuLleti 


ombined heatup, cooldown pressure 
3d «» Table 3 i 3 1 for 
( unirrad lated 1 
Co BO/04/24 Gpp 


F.Roactor Vessel Radiation Surveillance 

KAlSERi U T Westinghouse Elect! ic 
WCAP-9520 79/05/31 A7pp 


& correspondence) 


— 8004030145 Proposed Change 09 to Tech Specs 3 5, " Iristrumentatt on t 

Control) “ & 4 1) “Operational Safety Items “ 

* Southarn California Edison Co 60/03/31 llpp 


80043005G9 Provides addl info on automatic initiation of auxiliary 
feedwater sys flow -concerning Imp lemontation of Item 2 1 7a 
requirements of NURE9-037B Requests detail of safety-grade 
syi design Certain commitments required within 15 days 
EIBENHUTiD 0 Division of Operating Reactors 60/04/03 3pp 


0OO4OBO491 Forwards application for Amend 95 to License DPR-13 
Proposed Changes 91 8< 92 describing offsite power sources 
ti incorporating changes necessary for imp! ementa ti on of 
fire protection mods Fee end 

DlETCHiR Southern California Edison Co 80/04/04 2pp 


— 8004000498 Application for Amend 90 to License DPR-13. descrlb ing 
offsite power sources % incorporating changes necessary for 
implementation of fire protection mods 

DIETCH. R Southern California Edison Co BO/04/04 7pp 


—0004080504 Description of Proposed Changes 91 h 92 to Tech Specs 
Comparison of seismic design criteria for high voltage 
switchyard Ic summary of util remarlcs at 791025 meeting re 
offsite power sources end 

a Southern California Edison Co. BO/04/O4 2fipp 


6'00409032& Korwards response to 800214 request for refs to docketed 
info TO sereal SEP topics 

HAVNE6. J 0 aouthern California Edison Co 80/04/04 3pp 


6004240503 Discusses licensaa actions re 600310 failure of saltwatsr 
cooling sys Auxiliary salt water cooling pump will not be 
considered In determining operability of sys Requests review 
of all emergency procedures & revision prior to operation 
ENOELKEN. R H Region 5i San Francisco. Office of the Director 
00/04/04 3pp 


6004190449 Advises that info re electrical distribution sys adequacy, 
requested by NRC 790806 ltr«uill be submitted by 80050). 
instead of B00301 date indicated in 791224 response 
MAVNES, J 0 Southern California Edison Co 60/04/11 tp 


9504220903 Forwards response to upon items identified at 791114 meeting 
re soismic bactfit project & site specific earthquake 
program Results of program for evaluating earthquake 
anticipated In Vul 1960 

BASKIM. K P Southern CoUfornie Edison Co BO/04/ii 3App 


8004220634 Confirms 600410 telcons u/regulatory personnel re 
implementation of several Category A TMl Lessons Loarned 
Task Force requirements described in 000325 Itr 
BABKIN. K P Southern California Edison Co 60/04/11 2pp 


8004220570 Notifies that difficulties u/propusad memo random of 
agTssment re transmission project have been resolved to 
satisfaction of CA Ofc of Historic Preservation NRC should 
foTWard agreement to advisory council for action 
HELLOM. K California^ State of 80/04/15 Ip 


8004330494 Provides preliminary info re impact of auxiliary feedwater 
sys automation on main steam line break safety analysis. in 
response to NRC 791221 request Revised scoping studies will 
b« completed by 850516 

BASKIN. K P Qouthern Califurnia Edison Co □0/04/18 2pp 


B004110532 Ack receipt of 600303 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50-206/60-01 
NQRDERHAUO.U R Region 5, San Francisco, Safeguards Branch 
aO/03/S4 Ip 


8004150214 Forwards IE Info Notice BO-12. “Instrument Failure Causes 
Opening of PORV 6 Block Valve " Nn specific action or 
response necessary 

ENGELKEN.R K Region 5. San Francisco, Office of the Director 
80/03/31 ip 


B004100107 Forwards IE Clicular BO-05, "Emergency Diesel Generator 
Lubricating Oil Addition ?* Onsite Supply " No written 
response required 

ENGELKEN. R H Region 5. San Francisco, Office of the Director 
80/04/01 Ip 


0004110114 Forwards IE Info Notice 60-13. ''OE Typo SQM Control Switches 
Defective CAM FoUoweis " No specific action or response 
requ ired 

ENOELKGN, R H Region 5, San Francisco, Office of the Director 
00/04/02 Ip 


0004220048 Forwards IE Info Notice 80-14. “Safety Suggestions From 
Employees “ No action required 

ENGELKEN. R H Region 5, San Francisco. Office of the Director 
00/04/02 Ip 


B004170S69 Forwards IE Insp Rapt 50-205/80-07 on flOO310-2i No 
noncompliance noted Enel withheld {ref 10CFR2 790) 
MOROERHAUO.L R Region 5. San Francisco, Safeguards Branch 
60/04/03 2pp 


8004100139 Forwards IE Circiflar 00-07, "Problems U/HPCI Turbine Oil 
Sys " No written response required 

ENGELKEN. R H Region 5, San Francisco. Office of the Director 
90/04/03 Ip 


0004230364 Forwards IE flu Ho tin 79- 03 A, “Long i tud ina 1 Weld Defects in 
ASME SA-312, Type 304 Stainless Steel Pipe “ Action required 
ENOELKEN, R H Region 9, San rraneisco. Office of the Director 
00/04/04 Ip 


0004220195 Forwaids IE Dullotio 00-00, "Exam of Containment Liner 
Penetration Welds " Written response required 
ENGELKEN. R H Region 9i San Fianclsco. Office of the Director 
DO/04/07 Ip 


0004300460 Forwards IE Insp Ropt 50-206/00-00 No noncemp 1 iance noted 
Rept withheld (ref 10CFR2 790) 

NQRDERJtAUO.L R Region 5, 8an Francisco, Safeguards Branch 
□0/04 /il 2pp 


R Periodic operating reports << related correspondence 


6004070330 Foruai d s info re occupatlonol exposure U environ 
surveillance programs for 1979 

OTTOSaN.H L Southern Califoinia Edison Co 00/03/31 3pp 


— 80040/0342 “Annual Operating Rept for 1979 Environ Monitoring 
Radiation Exposure Ropts “ 

4 Southern California Edison Co 80/03/31 41pp 


80042SO-446 Notifies that evaluation of potential magnitude h effects of 
postulated water hammers will include development of forcing 
functions for ciasslc textbook- type water hammers Evaluation 
i/lll bo completed by 000930 

HAYNESiJ 0 Southern California Edison Co 60/04/22 Ig 


—8004070345 "1979 Annual 
u Drown & Caldwell 


Operating ReptiVol 
00/03/31 400pp- 


1, Oceanographic Data Rept " 


— 8004070340 "1979 Annual Operating ReptiVol 2, Biological Data Rept 
Intertidal Inf auna, Oubtidal Infauna 1. Ko Ip. Ichthyop lankton " 
e Marine Diolaglcal Consultants, Inc • 80/03/31 300pp 


B004B4&394 Forwards "Analysis oi Capsule F.Reactor Vessel Radiation 
□urveillance Program," (( Tech 6pecs 3 13 for cumbinod 
heatupi cooldown tc pressure limitation* Proposed change to 
T«cJt Specs biLtl be submitted by 601231 

BASK I Nr K P Southern California Edison Co. B0/04-/24 2pp 


— 6004070352 "1979 Annual Dporating ReptrVol 3, Biological Data Rept 
Plankton, Hard Benthos Rocky Intertidal " 

a Lockheed Center for Marine Research 00/03/31 SOOpp 
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— Q004070357 "1979 Annual Operating 
Nekton 

« Uroun U Calduiell QO/03/31 


RcptiVol 4i Biological Data Ropt 
SSOpp 


—8004020424 ib i 1 i tg Ropt on 

One overBlie drauing encl 
RQD0ER3. L M . PELL. 3 M Btor( 


Evacuation of Area Around Facility *' 
h EnglnaorB 60/03/31 77pp 


0004190345 Foruiarda monthly operating rept for Nar 1900 

CURRAN. J li Southern California Edison Co 80/04/09 Ip 

— 8004150347 Monthly operating rept for Mar 1980 

WATTSDN. P Southern California Edison Co BO/04/07 3pp 

S Reportabla occurrences. LERs & related correspondence 


8004230299 Proposes to provide automatic total flooding Halon 1301 fir« 
suppression sys for entire switchgear room IFire Zone 8-0) 

Forwards Drawing D-1279S9. sheets 1<2» 3 

CQUNSIL/ U G Connecticut Yankee Atomic Power Co 00/04/14 3pp 


—8004230309 "Automatic Halon Fire En t i ng u i s h ing Sys for Switchgear 
Room “ Sheet 1 of 3 

* Fire Enuipment. Inc 127989 00/03/10 Ip 


B004080539 RO on BOOSlO. north saltwater cooling pump auto started upon 
indication of low discharge pressure from south pump North 
pump power operated relief valve could not be opened Cause 
under review Auxiliary pump used 

CURRANi J M Southern California Edison Co 00/03/11 2pp 


8004000477 Forwards UER BO-009/04L-0 

OTTOSONi H L Southern California Edison Co BO/04/02 2pp 


*—8004080483 LER Q0-O09/04L*-0 on B00331. during first quarter pf 19Q0t 
benthic data could only be taken from six of eleven ETS 
benthic stations Caused by sovero storm conditions 
interrupting data collection 

OTTQSQNr H L Southern California Edison Co 80/04/02 Ip 


6004210270 Forwards LER 80-011/437-0 

OTTOSONi H L Southern California Edison Co 00/04/00 2pp 


—8004210273 LER 00-01 1 /43Z-0 on 800310. while purging pressurlier relief 
tank td remove oxygen tank. disc ruptured Caused by 
overflllilng w/primerg makeup water Ruptured disc replaced 
e Southern California Edison Co 80/04/08 Ip 


— 0004230313 "Automatic Halon Fire Extinguishing 8y s for Switchgear 
Room " Sheet 2 of 3 

* Fire Equipment. Inc 127969 00/03/05 Ip 


— 8004230316 "Automatic Halon Fire Extinguishing Sys for Switchgear 
Room " Sheet 3 of 3 

» Fire Equipment, Inc 127909 00/03/10 Ip 


H Oaneral correspondence 


8004210048 Responds to 800309 Itr requesting info re environ effacti of 
New England nuclear power plants Radiation effluent levels 
determined by iOCFR20 4c App I to 10CFR90 Environ Info 
available in stated LPDR8 

8ALLASD. R L Environmental Projects Branch 1 00/04/01 2pp 


I Financial information 


8004080292 Forwards SEC Form 10-K listing util financial statements for 
1970 it 1979 

BISHOP. R H Connecticut Yankee Atomic Power Co 80/04/02 36pp 


0004180490 Forwards LER aO-008/03L-0 

0TT8S0N. H L Southern California Edison Co 80/04/09 2pp 


—8004180454 LER 80“O0a/03L-0 on 900310, dur Ing maint of saltwater 
cooling pump, pipe support 9-416-4 concrete anchors found 
corroded Caused by vibration it corrosion induced by 
saltwater environ. Support redesigned i' built 
CURRAN. J M Southern California Edison Co 80/04/04 Ip 


G0042102S4 Forwards LER 80--010/03U~0 

0TT080N. H L Southern California Edison Co BO/04/09 2pp 


— 0OO421O2S7 LER 80-OiO/O3U-O on 800310. dur ing full power operat ion. h Igh 
temp indication observed on south charging pump thrust 
bearing Caused by loose coupling hub on pump shaft Damaged 
inboard bearing shoos & coupling hubs replaced 
CURRAN. J M fiouthern California Edison Co 00/04/09 ip 


000423033b RO hydrostatic tost of steam geneiatot tubes revealed nine 
leaking tUbus Cause unstated Tubes will b« plugged at later 
time during current outage 

CURRAN. J ri Southern California Edison Co 00/04/14 Ip 


0004250410 roruards LER a0-012/03L-0 

OTTO08NrH L Southern California Edison Co 80/04/21 2pp 


— 8004250420 LFR 00-012/03L-0 on 000324. during normal operations, Nu.flher 
2 diesel gonerator fuel oil ti ansf er pumps 0-75A & 0-/9D 
tripped on current overload Caused by failure of sump pumps 
in tiansfer pump vault duo to high water level in voult 
CURRAN. J M Southern California Fdison Co BO/04/20 Ip 


DOCKET 50-213 HADDAM NECK PLANT 


F Security, medical, emergency «< fire protection plans 


8004020408 Forwards "Feasibility Ropt on Evacuation of Area Around 
Facility " 

CnUNBlL. N O Northeast Utilities 80/03/31 2pp 


— 0004020418 "Feasibility Rept on Evacuation of Area Around Facility " 
One overslie drawing end 

RODOERB. L M , PELL. 0 M Starch Engineers HOLLOY. E U Northeast 
UtllitUs Service Co 00/03/31 58pp 


— 8004020418 "Feasibility Rdpt on Evacuation of Area Around Facility " 
Dne oversito drawing end 

RaDOERQ. L M Affiliation Unknown 80/03/31 5Bpp 


J Insurance it indemnity information 


8004150379 Forwards Endorsement 58 to MAELU Policy HF-a9 
IFPLAND. R R Not thoast Udlitlos 80/04/10 2pp 


P Operating License stage documents 6 correspondence 


8004040066 Requests that application for route approval for round trip 
shipment of Irradiated fuel assemblies between facility it 
Col umbus. QH, be approved by 000317 so that assombllet can be 
shipped io Olil before 000502 shutdown 

COUNBIL.N 0 Connecticut Yankee Atomic Power Co 00/02/22 6pp 


8004030365 Forwards NRC safety evaluation supporting precautions taken 
to minimiie steam generator water hammer 

ZIEMANN.D L Operating Reactors Branch 2 6O/02/S6 2pp 


—0004030366 Safety evaluation supporting precautions taken to minimiie 
steam generator water hammer. EO&O 791220 Itr to DOE end 
e Division of Operating Reactors 00/02/26 lOpp 


8004100309 Advises that responses to 761123 Itrs re LWR aseeesment of 
enhancement of fission gas release at higher burnups have 
been reviewed No immediate licensing action required for 
operating reactors. per typical fuel bundle & batch burnups 
ZIEMANN. 0 L Operating Raoctors Branch 2 00/02/89 3pp 


0004090338 Forwards NUREO-OOb?, "Evaluation of Intogrlty of 9EP 
Reactor Veosela, " completing roviow of 8EP Topic V-6 H/o 
end 

ZIEMANN. D L Operating Reactors Branch 8 00/03/05 2pp 


DOD4020007 Forwards review schedule for environ qualification of Cla»* 
IE electrical equipment per 800221 meeting Reeubniittal of 
Info is unnecessary Refs or updates to info previously 
submitted are acceptable 

ZIEMANN, D L Operating Reactors Branch 2 80/03/06 3pp 


6004030102 Forwards "Nuclear Data Link Epees." study ef digital 
communication sys to transmit Info from plants to Dethosda 
Operations Ctr 

El8ENHUr. D 0 Division of Operating Reactors 00/03/12 5pp 


—8004030118 "Nudeat Data Link Specs " 

* Division of Operating Reactors 60/02/21 28pp 


0004030293 Responds to NRC 000214 Itrs re request for list of refs for 
five SEP topics Forwards topics by number, title & listing of 
reft foT ECC6 actuation i>ys, automatic ECC8 realignment 
testing of reactor trip sys 

CaUNBlL.W 0 , FCE.W F Northeast Utilities 80/03/21 3pp 
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80041001^1 Not 1 f Icdt 1 on of G00326 mseting u/atll In Dcthesda*HD re 
movement O'f heavy loads near fuel tt changes to 'fihove spent 
fuel cask. 

CAnUSOp R Operating Reactors Branch 2 BO/03/24 2pp 


B004ai£>4ll Sub-miti addl info r« armed escorts for B00222 rsquested 
route approval through embargoad areas cf CT Guards uilll bg 
□ ff-'dutij CT State Police officers Util uill provide special 
training re securit^j h radiological cons i derail ons 
CatiNSrU^U o , FEE/VJ P Connecticut Yankee Atotnic Rover Co 
80/03/24 app 


900402Q34S Gutiinits Info re safety evaluation for postulated fuel 
handling accident in new & spent fuel storage bldg>ln 
response to NRC 791920 request 

COLhNSIL.il 0 JUlne Yankee Atomic Pouer Co 80/03/23 4pp 


80041 1032B Provides addl Info re implementation requirements set forth 
in I tern S i 7a of NUREO-097B Requests response by 800601 
indicating commitment to install safatg-grads sys by StOiOl 
EISENHUT, D 0 Division of Operating Reactors 80/03/27. 3pp 


8004070265 Submits info re direct indication of PORV It safety valve 
positions Recent discussions ui/vendor revealed difficulty 
u/800401 completion date Revised date of completion is 
B1O401 

COONSIL.U Q N-ortheast Utilities 80/03/2B 2pp 


QOD4210227 Foruards request for info re containment environ conditions 
tc sys required for accident mitigation for review of environ 
qualifications of Class IE electrical equipment NRC will 
estimate time for containment temp to return near normal 
ZIEMANN.D L Operating Reactors Branch 2 80/03/28 14pp 


B004070S74 Discusses current intentions to submit design for providing 
safflpl'lng capacity for primary coolant U containment air by 
800429 Utils are currently engaged in finalizing design 
details Slight delay is required to optimiie design 
COUNSII.jM 0, Connecticut Yankee Atomic Power Co 80/04/01 2pp 


8004150297 Confirms E00403 telcon re Uasting^iouse low pressure turbine 
disc integrity Util it Ues t Ingbouse concur that safety 
concern does not eiist Turbine overspeed uiill be limited to 
SOX std speed until arguments are documented 
C0UN8IL. U O. < FEE. U F Connecticut Yankee Atomic Power Co 
80/04/03 


6004180346 Fofuards Info re seismic re-evaluat 1 on requested by NRC 
during 790516 meeting Previous s eiemol oglca 1 deterninat i on 
of D&E unaffected 

CDUNSILiW 0 Connecticut Yankee Atomic Pouer Co 80/04/07 2pp 


— 8004160348 "NRC Info Request on Geology 8. Seismology 
e Nfstern Geophysical 80/03/31 IQpp 


6004170018 Discusses problem w/itnp lementatl on of Lessons Learned Task 
Force recommendat ion ro automatic initiation of auKlliary 
feedwaters sys Requests NRC concurrence w/plan for 
implementing requirement during 1980 refueling outage 
COUNBIL. U 0 Cannecticut Yankee Atomic Power Co C0UN3IL.U O 
Northeast Nuclear Energy Cn fsubs of Northeast Vtilltles) 

80/04/11 App, 


80041602Z4 Forwards info clarifying 6t supporting conclusion that 
Category A Lessons Learned Task Force requirements have been 
implemented ayersizs drawing end 

GOUNBIL.y 0 Connecticut Yankee Atomic Power Co. 80/04/11 61pp 


8004290442 Forwards addl info in support of 760321 proposed changes to 
Tech Specs Revisionf delete prohibition of spent fuel cask 
movement over spent fuel pool & substitute addl 
restrictions Requests expeditious action 

COUNSIL. N 0. Connecticut Yankee Atomic Power Co 80/04/16 16pp 


304280463 Responds to final questions in review of changes to Tech 
Specs re spent fuel cask movement Five separate shipments 
planned re testing b evaluation effort Return shipments not 
yet scheduled Requests seven movements to allow for changes 
CaUNSILrW 0. Connecticut Yankee Atomic Power Go BO/04/23 Spp 


0 Inepectlon reportii IE Bulletins L correspondence 


0004090131 Forwards IE Insp Rapts S0''2l3/ 79-20* 50-24 S/79-26 L 
50-33A/79-8B on 791127-30 6 1203-07. No nancomplianc e noted. 
BRUNNER. E J, Region !■ Philadelphia. Reactor Operations Nuclear 
Support Branch 60/02/06. 2pp. 


—0004090136 le Insp Repts 50-213/79-20.50-245/79-26 (a 50-336/79-26 on 
791127-30 t 1203-07 No noncomp 1 lane u noted Na^or areas 
inspected QA program implementation re QA/QC a-dministrat lOh. 
design changes b mods t document control program 

BAUNACK.W H Region 1. Phi lad e Ip h ia. Reactor Operations Nuclear 
Support Branch NAPUDA* G Region 1. Philadelphia. Office of the 
Director BO/OZ/07 I3pp 


B0040B0449 Forwards IE Insp Rept 50-213/60-02 on 000122-25 No 
noncompliance noted 

BRUNNER. E J Region 1. Ph i ladeiph i a. Reactor Operations Nuclear 
Support Branch 80/02/19 2pp 


—6004080430 lE Insp Rept 90-213/00-02 on 600122-29 No non c omp I i anc o 
noted Major areas inspected details re establishment of 
onsite ofc for full-time resident inspector 

KEINIO.R R Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch KCOSCAR. J J , SMITH. T H Region 1. Philadelphia. 
Office of the Director 80/02/15 7pp 


6004110012 Submits response to IE Bulletin 79-27 re loss of non-Class 
IE instrumentation ?t control power supply bus during 
operation Facility has two semlvital buses w/two feeds 
via auto transfer & backed by tuio emergency generators 
C0UN3IL*W 0 . FEE. U F Connecticut Yankee Atomic Power Co 
80/03/03 Spp 


8004030261 Submits response to IE Bulletin 80-04. re analysis of PNR 
main steam line break w/continued feedwater addition Efforts 
are in progtess to finalize details of control grade 
automatic initiation of auxiliary feedwater scheme 
COUNSIL.WO Northeast Util ities 60/03/05 Ip 


60040704S5 Ack receipt of 791227 St 800104 Itrs informing NRG of 
corrective tt preventive actions & check in payment of 791206 
notice of proposed imposition of civil penalties Acting 
supervisor did not meet min qua 1 i f ications 

STELLOi V Office of Inspection t< Enforcement. Office of the 
Director 80/03/20 2pp 


9004250132 Responds to IE Bulletin 60-03. "Less of Charcoal from Std 
Type II* Two-Inch Tray . Adsorb er Cells " No replacements 
necessary due to damage to or corrosion of engineered 
safety feature filters 

COUNSIL*N Q . FEE.U F Connecticut Yankee Atomic Power Co 
80/03/24 Spp 


—8004250143 Special Maint Procedure SPL 10 7~5. "Containfnent 
Air Recirculation Fans - Installation of Addl Charcoal 
Air Filters 

a Connecticut Yankee Atomic Power Co 79/02/07 lOpp 


8004030211 Advises that reactor coolant pump 6 vessel cladding exams 
scheduled fur 1960 refueling outage are impractical Proposes 
alternative Inservlce insp exam method for Category B-B 
welds on regenerative heat oxchanger Requests NRC review 
COUNSIL^tl 0 Connecticut Yankee Atomic Power Co 60/03/29 3pp 


B0042500S1 Ac|( receipt of 000314 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-213/60-01 Util 
Ur to be withheld <ref lOCFRa 7901 

MARTIN* kl 0 Region 1. Phi lado Iph la. Safeguards Branch 00/03/28 
IP 


—0004250054 Forwards IE Insp Rept 90-213/60-01 on 600100-11 

MARTIN.UO Region 1. Phi ladelphia. Safeguards Branch 60/02/21 

2pp 


—6004250099 IE Insp Rept 90-213/60-01 on 800108-11 Noncompliance noted 
door found unlocked tt unattended in vital area Failure to 
maintain surveillance of protected area barriers L exterior 
vital are* door Details withheld (ref 10CFR2 7901 
LADUN. R H . MADDEN. W Region 1. Philadelphia. Office of the 
Director DEVLIN. J N Region Ir Philadelphia. Safeguards Branch 
60/02/11 ip 


6004150262 Fai*wards IE Info Notice 80-12. "Instrument Failure Causes 
Opening of PORV l< Block Valve " No specific action or 
response necessary 

DRIER. D H Region 1. Phi lad elph la* Office of the Director 
60/03/31 Ip 


8004090047 Forwards IE Circular SO-OS. "Emergency Diesel Generator 
Lubricating Oil Addition L Onsite Supply " No written 
response required 

ORIER.D H Region 1. Ph 1 lad elph la. Office of the Director 
60/04/01 Ip 


8004110126 Forwards IE Info Notice 60-13. *'0E Type 8BM Control Bwltches 
Defective CAM Followers " No written response required 
DRIERtB K Region 1. Ph i led elph ia* Office of the Director 
G0/C4/O2 tp 
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0004240278 Forward* IE Info Notice B0-14i "Safety Suggestion* Froiti 
Employees " No aution required 

GRiERi Q H Region li Ph 1 ladolph iai Office of the Director 
00/04/02 Ip 


0004100226 Forwards IE Circular 0O-O7i "Problems W/HPC I Turbine Oil 
Bys " No written response required 

DRIER, D H Region li Ph i ladelph ia. Office of the Director 
00/04/03 Ip 


8004230401 Forwards IE Dulletin 79-03Af "Longitudinal Weld Defects in 
A8KE SA'312i Type 304 Stainless Steel Pipe " Action required 
GRIER. B H Region It Ph i lade Iph ia. Office of the Director 
80/04/04 ip 


8004180131 Forwards IE Bulletin 80-00. "Exam of Cantainment Liner 
Penetration Welds *' Written response required 
GRIER. D H Region 1. Ph i lade Iph iat Office of the Director 
80/04/07 Ip 


R Periodic operating reports & related correspondence 


8004020372 Forwards "Personnel Exposure Nonitorlng Rept for 1779 " 
GRAVES, R H Connecticut Vankee Atomic Power Co 80/03/14 Ip 


■—0004020374 "Personnel Exposure << Monitoring Rept for 1979 " 
e Connecticut Vankee Atomic Power Co 00/03/14 2pp 


8004040331 Forwards "Annual Environ Operating Rept, 1979. " Part A 
nonrad i ol og ical 

CQUMSIL.W 0 Connecticut Yankee Atomic Power Co 00/03/30 Ip 


—0004040330 "Annual Environ Operating Rept» 1979 " Part A 
nonrad iolog i cal 

e Connecticut Yankee Atomic Power Co 80/03/31 4app 


0004150407 Forwards "Rad iolog i cal Environ Monitoring Program Annual 
Envlfpn Operating Ropt.Part 0.1979," prepared by Northeast 
Utils avc Cn 

CDUNSILjN G Connecticut Yankee Atomic Power Co 00/03/31 Ip 


—0004150493 "Radiological Environ Monitoring Program Annual Environ 
Operating Rept, Part D. 1979 " 

« Northeast Utilities Service Co 00/03/31 lOOpp 


0004240437 Forwards "Annual Rept of Changes. Tests U Experiments 1979 " 
GRAVES. R H Connecticut Yankee Atomic Power Co 00/04/01 Ip 


— 0004240439 "Annual Rept of Changes. Tests & Experiments i979 " 

GRAVES. R H Connecticut Yankee Atomic Power Co 00/04/01 46pp 


0004290264 "Annual Operating Rept of Facility Changes. Teats U 
Experiments. 1979 " 

GRAVES. R H Connecticut Yankee Atomic Power Co 00/04/01 47pp 


0004210251 Forward* monthly operating rept for Mar 1900 

ORAVEBiR H Connecticut Yankee Atomic Power Co 00/04/10 Ip 


— 80042102S3 Monthly operating rept for Mar 1900 

a Connecticut Yankee Atomic Power Co 00/04/10 6pp 


0 Reportable occurrences. LER« U related correspondence 


8004090027 PNO- 1 -0O*“O4 1 on 000313. rad loIog ical surveys of site grounds 
uncovered three small patched of contaminated soil outside 
controlled area Approx three tablespoons soil removed Survey 
continuing to determine if other areas contaminated 
BCRADlANiJ . KNAPP. P., SMITH. 0 Region 1. Ph i ladelphia, Offic# of 
the Director 00/03/14 Ip 


8004010362 Forwards LER 0O-OO6/O3L-O, 

GRAVES. R H Connecticut Yankee Atomic Power Co, 80/03/20 Ip 


— 0004010369 LER 0O-OO6/O3L-O on 000306. during routine monthly fan damper 
test) broken linkage coupling was found on CARS fan bypass 
damper. causing fan to be inoperab le. Linkage coupling was 
replaced w/st«el coupling of greater strength 

GRAVES. R H Connecticut Yankee Atomic Power Co 00/03/20 Ip 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


G Adjudicatory correspondence 


0004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvement in radiological emergency planning h 
preparedness, d Istrlbuted as Board notification 
G0SSICK,L V Office of the Executive Director for Pperatl-ons 
00/04/02 34PP 


0004240532 Forwards NRC confirmatory order 

STELLO, V Office of Inspection & Enforcement. Office of the 
Director 80/04/04 ip 


— 0004240537 Order confirming util commitment to perform review 
requested by IE PuLletin 79-27 by 000425, Required info 
is specified in Attachment A 

STELLO. V Office of Inspection ti Enforcement. Office of the 
Director 00/04/04 6pp 


H General correspondence 


0004030123 Responds to 790016, I tr re plans to reopen TMI*"1. nue lear 
plant const in NJ 8. nuclear accidents Plant will not reopen 
until safety-related issues are resolved Provides Info re 
plants in NJ No diseases resulted from TMI 

DENTON, H R Office of Nuclear Reactor Regulation 00/03/03 2pp 


— 0004030129 Opposes restart of TMI-I. const of nuclear plants in NJ 8< 
nuclear accidents due to health hazards h risks to public 
safety 

FOSTER. K Affiliation Unknown 79/08/16 2pp 


I Financial information 


0004100352 Forwards JCPtcL & General Public Utils Corp Annual Financial 
Repts 1979 

ROSS, D A Jersey Central Power 1 Light Co 00/04/01 ip 


—0004100355 Annual Financial Rapt 1979 

« Jersey Central Power h Light Co 60/03/24 24pp 


—0004100356 Annual Financial Ropt 1979 

a General Public Utilities - GPU Service Corp 00/04/01 44pp 


P Operating license stage documents & correspondence 


8004100317 Advises that responses to 761123 Itrs re LUR assessment of 
enhancement of fission gas release at higher burnups have 
been reviewed No immediate licensing action required for 
operating reactors. per typical fuel bundle tt batch burnups, 
ZIEMANNiO L Operating Reactors Branch 2 00/02/29 3pp 


0004100320 Notification of 000305 meeting w/utll in Bethesda.HD re 
core spray sparger cracks S. repair* 

N0U1CK1.8 J Operating Reactors Branch 2 00/03/03 ^nn 


00 ' 


0OO4uixuvut roruards review schedule for environ qualification of Clast 
IE electrical equipment par 000221 meeting Resubmlttal of 
Info Is unnecessary Refs or updates to info previously 
submitted are acceptable 

ZIEMANN. D L. Operating Reactors Branch 2 00/03/06 5pp 


8004040066 Notifies that NRC inadvertently omitted approved change to 
.Tech 8pec 3 4. D l.re automatic depressurization sys. during 
Isauance of Amend 45 to Provisional OL DPR-16 Forwards 
corrected Page 3 4-18 

ZIEMANN. D L Operating Reactors Branch 2 80/03/07 Spp 


0004030102 Forwards "Nuclear Data Link 9p«cs, " study of digital 
communication lys to transmit info from plants to Qethesda 
Operations Ctr 

CI0ENKUT. D 0 Division of Operating Reactors. 60/03/12 Spp 


— 8004030110 "Nuclear Data Link Bpecs " 

a Division of Operating Reactors, 00/02/21 2Bpp 


8004230234 Forwards NRC 000128 4 0211 Itrs to OE re proposed control 
rod drive sys mods t< optimizing pump flow to reactor veseel. 

Mods should not be performed until complete guidance 1* 
issued Ih NUREQ-0619 or w/o NRC approval 

ZIEMANN. D L Operating Raaetprs Branch 2 00/03/24 2pp 
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300409032*? Forw^rtfs ‘Tls-h Kill A»soci«ted W/800i05 autaje at Factlitg 
RQSScD A J«rs«g C«tttral PQuer Light Cc 80/03/S6 Ip 


— 8004090330 "Fl«h Kill Asuociated W/QOQtOS Outage at FaciUtg “ 
HOCHE.Pt D Jersey Central Pouier tt Light Co aO/03/31 30pp 

600417029^3 Notification of B00401 cneeting u/util in DethesdaiHD to 
dltcuts core &prag iparger crack« t ropalrv 

NOnUICKtiS J Operating Reacton Branch 2 00/03/29 2p p 

9004170293 Forwarb* request Fot addl info re environ qualification of 
Electrical equipment 

ZIEMANNiD L Operating Reactors Branch 3 90/03/28 14pp 

0OO4'O2O319 Forufards Tech Spec Change Request OBfmodifving App A. 
Section 4 3 to provide far augaientad inservice insp of core 
spray sgs spargers Class III fee end 

FlNFROCKr 1 R Jersey Central Power 8e Light Co 60/03/31 Ip 


— 8004020320 Tech Spec Change Request 63i mod i fy Ing App A< Section 4 3 to 
provide for augmented inservice insp of core spray sys 
sparg ers 

» Jersey Central Po^uoT i> Light Co BO/03/31 6fapp 


B004l60S7d> Forwards component list for SEP Topic 111-12 re safety sgs 
essential to mitigate postulated accidents as requested by 
HRC at 900310-13 meeting 

TIPTCN, T e Jersey Central Power «, Light Co 80/04/11 12pp 


90042S090Q Forwards Revision 4 to Amend 71 to application for QL 
Responds to several items in NRC 790014 request for 
addl info re operational OA plan Remaining items will be 
addressed in Revision 4 to QA plan 

PINFROCKp 1 R Jersig Central Power & Light Co BO/04/17 Ip 

— B004220S11 fteviilort 4 to AmeTid 71 to application for DL Revision 4 
i-ne orporates organl za tiona 1 changes 

FINFROCKiI.R Jersey Central Power ^ Light Co flO/04/17 7pp 

— 6004220314 Operational QA plant Revl s ion 3 

FiNFROCk, r R Jersey Central Power & Light -00 79/11/09 i90pp 


6004230341 Forwards OH '^Reload Fuel Application ” Fee end 
RCIB3<D A Jersey Central Power L Light Co 00/04/21 tp 


•8004230343 '’Reload Fuel Application " 

OALERiR R I ENQHLfR E Oenaral Electric Co NEDO-24195 
79/08/ai aoopp 


6004280513 Request! eztanilan until 600531 for completion of mail 
status rept physical inventories Inventories taken 
immediately would not te representative of post-outage 
conditions 

RO90iD. A Jersey Central Power L Light Co 90/04/29 Ip 


Q Inspection reportsi IE Bulletins it correspondence 


6004090417 Forwards lE Intp Rept SO-219/90-01 on 600104-0&« OB-1 i it 14 
No noncompliance noted 

BRUNNERiE J Region I, Ph 1 ladelph la, Reactor aperationi Nuclear 
Support Branch 80/02/14. 2pp 


—8004090422 IE Insp Rept 50- 21*7/80“ Oi on BOOl 04-04. OB-11 14 No 

none amp 1 lane e noted Major areas inspected refueling 
preparatlonr refuel ing activities 4 independent insp effort 
KEIHiOiR R Region 1. Philadelphia! Reactor aperationi Nuclear 
Support Branch, BRlOOBiL E Region li Ph i ladelph ia. Office of the 
Director. 00/02/13 4pp 


3004000421 Advises that response to IE Bulletin 79-27 re loss of non- 
class IE itif trumentat i on» wll 1 not be complete within 90 
days Riquastf ectansion until 0OD429 

R088*D A Jersey Central Power L Light Co 80/02/22 ip 


0OO41BO329 Forwards IE Insp Rept 50-219/60-02 on 000115-16 No 
none onp I lane I noted 

CARLSON, R. T Region li Ph i ladelph La. Reactor Construction h 
Engineering Support Branch 00/02/24. 2pp 


—0004180334 IE Insp Rept 50-219/80-02 on BOOt 15-18 No noncomp 1 iatice 
noted Major areas inspec tad; f iva mods h event rept 
foil ouups, 

EBNETERiS^D. Region 1» Phi ladelphia. Reactor Construe tlon tt 
Engineering Support Branch, F1NKEL,A.E Region 1, Philadelphia, 
Office of the Director 60/02/25, 4pp 


6004210326 Forwards IE Insp Ropt 5O-2l9/79'-20 on 79i 127-30 No 
noncompliance noted 

MART IN. W O Region 1. Philadelphia, Safeguards Branch 60/02/27 

2pp 


— 8004210330 IE Insp Rapt 50-219/79-20 on 791127-30 Ho noncompi iance 
noted Major areas inspected security plan, program audit, 
physical barriers in protected t' vital ar eas. H ghting 
access control Details withheld (ref 10CFR2 790) 

DEVLIN, JW Region 1, Philadelphia. Safeguards Dranch llADDEN. W 
Region 1, Phi lado Iph ia, Office of the Director 00/02/20 Ip 

6004210439 Forwards IE Insp Rept 30-219/B0-05 on B00129-0201 Nn 
none omp 1 1 anc e noted 

BRUNNER. E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/02/27 2pp 


— 9004210450 lE Insp Rept 50-219/80-05 on 600129-0201 No none omp I lanc e 
noted Major areas inspected refueling ac t ivi tes, independent 
insp effort. IE bulletin f oil owup, inof c LER review 4 periodic 
review 

KEIMIQ. R R , Dni(5GS,T Region 1, Philadelphia. Reactor Operations 
Nuclear Support Branch 60/02/24 4pp 


B004090239 Act receipt of 000222 1 tr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50-219/79-24 
BRUNNER. C J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 60/03/04 Ip 


— 0004090244 Responds to NRC 600120 Ur violations noted in IE Insp 
Rept 90-219/79-24 Corrective actions crates were painted 
w/fire retardant paint it admini strat i ve controls 
eetab L ishod 

ROSS, D A Jersey Central Power L Light Co 00/02/22 2pp 


—8004090249 Forwards lE Insp Rept 50-219/79-24 on 791211-14 tt 16 it 
notice of violation 

BRUNNtRiE J Region 1< Phi lade Iphla, Reactor Operations Nuclear 
Support Branch 60/01/28 2pp 


—8004090254 Notice of violation from Inap on 791211-14 it 10 

4 Region 1, Phi lade Iph ia. Office of the Director 80/01/25 Ip 


—8004090262 IE Insp Rept 50-219/79-24 on 791211-14 t« 18 NoncompUance 
noted, Improper storage of flammable matl 

KEIMlOfR R Region 1, Phi ladelph la. Reactor aperatlons Nuclear 
Support Branch KOLTAY, P < BRlOOSiL Region 1. Philadelphia, 
Office of the Director 80/01/29 4pp 


B004100424 Reepondt to lE Bulletin 60-03 Charcoal adsorber cells 
presently utilized are acceptable h provide no Indication of 
structural deficiencies which would affect filter 
performance 

RGBS, D, A Jersey Central Power it Light Co 00/03/13 2pp 


0004090420 Advises that IE Bulletin 00-05, ''Vacuum Condition Resulting 
in Damage to Chemical Vol Control Bys (CVC8) Holdup Tanks,*' 
was Incorrectly sent for action No response required 
GRIER, 0 H Region 1. Philadelphia, Office of the Director 
80/03/17 ip 


8004150249 Forwards IE Info Notice 0O-i2i "Instrument Failure Causes 
Opening of PORV 1 Block Valve “ No specific action or 
rtsponse necessary 

GRIER, S H Region 1. Philadelphia. Office of the Director 
80/03/31 Ip 


8004090097 Forwards IE Circular 00-09. "Emergency Diesel Generator 
Lubricating Oil Addition L Onsite Supply " No written 
response required 

GRIER, B K Region 1, Philadelphia, Office of the Director 
80/04/01 Ip 


6004110137 Forwards IE Info Notice 00-13. "OE Typo SOM Control Switches 
Defective CAM Followers " No written response required 
ORIER. D H Region 1. Philadelphia. Office of the Director 
00/04/02 Ip 


8004110422 Provides NRG w/immediate corrective actions in radiation 
protection dept in response to IE Insp Repts 80-3 8, 00-11 
Corrective actione involve personnel , procedures, training L 
work activities 

RGBS. D A Jersey Central Power Light Co, 00/04/02 2pp 


8004240311 Forwards IE Info Notice 80-14, "Safety Buggestions From 
Employees " No action required 

GRIER, a H Region 1. PhlladelpMa, Office of the Director. 
80/04/ 02 Ip 
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Q0041Q0166 Forwards lE Circular BO-O?. ^Troblsms W/HPCI Turbine Oil 
S<js " Nu written response required 

GRlERiB H Region li Fh i I ad o 1 p h i ai Office of the Director 
BO/04/03 tp 


8004230470 Forwards IE Bulletin 79-03A. '*Long i tud ma 1 Weld Defects in 
ASME aA“-312i Tgpe 304 Stainless Steel Pipe “ Action required 
GRiERi B H Region !■ Ph i lade Iph ia, Office of the Director 
aO/04/04 ip 


6004100149 Forwards IE Oulletm 60-08/ "Exam of Containment Liner 
Penetration Wolds " Written response required 
SRlEKrl} H Region 1. Philadelphia, Office of the Director 
00/04/07 Ip 


R Periodic operating reports & t elated correspondence 


8004020383 Forwards "1979 Annual Environ Operating Ropt for ETS« App H " 
FINFROCK, 1 n Jersey Central Power Light Co BO/03/2B 2pp 


— 80040203B6 '*1979 Annual Environ Operating Rept for ET6/App D 
# Jersey Central Power & Light Co 80/03/31 183pp 


8004240429 Forwards monthly operating rept for Mar 1900 

R099/ 0 A Jersey Central Power 4- Light Co 80/04/16 Ip 


— 8004240432 Monthly operating rept for Mar 1980 

MCCLAIN/ C M Jersey Central Power 4* Light Co 80/04/09 9pp 


8 Reportable occurrences, LERs related correspondence 


0004010400 Forwards LER 0O'‘O14/O1T-O 

ROSS/ 0 A Jersey Central Power 4. Light Co 00/03/24 Ip 


— 0004010489 LER 00-014/OiT-0 on 800302. emergency diesel generator I 
.failed to synchroniie t* tripped when generator 2 was tagged 
for mod Caused by component failure Fuse r7/ found loose In 
holder Fuseholder repaired 

R0S8/ D A Jersey Central Power 4. Light Co 00/03/24 3pp 


B004010503 Forwards LER 00-013/01 T-0 

ROSSi 0 A Jersey Central Power S' Light Co 00/03/24 Ip 


— 0004010509 LER 80-013/01T-0 on 800309. fi-re suppression water ays 
removed from sve to replace cracked va Ive. contrary to Tech 
Specs Fire truck pumper used as water supply backup 
Cause of valve body crack under investigation 
ROaa.D A Jersey Gentfal Power 4t Light Co 00/03/24 3p 


8004040204 Forwards LER 80-01 2/03L-0 

ROSS.D A Jersey Central Power 4. Light Co 80/03/27 Ip 


—•8004040208 LER 0O-O12/O3L-D on 600228, d i sc overed that weekly 
surveillance tests for main station Ik diesel generator 
batteries not performed during seventh wk Caused by error in 
personnel Evaluation will be made to determine improvements 
ROSS. D A Jersey Central Power 4c Light Co 60/03/27 3pp 


DOCKET 90“230 NINE MILE POINT NUCLEAR STATION. UNIT 1 


F Security, medical, emergency 4c fire protection plans 


8004230216 Forwards criteria not adequately covered by 791228 emergency 
plan for revision per NURCO-0654, "Criteria for Preparation 
4( Evaluation of Radiological Emergency Response Plans & 

Preparedness in Support of Nuclear Power Plants " 

2IEMANN, D L Operating Reactors Branch 2 00/03/24 19pp 


8004230221 forwards criteria not adequately covered by 800123 emergency 
plan for revision per NURE0-0694r "Criteria for Preparation 
4« Evaluation of Radiological Emergency Response Plans 4. 

Preparedness in Support of Nuclear Power Plants " 

IPPOLITO/T A Operating Reactors Branch 3 80/03/27, 17pp 


0004070269 Forwards info re 791211 security plan change Enel withheld 
<r#f 10CFR2 790) 

BARTLETT, J Niagara Mohawk Power Corp 80/03/31 Ip 


8004180349 Forwards "Functional Spec for Facility Fire Protection Mods, 
Fire Detection 4. Control," 

BARTLETT, J Niagara Kohawk Power Corp 00/04/14 Ip 


--8004180349 "Functional Spec for Facility Fire Protection Mods, Fire 
Detection & Control " 

SWEET, K J Niagara Mohawk Power Corp 80/03/27 SOpp 


H General correspondence 


0004280440 Notifies that position of Vice President for Electi ic 
Production abolished 4* future NRC correspondenc e should be 
sent to OP Dice, Vice President for Engineering Security 
matters should be addressed to JJ Sunsei 
BARTLETT, J Niagara Mohawk Power Corp 80/04/22 Ip 


0004290363 Informs of changes in mg t to provide for more efficient 
operation Effective S00301. TE Lempges elected Vico 
Pres Ident, Nuc lear Ooneratton Correspondence ie security 
mattoTs should be sent to Sunsor 4i Lempges 
BARTLETT, J 0 Niagara Mohawk Power Corp 00/04/22 Ip 


P Operating license stage documents U correspondence 


8004070402 Discusses NRC 761123 request that all LWR licensees assess 
higher fission gas release for fuel burnups obove 20.000 
MU-day per metric ton Responses indicate that no immediate 
licensing action is required for operating reactors 
IPPOLITO. T A Operating Reactors Branch 3 80/03/10 3pp 


8004030102 Forwards "Nuclear Data Link Specs." study of digital 
communlcat i on sys to transmit info from plants to Dothesda 
Operations Ctr 

EIBENHUT, D 0 Division of Operating Reactors 80/03/12 9p p 


— *0004030118 "Nuclear Data Link Specs " 

e Division of Oporating Reactors 80/02/21 20pp 


00040(0330 Forwards info re primary coolant pressuis isolation 
capability as per 800223 request Info demonstrates that 
continued operation of facility does not present undue 
safety hazard to public 

DI8E, D P Niagara Mohawk Power Corp 80/03/19 14pp 


G004100032 Forwards "Evaluation of License Compliance N/Category A 
Items of NRC Recommendations Resulting From TMI-2 Lessons 
Learned " All Cotegory A requirements have been 
sati sfac tori ly met Mads will be verified by IE 
IPPOLITO, T A Operating Reactors Branch 3 80/03/21 I5pp 


8004160253 Forwards Acnond 36 to License DPR-63. safety evaluation 4. 
notice of issuance 4, availability 

IPPOLITO, T A Operating Reactois Branch 3 80/03/26 2pp 


’'-0004100258 Amend 36 to License DPR-63. chang ing Tech Specs to modify 
power-to-f low curve & allowing addl operational flexibility 
during plant load changes 

IPPOLITO, T A Operating Reactors Branch 3 80/03/28 Qpp 


—8004180277 Safety evaluation supporting Amend 36 to Liconse DPR-63 
a Operating Reactors Branch 3 00/03/28 3pp 


—8004180270 Notice of issuance t* availability of Amends 36 to 
License DPR-63 

IPPOLITO, T A Operating Reactors Branch 3 00/03/28 2pp 


8004250034 Forwards 000128 & 0211 Itrs to G£ re proposed control rod 
drive sys muds related to elimination of cracking in return 
line nozzles Mads should not be performed prior to issuance 
of NUREO-0617, scheduled for Apr 1960 

IPPOLITO, T A Operating Reactors Branch 3 80/04/07 2pp 


8004210407 Submits Info clarifying util NURE6-097B commitment re 
containment water level indication Util will install now 
differential pressure transmitters on torus using existing 
instrument taps 

BARTLETT, J Niagara Mohawk Power Corp 80/04/11 Ip 


8004220464 Forwards application for amend to License DPR-63 S< proposed 
Tech Spec changes to App A 

THOMAS, E B LeBoPWf, Lamb, Lelby MacRae 80/04/21 Ip 


— 8004220501 Application for amend to License DPR-63, requesting that 
Bectlons 2 1 1.3 1 7,3 6 4,6 0 4c bases of Tech Specs set 
forth in App A be revised 

BARTLETT, J Niagara Mohawk Power Corp 00/04/10 2pp 


— 0904220506 Proposed Teel} Spec App A changes to Sections 2 I 1.3 i 7, 
3 6 4, 6 0 bases 

* Niagara Mohawk Power Corp 80/04/10 33pp 
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Inspection rep-ortSf IE Qulletins U con espondetic c 


004100162 Forwards IE Insp Rept 50-220/79-26 on 791210, 11 &« 13 Nd 
noncdmpl lance noted 

SMITH, O H Region 1. PhiUtfelp h i a. Fuel FflCillty U Materials Safety 
Branch 30/02/19 2pp 


-B004100173 IE Insp Rept 50-220/79-26 on 79l2lO»ll V 13 No noncompliance 
noted Major areas inspected licensee response to IE Bulletin 
79-19, documentsp procedures, training I aud i tsi fact 1 ity tours tt 
records 

KNAPPpP J Region i, Ph 1 1 ad e 1 ph la i Fuel Facilitij & Materials 
Safety Branch THOMAS, L Vi Region 1* Philadelphia. Office of the 
Director 80/02/15 4pp 


3004080415 Advises that, per 791207 Ur ro IE DulUtin 79-14, i>o mods are 
necessary to condensate demineral i ler recycle loop 
DiSEi D P Niagara Mohawk Power Corp 60/02/22 Ip 


3004090239 Forwards response to IE Bulletin 79-27 re loss of non-class 
lE instrufnentat t on & control power si|s bi/ses during 
operation No mods necessary after review 
BARLETT, J Niagara Mohawk Power Corp BO/02/29 Bpp 


5004110055 Forwards response to IE Bulletin 79-OlQ, re anviron 
ayal if icatlon of Class IE equipment Util Is investigating 
equipment qualification of outstanding items Results will 
be reported In second response on 600417 W/o end 
LEMPOESi T E Niagara Mohawk Power Carp 80/03/05 2pp 


6004100401 Responds to IE Qulletin 79-OlB Response to IE Bulletin 79-01 
dtd 790712 indicated interim ropts on equipment environ 
qualification would be provided every 60 days Repts will be 
discontinued t> replaced by IE Bulletin 79-OlD responses 
LEMPCEBiT E Niagara Mohawlr Power Corp 80/03/07 ip 


6004090407 Advises that IE Bulletin BO-05, '’Vacuum Condition Resiflting 
in Damage to Chemical Vol Control 8ys (CVCS) Holdup Tanks,’' 
was incorrectly sent for action No response required 
GRIER. D H Region 1, Philadelphia, Office nf the Director 
80/03/17 ip 


6004010373 Resfonds to IE Bulletin 80-03, "Loss of Charcoal from Qtd 
Type i I, Two-Inchi Tray Adsorber Cells " No equipment 
abnormalities evident which would affect performance of 
reacter or control room emergency ventilation sys 
LEHP0E8, T E Niagara Mohawk Power Corp 60/03/19 Ip 


B0040I0392 Discusses corrective action re 1C Insp Rapt 50-320/00-01 No 
apparent reason found for missing chain locking device an 
liquid poison «ys valve 41-12 Valve was checked off as 
locked C< closed during 790522 sys salve lineup check 
LEHPOEBi T E Niagaro Nahawk Power Corp 80/03/19. Ip 


60040B0642 Clarifies 800319 response to !E Insp Rept 50-220/80-01 All 
locks Which secure valves in position described by ojierattng 
procedure valve check-off list will have cores changed to 
unique key series by end of 1981 

LEKPGE8, T £ Niagara Mohawk Power Corp 60/03/28 Ip 


6004150262 Forwards IE Info Notice 00-12, "Instrumant Failure Causes 
Opening of PORV V Block Valve " No specific action or 
response necessary 

GRIER, B H Region 1, Philadelphia, Office of the Director 
60/03/31 Ip 


9004090080 Forwards IE Circular 80-05, ’’Emergency Diesel Genarator 
ubrlcatlng Oil Addition U Onsite Supply ■’ No written 
'iponse required 

IERpB M Region 1. Philadelphia, Office of the Director 
/04/0i Ip 


110130 Forwards IE Info Notice 80-13, '’oe Type 8BM Control Switches 
rtctive CAM Followers “ No written response required 
rtlERfB H Region 1, Philadelphia! Office of the Director 
00/04/02 Ip 


3004240324 Forwards IE Irvfo Notlte 80-14, ’’Safety Qufigestlons From 
Employres " No action required, 

Region 1, Philadelphia, Office of the Director 
80/04/02 Ip 


6004180262 Forwards IE Circular BO-07. ■'Prublems W/HPCI Turbine Oil 
Sy» No written response required 

Region I, Phi ladtiph 1 a. Office of the Director 


0004230366 Forwards IE Bulletin 79~03A, "Longitudinal Nold Defects in 
ASME SA-312, Type 304 Stainless Steel Pipe ’’ Action required 
GRIER, B H Region 1, Philadelphia, Office of the Director 
80/04/04 Ip 


8004180209 Forwards IE Bulletin 00-OR. "Enam of Containment Liner 
Penetration Welds " liritten response required 
ORIER. B H Region 1, Philadelphia, Office of the Director. 
80/04/07 ip 


R Periodic operating reports 6 related correspondence 


8004040404 Forwards ’’1979 Aquatic Ecology Studies ’’ 

LEMPGES.T C Niagara Mohawk Power Corp 80/03/20 Ip 


— 0004040400 "1979 Aquatic Ecology Studies ” 

* Teras Instruments, Inc 00/03/31 lOOpp 


6004140406 Forwards monthly operating rept for Mar 1960 
LEMPGES.T E Niagara Mohawk Power Corp 00/04/03 3pp 


— 8004140411 Monthly operating rept for Mar 1900 

ROMAN, T W Niagara Mohawk Power Corp 60/04/02 3pp 


DOCKET 50-224 UNIV OF CALIFORNIA RESEARCH REACTOR 


G Adjudicatory correspondence 


0004230340 Roquasts NRC intentions for planning hearings re petition to 
suspend all activities of TRlOA reactor Urges immediate 
resolution of issues between NRG It Berkeley, CA 
NEWPORT, E 0 Berkeley, CA 00/04/17 tp 


DOCKET 30-223 RPl CRITICAL EXPERIMENT 


0 Inspection reports, IE Bulletins It correspondence 


6004300317 Ack receipt of 80O3SG Itr informing NRC of steps taken to 
correct violation noted In IE Insp Rept 50-225/60-01 
SMITH, 0 H Region 1, Philadelphia, Fuel Facility It Materials Safety 
Drench 00/04/09, tp 


— 8004300320 Responds to NRC 800310 Itr re violation* noted in IE Imp 
Rept 30-225/00-01 Corrective actions personnel monitoring 
procedure revised I TLD records now computer 1 led 
RYAN. R M Rensselaer Polytechnic Inst 60/03/28 Ip 


— 0004300322 Forwards IE Insp Rept 50-225/00-01 on 600113-17 & notice of 
violation 

SMITH* 0 F Region 1, Ph 1 lade Iphia, Fuel Facility &< Materials 
Safety Drench BO/03/tO 2pp 


— 0004300324 Notice of violation from insp on 800115-17 

# Region 1. Philadelphia, Office of the Director. 00/03/06 Ip 


— 0004300320 IE Inap Rept 30-225/60-01 on 900115-17 Noncompliance noted 
failure to maintain personnel dosimetry records 
TERC.N M , D0RE8,R J Region 1, Philadelphia. Fuel Facility U 
Materials Safety Branch 60/03/06 9pp 


DOCKET 90-228 AERQTE8T RADIOGRAPHY «< REaEAHCH REACTOR 
P Operating license stage documents C< correspondence 


0OO417OOOS Application for transfer of License R-90 from Acrotest 
Operations, Inc to Acrotest Operation* Acquisitions, Inc 
Bupportlng documentation and 

ELKU8.R J Aerotest Operations 60/04/11 llpp 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION. UNIT 2 


F Becurlty. medical, emergency It fire protection plans 


8004240531 Forwards *y* description 1U operating instructions for NRC 
health physics telephone network 8ys designed for use during 
nuclear Incident or AO Network may also be used for dally 
administrative or facsimille traffic 

KEPPLER, J 0 Region 3, Chicago, Office of the Director, 60/03/20 
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0004030172 Forwards Figure 2-1 to correct: omission made in 0003 1 1 Itr 
re evacuation time estimates for facility Figure 3-1 In 
Section 3 should be placed in Section 2 
PEOPLESj D L Commonwealth Edison Co 80/03/36 2pp 


0004110399 Confirms 8 - documents 800326 telcon re facility turbine bldg 
meizanine area fire protection capabilities Fire prevention 
4« protection Features are adequate it provide high degree 
of plant safety 

JANECEKfR F Commonuealth Edison Co fiO/04/OB 2pp 


8004230299 Informs that Unit 3 refueling outage began 6 uiks oarl*! 
will end approjt one month earlier than scheduled^ due to 
failure in recirculation &ys jet pump Completion of some 
fire protection mods will not bo possible prior to startup 
PEOPUES. D L Commonwealth Edison Co 80/04/10 ip 


8004230367 Forwards revised security plan Revisions withheld 
(ref 10CFR2 790) 

PEOPUESjO L Commonwealth Edison Co 00/04/21 IP 


0 Adjudicatory correspondence 


6004030026 Memorandum of understanding between NRC t< FEMA ro proffipt 
improvement in radiological emergency planning 
preparedness! d i stributed as Board notification 
ODSSlCKiL V Office of the Executive Director for Operations 
80/04/03 34pp 


P Operating license stage documents & correspondence 


8004000296 Forwards corrected Pages 68 93 for Licenses DPR-19 Amend 

44 & DPft-25 Amend 39 & corrected pages 3 6/4 6~2 8 « 3 6/4 6-9 
for licenses DPR**29 Amend 53 fc DPR-30 Amend 50i in response 
to 791002 Itr 

IPPDLlTDfT A Operating Reactors Branch 3 00/02/20 3pp 


—8004080310 Corrected License Pages 88 93 for Amends 44 8 < 39 to 

Licenses DPR-19 it DPR-25f respective! y & corrected License 
Pages 3 6/4 6-2 & 3 6/4, 6-9 for Amends 53 t- 50 to Licenses 
DPR-29 it DPR~30! respectively 

s Operating Reactors Branch 3 60/02/20 6 pp 


8004030027 Submits info requested in 800201 Itr re seepage from plant 
cooling late No dike stability or Integrity concerns have 
been identified No effect on health & safety of public 
Increased surveillance will provide info to evaluate change 
PEOPLES! D L Commonwealth Edison Co 00/02/29 2pp 


0004090335 Forwards NUREO-0569! "Evaluation of Integrity of SEP Reactor 
Vessels^ " completing review of SEP Topic V -6 N/e end 
ZIEHANNxD L Operating Reactors Branch 2 BO/03/05 2pp 


8004020010 Forwards review schedule for environ qua 1 if Ication of Class 
IE electrical equipment per 800221 meeting Rosubmlttal of 
info is unnecessary Refs or updates to info previously 
submitted are acceptable 

ZlEKANNrD L Operating Reactors Branch 2 80/03/06 Spp 


8004030102 Forwards "Nuclear Data Link Specsx " study of digital 
communication sys to transmit Info from plants to Dethesda 
Operations Ctr 

EtSENHUTiD 0 Division of Operating Reactors 80/03/12 5pp 


—0004030118 '^Nuclear Data Link Specs " 

s Division of Operating Reactors 80/02/21 20pp 


8004010359 Forwards LPCI hanger details from ring headar to pumps 
2A-1503 Matrix Indicating hanger numbari typer manufacturer, 
rated load it design end 

JANECEKiR.F Commonwealth Edison Co 00/03/17 6 pp 


8004100102 Requests controlled sot of PtclDs for each plant Submittal 
should be forwarded to attention of Region 3 incident 
response ctr within 20 days 

KEPPLER.JO, Region 3, Chicago, Office of the Director 00/03/20 
IP* 


0004230226 Forwards NRG 800120 U 0211 1 trs to OE ra proposed control 
rod drive lys mods it optimizing pump flow to reactor vessel 
Hods should not be performed until complete guidance le 
issued In NUREO-0619 or w/o NRC approval 

ZlEMANNiD L Operating Reactors Branch 2 00/03/24 2pp 


8004080235 Submits status rept for open site suitability review items 
per 800304 commitment OE has extracted info re reactor 
vessel supports from original design files Info will be 
forwarded to NRC Har 1900 Issue should be resolved 
JANECEKiR F Commonwealth Edison Co 00/03/27 6 pp. 


0004070245 Forwards OE infa re imposed loads an reactor pressure 
vessel Nozile reaction loads tabulated on Drawing 885D9l0i 
Revision 6 intended to include all loads that piping can 
impose on reactor pressure vessel 

JANACEK, H F Commonwealth Edison Co 00/03/28 4pp 


8004230178 Forwards request for info re environ qualification of 
electrical equipment Dato is needed for NRC calculation of 
containment temp & pressure decay time Calculation should be 
based on current LOCA analysis 

ZIEMANN, D L Operating Reactors Branch 2 00/03/20 1 4pp 


6004110450 Responds to NRC 800101 Itr requesting info re anchorage of 
aaf oty-relatod electrical equipment Submits action plan Sc 
info roqulred fay Question 1 

JANACEK. R F Commonwealth Edison Co 80/04/01 6 pp 


80(}4150316 Forwards revised pages constituting Revision 13 to CE-l-A! 
OA program Revisions reflect recent organization title 
changes 

NAUOHTON.W F Commonwealth Edison Co 80/04/03 Ip 


— 0OO415O32B Revised pages constituting Revision 13 to OA program 
Revisions leflect recent organ! lational title changes 
a commonwealth Edison Co CE-l-A ni3 00/04/04 7pp 


8004140395 Advises that replacement of spring safety valves w/tafety 
relief valves will not be necessary due to r ec lass i f i cat i on 
of pressurization transient frequency 8 i addl measures for 
prevention of premature valve actuation 
JANENCEK. R F Commonwealth Edison Co 00/04/08 2pp 


0004180217 Forwards addl info re failure of control rods to insert 
fully on scram in response to NRC 000110 & 11 Itrs Dresden 1 
experienced no control rod failures in 1979-79 Failure at 
other facilities caused by leakage past worn piston seals 
JANECEK. R F Commonwealth Edison Co 80/04/14 lOpp 


0004220346 Responds to NRC 800214 Itr re 8 EP topic references Lists 
references for ECC 8 actuation sys, eng Ineor ing safety feature 
switch over from injection to rec Irculatlon mode 8 ( testing 
of reactor trip sys 

JANECEK, R r Commonwealth Edison Co 00/04/14 3pp 


8004250427 Forwards response to NURE0“0578 "Design Criteria U 
Conceptual Design Description for Technical Support Ctrs for 
Facilities" for review Util emergency plan will be submitted 
w/Lasallo County site-specific emergency plan 
PEOPLES; 0 L Commonwealth Edison Co 80/04/15 60pp 


— 6004250420 "Design Criteria & Conceptual Design Description for 
Technical Support Ctrs for Facilitlos " 

e Bechtel Power Carp (subs of Bechtel Carp > 79/12/26 32pp 


Q Inspection reports, IE Bulletins & correspondence 


8004070157 Forwards IE Insp Repts SO-OlO/79-23. 50-237/79-27 it 
50-249/79-29 on 791009 i 1128 it notice of violation 
DAVI 61 A Q Region 3. Chicago. Fuel Facility L Materials Safety 
Branch 00/02/12 2pp 


—0004070162 

Regioi 


—0004070166 IE Insp Repts 90-010/79-23, 50-237/79-27, 50-249/79-25 on 

791009 L USB Noncomp I iance noted radioactive matl shipment 
record not utilized for radwaste shipments made 790101-1120 
OREGER.L R . FiSHERiN L Region 3, Chicago, Office of the 
Director 80/01/31. 7pp 


0004040195 Forwards IE Insp Ropts 50-010/80-01,50-237/80-01 it 
50-249/00-01 on 000108-09 No noncomp I lance noted 

FIORELLI.O Region 3* Chicago, Reactor Construction Engineering 
Support Branch 80/02/16 2pp 


—0004040197 IE Insp Repts 50-010/00-01,50-237/80-01 & 90-249/00-01 on 
000108-09 No noncompliance noted Major areas inspected 
emergency diesel generator mods & mod of electrical 
equipment re IEEE-279 compliance 

HAYES, D W Region 3, Chicago, Reactor Construction L Engineering 
Support Branch HUGHES, J Region 3, Chicago, Office of the 
Director 00/02/08 5pp 


8004100140 Forwards Naste Packaging Insp Rept 79-07A on 791812-13 No 
noncompliance noted 

DAVI9,A B Region 3, Chicago, Fuel Facility & Materials Safety 
Branch BO/02/22 2pp 
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'--B0041Q040a Waste Packages tnsp Rept 79-07A on 791213-13 No 

noncompi lance noted Major area inspected compliance w/COT ft 
NRC regulations including shipping paper requirements^ 
radiation Levels ft DQT labeling 

POTTEFl^J P < PEERV. W W > WOODRUFF. R L Region 3. Chicago. Fuel 
Facility ft Materials Safety Branch 60/02/22 6pp 


Q004100426 Foruards IE Insp Repts SO-OtO/QO-OS. &0-237/a0-03 ft 
50- 249/00- 03 an 800107-0201 No noncamp 1 lance noted 

HEISHMAN. R F Region 3. Chicago, Reactor Dperationi Nuclear Support 
Branch e0/02/2ft 2p p 


— 8004100432 IE I nap Repts 50-010/80-03.50-237/80-03 ft 50-249/B0-03 on 
800107-0501 , Ko none amp I iance noted Major areas inspected 
naint activi t i es< p lent op erat i ons« p hys lea I protectionr 
safety-related sys surveillance insp follouup ft refueling 
QARi^ER.J L . TONGUEi r K . SPES5ARD.R L Region 3. Chicago, Office 
of the Director QO/02/22 7pp 


8004100110 Forwards IE Info Notice 80-08. “States Co Sliding Link 
Electrical Terminal Block ” No specific action or responto 
requ ired 

KEPPLER. J 0 Region 3r Chltagoi Office of the Director 90/03/07 

tp 


8O04tD0ll9 Ac k receipt of B003Q4 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-23. 
50-207/79-27 ft 50-249/79-25 

DAVIS, A B Region 3, Chicago, Fuel Facility ft Materials Safety 
Branch BO/03/20 2pp 


— 8004100128 Responds to NRC 800212 Itr re violations noted in IE Insp 
Repts 50-010/79-23,50-237/79-27 ft 50-249/79-25 Corrective 
actions informed personnel re cost estimate change order 
requirements 

PEOPLES, I> L Commonwealth Edison Co 80/03/114 3pp 


6004140119 Forwards response to IE Bullet in 60-03. “Loss of Charcoal 
from Std Type II, Two-Inch Tray Adsorber Cells “ Visual 
examination determined that contact between casing ft screen 
is adequate to prevent charcoal granule escape 
PEOPLES, D L Cornmanyea 1 th Edison Co 80/03/20 Spp 


0004040014 Forwards corrected Waste Packaging Insp Rept 79-07A Roquests 
that rept sent on B00222 be destroyed 

DAVia.A D Region 3, Chicago, Fuel Facility ft Materials Safety 
Branch eQ/03/Si ip 


—0004040019 Forwards corrected Waste Packaging Insp Rept 79-07A> on 
791212-13 Mo noncomp 1 lance noted 

DAVlBi A B Region 3, Chicago^ Fuel Facility ft Materials Safety 
Branch 80/02/22 2pp 


—8004040023 Corrected Uaste Packaging Insp Rept 79-07A on 791212-13 No 
noncorip 1 lance noted Major areas inspected shipping paper ft 
placarding requirements, radiation lev* Is, removable 
contamination ft package external features 

POTTER. J P 4 PEERY.W W . WOODRUFF, R ft Region 3, Chicago, Fuel 
racllity ft Materials Safety Branch 80/02/22 7pp 


8004300544 Forwards IE insp Repts 50-010/ao-04, 50-237/80-04 ft 
50-249/80-04 on 800220-32 ft 2A ft notice of violation 
DAVIB.A D Region 3, Chicago, Fuel Facility ft Matarials Safety 
Branch 90/03/21 2pp 


— 8004300549 Net ice of violation from insp on 000220-22 ft 26 

* Region 3, Chicago, Office of the Director 80/03/it Ip 


— 8004300555 IE Insp Repts 50-010/80-04,50-237/80-04 ft 50-249/00-04 on 
800220-22 ft 26 No ■noncomp I lance noted Major areas inspected 
internal aud i ts. 1 i censee coordination w/offslte support 
agencies ft revieu of emergency drills 

EasiOrT H , OESTMANM, M J , MATSDM. E Region 3, Chicago, Office of 
the Diroctur 80/03/11 lOpp, 


150159 Forwards tE Info Notice 80-12, “Instrument Failure Causes 
ening of PORV ft Block Valve " No specific action or 
esponse necessary 

4EPPLER.J 0 Region 3. Chicago, Office of the Director 80/03/31 
Ip 


8004080686 Forwards IE circular 80-05, "Emergency Diesel Generator 
Lubricating Oil Addition ft Onsite Bupply “ No uirlttan 
response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/04/01 
ip, 


0004150014 Forwards IE Info Notice 00-13, "OE Type 8BM Control Switches 
Defective CAM Followers “ No specific action or response 
r squired 

KEPPLER, J 0 Region 3, Chicago, Office of the Director BO/04/02 
Ip 


6OO418C03D Forwards attachments to IE Circular 80-03, "Protection From 
Toxic Gas Hazards. “ inadvertently omitted from QD0306 
transmittal 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/04/02 

Ip 


Q0042S0093 Forwards IE Info Notice 00-14, "Safety Suggestions From 
Employees “ No action required 

KEPPftER, J 0 Region 3, Chicago, Office of the Director 80/04/02 

Ip 


B004220324 Forwards IE Circular BO-07, "Problems W/HPCl Turbine Oil 
Sys " No written response required 

I4EPPLER, J 0 Region 3. Chicago. Office of the Director 80/04/03 
Ip 


Q0041 10025 Forwards IE Bulletin 60-07, "DWR Jet Pump Assembly Failure " 
Written response required 

HEPPLERiJ Q Region 3, Chicago, Office of the Director 80/04/07 

Ip 


8004230224 Forwards I£ Bulletin 79-03A, "Longitudinal Weld Defects in 
ASHE 8A-312<Type 304 Stainless Steel Pipe " Action required 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 00/04/07 

tp 


B004220069 Forwards IE Bulletin 50-00, "Exam of Containment Linar 
Penetration Welds “ Written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/09 
tp 


8004200628 Forwards revised Pages 0 ft 5 ft omitted Page 4 to lE Insp 
Repts 90-010/00-05.50-237/00-05,50-249/00-05,80-254/00-05 ft 
50-265/80-00 

F1QRELLI,0 Region 3, Chicago, Reactor Construction ft Engineering 
Support Branch BO/04/09 ip 


— 60042B0634 Revised Pages 3 ft 5 ft omitted Page 4 fcq IE Insp Repts 
SO-OIO/OO-OS, 50-237/80-05, 50-249/BO-05, S0-254/B0-D5 ft 
50-263/00-08 

« Region 2, Atlanta, Office of the Director. 80/04/0? Spp 


R Periodic operating reports ft related correspondence 


9004140330 Forwards “fladwaste ft Environ Monitoring Annual Rept 1979 " 
BTEPHEN80N. D D Commonwealth Edison Co 80/03/ 1? Ip 


—0004140340 "Raduaste ft Environ Monitoring Annual Rept 1979 '* 

KOHL, K A , CHANDRASEKARAN Eberline Instrument Corp 00/03/31 
9lpp 


80041S03&2 Forwards monthly operating repts for Mar 1980, 
STEPHENSON, 0 Q Commonwealth Edison Co 00/04/10 Ip 


“-0004150387 Monthly operating repti for Mar 1980 

CIESIKIEWICZ, 8 Commonwealth Edison Co 00/04/01 23pp 


9 Reportable occurrences, LERs ft related correspondence 


8004140423 Forwards updated LCR 0O-OO6/O3X-1 

8TEPHENBDN, 0 Q Commonwealth Edison Co BO/03/21 Ip 


—8004140429 Updated LER B0-006/03X-O1 on 0001 19, during normal opiration, 
two successive samples of waste sample tank A showed 
radioactivity in excess of Tech Bpecs Caused by effluent 
release Tank A reprocessed 

BADER, 8 Commonwealth Edison Co 60/03/24 Ip 


0004150503 Forwards LER 00-01 1/03L-0 

STEPHENSON, Q B Cammonwealth Edison Co 00/04/03 Ip 


—8004150513 LER 80-01 1/03L—0 on 800318, uth ile parformlng isolation 
condeneer condensate line hi flow caUbr,DPl6 1349A tripped 
at 32 2 Inches Caused by instrument setpoint drift, Switch 
raadjusteif to trip at 28 5 inches 
MAOROM, R Commonwealth Edison Co BO/04/03. Ip, 
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DOCKET 50-*243 OREGON STATE RESEARCH REACTOR 


Q Inipectlon reports^ IE Qultetlns corrospondence 


6004110543 FDFUdrds IE Insp Rspt 50-^43/60-01 / □» 600126-30 No 
none amp 1 i anc e riotod 

DOOKj H £ Region 5i San Francisco. Fuel Facility & Materials Safety 
Branch 00/03/04 2pp 


— B0041105S0 IE Insp Rept 50-243/00-01 on 000120-30 No noncomp 1 ianc o 
noted Major areas inspected radiation protec tionr Inc lud Ing 
control proceduresf tra iningi area posting* radiation 
monitoring it personnel dosimetry 

QOOK. H E Region 5i San FranciscOi Fuel Facility St Materials 
Safety Branch CURTIS. J R Region 5. San Francisco. Office of the 
Director 00/03/04 6pp 


000421018? Forwards IE Insp Rapt 50-243/80-02 on 600226-27 No 
noncomp 1 ianco noted 

CREUSi J L Region 5. &an Franciscoi Reactor Operations Nuclear 
Support Branch 60/03/07 2pp 


— 60042101?6 IE Insp Rept 50-243/60-02 on 000226-27 No noncomp 1 lanc e 
noted Major areas Inspected organ 1 xation. logs records* 
review & aud it. r egua 1 i f icati on training. re fuel ing. 
surveillance h eiperlmonts 

STERNBERG. D M Region 5. San Francisco. Reactor Operationa Nuclear 
Support Branch CARLSON. J P . MORRILL. P J Region 5. San 
Francisco. Office of the Director 80/03/06 5pp 


DOCKET 30-244 ROBERT EMMET GINNA NUCLEAR PLANT. UNIT 1 


F Security, medical, emergency i- fire protection plans 


8004100446 Comments on proposed rule tOCFRSO plant should be kept open 
while emergency plan Is upgraded for Monroe County 
SMITH. E J New York. State of BO/02/13 Ip 


8004170322 Notification of 600415 meeting u/util in Ontario* NY to 
'discuss plant emergency planning review 
SHEA. U J Operating Reactors Branch 2 60/03/26 2pp 


6004110195 Forwards addl revisions to security plan. Chapter 6 
(contingency plan) End withheld (ref 10CFR2 790) 

WHITE. L D Rochester Oas t- electric Corp 80/04/03 Ip 


G Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvement in radiological emergency planning 
preparedness. d istr Ibuted as Board notification 
G0881CK.L V Office of the Executive Director for Operations 
80/04/02 34pp 


1 Financial information 


0004130502 Annual Financial Rept 1979 

e Rochester Gas ti Electric Corp 60/03/14 35pp 


P Operating license stage documents S< correspondence 


6004240222 Responds to 600208 Itr re shipment of mixed oxide fuel rods 
Route law enforcement contact info provided by Tri-State 
Motor Transit Co meets 10CFR73 requireaients Data re contacts 
shipment route end Data withheld (ref 10CFR2 790) 

MCCORKLE.O W Physical Security Licensing Branch 60/02/13 Ip 


0004100316 Advises that responses to 761123 Itrs re LUR assossmant of 
enhancement of fission gas release at higher burnups have 
been reviewed No Immediate licensing action required for 
operating reactors, per typical fuel bundle ti batch burnups 
ZIEKANN. D. L Operating Reactors Branch 2 80/02/29 3pp 


6004100557 Forwards NUREO-0569, "Evaluation of Integrity of GEP Reactor 
Vessels." completing review of SEP Topic V-6 W/o end. 

ZIEMANN. D L Operating Reactors Branch 2 80/03/05 2pp 


6004020014 Forwards review schedule for environ qualif Ication of Class 
IE electrical equipment per 600221 meeting Resubmittal of 
Info is unnecessary References or updates to info previously 
submitted are acceptable 

ZiEMANNrD L Operating Reactors Branch 2 80/03/06 5pp 


8004220110 Expresses concern re NRC failure to approve util request to 
use four mixed! oiida fuel assemblies as reactor fuel NRC 
approved receipt of assemblies on 600213 Requests prompt 
approval due to 600320 annual refueling shutdown 
DRAKE* F E Rochester Gas Electric Corp 80/03/06 3pp 


6004220760 Forwards request for addl info for continued review of SEP 
Topic XV-16i "Radioigical Consequences of Small Lines 
Carrying Primary Coolant Outside Containment " 

ZIEMANN.D U Operating Reactors Dranch 2 80/03/11 3pp 


0004030102 Forwards "Nuclear Data Link Specs." study of digital 
communicat I on ays to transmit Info from plants to Dethosda 
Operations Ctr 

EISENKUT, D 0 Division of Operating Reactors 00/03/12 Spp 


— 6004030110 "Nuclear Data Link Specs *' 

« Division of Operating Reactors 80/02/21 2app 


0004100094 Forwards evaluation of SEP Topic Vni-4. "Electrical 
Penetrations of Reactor Containment " 

ZIEMANN.D L Operating Reactors Branch 2 60/03/24 17pp 


B004010355 Submits daferred response to NRC 791022 Itr ra long-tBrm 
recommondat ion X 4 3 3-2 for auxiliary feedwatar sys Water 
source capabilities will provide required flow by gravity 
food to pump auction 

WHITE* L 0 Rochester Gas ^ Electric Corp 00/03/28 4pp 


6004240003 Supplements 800306 Itr ra accelerated review schedule of 
environ qua t 1 f Icat ion of electrical equipment Forwards 
schedule for ^ discussion of submittals K data necessary for 
NRC calculation of containment temp 

ZIEMANN.D L Operating Reactors Branch 2 60/03/28 14pp 


6004100461 Forwards responses to 600325 Lessons Learned audit 
questions 

MILKENS. P C Rochester Oas 1 Electric Corp 00/04/03 400pp 


6004210036 Advises that 600213 proposed mods to spent fuel pool cooling 
sys require Class HI fe<* category Requests prompt payment 
Any overpayments or addl charges will bo determined at final 
revl ew 

DIGGS. R M License Fee Management Branch 80/04/04 Ip 


8004170261 Notification of 600408 mooting w/util in BethPtda.MD to 
discuss seismic structural analysis for plant 
WAMDACHi T V Operating Reactors Branch 2 80/04/06 2pp 


8004150434 Forwards addl info requested by NRC 60032Q Itr re environ 
qualification of electrical equipment Info provided 
virtually identical to util 790610 itr Requests that 
analysis make use of previously supplied info 
WHITE. L D Rochester Gas it Electric Corp 00/04/10 I9pp 


80041S0329 Forwards application for amend to License DPR^IB. containing 
Tech Spec change request Certificate nf five end 
MCGRANERY.jp LeBoeuf. Lamb. Lelby & MfcRae 00/04/11 4pp 


—0004150331 Application for amend to License DPR-IB to changing Tech 
Specs 6 2-1 & 6 2-2 re organitatlon 

WHITE. L D Rochester Gas U Electric Corp 00/04/tl 2pp 


— 6004150332 Tech Specs changes to Figures 6 1-1 |« 6 2-2 far mgt 
organization Safety evaluation end 
a Rochester Oas fc Electric Corp 00/04/11 Ip 


—8004150334 Mgt organization chart. Figure 6 2-1 

» Rochester Oas $, Electric Corp 60/04/11 Ip 


-*^9004150335 Facility organization chart. Figure 6 2-2 
# Rochester Gas ^ Electric Corp 60/04/11 ip 


8004150457 Submits info in response to NRC 790529 draft evaluation of 
SEP Topic Ill-a 0. onsite meteorological measuremonts 
program Forwards "Upper Air Meteorological Study." 

WHITE, L D Rochester Gas 8. Electric Corp 80/04/11 3pp 


—8004150462 "Upper Air Meteorological Study " 
» York Research Corp 74/06/07 I64pp 


8004230371 Forwards Glass III fee for review approval of spent fuel 
pool cooling sys W/o end 

WHITE.L D Rochester Oas Electric Corp 80/04/17 Ip 
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8004230339 Forwards info to URC consultant; for seismic review team fot* 
selsnic review of electrical eq.uipinenti in retponso to PJ 
Oallajher 800116 1 tr Info inclodes slcctches of battery racks 
U other diagrams V)/a one 1 

UKlTEiL D Rochester Gas Ic Electric Corp 80/04/17 Ip 


8004290373 Forwards "Environ Quel if icatton of Electrical Equiprrtentp “ 
ftevisian Si in response to NRC 3003D6 28 requests 

WHlTEiL D Rochester Oas & Electric Corp 90/04/23 Ip 


— B00429Q381 "Environ Qualification of Electrical Equipment! " Revision 2 
• Rochester Gas Electric Corp QO/04/25 73pp 


0 Inspection reportsi IE bulletins & c arresp andence 


B004210059 Forwards IE Insp Rept 50-244/30-01 on BOOl 15-17 No 
none omp 1 iance noted 

BRUNNER. E J Region li Philadelphia! Reactor Operations Nuclear 
Support Branch 80/02/25 2pp 


— B004210071 IE Insp Rept SO-244/80-01 on 80011S-17 No noncompl iarice 
noted Major areas inspected tours of plant areas it plant 
plant status compliance tu/Tech Specs ■ 1 icensee action on Insp 
findings & review of licensee action on IE circulars 
KISTERiH Q Region 1. Philadelphia! Reactor Operations Nuclear 
Support Branch MARKOUBKl.R S . RAVMQND^i^ J Region ti 
Fhi ladelphia. Office of the Director 90/02/21 lOpp 


8004090445 Submits response to lE Bulletin 79-27 re loss of non-'Claes 
I£ instrumentation te control power sys bus during operation 
Detailed descriptions of lAr iQi ICi Ci ID instrument buses 
given No mods required 

NHlTE.L D Rochester Oas U Electric Oorp 80/02/26 i3pp 


8004230003 Forwards response to IE Bulletin 00-03 insp of charcoal 
filters completed hinor deficiencies found in tuio filter 
sya 

UHITErL D. Rochester Oas 6 Electric Corp GD/03/Si 2pp 


8004300223 Ac k receipt of S00304 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-244/79-19 
SHITKiO H Region Ir PhiUdelphia. Fuel Facility 6 Materials Safety 
Branch 80/03/26 Ip 


—9004300227 Responds to NRC 800207 Itr re violations noted in IE Insp 
Rept 50-244/7?- 13 Corrective actions isotopic analysis 
required of matl being shipped Mgt stressed importance of 
timely response to audit findings 

AMISHfK W Rochester Oas 6 Electric Corp 80/03/04 4pp 


—9004300232 Forwards IE Insp Rept 50-244/79-13 on 791203-06 U notice of 
violat ion 

SMITH. 0 H Region li Philadelphia! Fuel Facility 6 Materials 
Safety Branch 30/02/07 2pp, 


—8004300235 Notice of violation from insp on 791203-06 Portion withheld 
(ref iOCFR2 790) 

» Region li Philadelphia* Office of the Director 00/02/01 3pp 


■'■6004300244 IE Insp Rept 50-244/79-10 on 791203-06 NoncampUance noted 
failure to respond to audit f Indlngsi to comply u/requl rement 
of security pi an. Paragraph 13 i to have written procedures 
for 10CFR7l!App E Portion withheld (ref 10CFn2. 790) 

CROCKER. H H i VUHA8. 0 P , MARKOWSKIiR 0 Region I* PhiladelphU. 
Office of the Director 60/02/01 I7pp 


8004150303 Forwards lE Info Notice 90-i2r *' Instrument Failure Causes 
Opening of pofiV 6 Block Valve *' No specific action or 
response necessary 

GRIER, E H Region 1, Philadelphia! Office of the Director 
60/03/31 Ip 


8004090106 Forwards IE Circular eO-OS* "Emergency Diesel Generator 
Lubricating Oil Addition it Onsite Bupply " No written 
response required 

GRIER, B H Region t, Philadelphia! Office of the Director 
90/04/01 Ip 


6004U0513 Forwards IE Info Notice 80-13, "OE Type 8BM Control Switches 
Defective CAM Followers No written response required 
ORIER^B.H Region I, Ph i la rf e Ip h ia , Office of the Director 
flO/04/02 I p 


6004240349 Forwards IE Info Notice 8D-£4* «8afety Suggestions From 
Employees " No action required 

GRIER, fl H Region 1, Phi ladelph ia, Dfflc* of the Director 
68/04/02 1 p 


8004180243 Forwards IE Circular SO'CT, "Problems N/HPCI Turbine Oil 
Sys " No written response required 

GRIER. It H Region 1, Ph i lade Ip hia. Office of the Director 
80/04/03 ip 


B004230435 Forwards IE Bulletin 79-*03A! "Longitudinal Weld Defects in 
ASKE 5A-3i2!Type 304 Stainless Steel Pipe Action required 
GRIER, B H Region 1, Philadelphia* Office of the Director 
60/04/04 Ip 


8004130287 Forwards IE Bulletin SO'OB, "Exam of Containment Liner 
Penetration Welds " Written response required 
GRIER, B H Region 1. Philadelphia, Office of the Director 
60/04/07 Ip 


3004300407 Forwards results of addl weld* Inspected during 1980 outaga 
in accordance w/IE Bulletin 79-19< Revision 1 Seven welds 
inspected w/one indicating 1/32 inch cut Weld repaired 
WHITE. LD Rochester Gas «! Electric Corp 00/04/25 2pp 


R Periodic operating reports Sc ralated correspondence 


3004150360 Forwards monthly operating rept for Mar 1980 
BNQW.O A Rochester Gas tc Electric Corp 60/04/09 ip 


— 8004150394 Monthly operating rept for Mar 1900 

MCNAMARA, A C Rochestor Gas i Electric Corp 00/04/10 3pp 


B Reportable occurrences, LERs it related correspondence 


8004180458 Forwards LER B0-002/O3L''0 

WHITE. L 0 Rochester Gas «< Electric Corp 00/04/14 Ip 


—6004180471 LER 60-OQ2/03L-0 on 800331, during review of special 
instructions, discovered that time from previous boron 
concentration sample exceeded 75 days Caused by inadequate 
guidance for bimonthly sampling schedule Bchedule changed 
FILKlNBiD Rochester Oas t( Electric Corp 80/04/14 Ip 


8004230372 RQ 60-003. eddy current exams conducted to detect potential 
tubs defects Based on results, pul 1 Ing initiated to remove 
tube w/abnarmal absolute signal 

NOONiJ r Rochester Gas tt Electric Corp 60/04/14 2pp 


Congres eional/Executi V8 Correspondence 


0004070127 Dlscufits recent Util proposal to use four mixed oxide fuel 
assembllas containing approx 47 kg Pu Requests views on 
whether approval would adversely affect US nonprollf eratloh 
policy 

AHEARNEi J F Commission 60/03/04 Ip 


DOCKET 50-245 MILLSTONE NUCLEAR POWER BTATIDN, UNIT 1 


f Becurlty* medical, emergency It fire protection plans 


8004030260 Notifies that NRC review of util Feb 1900 revisti, 
safeguards contingency plan has been completed Forwards 
comments indicating need for addl info within 30 dags 
Comments withheld Crtf 10CFR2 790) 

ZIEMANN, D L Operating Reactors Branch 2 30/03/11 2pp 


0004080444 Advises of completed NRC review of 790411,0513 it 1009 
submittals re Item 3 2 2* fire hose station evaluation Items 
acceptable as described 

ZIEMANN, D L< Operating Reactors Branch 2 30/03/13, 2pp 


0004020403 Forwards ’'Teaslb 1 1 1 ty Rept on Evacuation of Area Around 
Facility " 

CQUNBIL.M.G Northeast Utilities 80/03/31 2pp 


—8004020410 "Feasibility Rept on Evacuation of Area Around Facility *' 
One ovarsixe drawing end 

RQDGERBrL M , PELL, B M Store h Engineers, MQLLOV, E J Northeast 
Utilities Service Go 80/03/31 SSpp 


H General correspondence 


8004210048 Responds to 800309 Itr requesting Info re environ effects of 
New England nuclear power p lants, Radiation effluent levels 
determined by 10CFR20 it App I to 10CFR50 Environ info 
available in stated LPDRB, 

DALLARD, R L Environmental Projects Branch I 80/04/01 2pp 
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I Financial information 


G0040B0557 Respondji to NRC 600309 Itr vO adequacies of cash floiuii to 
meet possible retrospective premium payments it foruiards 
1979 annual repts for CT Light & Pouor Coi Hartford Electric 
Light Co & iJestern HA Electric Co 

O'CONNOR. L A Northeast Utilities 00/04/01 Ip 


— 8OO4O0O5^i4 Annual Financial Ropt 1979 

» Connecticut Light ft Power Co 00/03/14 24pp 


— 6004000561 Annual Financial Rept 1979 

# Hartford Electric Light Co 00/03/14 24pp 


— 80040Q0590 Annual Financial Rept 1979 

» Western Massachusetts Electric Cn 60/03/14 3Lpp 


60041903SO Forwards Annual Financial Ropts 1979 
BiBHQPiR W Northeast Utilities 60/04/02 Ip 


—0004150322 Annual Financial Rept 1979 

» Connecticut Light i' Power Co 00/03/14 30pp 


-^6004150323 Annual Financial Ropt 1979 

* Hartford Electric Light Co 00/03/14 60pp 


—0004150409 Annual Financial Ropt 1979 

» Northeast Nuclear Energy Co isubs of Northeast Utilities) 
00/03/14 lOpp 


6004150412 Annual Financial Rept 1979 

• Western Massachusetts Electric Co 00/03/14 60pp 


J Insurance U indemnity information 


0004160254 Forwards Endorsements 37 8< 38 MAELU Policy MF-92 
IFFLAND.R R Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 00/04/Jl app 


P Operating license stage documents t( correspondence 


0004100311 Advises that responses to 761123 Itrs re LWR assessment of 
enhancement of fission gas release at higher burnups have 
been reviewed No Immediate licensing action required for 
operating reactors^ per typical fuel bundle in batch burnups 
ZIENANN. D L Operating Reactors Branch 2 00/02/29 3pp 


6004080669 Confirms 800313 corporate mgt meeting In King of Prussia. PA 
to discuss 791219 water hammer event Proposed agenda end 
ORIER.D H Region 1. Phi ladelph la. Office of the Director 
00/03/05. 2pp 


0004100560 Forwards NURE0''0969i "Evaluation of Integrity of SEP 
Reactor Vessels." completing review of SEP Topic V-6 U/o 
end 

ZlEMANNrP L. Operating Reactors Branch 2 60/03/05 2pp 


0004020015 Forwards review schedule for environ qualification of Class 
IE electrical equipment per 600221 meeting Resubmlttal of 
info is unnecessary Refs or updates to info previously 
submitted are acceptable 

ZIEKANN. D L Operating Reactors Branch 2 00/03/06 5pp 


0004090147 Forwards request for addl Info per continuing review of SEP 
Topic III-6 Requests response within 30 days of receiving 
Ur 

ZIENANN D L, Operating Reactors Branch 2 00/03/11 3pp 


0004030102 Forwards "Nuclear Data Link Specs." study of digital 
communication sys to transmit info from plants to Bethesda 
Operations Gtr 

EI6ENHUr. D 0 Division of Operating Reactors. 80/03/12 5pp 


-’'0004030110 "Nuclear Data Link Specs " 

a Division of Operating Reactors 80/02/21. 20pp 


B004030293 Responds to NRC 000214 Itri re request for list of refs for 
five SEP topics Forwards topics by number.title & listing of 
rtfs for ECC8 actuation sys. automatic ECG6 realignment in 
testing of reactor trip sys 

C0UN6JL. W 0 r FEEiW F Northeast UtlUtlei 60/03/21 3pp 


0004240497 Forwards NRC 000120 6 0211 Itrs to OE re proposed control 
rod drive sys mods it optimizing pump flow to reactor vessel 
Mods should not be performed until complete guidance is 
issued in NUREG-0619 or w/o NRC approval 

ZIEMANN. D L Operating Raactors Branch 2 00/03/24 2pp 


8004020331 Forwaids aperture cards for drawings requested in NRC 791126 
Itr requesting Info fur review of SEP Topic Vl-7 C 1 AC 
power for control valves is depicted in previously submitted 
Drawings 25202-30000 it 25202-30003 W/o end 

COUN6IL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 60/03/26 2pp 


6004030215 Advises that OE Rept NEDO-24503, Revl s i on 1. "Plant Unique 
Analysis Application Guide." was transmitted to NRC via 
LJ Soban 791227 Itr to DG Eisenhut Rept provides Info re 
structural evaluation of Mark I containment program 
C0UN6IL. W 0 Northeast Utilities 00/03/26 Ip 


8004100171 Notification of 000328 meeting w/util In Bethesda.HD re 
potential cracks in turbine rotors 

CARUEOi R Operating Reactors Branch 2 80/03/26 2pp 


600404030& Submits info re control rod* falling to fully Insert after 
scram summary of other control rod drive malfunctions for 
1970-1979, per NRC 000111 request 

COUNSIL. W 0 Northeast Utilities 00/03/26 2pp 


B00407026S Submits info re direct indication of P0R9 I. safety valve 
positions Recent discussions w/vondor revealed difficulty 
w/600401 completion date Revised date of completion is 
610401 

COUNSIL, WG Northeast Utilities 60/03/26 2pp 


8004170303 Forwards request for addl info re environ qualification of 
olectrical equipment 

ZIEMANN. D L Operating Raactors Branch 2 00/03/26 14pp 


0004070274 Discusses current intentions to submit design for providing 
sampling capacity for primary coolant h containment air by 
000429 Utils are currently engaged in finalizing design 
details Slight delay is required to optimize design 
COUNSIL. W 0 Connecticut Yankee Atomic Power Co 00/04/01 2pp 


6004110457 Application to amend OL by incorporating end proposed Tech 
Spec change Change would add three new curves extending 
max average planer linear heat generation rate limits & 
would delete curve for "MS" type fuel Fee encl 
COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utllltios) 00/04/02 3pp 


— 8004110463 Proposed Tech Spec change adding three new curves which 
extend max average planar linear heat generation rate limits 
& deleting max average planar linear heat generation rate 
vs planar average exposure curve for "MS" type fuel 
s Northeast Nuclear Energy Co (subs of Northeast Utilities) 
00/04/30 5pp, 


8004240373 Submits addl info requested for NRC review of proposed Tech 
Spec change Existing Tech Spec for continuous leak rate 
monitoring via nitrogen make-up cannot be performed 
w/existlng equipment or other instrumentation 
COUN6IL. M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 60/04/16 4pp 


6004250362 Forwards addl info to support upgrading of isolation 
condenser 

COUNSIL. tf 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/04/16 22pp 


8004290691 Forwards drawings & Info requested by NRC 600311 itr re 
GEP. Topic 111-6 concerning seismic re’^avaluation Drawing* it 
info available in Central Files only Info requested bg NRC 
800331 C< 0416 Itrs will be provided later 

COUNSIL. ly G Northeast Nuclear Energy Co (subs of Northeast 
Utllltie*) 00/04/21 400pp 


6 Inspectlpn reports. IE Bulletins & correspondence 


6004090131 Forwards IE losp Repts 50-213/79-20.30-245/79-26 it 
50“336/79'-28 on 791127-30 it 1203-07 No noncompliance noted 
BRUNNER. E J Region 1. Philadelphia, Reactor Dparatloni Nuclear 
Eupport Branch 60/02/08 2pp 


—8004090138 IE Insp Repts 30-2l3/79“20r S0-24S/79-26 t 90-336/79-20 on 
791127-30 ti 1203-07, No noncompliance noted Major areas 
inspected QA program implementation re QA/OC administration, 
design changes it mods U document control program 
BAUNACK. N H Region i. Ph i lade Iph la. Reactor Operations Nuclear 
Support Branch NAPUDA.G Region 1. Philadelphia! Office of the 
Director 00/02/07 iSpp 
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8004070213 Ac k receipt of 00020^ I tr informing NSC of steps taken to 
correct violations noted in IE Insp Ropts 50-24 5/79~2» i< 
50 - 33 ^/ 79-27 

CARLSOMp F? T Region Ip Ph i lod elph iai Reactor Construction 
Engineering Support Branch B0/02/2B Ip 


— G00407021B Responds to KRC BOOlil I tr re violations noted iti IE Inep 
Repts 30-243/79-25 «« 30-33A/79-27 Corrective actions open 
trash can replaced uj/covered trash can i< no smoking signs 
posted at antrgtirags bo- main control boards 

CQUMSIL.tJ 0 p FEE, Ini F Northeast Utilities BO/02/06 2pp 


—0004070223 Forwards IE Insp Repts 30-245/79-25 h 50-33&/77-27 on 
791105-09 {« notice of violation 

CARLSON. R T Region 1. Philadelphia. Reactor Construction & 
Engineering Support Branch 60/01/11 2pp 


—000407022^ Notice of violation from tnsp on 791103-09 

» Region l» Philadelphia, Office of the Director BO/Ol/OD ip 


—8004070231 IE Insp Repts 50-245/79-25 t 30-336/79-27 on 791105-09 
Noncomp 1 lance noted failure to follow housekeeping 
procedure 

KOLTAYi P 3 Region 1, Ph 1 J ad e 1 p h lai Office of the Director 
EflNETERrS D Region I, Ph i lade 1 ph la. Reactor Construction U 
Engineering Support Hranch 60/D1/0B 0pp 


0004140129 Submits response to IE OulletiTi 79-27 ro lots of Instiument 
control pouter S, effect on ability; to achieve cold shutdoujn 
Sufficient alternate indications & controls plus manual 
operation ars available w/o nods 

CDlPNSILrU 0 Northeast Utilities 80/02/29 4pp 


0004180138 Forwards IE Imp Repts SO-245/77-29 h 50-336/79-30 on 
791201-31 No noncomp 1 i ance noted 

BRUNNERfE J Region 1, Ph i ladelph i a. Reactor Operations Nuclear 
Support Branch 80/03/03 2pp 


—8004180147 IE Insp Repts 50-245/79-29 & 50-336/79-30 on 791201-31 No 
noncompliance noted Major areas inspected control rooms ^ 
accessible portions of Unit 1 c ontainmsnt, r«ac tor. turbine, 
radwaste. gas turbine generator intake bldgs 

KEIMIC,R R Region 1, Ph i lade 1 ph ia« Reactor Operations Nuclear 
Support Branch ZIHMERHAN. R P , SNEDLOSKY, U T Region 1, 
Philadelphia. Office of the Director 80/02/29 lOpp 


Q0D421O343 Forwards Naste Packaging Insp Rept 79-07A on 791212-13 No 
noncomp 1 i ance noted 

SI4ITH. 0 H Region 1. Philadelphia. Fuel Facllitv & Haterials Safety 
Branch 80/03/03 2PP 


— B004210345 Neste Packaging Insp Rept 79-07A on 791212-13 No 
noncomp I lane e noted Major areas inspected shipping paper 
rsqulrements, DOT p lacarding , rad latl on 1 evels. removab 1 e 
contaml nation. DOT marking & labeling & asternal features 
POTTER, J P . PEERY.W W . WOODRUFF, R L Region 2, Atlanta, Fuel 
Facility & Haterials Safety Branch 60/01/18 7pp 


8004070404 Advises that IE Oulletln 60-05. ''Vacuum. Condition Resulting 
in Damage to Chemical Vol Control Sys <CVCS> Holdup Tanks,” 
was incorrectly sent for action No response required 
ORlERfD H Region i* Phi lad e 1 phia, Office of the Director 
80/03/17 Ip 


G0042900S7 Responds to I£ Bulletin 60-03. "Loss of Charcoal from Qtd 
Type 11 , Twa-Inch, Tray Adsorber Cells " Visual insp showed 
that screen on Type 11 colls was tightly afflaod it no 
evidence of deformation or charcoal loss was observed 
COUNSIL, N G Northeast Nuclear Energy Co fiubi of Northeast 
Utillties> eO/03/24 2pp 


8004150279 Forwards IE Info Notice 80-12, "Instrument Failure Causes 
Opening of PORV L Block Valve ** No specific action or 
response necessary 

ORlERtB H Region 1, Phi lad e 1 p hiaj Office of the Director 
80/03/31 Ip 


8004090074 Forwards IE Circular 0O-OS. "Emergency Diesel Oenerator 
Lubricating Oil Addition It Dnsite Supply ” No written 
response required 

GRIER, B H Region li Ph ilade Iphia. Office of the Director 
80/04/0L Ip. 


0004110156 Forwards IE Info Notice aO-13. "GE Type SQM Control Switches 
Defective CAM Followers '*■ No written response required. 

GRIER, B H Region 1, Ph i lade 1 phie. Office of the Director 
B0/D4/O2 ip 


8004240319 Foruards IE Info Notice 00-14, "Safety Suggestions From 
Employees '' No action required 

ORIER.S H Region 1. Philadelphia. Office of the Director 
QO/04/02 Ip 


Q0041B0231 Forwards IE Circular 00-07, "Problems N/NPCI Turbine Oil 
Sys " No written response required 

ORIER.D H Region 1, Ph i Ude Iphia. Office of the Director 
00/04/03 ip 


8004110054 Forwards IE Bulletin 00-07, "DWR Vet Pump Assembly Failure " 
Urltten response required 

GRIER, 6 H Region I, Philadelphia, Office of the Dlrsctor 
00/04/04 Ip 


9004230433 Forwards IE Bulletin 79-03A, "Longitudinal Wald Defects in 
ASHE BA-ai2, Type 304 Btainlais Stael Pipe " Action required 
GRIER. D H Region 1, Ph i ladelphia. Office of the Director 
aO/04/04 Ip 


8004180801 Forwards IE Bulletin 00-08, "Exam of Containment Liner 
Penetration Welds " Written response required 
CRIER. B tH Region 1, Ph i ladelphia. Office of the Director 
BO/04/07 Ip 


8004140375 Requests relief from requirements of ASKE Code Section XI, 
requiring examination of Category 0-L-2 reactor 
recirculation pump casings during each insp Interval Relief 
would postpone examination until major maint on pump 
COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/04/09 2pp 


R Periodic operating reports 4< related correspondence 


6004040200 Forwards annual environ operating rept, "Monitoring Marine 
Environ of Long Island Sound " Requests rept bo 
incorporated into proceedings for Unit 3 
COUNBIL.W 0 Northeast Utilities 00/03/30 Ip 


— 6004040206 "Monitoring Marine Environ of Long Island Bound," annual 
rept. 1979 

■* Northeast Utilities BO/03/31 400pp 


60041S0327 "Annual Environ Operating Rept, 1979 " 

« Northeast Utilities Service Co 80/03/31 lOOpp 


0004180363 Forwards monthly operating rept for Mar 1980 

OPEKA, J F Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/04/14 Ip 


— 8004100386 Monthly operating rapt for Mar 1960 

HARRANtG Northeast Nuclear Energy Co (subs of Northeast 
Utilities) BO/04/03 7pp 


8004210246 Forwards monthly operating rept for Mar 1980 
OPEKA, V F Northeast Utilities 80/04/14 Ip 


— 8004210249 Month ly operating rept for Mar 1980 
HARRAN. 0 Northeast Utilities 80/04/03 7pp 


3 Reportfiblo occurrences, LERs $4 related correspondence 


0004090118 PNO- 1 -80-043 on 80D318, one truck full of chlorine rail tank 
car derailed at broken switch on licensee property. Car 
presently located outside protected area, but is upright, 
intact, stable Formulating plans to replace car on rail 
KEIMIO. R R , BRUNNER# E J Region 1# Ph iladelph la, Office of the 
Director 80/03/18 2pp 


8004100437 Forwards updated LER ao-005/03X-l 

OPEKA, JF Northeast Utilities 80/04/10 3pp 


— 8004100440 Updated LER 0O-OO8/O3X-1 on 800220, core spray subsyt 
declared inoperable Caused by water hammer due to seat 
leakage of core spray Injection It check valves Pipe supports 
repaired it keep-fill sys modi fled. Valves to be reworked 
BIOtARELLI#a J Northeast Utilities 80/04/10 Ip, 


8004290299 Forwards LER 60-006/03L-0 

QPEKA, J. F Nurthsast Utilities 80/04/21. Ip 


— 8004290303 LER 0O-OO6/O3L-O on 000407, during normal operation# pressure 
indicating switch that senses drywell pressure for automatic 
pressure relief sys logic initiation# found Isolated Caused 
by personnel error Switch returned to sv« 

BI01ARELLI,H J Northeast Utilities 80/04/21 2pp 



DOCKETED ITEMS 


37 


DOCKET S0''247 INDIAN POINT STATION, UNIT 2 


D NRC Draft/Final Envir onmontai Statements, suppls & correspondence 


6004020110 Advises of FES issuance ra selection of preferred 
alternative ciosed-cgcle cooling ogsi NUP£0”-0574, Dec 1979 
Future discussions re s imp 1 if i cation of proceeding, 
appropriate 

LEWIS, S H Wearing Branch 2 80/03/19 Ip 


-*■8004020126 Summary of meeting to/PASNV re UE&, sel ec ti on of preferred 
closed cycle cooling sys related issues NRC u(ll draft 
stipulation foi (larties' comments 

GECKLERiR P Environmental Projects Branch I 79/09/14 3pp 


E NRC Safety Evaluation Report (SER), suppls S( correspondence 


0004180281 Addresses questions in 800214 memo on R Pollard allegations 
re facility SER Issue of containment isolation valves uas 
previously addressed R Pollard input & Final SER are 
substantially same SER excerpt end 

DENTON, H R Office of Nuclear Reactor Regulation 80/04/03 9pp 


— 8004180286 Responds to 770110 1 tr re possibility of tornado damage t* 
re-eval uation of containment isolation features of auxiliary 
steam linos Auxiliary steam supply t, condensate return lines 
satisfy Criterion 57 of general design criteria 
SCHWENCER, A Operating Reactors Branch 1 70/09/27 7pp 


— 0004180294 Submits questions about R Pollard allegation at 000205 
commission meeting re SER inaccuracies plants not meeting 
current regulations on containment isolation & environ 
qual if i cation Transcript excerpt end 
BRADFORD, P A Commission 80/02/14 9pp 


8004220462 Discusses 800326 Ur re request to have UCO identify 
inaccuracies In plant SER in support of NRC review Requests 
info re purpose of request findings of review Suggests 
procedure to identify SER discrepanc 1 es for Units 162 
WEISS, E R Sheldon^ Harmon tt Weiss 80/04/17 2pp 


F Security^ medical, emergency 6 fire protection plans 


8004100100 Comments on proposed rule lOCrRDO lO-mlle emergency planning 
xone for plume exposure lacks technical justi f ication NRC 
adapted position ui/o studying validity of underlying bases 
WEISS, E R Sheldon, Harmon t Weiss 00/02/19 5pp 


-*-0004100127 Statement before NV City council, "Impact on NY City of 
Reactor Accidents at Indian Point," (corrected 790620) 

DEYEA.J Princeton Unlv ;9/06/20 49pp 


0004080695 FOIA request, on behalf of UC8, f or time analysis required to 
evacuate public from 10-miU area surrounding facilities 
WElSBj E R Sheldon, Harmon t, Weiss 00/03/20 Ip 


B004080690 Responds to FOIA request for time analysis required to 
evacuate public from iO-mile area surrounding facilities 
Forwards rept, "Evacuation Times Estimates for Areas Near 
aite " W/o end 

FELTON, U N. Division of Rules and Records 80/03/31, Ip 


8004220589 Forwards design details on control S, turbine bldg fire walls 
<< fires detectors for reactor coolant pumps Design details 
for reactor coolant pump oil collection sys will be provided 
by 000307 

CAHILL, W J Consolidated Edison Co of N«w York 80/04/14 2pp 


0 Adjudicatory correspondence 


0004020091 Forwards UC9 800310 comments on director's decision under 
tOCFR2. 206 Decision & confirmatory order do not resolve 
critical issues Objects to exclusion of petitioner from 
meetings s, correspondence solving issues 
WEISS, E R Sheldon, Harmon 8< Weiss 80/03/10 Spp 


-**0004020099 Comments on director's decision under 10CFR2 206 Decision ^ 
confirmatory order do not resolve crucial issues re site 
suitability tc do not establish necessity schedule or stds of 
mods Urges disqualification of JM Handrie W/documentation 
WE188, E R Union Pf Concerned Scientists WEIS3,eR Sheldon, 
Harmon U Weiss 80/03/10 43pp 


— 8OO402OIOS Memorandum to counsel for parties disclosing previous 
involvement w/facillty as member of ACRB & as Deputy 
Director for Technical Review Will consider objections to 
partic Ipation if received prior to 771104 W/documentat i on 
HENDRIE, J M Commission 77/10/20 Itpp 


— 8004020109 Responds to 730717 Itr re siting criteria Facility site does 
not meet NRC regulations 6 criteria 
HENDRIE, JM Commission 73/09/10 3pp 


8004070047 Order grfsnting extension until B00414 for Commission to 
review director's G00211 decision 

HOVLE, J C Office of the Secretary of the Commission 80/03/31 
Ip 


8004030026 Memorandum of understanding between NRC & FGMA re prompt 
improvement in radiological emergency planning tc 
preparedness, distr ibuted as Board notification 
0DS5ICK,L V Office of the Executive Director for Operations 
00/04/02 34pp 


0004150073 Ordor granting extension until B0042S for Commission to 
elect whether to review ALAIJ-436 6 ALAD-561 

CHILK, 5 J Office of the Secretary of the Commission 80/04/04 
ip 


0004240510 Forwards NRC confirmatory order 

BTELLD, V Office of Inspection U Enforcement, Office of the 
Director 80/04/04 Ip 


—0004240517 Order confirming util commitment to perform review 
requested by IE Bulletin 79-27 by 800407 Required info 
specified in Attachment A 

8TELLO, V Office of Inspection Enforcement, Office of the 
Director 80/04/04 6pp 


0004220754 Forwards petition supporting UCS petition requesting 
decommissioning of Unit 1 6 suspension of operation at Units 
2 6 3 

GRAVES, R 8 Hoosatonic Safe Energy Alliance 00/04/13 ip 


— 6004220762 Supports UCS petition requesting decommissioning of Unit 1 6 
suspension of operation at Units 263 

GRAVES, R S Housatonlc Safe Energy Allianco 80/02/15 Ip 


0004220030 Order granting extension, unti 1 800430, for Commission to 
review Director's 800211 decision 

HOYLE, J C Office of the Secretary of the Commission 00/04/14 

Ip 


H General correspondence 


0004070200 FOIA request for info re facilities 6 damage due to 
oarthqualtee at Indian Point 

DEDA8, P 0 Affiliation Unknown 00/02/10 Ip 


8004030016 Advises that Commission should evaluate need for power 
generated by facility 6 take close look at safety achieved 
for public protection 

OILINSKY, V Commission 80/03/ 1 1 Ip 


— 6004030018 Responds to 800225 Ur Forwards NY Times article re lack of 
need for electricity produced at facility Cites util trade 
association statement that reserve margin of Z’A would exist 
if all plants in sve grid were shut down 
LEVINBON. J 0 Affiliation Unknown 80/03/02 2pp 


— 8004030024 Responds to 000208 Itr supporting petition by UCS requesting 
decommissioning of Unit 1 6 suspending operations of Units 
263 Advises that Commission is reviewing comments on 
matter 

0ILIN8KV, V Commission 80/02/25 3pp 


— 0004030025 Supports UCS 790917 petition requesting decommissioning of 
Unit 1 6 suspension of operations at Units 263 Cite# 
saf oty-related reasons for prompt action Certificate Of Sve 
enc 1 

LEVINSON, JO Affiliation Unknown 80/02/08 3pp 


8004070194 Responds to FOIA request for info re facilities 6 damage due 
tc earthquakes at Indian Point Forwards Documents 1-4 listed 
in App A Documents 566 may be purchased by sending chect 
in amount of *7 50 to NRC in Washington, D C, 

FELTON, J M Division of Rules and Records 00/03/19 2pp 


— 0004070205 "Semiannual Operating Rept," Jul-Dec 1973 

* Consolidated Edison Co of New York 73/12/31 20pp 


— 0004070200 "Semiannual Operating Rept, " Jan-June 1974 

» Consolidated Edison Co of New York 74/06/30 21pp 


— 8004070214 "Semiannual Operating Rept," Jul-Dec 1974 

# Consolidated Edison Co of New York 74/12/31 21pp 
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— 8004070224 ’‘Annual Operating 
#■ Consolidated Edison Co 

R«p t. “ 
of New 

1973 

York 

75/12/31 

22pp 

— B004070229 "Annual Operating 
» Ccnsolidated Edison Co 

R«pt. “ 
of Neu 

1976 

York 

76/12/31 

27pp 


— 800^070233 *'Annu^l Operatiny R«pt»“ 1977 TMl temi-annual antiu^al 
operating rept excerpt-s end 

» Consolidated Edison Co o# Netj York 77/12/31 45pp 


8004270054 Forwards Info requested in 80O21G Itr re licensing actions 
Matl could not be forwarded by 800225 as Ur did not arrive 
at NRC until 800226 U/a ends 

DENTON I H R Office olF Nuclear Reactor Regulation 80/03/25 3pp 


--00042901058 Requests info re changes affecting eitansioo of DLs to 
QiDlOL 

FLEIBHER. Z S Affiliation Unknown 80/02/18 Ip 


8004180234 Forwards NRC 800325 response to end 800218 1 tr from 
ZE Fleisher of West Branch Conservation Assoc lat i ondn 
response to 800226 request W/o end 

DiRCKSj W J Office of the Eitocutive Director for Operations 
00/03/28 Ip 


--8004180237 Requests info re now safety rogulations 

FLEIBHERi I S West Drench Conservation Association B0/02/1B 
If 


8004210336 Advises that 791106 Itr to President Carter re emergencg 
plans has been referred to NRC Since Summer 1979. NRC has 
been actively pursuing program to upgrade tdiergency 
preparedness Forwards NRC/FEMA documentation W/o end 
DENTON. H R Office of Nuclear Reactor Regulation 00/03/31 3pp 


G00415008S Responds to 90022B itr re oparatlon of nuclear power plants 
in high density areas NRC Is investigating special measures 
to be taken in heavily populated areas Interim measures have 
already been ordered at sites 

DENTON. H R Office of Nuclear Reactor Regulation. 80/04/01 2pp 


—0004150094 Advises that facilities should be shut down due to proximity 
to highly populated areas b likelihood of serious accident 
STERNER. J W Affiliation Unknown 80/02/28 Ip 


0004210200 Responds to 800204 Itr ra continued operation of facility 
Plants revieued to determine what addl measures or design 
changes can h should be implemented to further reduce 
probability of reactor accident or consequences 

DENTON. H R Office of Nuclear Reactor Regulation 80/04/01 2pp 


— 8004210223 Urges NRC to decide in favor of continued operation of 
facility Reactors have long history of safe. clean & economic 
operation Concornod that fuel adjustment charges will 
increase If plants are shut down 
OAV R R Affiliation Unknown BO/02/04 Ip 


9004250013 Responds to 800212 postcard re operation of facility NRC 
considering what special moasoras should be taken to reduce 
probability of severe reactor accident Confirmatory orders 
issued as interim measure 

DENTON.H R Office of Nuclear Reactor Regulation 80/04/01 2pp 


— 8004250030 Urges that NRC consider UCB petition n closing of facility 
Possibility of earthquake exists w/plant built near fault 
Only 20>! of area energy generated by nuclear power 
Alternatives should be considered 
OOLDMQR.F Affiliation Unknown 80/02/12 Ip 


8004250018 Responds to 000215 Itr re operation of facility NRC 
considering special measures to reduce probability of severe 
reactor accident or to lessen consequences Confirmatory 
orders Issued as interim measure 

DENTON.H R Office of Nuclear Reactor Regulation, 80/04/01 2pp, 


— 8004250033 Urges NRC to approve UC8 petition re shutdown of facility 
because of proximity to Necii York City & impossibility of 
evacuation of so many people 

HOS. L U . ms. II Affiliation Unknown 80/02/ IS Ip 


8004230185 Advises that NRC held two meetings in NY re continuing 
operation at facility Commission presently considering form 
of review Public comments invited Request for mother 
hearing in vicinity of plant will be considered 

DENTONrH R Office of Nuclear Reactor Regulation 80/04/03 Ip 


— 6004230190 Requests that NRC hold another public hearing re continuing 
operation of facility to offer public chanc* to question 
plant operators & govt agencies Public should be properly 
notified through local news media 
CONNOR I R J New York. State of 00/01/08 2pp, 


8004160173 Responds to 80Q212 Itr re continued operation of nuclear 
power plant Addl measures should be Implemented that will 
further reduce probability of severe reactor accidents 
Licensee has been In snuiduwn pending completion of actions 
DENTON.H R Office of Nuclear Reactor Regulation 00/04/01 2pp 


— 0004160176 Requests that NRC not phase out facility or convert to non- 
nuclear generators Nuclear power is source for power iti US 
No nuke political arguments have no basis in reality 
LAVE R TV. E APflliatlon Unknown 80/02/12 2pp 


8004170342 Responds to 000206 mailgram requesting shutdown of facility 
Special measures aro being considered for plants located in 
high density areas Interim measures have been ordered at 
f aci 1 ity. conf i rming commitment to public health & safety 
DENTONj H R Office of Nuclear Reactor Regulation 80/04/01, 2pp 


8004810088 Responds to 800125 request re public hearing 8« determination 
on UC8 petition NRC considering what special measures should 
be taken to reduce probability of severe reactor accident or 
lessen consequences 

DENTON.H R Office of Nuclear Reactor Regulation 00/04/01 2pp 


-■"0004210093 Requests scheduling of public hearing S< determination 
□ f t^CS petition re operation of facility prior to 
reactivation Concerned far health S< safety of community 
SCiANDRA. J Ntw York .NY, 80/01/23 Ip 


8004210193 Responds to 800207 Itr re continued operations at facility 
NRC is investigating special measures to bs taken in high 
density population areas surrounding nuclear p-ouer plants 
Interim measures have already bean ordered at sites 
DENTONrH H Office of Nuclear Reactor Regulation 60/04/01 2pp 


8004210201 Supports continued operation of facility Reactors supply 
20X of generating capacity for New York City b Westctiister 
County Utils can shut off oil plant, lowering rates 4. 
dependency on foreign oil. 

IfLfi J Affiliation Unknown 80/02/07, Ip 


6004280140 Responds to 000117 Itr to DOE re 800117 incident at 
facilities Plant did not trip during minor earthquake 
tremor Epicenter of tremor was located epprox seven miles 
from situ Tremor was significantly below design capability 
CI6ENHUT. DO Division of Operating Reactors 80/04/00 ip. 


P Operating license stage documents St correspondence 


8004070094 Forwards agenda U proposed rule for NRC eponsored 800115 
meeting in New York. NY re proposed rule on emergency 
response 

RYAN. R 0 Office of Btete Progremt 79/12/31 i2pp, 


—8004070098 Requests opportunity to testify at NRC 000115 meeting in New 
York. NY re emergency response plans in fifty-mile tone 
around plant NY City Council has been holding hearings on 
resolution to phase out plant 
FRIEDLANDER.M New York. NY 79/12/21 Ip. 


8004100389 Forwards modified near-site study in response to NRC 791209 
reqgeet for 60-day crash effort 

PEOPLES. D L, Commonwealth Edison Co DAVia. J. F Power Authority of 
the State of New York CAHILL.tl, J Consolidated Edison Go of New 
York 00/02/25 Ip 


—0004180399 “Near-Site Study *• Viewgraphs end. 

e Commonwealth Edii-an Go # Consolidated Edison Co of New York 
e Power Authority of the State of New York. 90/02/25 95pp 


8004020257 Foruardi status rapt on Implementation of Leesons Learned 
Task Force short-term requirements Basis for judging 
acceptability of Implementation of each Item Is requirement 
of NUREO-0578 l< HR Denton 791030 Itr to operating plants 
TELFORD, J T Division of aafeguarrfs 00/02/29 5pp 


0004030102 Forwards “Nuclear Data Link Specsi study of digital 
communlcatlan i(|s to transmit info from plants to Bethesda 
Operations Ctr 

EI8ENHUT. DO Olvlfion of Operating Reactors. 00/03/12 Spp 


—8004030118 “Nuclear Data Link Specs ’■ 

e Division of Operating Reactors 80/02/21 20pp 
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B004i402Sl Sumfliary of 800231 meeting kj/representati ves of all 
SEP plantsi utils & Franklin Research Ctr re accelerated 
program for evaluating qualification of safety-related 
electrical equipment 

WILSON^R Plant Systems Qranch 80/03/14 3pp 


8004110045 FOIA request) on behalf of UCS> for Bandia Lobs study re 
liquid effluent pathuay at facility 
UEiBBiE n Sheldon, Harmon S( Ueiss 80/03/10 Ip 


8004150433 Foruiords summai y of actions taken to comply <j/NRC 800311 
confirmatoiy order Detailed confirmatory documentation 
available at plant for rcvieie 

O'TOOLE, J D Consolidated Edison Co of Neui York 80/04/11 Bpp 


8004330637 Fortuaids response to WRC B00305 request fur addl info re 
auxiliary feeduater sys reliability improvements 

CAHILL) W J Consolidated Edison Co of New York BO/04/14 7pp 


8004340163 Foruards addl info c lar if icat ion ve guide for evaluating 
environ qualification of Class IE electrical equipment in 
operating reactors tk for identification of appropriate 
safety equipment of SEP reactors 

GCHUENCERi A Operating Reactors Branch 1 80/03/30 iSpp 


—8004240173 Forwards addl info t c lar i f ica ti on re guidelines for 
evaluating environ qua 1 i f icat 1 on of Class IE electrical 
equipment in operating reactors U for Identification of 
appropriate safety equipment of SEP reactors 
BCMkJENCERi A Operating Reactors Branch 1 80/03/20 iSpp 


0004080410 Forwards answers to generic questions re turbine disc 
integrity in operating Westinghouse nuclear low pressure 
turbinesi in response to NRC 000325 Itr 

CAHILL) J Consolidated Edison Co of Now York 00/03/28 lOpp 


600410016? Notification of 800403 meeting w/utll in Dethesda,ND re 
environ qualification of electrical equipment 
0L8HAN/ L N Operating Reactors Dranch 1 00/03/31 2pp 


0004240410 Act receipt of NRC 000107 Itr re diesel generator fuel oil 
OA requirements Advises that fuel oil for standby diesel 
generators included in OA program 

CAHILUiW J Consolidated Edison Co of New York 80/04/14 Ip 


60042801?? Responds to util 7?0720 proposed amend to Tech Specs re 
radiological effluent V environ monitoring sys Forwards 
comments ic marked-up copy of Unit 2 Tech Specs for 
incorporation into proposed dmend 

5CHWEKCER*A Operating Reactors Branch 1 80/04/14 7pp 


—0004200204 Marked-up version of util 790731 App A Tech Specs re 
radiological effluent environ monitoring sys 
* Office of Nuclear Reactor Regulation 80/04/14 125pp 


8004300307 Forwards drawings t) info re mods that provide addl assurance 
of safety S reliability of automatic transfer circuits if 
resolve concerns of UCS allegation Drawings available in 
Central Files only 

CAHILL. W J Consolidated Edison Co of New York 80/04/23 Bpp 


Q0040G0417 Forwards addl info re overpressure protection sys installed 
at facility) in response to NRC 800227 Hr 

CAHILL) W J Consolidated Edison Co of New York 80/04/02 4pp 


800430042? Advises that all necessary procedural revisions U nperater 
retraining re replacement of certain Foxboro 600 
transmitters will be completed on or before 800701 
CAHILL. U J Commonwealth Edison Co 00/04/23 2pp 


800411003G Responds to F8IA request for Sandia Labs study re liquid 
effluent pathway at facility Rapt is undergoing NRC 
technical review prior to publication Draft end 
FELTON. J M Division of Rules and Records 80/04/02 Ip 


— 0OO411OOS1 Draft study of facility liquid effluent pathway 
a Sandia Laboratories 80/04/03 BOOpp 


8004330117 Forwards request for Info needed to continue NRC review of 
util 300311 Hr re control room habitability 
SCHWENCER. A Operating Reactors Dranch i 80/04/04 4pp 


6004290150 Forwards initial request for addl info re upgraded program it 
procedural QA controls resulting from analysis of TMI-2 
accident Response requested within 45 days after receipt of 
1 tr 

8CHUENCER.A Operating Reactors Dranch i 80/04/08 7pp 


6004240480 Forwards addl info re review of unresolved safety Issues, 
trip rept of Lessons Learned implementation team, a. task 
action plan in view of high population density surrounding 
plants 

DENTON) H R Office of Nuclear Reactor Regulation 80/04/0? 33pp 


8004300416 Forwards application foi amend to License DPR-26. modify ing 
Tech Specs to reduce min required RC8 flow )Si revising limit 
for total nuclear peaking factor Certificate of Sve end 
CAHILL. M J Commonwealth Edison Co 60/04/25 3pp 


—800430041? Application for amend of License DPR-26, modi fy ing Tech Specs 
3 1.3 to (( 3 3 to change min required RCB flow (< to revise 
limit for total nuclear peaking factor 
CAHILL, U J Commonwealth Edison Co 80/04/25 2pp 


—8004300423 Tech Specs 2 1.3 10 i 3 3 for safety limits & limiting 
safety sys settings ti contra! rod S< power distribution 
limits Safety evaluation end 
-s Commonwealth Edison Co B0/04/2S 66pp 


8004300411 Forwards update tg util 791016 Itr re degraded grid voltage 
Zt adequacy of station electric distribution sys voltages 
Computer studies. as modified by 800228 discussions u/NRC. 
enc 1 

CAHILL.H J Consolidated Edison Co of New York 80/04/28 19pp 


— 8004240486 Summary of Westlnghouse Lesson* Learned team 000124-25 site 
visit re status of Category A imp iementatton, Attendance (< 
status list* end 

TELFORD. J T Safeguards Standards Dranch 00/02/20 5pp 


--B004240507 Forwards action plan developed in recognition of high 
population densities surrounding sites 

DENTON. H R, Office of Nuclear Reactor Regulation 80/02/31 
BOpp 


— 8004240516 Discusses Event 5 probabilities Guggests continuous 
monitoring ^ readout capability of check valve position 
periodic tests of leak rate measurements 

TAYLDR.M A Division of Reactor Safety Research 80/01/15 17pp 


6004250232 Forwards status of unresolved safety Issues at Indian Fplnt 
1 2i trip repti from Indian Point it Zion site visit*, 
safety evaluation for Lessons Learned requirement* at 
f aci 1 Itles, tas k action plan St facility societal risk info 
DENTON. H R Office of Nuclear Reactor Regulation 00/04/09 34pp 


8004240458 Formaliiei plans re series of technology exchange meetings 
re facilities'' accident mltlgatlDn feature* activity Five 
meetings suggested, Recommended meeting schedule & agenda 
Items end 

SGHNENCER.A Operating Reactors Branch 1 80/04/10 15pp 
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6004090049 Foruards IE Circular 30-05, "Emergency Diesel Generator 
Lubricating Oil Addition Kt Onsite Supply “ Mo urltten 
raapo-nse required 

ORIERrD H Region t, Philadelphia. Office of the Director 
00/04/01 ip 


G004110126 Foruards IE Info Notice 00-13. “GE Type SDM Control gwitchea 
Defective CAM Followers " No written response required 
DRIER. B H Region I,- Philadelphia. Office of the Director 
aO/D4/OS tp 


0004240297 Foriuarda IE Info Notice 80-14. "Bafety Suggestions From 
Employees " No action required 

QRIER. D H Region t. Philadelphia. Office of the Director 
80/04/02 Ip 


8004180210 Foruards IE Circular B0-D7, "Problems W/HPCl Turbine Oil 
Sgs ” No birittan response required 

GRIER, □ M Region Phiiad elph ia. Office of the Director 
BO/04/03 Ip 


0004230403 Forwards IE Bulletin 79-03A. "Long itud inal Uald Defects in 
ASHE 5A-312, Type 304 Stainless Steel Pipe " Action required 
GRIER, □ H Region 1. Philadelphia, Office of the Director 
80/04/04 Ip 


0004180125 Forwards IE Duiletln 00-00, "Eiam of Containment Liner 
Penetration Uelds " Uritten response required 
GRIER. □ H Region i* Phiiad elph ia, Office of the Director 
80/04/07 Ip 


R Periodic operating reports L related correspondence 


0004190599 Forwards "Environ Discharge Mpnltoring Rept for Mar 1900 " 
MONTI, N A Consolidated Edison Co of New York 80/04/10 Ip 


—8004150607 "Environ Discharge Monitoring Rept for Mar 1900 " 
a Consolidated Edison Co of New York 00/04/10 19pp 


0004210255 Forwards monthlv operating rept for Mar 1960 

CAHILL. U J Consolidated Edison Co of New York 00/04/14 Ip 


— 0004210250 Monthly operating rept for Mar 1900 

ElCH. E Consolidated Edison Co of New York 00/04/04 7pp 


0004210269 Forwards *^Dailij Gounta from Intake Screens, Mar 1900." re 
fish collections Circulators were shut down for month at 
Unit 1 

CAHILL. U J Consolidated Edison Co of New York 60/04/19 Ip 


— 8004210276 "Daily Counts from Intake Screen*. Mar 1960." re fUh 
col lect 1 onit 

a Consolidated Edison Co of New York 00/04/19 4pp 


9 Repdrtable occurrences. LERe St related correspondence 


0004210440 PN0-77-I72 on 7709P6 Units 2 «< 3 tripped from 100 & 91*/ 
power. respectively Caused by spurious slgnali In reactor 
protection sys resulting from electrical disturbance* in 
Buchanan substation State of NY informed 

KLINGER. O . MOLANiF t 3NIEZEK.J Region i. Ph 1 1 ade Iph ia. Office of 
the Director 77/09/27 Ip 


U, Congress i onal/Executive Correspondence 


8004000193 Responds to 791212 Itr re Rockland Mobiiliation for 
Survival Itr concerning Dec 1979 public meeting on emergency 
preparedness Period of public comment lasted until NRC 
participants had Hstentd to all speakers 

DlRCKSi W J Office a# the Executive Director fo-r Operations, 
00/03/05. 2pp 


0004060206 Discusses 791210 public meeting on emergency preperednass 
Plens should be arranged to allow ample time for public 
comment Viewpoints of cititens within facility vicinity 
appear to be unimportant to NRC 

BTERNfL D Rockland Mobil i latlon for Survival 79/12/05 Spp 


0004300292 Fo-rwards Congressmen Rosenthal BOOI14 Itr re concerns 
falling ulthtn FR 900222 notice requesting public views on 
proceeding issues 

DlRCKS. W,^J Office of the Executive Director for Operations 
eO/04/11 ip 


— 8004300299 Conveys concerns re safety & health risks posod by plants 
b lack of adequate evacuation plan Urges NRC to respond to 
UC6 petition 

ROSENTHAL, n B House of Rep . Foreign Affair* 00/01/14 ip 


DOCKET 30-249 DRESDEN NUCLEAR POWER STATION. UNIT 3 


F Security, medical, emerge-neg & fire protection plans 


G004240531 Forwards sys description 6 operating instructions for NRC 
health physics telephone network 8y* designed for use during 
nuclear incident or AO Network may also be used for dally 
administrative or facsimilie traffic 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 00/03/20 

2pp 


6004030172 Forwards Figure 2-t to correct omission made In 000311 Itr 
re evacuation time estimates for facility Figure S-l in 
Section 3 should be placed in Section 2 
PEOPLES. D L Commonwealth Edison Co 80/03/26 2pp 


6004220299 Informs that Unit 3 refueling outage began 6 uks early 
4 will end appros one month earlier than scheduled, due to 
failure in recirculation sys jet pump Completion of some 
fire protection mods will not be possible prior to startup 
PEOPLES, D L Commonwealth Edison Co 00/04/10 Ip 


6004230367 Foruards revised security plan Revisions withheld 
(ref 10CFR2 7901 

PEOPLES. D L Commonwealth Edison Co 00/04/21 IP 


0 Adjudicatory corresponidence 


6004030026 Memorandum of understanding between NRC & FEMA re prompt 
Improvement In radiological emergency planning 4 
preparedness, distributed as Board notification 
OOSSIGK.L V Office of the Executive Director for Operations 
80/04/02 34pp 


P Operating licensa stage documents U correspondence 


8004080296 Forwards corrected Pages 6Q L 93 for Licenses DPR-19 Amend 
44 4 DPR-2S Amend 39 S. corrected Pages 3 6/4 6-2 It 3 6/4 6-9 
for licenses DPR-29 Amend 53 4 DPR-30 Amend SO. in response 
to 791002 Itr 

IPPOLITO, T A Operating Reactor* Branch 3 00/02/20 2pp 


— B004080310 Corrected License Pages 00 it 93 for Amends 44 & 39 to 
Licenses DPR-19 it DPR-25, respectively 4 corrected License 
Pages 3 6/4 6-2 U 3 6/4 6-9 for Amends 33 it SO to License* 
DPR-29 6 DPn-30. respec tlvaly 

* Operating Reactors Branch 3 00/02/20 0pp 


0004030027 Submits info requested in 600201 Itr re seepage from plant 
cooling lake. No dike stability or integrity concerns havt 
been identified No effect on health U safety of public 
Increased surveillance will provide info to evaluate change 
PEOPLES. D L Commonwealth Edison Co 00/02/29 2pp 


0004070381 Discusses NRC 761123 request that all LHR licensees astesi 
higher fission gas release for fuel burnups above 20.000 
HN-day per metric ton Responses Indicate that no immediate 
licensing action Is required for operating reactors 
IPPOLITO, T A Operating Reactors Branch 3 00/03/10 3pp. 


0004030102 Foruards "Nuclear Data Link Specs." study of digital 
communication sys to transmit info from plants to Bathesda 
Qparatlons Ctr 

EI8ENKUT. DO Division of Operating Reactors 60/03/12. Spp. 


—8004030110 "Nuclear Data Link Specs " 

a Division of Operating Reactors, 80/02/21 28pp. 


0004100102 Requests controlled set of PhIDs for each plant Bubmlttal 
should bo forwarded to attention of Region 3 Incident 
rssponse clr within 20 dags 

KEPPLER. J 0 Region 3. Chicago. Office of the Director, 00/03/20 
k|i 


8004150316 Forwards revised pages constituting Revision 13 to CE-l-A. 
OA program Revision* reflect recant organization title 
Chang es 

MAUGHTON. UF Commonwealth Edison Co 00/04/02, tp. 


— 8004150320 Revised pages constituting Revision 13 to GA program, 
Revisions reflect recent orgenl tatlona I title change* 
a Commonwaalth Edison Co CE-l-A R13 00/04/04 7pp. 
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0004290104 Foruarrfs request far info r® turbifto disc cracking to be 
supplied on schedule that (uill allou revleu prior to startup 
from current refueling outage Assessment of potential for 
turbine missile damage should be provided 

IPPOUITO^T A Operating Reactors Branch 3 00/04/07 4pp 


0004300599 Notification of 000416 meeting w/util in Bethesda.MO to 
discuss jet pump beam cracking 

HANNON. J N Operating Reactors Branch 0 00/04/07 Ip 


0004140395 Advises that replacement of spring safety valves w/safoty 
relief valves will not he necessary due to reclassification 
of pressurization transient frequency & addl measures for 
prevention of premature valve actuation 
JANENCEKiR F Commonwealth Edison Co 80/04/00 2pp 


0004180217 Forwards addl info re failure of control rods to insert 
folly on scram in response to NRC 800110 U II Itrs Dresden 1 
experienced no control rocj failures in 1970-79 Failure at 
other facilities caused by leakage past worn piston seals 
JANECEK. R F Commonwealth Edison Co 80/04/14 lOpp 


8004180372 Forwards responses to questions raised in NRC 800407 Itr 
Respqnses include justification for startup S' operation 
u/ultratonic indications of water cutting in turbine disk 
Evaluating app 1 i cab i 1 1 ty of any turbine missile analyses 
PEOPLES* D L Commonwealth Edison Co 00/04/15 9pp 


8004250427 Forwards response to NURCO-0578 & "Design Criteria & 
Conceptual Design Description for Technical Support Ctrs for 
Facilities" for review Util emergency plan will be submitted 
w/Lasalle County site-specific emergency plan 
PEOPLES/ D L Commonwealth Edison Co 80/04/15 60pp 


— 8004250428 "Design Criteria t. Conceptual Design Description for 
Technical Support Ctrs for Facilities " 

# Bechtel Power Corp (subs of Dechtol Corp ) 79/12/26 32pp 


8004250353 Outlines addl surveillance to be implemented per 800416 
.meeting re recent jet pump failure Daily comparisons will 
be made of jet pump flow to respective recirculation pump 
speed b compared to expected values 

PEOPLEGj D L Commonweal th Edison Co 80/04/21 2pp 


0 Inspection reports* lE Bulletins i' dorrespondence 


8004070157 Forwards IE Insp Repts 50-010/79-23.50-237/79-27 <* 
50-249/79-26 on 791009 it 1120 tt notice of violation 
DAVI8/A D Region 3* Chicago* Fuel Facility t* Katerlals Safety 
Branch 80 / 02/12 2pp 


—8004070162 Notice of violation from insp on 791009 & 1126 

a Region 3. Chicago* Office of the Director 00/01/31 Ip 


—8004070166 IE Insp Repts 50-010/79-23* 30-237/79-27* it 50-249/79-23 on 
791009 U 1128 Noncompliance noted radioactive mat! shipment 
record not utilized for radwatte shipments made 790101-1128 
OREOER/L R t FISHER* H U Region 3* Chicago* Office of the 
Director 80/01/31 7pp 


8004040195 Forwards IE Imp Repts 50-010/80-01,50-237/80-01 & 
50-249/80-01 on 000100-09 No noncomp Uance noted 

FIDRELLIjO. Region 3* Chicago* Reactor Construction it Engineering 
Support Branch. 80/02/16 2pp 


—8004040197 IE Insp Repts 50-010/00-01*50-237/80-01 «< 50-249/80-01 on 
800108-09, No noncomp 1 xance noted Major areas inspected, 
emergency diesel generator mods it mod of electrical 
siVuipfnent rs IEEE- 279 cotnpl lance 

HAYES* D H Region 3* Chicago* Reactor Construction & Engineering 
Support Branch HU0HE8* U Region 3* Chicago* Office of the 
Dtractor, 80/02/08 5pp 


8004100140 Forwards Waite Packaging Imp Ropt 79-07A on 791212-13 No 
noncompliance noted. 

DAVlBiA B Region 3* Chicago* Fuel Facility i. Materials Safety 
Branch 80/02/22 2pp 


--'8004100400 Waste Packages Insp Rept 79-07A on 791212-13 No 

noncompliance noted Major area inspected compliance w/DOT it 
NRC regulations including shipping papar requirements* 
radiation levels i< DOT labeling 

POTTER* U P * PEERY/W W * WOODRUFF, R L Region 3, Chicago* Fuel 
Facility i( Materials Saftty Branch, 80/02/22 6pp 


8004100426 Forwards IE Insp Repts 50-010/80-03, 50-237/00-03 it 
50-249/80-03 on 000107-0201 No noneomp 1 lance noted 

HEIBHMAN/R.F Region 3* Chicago, Reactor Operations Nuclear Support 
Branch 80/02/26 2pp 


—8004100432 IE Insp Repts 50-010/80-03.50-237/00-03 4c 50-249/B0-O3 on 
000107-0201 No noncomp I lance noted Major areas inspected 
maint ac ti vl t ies* p lant operat ions* phgs ical protection, 
safety-related sys surveillance insp followup U refueling 
BARKER, J L , TONGUE, T M . SPESS4RD, R L Region 3, Chicago, Office 
Pf the Director 80/02/22 7pp 


B004100U8 Forwards IE Info Notice 80-08, "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

KCPPLER* J 0 Region □. Chicago, Office of the Director 00/03/07 
IP 


0004100119 Ack receipt of 800304 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-23, 
50-237/79-27 4t 50-249/79-25 

DAVIS, A 0 Region 3* Chicago. Fuel Facility i Materials Safety 
Branch 00/03/20 2pp 


'—8004100120 Responds to NRC 000212 Itr re violations noted in IE Insp 
Repts 50-010/79-23.50-237/79-27 tt 50-249/79-25 Corrective 
actions informed personnel re cost estimate change ordor 
requirements 

PEOPLES, D L Commonwealth Edison Co 00/03/04 3pp 


8004140119 Forwards response to IE Bulletin 80-03* "Loss of Charcoal 
from Qtd Type II, Two-Inch Tray Adsorber Ceils " Visual 
eiaminatlon determined that contact between casing 4i screen 
is adequate to prevent charcoal granule escape 
PEOPLES, D L Commonwealth Edison Co 80/03/20 5pp 


8004040014 Forwards corrected Waste Packaging ln$p Rept 79-07A Requests 
that rept sent on 000222 be destroyed 

DAVIS, A B Region 3. Chicago. Fuel Facility it Materials Safety 
Branch 00/03/21 Ip 


— 0004040019 Forwards corrected Waste Packaging Insp Rept 79-07A, on 
791212-13 No noncompUanca noted 

DAVI8*A 0 Region 3* Chicago, Fuel Facility 4* Materials Safety 
Branch 80/02/22 2pp 


—8004040033 Corrected Waste Packaging Insp Rept 79-07A on 791212-13 No 
noneomp 1 lance noted Major areas inspected shipping paper 6 
placarding requirements* rad iation level s, removab U 
contamination tt package external features 

POTTER* J P , PEERY, W W . WOODRUFF, R L Region 3* Chicago, Fuel 
Facility 4< Materials Safety Branch 60/02/22 7pp 


8004300544 Forwards IE Insp Repts 50-010/00-04,50-237/80-04 4. 
50-249/80-04 on 800220-22 8* 26 4- notice of violation 
DAVIS, A B Region 3, Chicago, Fuel Facility 4< Materials Safety 
Branch 80/03/21 2pp 


—8004300546 Notice of violation from Insp on 800220-22 4* 26 

* Region 3* Chicago, Office of the Director 00/03/11 Ip 


—8004300585 IE Insp Repts 50-010/00-04*50-237/80-04 4, 50-249/00-04 on 
600220-22 4c 26 No noncompl lance noted Major areas Inspected 
internal audi ts* 1 ic ensee coordination w/offsite support 
agencies i review of emergency drills 

ES8IG, r H , 0E8THANN, M J , MATSaN* E Region 3* Chicago, Office of 
the Director 80/03/11 lOpp 


60Q4130159 Forwards IE Info Notice 80-12. 'Instrument Failure Causes 
Opening of PORV 4< Block Valve " No specific action or 
response necessary 

KEPPLER.J 0 Region 3* Chicago, Office of tho Director 80/03/31 

Ip 


8004000686 Forwards IE Circular 00-05* "Emergency Diesel Generator 
Lubricating Oil Addition 4* Onsite Supply " No written 
rvsponee required 

KEPPLER.J 0 Region 3, Chicago* Office of the Director 00/04/01 
Ip 


0004150014 Forwards IE Info Notice 80-13, "OE Type SDM Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLERfJ. 0 Region 3* Chicago, office of the Director 00/04/02. 

IP 


6004180030 Forwards attachments to IE Circular 80-03, "Protection From 
Toxic Gas Hazards," Inadvertently omitted from 800306 
transml ttal 

KEPPLER.J, Q Region 3. Chicago. Office of the Director 00/04/02 
IP 


8004220093 Forwards IE Info Notice 60-14, "Safety Suggestions From 
Employees " Nu action required 

KEPPLER.J 0 Region 3* Chicago* Office of the Director 80/04/02 
IP 
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0004220324 Faruard^ IE Circular BO-07* “Problem* W/HPCl Turbine Oil 
Sys No tifntten response required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 80/04/03 

Ip 


0004110025 FQrwaTd?^ IE Bulletin 00-07, "DWR Jet Pump Assembly Failure " 
Written response required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/04/07 

Ip 


0004230324 Forwards IE Dulletln 79-03A. "Lonfl i tucJlna I Weld Defects in 
ASHE gA-3l3, Typo 304 Sfeatnless Steel Pipe '* Action required 
KEPPLER.J 0 Regiion 3, Chicago. Office of the Director 00/04/07 
Ip 


B0042200&*? Forwards IE Bullotln 90-00, “Eiran of Containment Liner 
Penetration Welds “ Written response required 

KEPPLER.J Q Region 3. Chicago. Office of tho Director B0/04/09 
Ip 


0OO42BOA2B Forwards revised Page® 3 5 omitted Page 4 to IE Insp 

Repts 50-010/80-09, 5O-337/B0-05. 50-249/00-00. &0-254/eO-OS i. 
50-265/00-08 

FJORELLI.O Region 3, Chicago, Reactor Construction Engineering 
Support Branch 80/04/09 Ip 


—8004200634 Revised Pages 3 4. 5 8< omitted Page 4 to IE Insp Repts 
5O-OIO/B0-O5. SO-237/B0-O5. 50-249 /BO-OS. 50-254/80-05 U 
50-265/00-00 

* Region 2. Atlanta, Office of the Director 80/04/09 3pp 


R Periodic operating reports & related correspondence 


0004140330 Forwards “Radwaste i Environ Monitoring Annual Rept 1979 " 
STEPHENSON. 3 0 Commonweal th Edison Co 80/03/19 Ip 


— 9004140340 "Raduiaste h Environ Monitoring Annual Rept 1979 

KDHL.K A , CHAKDRASEKARAN Eberline Instrument Corp 00/03/31 
9ipp 


0004150382 Forwards monthly operating repts for Mar 1980 
STEPHENSON, B D Commonwealth Edison Go 00/04/10 Ip 


—8004150307 Monthly operating rapti for Mar 1900 

ClEBIKIEWICZi 0 Commonuealth Edison Co GO/04/01 23pp 


8 Reportable occurrencos. LERs related correspondence 


B004030110 PNQ-n l-BO-051 on 0003^14, u Itrasonl c testing performed on 
20 jet pump holddown beam assemblies at Unit 3 Pumps 
2) 5. 9. 11 tc 20 beam Indications ranged from greater than 6 
mils to appros 20 mils Pump u/largest indication removed 
GHRIS80TIM05, N . BARKER. J L . SPESBARO.R L Region 3. Chicago, 
Office of the Director 00/03/17 Ipp 


6004020309 Fortirardt LER 90-009/031-0 

BTEPHEN&ONi D D Commonwealth Edison Co G0/03/2S Ip 


— 8004020310 LER 00-009/031-0 on 800306, during refueling outage, while 
performing LPCl logic tes ts, in jec tl on valve MD3-{S01-22A 
failed to open Caused by loose wire on terminal block in 
HCC-38-7 due to stripped brass screw 
ZrRWA8,K R Commonwealth Edison Co 80/03/25 ip. 


B004 020363 Forwards LER a0-00B/03L-0 

STEPHENSON. 0 B Commonwealth Edison Co 80/03/25 Ip 


— 0004020367 LER aO-OOB/03L-0 on 800307* during refueling outage while 
performing temp switch caUbr survel Uance* three temp 
switclies failed to trip per specs Caused by dri f t, ejcceis ive 
gap between actuator switch plunger or dirty contacts. 

« Commonwealth Edison Co 60/03/S5 2pp 


S004020332 Forwards LER 80-010/03L-0 

aTEPHENSON.D D Commonwealth Edison Co 00/03/26 Ip 


— 8004020337 LER B0“0i0/03L-0 on 000301, dur Ing shutdown, while performing 
BBLC relief valve setting test, relief valves RN U05A & D 
actuated above Tech Specs at 1,525 psig in 1,520 psig, 
respective 1 y, Caused by setpoint drift 
MAOROHrR. A Commonwealth Edison Co, 80/03/26 lp< 


8004000456 Forwards updated LER 79-030/03X-I 

STEPHCNBDN.B 3 Comfnenwea I th Edison Ca 80/03/26 Ip 


— e0O4OQO463 Updated LER BO-030/03X-1 on 791 llO, during scram testing In 
refuel mode, subs tant lal loss of position indication noted 
for control red driveline H-9 Caused bg improperly seated 
sock et, suggesting faulty electrical pin-socket alignment 
* Commonwealth Edison Co GO/03/26 Ip 


B004080552 Forwards LER 80-01 1/03 L-0 

STEPHENSON, D D Commonwealth Edison Co 00/03/28 Ip 


— 6004000561 LER 0O-Oil/O3L-O on 600305. wh i 1 o conducting steam line area 
temp switch calibr s urve i 1 lance. temp switch T8 3-26i-17B 
tripped above Tech Specs Caused by dirt deposits on switch 
actuation plunger Switch c Leaned. ad justed & tested 
BPERnOFF, R Commonwealth Edison Co 80/03/28 Ip, 


6004210286 Forwards LER BO-Ol2/OaL-0 

STEPHENSON, D D Commonwealth Edison Co 00/04/09 Ip 


—8004210280 LER 60-Oi2/63L-0 on 800313. during ref uel ing. fuel pool area 
radiation monitor fARMl channels A 6 B & reactor bldg vent 
ARM channel A tripped above Tech Spec Caused by setpoints 
drift 

BADRAN. B Commonuiea 1 th Edison Co 00/04/09 Ip 


8004220693 Forwards LER 80-01 5/OIT-O 

STEPHENBON. B D ContmonweaUh Edison Co 80/04/10 ip 


— 0004220700 LER B0-O15/OIT-O on 800402. during ref uel ing, reactor water 
cleanup mechanical snubber found fully retracted Caused by 
water hammer Remaining cleanup welds In weld penetrant 
tested Affected pipe section to be replaced before startup 
aPERROFF, R Commonwealth Edison Co 00/04/14 5PP 


0004290432 Forwards LER 80-013/03L-0 

STEPHENSON, 0 0 Commonwealth Edison Co 60/04/22 ip 


—6004290429 LER a0-Ol3/O3L~O on 800a2B> dur ing performance of LLRT on 
0 feedwater outboard check valve 3-220-620, measured leakage 
recorded in excess of limit Caused by worn seat/disc 
assembly pins Assembly replaced (< valve retested 
DDNDAR, J F Commonwealth Edison Co 80/04/22 Ip, 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F Security, medical, emergency t, fire protection plans 


8004030271 Notifies that NRC review of util safeguards contingency plan 
complete Forwards comments indicating need for addl info 
Commenti withheld Cref 10CFR2 790) 

6CHNENCER,A Operating Reactors Drench 1 60/03/10 2pp 


8004070179 Summary of 000227 meeting u/uti 1 re emergency planning. 
OROTENHU18, M Operating Reactors Branch 1 80/03/19 3pp 


—0004070103 Notification of 8002B7 & 20 meeting w/FEMA util in 
Komeetead, PL re emergency planning Proposed agenda it press 
release end 

RQEi J U Emergency Preparedness Task Force 80/02/07. 4pp. 


6004090275 Summary of 8002S7 meeting w/utll to discuss 000215 draft 
update of emergency plan far facilities Plan should be 
updated to comply w/NUREO-0654 by 800531 

OROTENHUIB,H Operating Reactors Branch 1 80/03/19, 3pp 


— 8004Q9O277 Forwards proposed agenda 5 press release for 800227 meeting 
u/utiL to review emergency planning 

ROE, J W Emergency Preparedness Task Force, 00/02/07 4pp 


8004290077 Forwards fire protection revlsiif of util design details, NRG 
positions re fire protection program b statue table re 
reiolution of Incomplete items Response within 20 days 
requested 

8CHUEKCER.A Operating Reactors Branch 1. 00/04/03 6pp 


— 8004290001 ‘'Staff Positiani on Fire Protection Program." Status of 
resolution of incomplete items end 
e Camtnlssion 60/04/03 I4pp 


8004190519 Informs that respense to NRC 000310 Itr re safeguardc 
contingency plan will be sent by 800618, Extenelon required 
due to complexity of matter U delays in coord Inating 
response w/outslde agency personnel, 

UHfttO, R E Florida Power Light Co BO/04/11 ip 



DOCKETED ITEMS 


43 


0 Ad jud ifatary carrcspondence 


B004070051 Ordar granting withdrawal of HA Marshall aa counsel for 
intervener in airands to OL proceeding re steam generator 
repair 

* Atomic Safstg and Licensing Board Panel 80/03/06 ip 

8004080239 Motion to amend contentions re proposed amend to DL to 
permit steam generator repairs Questions safety of storage 
other unreviewed safety matters Certificate of five 8f prof 
qualifications end 

HARNAGE, H H i CKONlNiN Oncavage. Mark HARMAOE* H M Harnage.H H 
00/03/11 2app 


B004240096 Motion to amend Contention 1 to include Contention tB Util 
application for QL amend involves matl alteration of 
facility Alteration requires CP pi ior to issuance of amend 
CP requires preparation of ElS Certificate of Sve end 
ONCAVAOe^ M A Oncavagoi Mark HARNAOEi H H Harnage, M H CHONIN^N 
Chonln.N 80/03/11 20pp 


0004170330 Forwards util 800310 Itr re stoam generator repair* in 
response to NRC 791119 Itr to intervener Certificate of 
8vc end 

CGLLiM A Steel* Hector & Davis 80/03/21 4pp 


0004240484 Response to intervonor motion to amend contentions 
Intervener proposes to amend Contention 1* solely related to 
preparation of ElS* rather than add independent contention 
Contention 1 rendered moot H/Certif icate of Sve 
RElBrH F Florida Power Light Co REIS. H F 
Lowensteln* Newman* Reis* Aielrad t Toll 80/03/26 12pp 


43-004000656 Response In opposition to intervenor 800311 motion seeking 
amend of admitted contentions EIS re steam generator repair 
amend* It being prepared Factors re nontlmelg filings are not 
addressed in motion Certificate of 8vc one 1 
OOLDBERO* 9 C Hearing Branch 2 00/04/01 3pp 


G004110S29 Forwards Mar 1900 *'8team Generator Repair Rept* Ravislpn 7 
b util 000320 transmittal Itr to DO Eisenhut re proposed 
amend to OLs to permit steam generator repairs by pipe cut 
approach Certificate of Sve end 

REIB*HF. Lowenstein* Newman* Re is* Axelrad (* Toll eO/04/Ol 3pp 


—8004110533 Forwards Mar 1980 *'Bteari) Generator Repair Rept* Revision 7 
Maaor changes cover lower assembly removal* dose 
calculations * steam generator disposal (< return to sve 
testing Affidavit end 

UHRIOrR E Florida Power U Light Co 80/03/20 3pp 


— 0004110536 ''0team Generator Repair Rept*" Revision 7 
« Florida Power U Light Go 00/03/31 llipp 


8004030026 Hemorandum of understanding between NRC St FEMA re prompt 
Improvement in radiological emergency planning U 
preparedness* d 1 stributed as Beard notification 
OOSaiCKtL V Office of the Executive Director for Operations 
80/04/02 34pp 


8004000550 Requests temporary suspension of 600301 petition for leave 
to intervene* pending informal rasolution of safety issues re 
time extensions between steem generator insps Provides list 
of terms St questions for NRC review 
ONCAVAGE. M*P Oncavage* Mar k 00/04/02 5pp 


8004210128 Order dlssmissing intervenor M Oncavage 800311 motion to 
amend contentions* as moot. NRC will issue EIS* re proposed 
steam generator repair* in compliance w/Commisslon 600304 
order as fulfilment of relief sought by intervenor. 

DQUER8*E*6 Atomic Rafety end Licensing Board Panel 80/04/09 
4pp. 


H General correspondence 


8004070423 Requests info re public meeting originally scheduled for 
800108. Rei terates 790820 request to make statement re 
radioactlva leaks Requests placement on mailing list 
SCHERAiU Affiliation Unknown. 80/03/17 Ip 


I Financial information 


8004150406 Forwards Annual Financial Rept 1979 

UHRIOiR E Florida Power St Light Co 80/04/08 Ip 


— 0004150411 Annual Financial Rept 1979 

» Florida Power S* Light Co. 80/02/08 72pp 


J Insurance S< indemnity information 


6004080281 Forwards Endorsement 43 to flAELU Policy MF-55 

FIELDER* J Marsh S* McLennan* Inc > M S< M Nuclear Consultants. Ire 
Div 00/03/31 3pp 


8004280449 Forwards Endorsement 59 to NELIA Policy NF-105 

FIELDER. J Marsh McLennan. loc , M 6 M Nuclear Consu Itants, Inc 
Div BO/04/21 Ip 


P Operating license stage documents it c orrea pond enc e 


6004D30102 Forwards "Nuclear Data Link Specs," study of digital 
communication sys to transmit mfo from plants to Bethesda 
□peratlons Ctr 

ElBENKUT, D 0 Division of Operating Reactors 00/03/12 5pp 


— 0004030119 "Nuclear Data Link Specs " 

s Division of Operating Reactors 00/02/21 2Bpp 


Q004090166 Forwards Amends 53 45 to Licenses DPR“3l 6 DPR-*41* 

respectively, safety evaluation & notice of issuance & 
aval lab 1 1 i ty 

SCHWENCER.A Operating Reactors Branch 1 00/03/12 2pp 


— 9004090169 Amends 53 45 to Licenses DPR~31 S< DPR~41* respectively * 

increasing min low-low generator water level reactor trip 
point from S/i to 15X of narrow range Instrument scale 
8CKHENC£R*A Operating Reactors Branch 1 00/03/12 6pp 


— 0004090170 Safety evaluation supporting Amends 53 6 45 to Licenses 
DPR-31 6 OPR-41, respectively 

a Office of Nuclear Reactor Regulation 00/03/12 2pp 


-6004090174 Notice of issuance & availability of Amends 53 & 45 to 
Licenses DPR-31 6 OPR-41 . resppe 1 1 ve ly 

SCHUENCER/A Operating Reactors Branch 1 80/03/12 2pp 


6004040179 Forwards Amends 54 It 46 to Licenses DPR-31 l< DPft-4l 
respectively, safety evaluation L notice of issuance l( 
aval labl 1 1 ty 

BCKUENCER.A Operating Reactors Branch 2 00/03/13 2pp 


—8004040183 Amends 54 U 46 to Licenses OPR-31 L DPR-41 respectively* 
incorporating results of revised ECCS analysis for steam 
generator tube plugging level of 227. 

6CHUENCER/A Operating Reactors Branch 2 60/03/13 9pp 


—•9004040167 Safety evaluation supporting Amends 54 I* 46 to Licenses 
DPR-31 1/ DPR-41 rospectively 

» Office of Nuclear Reactor Regulation 80/03/13 6pp 


— 8004040190 Notice of issuance t availability of Amends 54 i 46 to 
Licenses DPR'*31 It DPR-41 respectively 

8CHWeNCER4A Operating Reactors Branch 1 80/03/13 2pp 


8004110093 Summary of 800304 meetings w/utll I* Nestingbouse in 
Qetheida.MD re steam generator insp I* plugging program 
08aTENHUI8*H Operating Reactors Branch 1 00/03/13 17pp 


8004140120 Summary of 000304 meeting w/util & Nestmghouse r« steam 
generator insp l< plugging program Util presented scheduling 
considerations I* technical basis for operation until BOOSOl 
GROTENHUIGih Operating Reactors Branch 1 80/03/13 20pp 


8004240251 Forwards Amends 55 I 47 to Licenses DPR-31 It DPR~41. 
raspectlve ly* safety evaluation Sc notice of issuance !< 
aval lab i Ity 

SCHWENGERiA Operating Reactors Branch 1 60/03/14 2pp 


--8Q04240263 Amends 55 b 47 to Licenses DPR-31 I* DPR-41* respective! y * 
Incorporating new limiting conditions for operation 6 
eurvelllance requirements re low temp reactor Vestel 
overpressure protection sys Installed in both units 
eCHMENCER*A Operating Reactors Branch 1 80/03/14 I4pp 


— 8004240276 Safety evaluation supporting Amends 55 |« 47 to Licenses 
DPR-31 V DPR-41, respectively 

4 Office of Nuclear Reactor Regulation 00/03/14 i4pp 


— 0004240283 Notice of issuance U avallabllty of Amends 55 & 47 to 
Licenses DPR-31 U DPR-41* respective ly 

0CHNENCER,A Operating Reactors Branch 1 80/03/ 14 2pp 
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00041002^8 Forwards Abends. 36 t* 48 to License* DPR'-3l DPR~4t 
T « spec 1 1 ve 1 ^ > safe t evaluation & notice of Issuance 
h availability 

SCHWEtJCER^A Operating Reactors Branch 1 00/03/21 3pp 


—8004100275 Amends 5i> & 48 to Licenses CPR*-31 DPR^41 respectively, 
revising reactor coolant preasur a-fcemp liitiita to 
account far neotron irradiation induced increases in 
reactor vessel nil ductility temp 

SCHWENCER,A Operating Reactors Dranch 1 80/03/21 9pp 


— 0004100281 Safety evaluation supporting Amends 5& 49 to Licenses 

DPn-3l & DPR-41 respectively 

» Office of Kuclear Reactor Regulation BO/03/21 3pp 


— 0004100284 Motlco of issuance S' availability of Amends 56 h 48 to 
Licenses DPR-31 St DPR-41 respectively 

GCHWENCERiA Op era ling Reactors Branch I 00/03/21 2pp 


— 8004230026 IE Insp Repts 50-250/00-05 t< 50-251/00-05 on 800205-07 No 
noncomp 1 lance noted Major area* inspected pipe support 
baseplates Si safety-related piping sys per IE Bulletins 
79-02 Sc 79-14, respectively 

HERDTr A R Region 2, Atlantai Reactor Construction Si Engineering 
Support Branch AN0,W P Region 2« Atlantap Office of the 
Director BO/02/20 4pp 


0004230026 IE Insp Repts 50-250/00-05 it 50-251/00-05 on 000205-07 Np 
noncompl lance noted Major area* inspected pipe support 
baseplates & safety-related piping sys per IE Bulletins 
79-02 Si 79-14, respectively 

MERDT.A n Region 2, Atlanta, Reacted Construction & Engineering 
Support Branch 80/02/20 4pp 


000402027? Summary of tel con u/We sting house St FL Power St Light re 
turbine rotor insp Insp revealed one crack in low pressure 
rotors Data is in part proprietary & will be transmitted 
separately Insp still in progress 

GRaTENHUIB. M Operating Reactors Branch t 00/03/12, 3pp 


B004010210 Forwards "SteaTi Generator Repair Ropt, " Revision 7 re lower 
assembly removal. doSo calculations, steam generator disposal 
t* return to sve testing 

UHRIG. n E Florida Power h Light Co 80/03/28 3pp 


0004300115 Forwards IE Insp Repts 50-25O/B0-06 U 50-251/00-06 on 
600204-07 No noncompl iance noted 

LEUIS,R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/03/12 2pp 


— 0004010214 "Steam Generator Repair Roptj " Revision 7 
* Florida Power &< Light Co 60/03/31 tSOpp 


8004030209 Responds to NRC 800320 Itr re Implementation of short-term 
Lessons Learned r ei^uirements Supplemental info re direct 
indication of valve pus i tCon, e-ubcool Ing meter^ c onta (nment 
isolation 4i plant shielding review end 
UKRIO. R E Florida Power h Light Co 00/03/28 ilpp 


8004080452 Provides response to NURE0-057Q. short- term requirements re 
lubcDolod riargini p lant shielding review it technical support 
c tr data display Detailed info on ability of digital data 
processing sys to supply subcdoking data end 
UKRIO.R E Florida Power fc, Light Co 80/04/04 6pp 


6004280062 Forwards evaluation of licensee compliance u/Category A of 
NRC recommendations resulting from TMI-2 Lessons Learned 
Util has satisfied all Category A requirements Attendee list 
for NRC 800117-19 site visit end 

SCHHENCER,A Operating Reactors Branch 1 BO/04/07 15pp 


0OO42BO177 Approves one-month extension of 1979-00 licensed operator 
requal If icat ion program 

COLLINS, P F Operator Licensing Branch 80/04/09 Ip 


60042B0249 Responds ta NRC 800410 Itr requosting that Info re use of 
NUKEM 750 be provided by 800530 Technical basis for use of 
NUKEM 750 as qualified caulk requested from Ameron Info will 
not be available by 000530 Subml ttal expected 600730 
UHRiQrR E Florida Power L Light Co 80/04/22 Ip 


Q Inspection reports, IE Bulletins it correspondence 


G004090344 Forwards IE Sulla tin 00-03, "Loss cf Charcoal From 8fcd Typo 
Hr Two-Inchi-Tray Adsorber Cells " Action required 

O'REILLV, J P Region 2, Atlanta, Office of the Director 00/02/06 

2pp 


— 0004280125 IE Tnsp Ropts 50-250/00-06 tt 50-251/00-06 on 000204-07 No 
noncompllance noted Major areas inspected ’ areas of small 
break loss of coolant procedures It training 

MARTIN.R D Region 2, Atlanta, Reactor Dperatlons Nuclear Support 
Branch JOHNSON, A H , WEBSTER, E H Region 2. Atlanta, Office of 
the Director 00/03/12 7pp 


6004040320 Acl receipt of 000219 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-250/79-39 S* 
50-231/79-39 

8T0KR.J P Region 2, Atlanta, Fuel Facility k Materials Bafety 
Branch 00/03/13 Ip 


—0004040347 Responds to NRC 000129 Ur re violations notad in IE Insp 
Repts 50-230/79-39 ti 50-251/79-39 Correctivi actions new 
procedures it revisions implementing subsections will be 
reviewed it approved prior to issuance for use 
UHRI0,R E Florida Power tt Light Co 00/02/19 2pp 


—0004040351 Forwards IE Insp Repts SO-250/79-39 U 50-291/79-39 on 
791219-21 tc notice of violation 

8TQHR,J P Region 2. Atlanta, Fuel Facility L Materials Safety 
Branch 00/0 i/20 2pp 


—0004040360 Notice of violation from insp on 791219-21 

» Region 2, Atlanta, Office of the Director 00/01/25. Ip 


—0004040369 IE Insp Repts 50-230/79-39 it 50-251/79-39 on 79l2l9-2i 
Noncompllance noted deficiency in approval of procedures r« 
implementation of ET8 

CWNNINOHAM, A L Region 2» Atlanta, Office of the Director 
JENKINS, 0 R Region 2, Atlanta, Fuel Facility it Materials Safety 
Dranch 60/01/25 4pp 


0004100197 Bumtnary of 780304 meeting w/util b Wastinohause in Detheida, 
MD ro steam generator insp ti plugging program 
<5R0TENHUIB,M Operating Reactors Branch 1 00/03/13 I7pp 


0004040003 Responds to NRG Ur re vloUtioiss noted in IE Insp Repts 
50-2S0/79-37 b 90-251/79-37 Corrective actions testing tulll 
be incorporated into security plan u/sccUrlty supervisor 
taking responsibility 

UHRlOrR E Florida Power L Light Co 00/02/19 Ip 


9004080010 Ack receipt of 800307 Itr informing NRC of steps taken to 
corract violations noted in IE Insp Repts 90-250/79-40 i 
30-291/79-40 

STOHRrJ P Region 2, Atlanta, Fuel Facility & Materials Bafety 
Branch 00/03/19 Ip 


0004100195 Forwards lE Insp Repts 50-2S0/90-O2 30-251/80-02 on 

80011B-21 No noncompl iance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/02/20 2pp 


‘--0004100202 IE Insp Repts 50-250/80-02 & 50-251/80-02 on 000110-21 No 
noncamp 1 iance noted Major areas Inepec ted. engineer ed 
safeguards it emergency power sys integrated testing 
UPRIGHT, G M Region 2, Atlanta, Reactor Operations Nuclear Support 
Dranch BHODKa, E H Region 2. Atlanta, Office of the Director 
00/02/15 3pp 


8004230009 Forwards IE Insp Repts 50-250/80-05 it 30-291/00-09 on 
800205-07. No none omp I ianc e noted • 

BRYANT, J C Region 2, Atlanta, Reactor Construction Engineering 
Support Dranch 90/02/22 2pp. 


—0004090015 Responds to NRC 900201 Ur re violations noted in IE Insp 
Repts 30-230/79-40 it 50-251/79-40 Corrective acti one . mar k ing 
procedures for steam generator heads have been changed ta 
require monitoring 

UHRI0,R e Florida Power it Light Co 80/03/07 4pp 


—8004000023 Advises that response to 800201 Itr requesting corrective 
actions te violations noted In IE Insp Repts S0-2S0/79-40 it 
50-251/79-40 uflll be compUte by 900307 
OHRI0,R E Florida Power It Light Co. 00/02/27 Ip 


—6004000027 Forwards IE Insp Repts 50-2SO/79-40 it 50-251/79-40 on 
791217-20 l» notice of violation 

8T0HR»J P Raglan 2, Atlanta, Fuel Facility Materials Safety 
Branch 00/02/01 2pp 


—0004000030 Notice of violation from insp on 791217-80 

» Region 2, Atlanta, Office of the Director 00/02/01 Ip 
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—8004080030 IE jnsp Repts 50-250/79-40 8c 50-351/79-40 on 791317-20 
Noncompl Idnco noted failure to follau procedures re marking 
defective steam generator tubes It failure to have adequate 
procedures for marking defective tubes 

OIDSON^A F c WRAYi vJ R Region 2i Atlanta^ Office of the Director 
00/02/01 7pp 


0004240030 Forwards reeponse to IE Bulletin Q0-03< “Lose of Charcoal 
from Std Type 1 1, Two-^Inchc Tray Adsorber Cells " Adsorber 
cells used in affected sys da not employ screen rivets 
Possibility of charcoal loss as described does not exist 
UHRlGiR E Florida Pouier tt Light Co GO/03/2^ 2pp 


8004150517 Porteards IE Info Notice 00-12* "Instrument Failure Causes 
Opening of PORV & Dlock Valve " No specific action or 
response necessary 

O'REILLVjJ P Region 2* Atlantai Office of the Director 00/03/31 

2pp 

0OO4O8Oil9 Forwards IE Circular 80-05. "Emorgoncy Diesel Oenerator 
Lubricating Oil Addition & Onsite Supply " No idritten 
response required 

D^RElLLYiJP Region 2. Atlanta. Office of the Director 00/04/01 

2pp 

8004150081 Forwards IE Info Notice 80-13. "OE Type SON Control Bwitcht 
Defective CAM Followers " No specific action or response 
required 

□'REILLY. JP Region 2. Atlanta. Office of the Director 00/04/03 

2pp 


60042402f>0 Forwards IE Info Notice 00-14. "Safety Suggestions From 
Employees " No action required 

O'RElLLYrJ P Region 2, Atlanta. Office of the Director 80/04/03 

2pp 


8004240371 Ac k receipt of B00321 Itr informing NRC of steps token to 
correct violation noted in IE Insp ftepts 50-230/80-03 8< 
SO-251/80-03 

UEUI0.R C Region 3. Atlanta. Reactor Operations Nuclear Support 
Dranch 00/04/02 Ip 


—8004240370 Responds to NRC 800225 Itr re violation noted in IE Insp 
Repts 50-250/00-03 $i 50-251/80-03 Corrective actions* fir® 
protection QA program will be implemented by 000731 
UHRIOrR E Florida Power it Light Co 00/03/81 2pp 


—0004240383 Forwards IE Insp Repts 50-250/00-03 & 50-231/00-03 on 
800107-1! it notice of deviation 

LEWIS. R C Region Sf Atlanta. Reactor Operations Nuclear Bupport 
Dranch 80/02/25 2pp 


—8004240307 Notice of deviation from insp on 600107-11 

a Region 2/ Atlanta. Office of the Director 00/02/20 Ip 


—0004240390 IE Insp Repts 50-250/00-03 50-251/80-03 on 800107-11. 

Noncompliance noted failure to implement fire protection QA 
program, 

MARTIN. R D Region 2. Atlanta. Reactor Operations Nuclear Suppor 
Branch ELROD. 8 A Region 2. Atlanta. Office of the Director 

00/02/20. 6pp 


8004100321 Forwards IE Circular 80-07. "Problems H/HPCI Turbin# Oil 
8ys. " No written response required 

O'RElLLYrJ P Region 2. Atlanta. Off ice of the Director 80/04/03 
2PP 


G004230165 Forwards IE Bulletin 79-03A "Long i tud Inal Meld Defects in 
ASHE SA-312iTvpe 304 Stainless Steel Pipe " Action required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 00/04/04 
ip 


0004100417 Forwards IE Bulletin 80-00, "Exam of Containment Liner 
Penetration Uelds " Mritten response required 

□'REILLY. J P Region 2. Atlanta, Office of the Director 00/04/07 

2pP 


8004300383 Updates 800304 response to IE Bulletin 79-OlB. "Environ 
Qualification of Class IE Equipment " Info re Item 7 a 
will be forwarded by 000601 Info re Item 7 b will be 
forwarded by 800701 

UHRIO. R.E Florida Power S. Light Co 80/04/00 Ip 


R Periodic operating reports it. related correepondence 


0OO424O36S Forwards monthly operating repts for Mar 1978 
SCHMIDT. A D. Florida Power L Light Co 78/04/07 Ip 


— 8004240374 Monthly operating repts for Mar 1979 

CHILaON. V T FlfjTida Power L Light Co 78/04/06 13pp 


0004240448 Forwards monthly operating repts for Apr 1970 
SCHMIDT, A D Florida Power i. Light Co 70/05/06 Ip 


— 8004240452 Monthly operating repts for Apr 1979 

CHILSQN. V T Florida power & Light Co 70/05/06 9pp 


8004240350 Forwards monthly operating repts far May 1978 
SCHMIDT, A D Florida Power it Light Co 70/06/03 Ip 


— 6004240356 Monthly operating repts for May 1970 

CHILSON. V T Florida Power & Light Co 78/06/03 13pp 


8004240470 Forwards monthly operating repts for June 1978 
SCHMIDT. A D Florida Powei Light Co 70/07/01 ip 


— 8004240474 Monthly operating repts for June 1976 

CHILSON, V T Florida Power if Light Co .78/07/01 I4pp 


0004240455 Forwards monthly aporatlng repts for Jul 1978 
IS SCHMIDT, A D Florida Power 8. Light Co 79/00/10 ip 


—8004240459 Monthly operating repts for Jul 1970, 

CHIL60N, V T Florida Power it Light Co 7B/09/i0 I2pp 


0004240359 Forwards monthly operating repts for Aug 1970 
SCHMIDT, A D Florida Power it Light Co 78/09/04 Ip 


— 8004240363 Monthly operating repts for Aug 1978 

CHILBQN. V T Florida Power it Light Co 78/09/04 13pp 


8004240443 Forwards monthly operating repts for Sept 1978 
SCHMIDT, A D Florida Power it Light Co 70/10/07 Ip 


—8004240444 Monthly operating repts for Sept 1970 

CMIL80N. V T Florida Power i Light Co 78/10/07 13pp 


0004240463 Fpt'wards monthly operating repts for Dct 1978 
SCHMIDT. A D Florida Power U Light Co 78/11/04 Ip 


— 8004240466 Monthly operating repts for Qct 197B 

CHIUSON. V T Florida Power it Light Co 78/U/04 15pp 


8004240436 Forwards monthly operating rapts for Nov 1978 
BCHMIDT.A 0 Florida Power it Light Co 70/12/06 Ip 


— 8004240440 Monthly operating repts for Nov 1978 

CHlLSONrV T Florida Power it Light Co 70/12/06 14pp 


8004240418 Foruards monthly operating repts for Dec 1978 
SCHMIDT, A D Florida Power i Light Co 79/01/06 ip 


—8004240422 Monthly operating repts for Dec 1978 

CK1L60N. V T Florida Power 8. Light Co 79/01/06 ISpp 


8004230330 Forwards monthly operating repts for May 1979 
SCHMIDT, A D Florida Power 1 Light Co 79/06/09 Ip 


— 8004230332 Monthly operating repts for May 1979 

CHIL80N, V T. Florida Power it Light Co 79/06/09 I2pp 


0004230494 Forwards monthly operating repts for June 1979 
SCHMIDT. A D Florida Power it Light Co 79/07/07 Ip 


— 8004230490 Monthly operating ropts for June 1979 

CHIL80N. V T Florida Power 8, Light Co 79/07/07 llpp 


0004230321 Forwards monthly operating repts for Jul 1979 
aCHMIDT. A 0 Florida Power it Light Co 79/08/04 Ip 


— 8004230326 Monthly operating repts for Jul 1979 

CHIL0ON. V T Florida Power it Light Co 79/08/04 IGpp 


80041B0524 Forwards monthly operating repts for Jan 1900 
BCHMIDT.A D Florida Power if Light Co 00/02/09 Ip 


— 8004100528 Monthly operating repts for Jan 1980 

CH1L80N. V T Florida Power it Light Co 00/02/09 Gpp 
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6004180329 Forwards monthly operating repts for Feb 1980 
SCHMIDT, A D Florida Power Light Co 80/03/08 Ip 


--0OO41GO53O Monthly operating rept-a f«jr Feb 1980 

CHILGDN.V T Florida Paujer it Light Co, 90/03/Ofi 3pp 


800^040390 Foruiardt “Semiannual Groundwater Monitoring Program Summary 
Rcpt" & "'Annual Monrad iolog i cal Environ Monitoring Rapti 
1979 “ 

UKRIO.R E Florida Power Ic Light Co 90/03/31 Ip 


~-B0040n03B7 “Semiannual. Groundwater Monitoring Program Bummary Rept," 
for gertod ending Jul 1979 Ttienty-ona overslie dpawings it 
graphs^ end 

» Damaii & Moore 79/07/31 I40pp 


-“B004040397 “Annual NonratJ Lalog ital Fnviroiv Monitoring ftept, 1979 “ 
» Florida Power t* Light Co 79/12/31 600i>p 


8004190373 Fo-rwards monthly operating repts for hlar 1980 
SCHMIDT* A D Florida Fower it Light Co 60/04/09 tp 


— 8004180374 Monthly operating repts for Mar 19B0 

CHiLSCNiV T Florida Pouer Light Co 90/04/03 9pp, 


8 Reportable occurrences* L'ERs t< related correspondence 


0OO4O3O24<? Forwards LER 80-004/03L-0 

SCHMIDT/ A D Florida Power & Light Co Q0/03/S6 Ip 


—8004030256 LER ao-0Q4/03L-O on B00225, opara tor detected radiator tube 
leak On emergency diesel generator A Probably caused by 
foreign object being forced into radiator by cooling fans 
Leak repaired w/epoiy patch li new radiator core* ordered 
8CH8PPHANM/M A Florida Power 8< Light Co 90/03/26 Spp 


B0040B0601 Forwards LER ao-005/03L-0 

SCHMIDT. A D Florida Power It Light Co 80/03/31 Ip 


—9004080608 LER 80-009 /03L-0 on 800229* dur irig review of Maiht Procedure 
19937 S/ fire hose station found not fully operable Caused by 
misunderstanding of what constitutes operability |i failure 
of administrative controls Procedure wilt be revised 
SCHOPPMANN. M A Florida Power L Light Co 80/03/31 2pp 


6004240309 Forwards LER 90-006/03L-0 
.aCHMlOT.AD Florida Power L Light Co BO/04/15 Ip, 


”'-8004240317 LER BO-0O6/O3L-O on 800316. during review of HP 19937 2/ four 
post indicator valves in fire ppotection water sys found not 
inspected within time Interval limit Caused by 
misunderstanding of responsib i 1 ity 

SCHOPPMAMMr H A Florida Power & Light Co 60/04/19 2pp 
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F. Security, medical, emergency ti fire protection plans 


80040-30271 Notifies that NRC review qf util safeguards contingency plan 
complete Forwards comments Indicating need for addl info 
Comments withheld (ref 10CFR2 790) 

8CHHENCER/A Operating Reactors Branch 1 60/03/10 2pp 


>4070179 Summary of 6002S7 meBting u/utit re emergency planning 
JRQTEKHUIB. M Operating Reactors Branch 1 60/03/19. 3pp 


'8004070103 Notification of 600227 it 26 meeting u/FEHA fc util in 
Homestead, FL re emergency p lann Ing. Proposed agenda K press 
release end 

ROEf J W Emergency Preparedness Task Force 80/02/07 4pp 


800409027S Bommary of 800227 meeting w/utll to discuss 900213 draft 
update gf emergency plan far facilities Plan should be 
updated to comply w/NUrEO- 0694 by 600B31 

ORQTENNUIS,. M Operating Reactors Branch I 80/03/19 3pp 


'8004090277 Forwards proposed agenda b press release for 800227 meeting 
w/util to review emergency planning. 

ROE. J W Emergency Preparedness Task Force 60/02/07 4pp 


9004290077 Forwards fire protection review of util design dstailsiNRC 
potltlona re fire protection program status table re 
resolution of incomplete items Retpanse within 20 days 
requested 

eCHWENCERiA Operating Reactors Branch 1. 00/04/03 6pp 


— 8004290081 “Staff Positions on Fire Protection Program " Status of 
resolution of incomplete items end 
* Comcnlssion 80/04/03 i4pp 


B004150'>19 Informs that response to NRC 800310 1 tr re safeguards 
contingency plan will be sent by 800610 Extension required 
due to complexity of matter tt delays in coordinating 
respohse w/outside agency personnel 

UHRIO.R E Florida Power & Light Co 80/04/11 Ip 


G Adjudicatory correspondence 


8004070QS1 Order granting wlthdiawal of RA Marshall as counsel for 
intervenur in amends to QL proceeding re steam generator 
repair 

* Atomic Safety and Licensing Board Panel 00/03/06 Ip 


6004090239 Motion to amend contentions re proposed amend to DL to 
permit eteam generator repairs Questions safety of storage &< 
other unreviewed safety matters Certificate of 8vc Ik prof 
qualifications and 

HARNAQE. H H p CKONIN.N Oncava ge. Mark HARNAOE. H H Harnage.HH 
80/03/ kl 2epp 


8004240086 Motion to amend Contention 1 to include Contention IQ Util 
application for QL amend Involves matl alteration of 
facility Alteration roquiros CP prior to issuance of amend 
CP requires preparation of EI8 Certificate of Sve end 
OMCAVAOE.M A Ohcavage. Mar k HARNAOE. H H Harnage.HH CHONIN. N 
Chonin.N 00/03/11 2app 


6004170330 Forwards util 000318 Itr re steam generator repair, in 
response to NRC 791119 Itr to Intervenor Certificate of 
Qvt sncl 

COLLiN A Steel' Hector it Davis 80/03/21 4pp 


8004240464 Response to intervener motion to amend contentions 
Intervener proposes to amend Contention 1. solely related to 
preparation of CIS. rather than add independent contention 
Contention 1 rendered moot U/Certif icate of 8vc 
REI8.H F Florida Power 8« Light Co REIS, H F 
Lowens tein, Newman. Reis. Axel rad it Toll 00/03/26 12pp 


0004090656 Response in opposition to intvrvonor 600311 motion seeking 
amend of admitted contentions EI6 re steam generator repair 
amend, is being prepared Factors r« nontlmely filings are not 
addreseed in motion Certificate of 8vc end 
GQLDDERO. a C Hearing Dranch 2 80/04/01 3pp 


8004110529 Forwards Mar 1900 “Steam Generator Repair Rept. “ Revision 7 
t< util 800328 transmittal Itr to DO Elsenhut r« proposed 
amend to OLs to permit steam generator repairs by pipe cut 
approach Certificate of 8vc end 

REia.H F Loweneteln.NewmBniRels. Axelrad it Toll 00/04/01 3pp 


—8004110533 Forwards Mar 1960 “Steam Oenerator Repair Rept." Revision 7 
Major changes cover lower assembly removal. dose 
calculatlent. steam generator disposal !< return to sve 
tsetlng Affidavit end 

UKRIO.R E Florida Power U Light Co 00/03/20 3pp. 


—8004110936 "Bteam Generator Repair Rept." Revision 7 
* Florida Power 6 Light Co 60/03/31, liipp 


8004030026 Memorandum of understanding between NRC L FEMA re prompt 
Improvement in radiological amergincy planning tt 
preparedness, dls tributed as Board notification 
OOaaiCKiL V office of the Executive Director for Operationf. 
80/04/02 34pp 


8004080550 Requests temporary suspension of 800301 petition for leavt 
to 1 nbarvene. pending informal resolution of safety issues re 
time extensions between steam generator Insps. Provides list 
of terms questions for NRC review. 

ONCAVAOE.H P. Oncavago. Mark 00/04/02 5pp 


6004210180 Order dlssmisiing intarvenor M □neavage 000311 motion to 
amend contentions, as moot NRC util Issue EI0. re proposed 
steam generator repair* in compliance w/Commlss ion 000304 
order it as fulfilment of relief sought by Intervener 
BDNER6. E 8 Atomic Safety and Licensing Board Panel. 80/04/09 
4pp 


H. General correspondence 


8004070423 Requests Info re public meeting originally scheduled for 
600106 Reiterates 790080 request to make statement re 
radioactive leaks Requests placement on mailing list 
BCHERA.L Affiliation Unknown 00/03/17 Ip, 
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I Financial information 


800415040A Forwards Annual Financial Repfc 1979 

UHRlO.n E Florida Power & Light Co 80/04/08 ip 


—8004150411 Annual Financial Rept 1979 

* Florida Power h Light Co G0/03/0G 72pp 


xi Insurance indemnity information 


0004080281 Forwards Endorsement 43 to MAELU Policy MF-'SS 

FlELDERfJ harsh hcLennani Inc i N & K Nuclear Consultants^ Inc 
Dlv QO/03/31 3pp 


8004280449 Forwards Endorsement S2 to NELIA Policy NF-iaS 

FIELDERiJ Marsh )1< hcLennanp Inc i ti & h Nuclear Consul tants« Inc 
Div 80/04/21 ip 


p Operating license stage documents S' correspondence 


G004030102 Forwards "Nuclear Data Link Specs>" study of digital 
communication sys to transmit info from plants to Qethesda 
Operations Ctr 

EISENHUTiD O Division of Operating Reactors 80/03/12 3pp 


— 8004030118 "Nuclear Data Link Specs " 

« Division of Operating Reactors 80/02/21 26pp 


0004090166 Forwards Amends 53 ^ 45 to Licenses UPR-31 & DPRMl, 
respective! yf safety evaluation notice of issuance & 
aval lab 1 1 1 ty 

SCHWENCER.A Operating Reactors Dranch 1 BO/OD/12 2pp 


-'5004090169 Amends S3 45 to Licenses DPR'31 U DPR-41 » respectively* 
increasing min lowlow generator water level reactor trip 
point from S’/, to ISX of narrow range instrument scale 
SCHNENCERiA Operating Reactors Dranch 1 80/03/12 6pp 


—■8004090170 Safety evaluation supporting Amends S3 6 45 to Licenses 
DPR-31 i< DPR-41* respec tive ly 

a Office of Nuclear Reactor Regulation 80/03/12 2pp 


— ■8004090174 Notice of issuance & availability of Amends 53 h 45 to 
Licenses DPR-31 4i nPR-41* respec t ive ly 

6CHNENCER*A Operating Reactors Dranch 1 80/03/12 2pp 


8004040179 Forwards Amends 54 it 46 tq Licenses DPR-31 U DPn-41 
respectivelyr safety evaluation L notice of issuance S( 
aval lab 1 1 1 ty 

8CHWENCeR*A Operating Reactors Dranch 2 80/03/13 2pp 


—'0004040183 Amends S4 46 to Licensee DPR-31 DPR-41 respectively! 
Incorporating results of revised ECC6 analysis for steam 
generator tube plugging level of 22’/, 

BCHWENCERiA Operating Reactors Dranch 2 80/03/13 9pp 


--8004040187 Safety evaluation supporting Amends 54 & 46 to Licenses 
DPR-31 St DPR-41 respectively 

# Office of Nuclear Reactor Regulation 80/03/13 6pp 


— 8004040190 Notice of Issuance U availability of Amends 54 it 46 to 
Licenses DPR-3i & DPR-4i respectively 

SCHNENCERiA Operating Reactors Branch 1 80/03/13 2pp 


8004110093 Summary of 800304 meetings w/utll $< Uestlngtiouse in 
BethesdajMD re steam generator inip it plugging program 
OROTENHUlSrM Operating Reactors Branch* 1 00/03/13. I7pp 


8004240251 Forwards Amends 53 St 47 to Licenses DPR-31 St DPR-41* 
respectively* safety evaluation St notice of issuance St 
aval lab 1 Ity 

SCHNENCERiA Operating Reactors Branch 1 80/03/14 2pp 


—8004240263 Amends 55 & 47 to Licenses DPR-31 St DPR-41# respectively* 
incorporating new limiting conditions for operation & 
surveillance requirements re low temp reactor vessel 
overpressure protection sys installed in both units 
8GHNENCER*A Operating Reactors Dranch 1 80/03/14 14pp 


— 8004240276 Safety evaluation supporting Amends 35 Sc 47 to Licenses 
DPR-31 S< DPR-41* respectively 

s Office of Nuclear Reactor Regulation 80/03/14< I4pp 


— 8004240283 Notice of issuance S< aval lati Ity of Amends 55 S* 47 to 
Licenses DPR'-Sl St DPft-41 * r espec tivoly 

SCHWENCER.A Operating Reactors Branch 1 80/03/14 2pp 


8004100268 Forwards Amends 96 t 48 to Licenses DPR-31 h DPR-41 
respec tlvely. safety evaluation & notice of issuance 
aval lab i 1 1 ty 

SCHWENCER.A Operating Reactors Branch 1 80/03/21 2pp 


— 8004100275 Amends 56 Ac 43 to Licenses DPR-3t ti DPft-4l reepoc tf vely * 
revising reactor coolant pi essure-tamp limits to 
account for neutron Irradiation induced increases in 
reactor vessel ml ductility temp 

SCHlrlENCER* A Operating Reactors Branch 1 80/03/21 9pp 


—8004100281 Safety evaluation supporting Amends 56 L 48 to Licenses 
DPR-31 DPR-41 respectively 

* Office of Nuclear Reactor Regulation 80/03/21 3pp 


— 8004100284 Notice of issuance V availability of Amends 56 & 48 to 
Licenses DPR-Sl t DPR-41 respectively 

GCHMENCER* A Operating Reactors Branch 1 00/03/21 2pp 


8004100458 Forwards Amend 49 to License DPn-4 i* safety evaluation t 
notice of issuance & availability 

8CHWHNCER*A Operating Reactors Branch 1 80/03/21 3pp 


— 0004100467 Amend 49 to License DPR-4li revi sing Tech Specs to permit 
continued operation for one month more than authorlied by 
Amend 44 

BCMWENCER/A Operating Reactors Branch 1 80/03/21 3pp 


—0004100473 Safety evaluatiun supporting Amend 49 to License DPR-41 
a Office of Nuclear Reactor Regulation 80/03/21 3pp 


—8004100473 Notice of issuance & availability of Amend 49 to License 
DPR-41 

SCHWENCER.A Operating Reactors Branch 1 00/03/21 2pp 


8004010210 Forwards "Steam Generator Repair Rept*" Revision 7 re lower 
assembly removal* dose calcu lations* steam generator disposal 
return to sve testing 

UHRIO. R E Florida Power 8* Light Co 80/03/20 3pp 


—8004010214 "Steam Generator Repair Rept*" Revision 7 
# Florida Power 4. Light Co 80/03/31 ISOpp 


8004030289 Responds to NRC B00320 1 tr re Implementation of short-term 
Lessons Learned requirements Supplemental info re direct 
indication of valve posi tion* subcool ing meter* containment 
isolation it plant shielding review end 
UHRIO.R E Florida Power S' Light Co QO/03/2B llpp 


6004080452 Provides response to NUREO“0578( short-term requirements re 
subceoled margln*plant shielding review U technical support 
ctr data display Detailed info on ability of digital data 
processing sys to supply subcooling data end 
UHRIOfR E Florida Power it Light Co 80/04/04 6pp 


8004280062 Forwards evaluation of licensee compliance w/Category A of 
NRC recommendations resulting from TrtI-2 Lessons Learned 
Util has satisfied all Category A requirements Attendee list 
for NRC 800117-18 site visit end 

8CHNENCER* A Operating Reactors Branch 1 80/04/07 iSpp 


80042B0177 Approves one-month extension of 1979-00 licensed operator 
requalification program 

COLLINS, P F Operator Licensing Branch 00/04/08 tp 


8004200267 Responds to NRC 800410 Itr requesting that info re use of 
NUKEM 750 be provided by 800530 Technical basis for use of 
NUKEM 750 as qualified caulk requested from Ameron Info will 
not be available by 800530 Submittal expected 000730 
UHRIO. R E Florida Power t< Light Co 80/04/22 Ip 


Q Inspection reports* IE Bulletins it correspondancs 


0004090344 Forwards IE Bulletin 80-03* "Loss of Charcoal From Btd Typo 
I I, Two-Inch* Tray Adsorber Calls " Action required 

O'REILLY, J P Region 2. Atlanta* Office of the Director 00/02/06 

2pp 


0004040003 Responds to NRC Itr re violations noted In IE Insp Repts 
50-250/79-37 «c 50-231/79-37 Corrective actions testing will 
be incorporated into security plan w/securlty supervisor 
taking responsibility 

UHRlOiR E Florida Power U Light Co 80/02/19 Ip 
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B004100195 Foru/ards IE Insp Rspts 50-350/00-02 I* 30-251/80-02 on 
600118-21 No ntincompl 1 ance noted 

LE[<ffSif^ 0 Rogion 2i Atlantaj. Reactor Operatlonv Mucicar Support 
0ranch 00/02/20 &p p 


— 8004100202 IE Insp Repts 50-250/80-03 U 50-251 /BO-OS on 800110-21 .No 
noncQiDp 1 nanc e noted Hajor areaa inspected engineered 
safeguards It emergency pnuer s^s Integrated testing 
OPRlOHTiC M Region 2» Atlantai ReactoT Operations Nuclear Support 
Branch BROO^ta.E H Region 2, Atlanta, Office a* the Director 
80/02/13 app 


G00433000'? Forwards IE Insp Repts 50-250/80-05 tt 50-251/30-05 on 
800205-07 No noncomp 1 lance noted 

BRyANTrJ C Region Z, Atlanta, Reactor Construction & Engineering 
Support Branch GO/02/22 2pp 


— 9004230026 IE Insp Repts 30-250/80-05 6, 50-251 /G0~05 on B00205-07 Mo 
none Ptnpl iance noted Major areas inspected pipe support 
baseplates 1* saf e tg-r e latcd piping sys per IB Bulletins 
79-02 & 79-14i respectively 

HEROr, A R Region 2< Atlanta, Reactor Construction li Engineering 
Support Branch ANO,Vj P Region 2< Atlanta^ Office of the 
Dir ec tot 80/02/20 4pp 


G0042G011S Forwards IE Insp Repts 30-230/00-06 It SO-251/BO-OA on 
300204-07 No noncomp I iance noted 

LEVilS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/03/12 2p p 


—0004280125 IE Insp Repts 50-250/80-06 50-231/80-06 on 000204-07 No 

none airpl lance noted Major areas inspected areas of small 
break loss of coolant procedures training 

liARTlNp n D Region 2, Atlantai Reactor Operations Nuclear Support 
Sranch JOHNSON, A H , NED3TER. E H Region 2, Atlanta, Office of 
the Director 30/03/18 7pp 


8004040328 Ack receipt of 600819 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-250/79-39 & 
50-251/79-39 

8T0HR,J P Region 2* Atlanta, Fuel Facility in Katerlals Safety 
Branch 80/03/13 Ip 


— B004040347 Responds to NRC 800128 Itr re violations noted in IE Insp 
Repts 50-250/79-39 fc 30-251/79-39 Corrective actions new 
procedures & revisions implementing subsections luill be 
revleued 4* approved prior to issuance for use 
UHRIO.R E Florida Power U Light Co 80/02/19 2pp 


—9004040351 Forwards IE Insp Repts 50-250/79-39 U 50-251/79-39 on 
791219-21 6c notice of violation 

STOHRf J P Region 8, Atlantai Fuel Facility It Materials Safety 
Branch 00/01/28 2pp 


— 9004040360 Notice of violation from insp on 791219-21 

e Region 2 j Atlanta, Office of the Director 00/01/85 Ip 


—8004040365 IE Insp Repts 5O-2S0/79-39 «< 50-251/79-39 on 791219-21 
Noncomp 1 iance noted deficiency in approval of procedures r‘e 
implementation of ETS 

CUNNIN-GHAMiA L Region 2, Atlanta, Office of the Director 
JENKIN8, 0 R Region 8, Atlanta, Fuel Facility 4< Materials Safety 
Branch 60/01/25 4pp 


8004100197 Summary of 7G0304 meoting w/util 4< Uestinghouse In Dethesdai 
MD re steam generator insp plugging program 
GROTENHUIB, M Operating Reactor* Branch 1 80/03/13 I7pp 


8004090010 Act receipt of 000307 Itr informing NRC of steps taken to 
correct vioUtions noted in IE Insp Rents 50-250/79-40 tt 
50-251/79-40 

BTQHR,J P Region 2i Atlanta, Fuel Facility tc Materials Safety 
Branch 80/03/19 Ip 


"8004080015 Responds to NRC 800201 I fcr re violations noted in IE Insp 
,1 Repts 50-250/79-40 4c 50-251/79-40 Corrective actions marking 
procedures for steam generator heads have been changed to 
require monitoring 

DHRI0,R E Florida Power it Light Co 00/03/07 4pp 


— 80040B0023 Advises that response to 000201 Itr requesting corrective 
action* to violations noted in IE Insp Repts 50-250/79-40 U 
50-251/79-40 ui 1 1 be complete by 300307 
l/HRlOrR E Florida Power i Light Co 80/02/27 Ip 


—0004000027 Forwards IE Insp Repts 50-250/79-40 U 50-251/79-40 on 
791217-20 & notice of violation 

ST0HRrJ,P Region 2, Atlanta, Fuel Facility It Materials Safety 
Branch. 00/02/01 2pp 


— 9004080030 Notico gf violation from insp on 791217-20 

« Region 2, Atlanta, Office of the Director 80/02/01 Ip 


—8004000030 IE Insp Repts 50-250/79-40 !, 50-251/79-40 on 791217-20 
Noncomp 1 iancB noted failure to follow procedures re marking 
defective *team generator tubes failure to have adequate 
procedures for marking defective tubes 

OtB&QN,A F . NRAY.J R Region 2, Atlanta, Office of the Director 
00/02/01 7pp 


3004240030 Forwards response to IE Bulletin 80-03, *'Lo«b of Charcoal 
from Std Type 1 1, Turo-Inch, Tray Adsorber Cells “ Adsorber 
cells used in affected sys do not employ screen rivets 
Possibility of charcoal toss as described doe* not exist 
UHRIOiR E Plorlda Power 6 Light Co 80/03/26 2pp 


8004150517 Forwards IE Info Notice 60-12, “Instrument Failure Causes 
Opening of PORV 6 Block Valve “ No specific action or 
response necessary 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/03/31 

2pp 


6004090619 Forwards IE Circular 00-05, "Emergency Diesel Generator 
Lubricating Oil Addition & Onsite Supply “ No written 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/01 

2pp 


6004150061 Forwards IE Info Notice 00-13. "0£ Type SBM Control Switches 
Defective CAM Followers *' No specific action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/02 

2pp 


6004240260 Forwards IE Info Notice 80-14, "Safety Suggestion* From 
Employees “ No action required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/04/02 

2pp 


6004240371 Ack receipt of B00321 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-250/80-03 & 
50-251/60-03 

LEMISrR C Region 2, Atlanta, Reactor Operation* Nuclear Support 
Branch 80/04/02 Ip 


—0004240376 Responds to NRC 600225 Itr re violation noted in IE Insp 
Repts 50-250/60-03 & 50-051/00-03 Corrective actions fir* 
protection OA program will be Implemented by 000731 
UHRIG, R E Florida Power & Light Co 00/03/21 2pp 


—0004240383 Forwards IE Insp Repts 50-250/00-03 tt 50-251/00-03 on 
000107-11 It notice of deviation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/02/25 2pp 


—0004240307 Notice of deviation from insp on 800107-11 

e Region 2, Atlanta, Office of the Director. 00/02/20 Ip 


—8004240390 IE Insp Repts 50-250/80-03 & 50-231/00-03 on 000107-11 
None ompl lance noted failure to implement fire protection QA 
program 

MARTINiR D Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch ELROD, 8 A Region 2, Atlanta, Office of the Director 
OO/OS/20 6pp 


0004160321 Forwards IE Circular 00-07, "Problem* W/HPCI Turbine QU 
Sys *' No written response required 

O'REILLY, J F Region 2, Atlanta, Office of th* Director. 00/04/03. 

2pp. 


0OO423O1AS Forwards IE Bulletin 79-03A "Long! tud Inal Ueld Defect* in 
ASME 8A-312, Type 304 Stalnles* Steel Pipe Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/04 
Ip 


6004100417 Forwards IE Bulletin 80-06, "Exam of Containment Liner 
Penetration Held* '* Urltten response required. 

Q'REILLY, J P Region 2, Atlanta, Qffice of the Director 00/04/07 

2pp. 


6004300593 Update* 800304 response to IE Bulletin 79-018, "Environ 
Oual If icatlon of Class IE Equipment " Info re Item 7. a 
will b« forwarded by 000601, Info re Item 7. b will be 
fortwarded by 800701 

UHR1Q,R. E, Florida Power Light Co 60/04/06 ip 
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n Periodic operating reports related coi respandence 


0004240368 Foi wards mnnthlg opei ating lepts for Mar 1?7B 
SCHMIDT, A D Florida Power i Light Co 78/04/07 Ip 


— 8004240374 Monthlg operating repts for Mar 1970 

CHILSON, V T Florida Power Si Light Cp 70/04/06 I3pp 


8004240440 Forwards ftionthlg operating repts for Apr 1970 
SCHMIDT. A D Florida Power 4. Light Co 70/05/06 Ip 


— 0004240452 Monthlg operating repts for Apr 1978 

CHlLaOM, V T Florida Power i> Light Co 70/05/06 9pp 


8OO424035U Forwards rsonthlg operating repts for May 1970 
SCHMIDT, A D Florida Power Light Co 70/06/03 tp 


— 8004240356 Monthly operating repts for May 1970 

CHILBON, V T Florida Power 8/ Light Co 70/06/03 13pp 


0004240470 Forwards iflonthly operating repts for June 19/0 
SCHMIDT, A D Florida Power 5. Light Co 70/07/01 Ip 


— B004240474 Monthly operating repts foi June 1970 

CHILSQH.V T Florida Power tt Light Co 70/07/01 14pp 


8004340455 Forwards monthlg operating repts for Jul 1970 
SCHMIDT, A D Florida Power t< Light Co 78/00/10 Ip 


— 0004240459 Monthly operating repts for Jul 197B 

CHILBON, V T Florida Power 6 Light Co 70/08/10 I2pp 


0004240359 Forwards monthly operating repts for Aug 1970 
SCHMIDT. A D Florida Power i Light Co 70/09/04 Ip 


—0004240363 Monthly operating repts for Aug 1978 

CHILBON, V T Florida Power t, Light Co 7B/09/04 13pp 


0004240443 Forwards monthly operating ropts for Bept 1970 
SCHMIDT, A D Florida Power it Light Cd 78/10/07 Ip 


—8004240444 Monthly operating repts for Bept 1970 

CHILSON, V T Florida Power & Light Co 70/10/07 13pp 


0004240466 Monthly operating repts for Oct 1970 

CHILSON, V T Florida Power it Light Co 78/11/04 ISpp 


B004240436 Forwards monthly operating repts for Nov 1978 
SCHMIDT, A D Florida Power «* Light Co 78/12/06 Ip 


--0OO424O44O Monthly operating repts for Nov 1970 

CHILSaN, V T Florida Power it Light Co 70/12/06 I4pp 


G004S40418 Forwards monthly operating ropts for Dec 1770 
SCHMIDT, A D Florida Power 1 Light Co 79/01/06 Ip 


— 0004240422 Monthly operating i epts for Doc 1970 

CHILSON, V T Florida Power «. Light Co 79/01/06 15pp 


0004230330 Forwards monthly operating repts for May 1979 
SCHMIDT, A D Florida Power it Light Co 79/06/09 Ip 


— 0004230332 Monthly operating repts for May 1979 

CHILBON, V T Florida Power i Light Co 79/06/09 12pp 


8004230404 Forwards monthly operating repts for June 1979 
SCHMIDT, A D Florida Power i Light Co 79/Q7/07 Ip 


— B004230490 Monthly operating ropts for June 1979 

CHILSON, V T Florida Power it Light Co 79/07/07 llpp 


0004230321 Forwards monthly operating ropts for Jul 1979, 
SCHMIDT, A D Florida Power i Light Co 79/00/04 Ip, 


— 8004230326 Monthlg operating ropts for Jul 1979 

CHILSON, V T Florida Power U Light Co 79/08/04 13pp 


0004160524 Forwards monthly operating repts for Jan 19B0 
SCHMIDT, A D Florida Power It, Light Co 80/02/09 Ip 


— B00418052B Monthly operating repts for Jan 1900 

CHILSON, V T Florida Power & Light Co 00/02/09 3pp 


6004100529 Forwards monthly qpet ating lepts for Feb 1900 
SCHMIDT. A I) Florida Power i Light Co 00/03/00 Ip 


— 8004180530 Monthly operating repts for Feb 1900 

CHILBON, V T Florida Power i Light Co 80/03/08 3pp 


0004040300 Forwards “Semiannual Croundwater Monltoiing Program Summary 
Rept" h “Annual Noiirad i nlogi cal Environ Monitoring Rept, 

1979 " 

UHRIO, R E Florida Power i Light Co 00/03/31 Ip 


-'-0004040307 “Semiannual Oraundwater Monitoring Program Summary Rept. 
for period ending Jul 1979 Twenty-one oversiie drawings At 
graphs end 

* Dames h Moore 79/07/31 140pp 


--8004040397 “Annual Nonrad lol og i ca I Environ Monitoring Rept, 1979 " 
* Florida Power 6 Light Co 79/12/31 60Dpp 


0004100373 Forwards monthly operating repts for Mar 19B0 
SCHMIDT, A D Florida Power li Light Co 00/04/05 Ip 


--'80041003/4 Monthly operating repts for Mar 1980 

CHILSON, 9 T Florida Power 8< Light Co 00/04/05 9pp 


S Reportable occurrences, LERs i related correspondence 


0004020377 Forwards LER 0O-OO3/O3L-O 

SCHMIDT, A 0 Florida Power i Light Co 00/03/17 Ip 


—0004020391 LER GO-003/03L-0 on 000215, while testing 4C steam generator 
feedwater control valve, rapid change in steam generator 
level resulted in lifting RV-l4iO which did not fully 
reseat Caused by binding between gear Ai nut Valve tested 
BCHBPFMAN.M A Florida Power U Light Co 80/03/17 Ip 


DOCKET 30-254 QJAD-CiriES STATION, UNIT I 


F Socurity, medical, emorgoncy it fire protection plans 


8004240531 Forwards sys description 8( operating instruction* for NRC 
health physics telephone network Sgs designed for use during 
nuclear incident or AD Network may also be used for daily 
admin! strat ive or facsimllie traffic 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/03/20 
2pp 


00040702/2 Forwards input to facility fire protection review for fire 
detection sys. water suppression sys & foam suppression sys 
info completes items for which adequate licensee input 
evists 

HALL, R E Brookhaven National Laboratory 00/03/31 Spp 


8004070273 Forwards Pages C-26 & C-27 of Revision 5 to security plans, 
omitted from 000324 submittal End withheld 
iref lOCFn2 790) 

PEOPLED, D L Commonwealth Edison Co BO/04/02 Ip 


8004230524 Forwards revisions to 800331 Itr re fire protection review. 
Item 3 1 1, f ire detection sys, Item 3 1 5, water suppression 
sys, Ac Item 3 1 6. foam suppression sys 

HALL,R E Brookhaven National Laboratory 00/04/16 Spp 


8004230367 Forwards revised security plan Revisions withheld 
(ref 10CFR2 790) 

PEOPLES, P L Commonwealth Edison Co 80/04/21 IP 


O Adjudicatory correspondence 


0004030026 Memorandum of und erstand ing between NRC U FEMA re prompt 
improvement in radiological emergency planning it 
preparedness, d istrlbuted as Board notification, 

ODBSICK.L V Office of the Eieecotive Director for Operations 
00/04/02 34pp 


8004240463 Forwards monthly operating repts for Qct 1970 
SCHMIDT, A D Florida Power S. Light Co 70/11/04 ip 
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P Operati-ng^ license stage documonts U correspondence 


Q004080296 Foru;ards corrected Pages BS & 93 for Licenses DPR-l? rtmend 
44 Sc DPR-aS ^mcnd 39 4. corrected Pages 3 6-/A 6-2 & 3 6/4 6-9 
ifoT Licenses DPfi-29 Ameriil 53 *< DPR-30 Amend 30, in response 
to 791002 Itr 

IPPOLITO. T A Dperattng Reactors Branch 3 SO/02/20 2pp 


—0004000310 Corrected License Pages 83 St 93 for Amends 44 t 39 to 
Licenses DPR**19 !< DPR-SS, respect ively t corrected License 
Pages 3 6/4 6-2 it 3 6/4 6-9 for Amends 53 & SO to Licenses 
BPR-29 it DPR-30, respec t ivelg 

HI Operating Reactors Branch 3 30/02/20 Bpp 


8004070301 Discusses NRC 761123 request that all LWR licensees assess 
higher fission gas release for fuel burnups above 20, -000 
HW-day per metric ton Responses indicate that no Itnmedlate 
licensing action is required for operating reactors 
IPPDLITO. T A Operating Reactors Branch 3 80/03/10 3pp 


8004030102 Poruards "Nuclear Data Link Specs," study of digital 
communication sys to transmit info from plants to Dethesda 
Oparatlons Ctr 

EISENHUTiDO Division of Operating Reactors BO/03/12 5pp 


—00040301 13 "Nuclear Data Link Specs " 

* Division of Operating Reactors 00/02/21 2Bpp 


0004100102 Requests controlled set of PltlDs for each plant Submittal 
should be foruarded to attention of Region 3 incident 
response ctr uithin 20 days 

KBPPLER, J 0 Region 3, Chicago, Office of the Director 60/03/20 

tp 


8004190316 Forwards revised pages constituting Revision 13 to CE-l-A, 
QA program Revisions reflect recent organi lation title 
changes 

NAVSHTON, 1^ F Commonwealth Edison Co 80/04/02 Ip 


—0004150328 Revised pages constituting Revision 13 to OA progTam 
Revisions reflect recent organ! zatl onal title changes 
* Commonwealth Edison Co CE-l-A RI3 80/04/04 7pp 


8004130217 Forwards addl info re failure of control rods to insert 
fully on icra-m in response to NRC 800110 & 11 Itrs Dresden 1 
eiperlenced no control rod failures In 1976-79 Failure at 
other facilities caused by leakage past worn piston seals 
JA-NECEK, R F Commonwealth Edison Co 00/04/14 lOpp 


8004230427 Forwards response to NUREO-057B 4, ''Design Criteria ®t 
Conceptual Design Bsscriptian for Technical Support Ctrs for 
Facilities" for review Util emergency pkan will be submitted 
w/Lasalle County site-specific emergency plan 
PEOPLES, D L Commonwealth Edison Co 90/04/lS 60pp 


— 8004230428 "Design Criteria S< Conceptual Design Description for 
Technical Support Ctrs for Facilities " 

e Bechtel Power Corp isubs of Bechtel Corp 1 79/12/26 32pp 


Q Inspection reports, IE Bulletins & correspondence 


8004040029 Forwards IE Insp Repts 50-254/79-30 U 90-269/79-28 on 
791211-14,^0 noncomp 1 i anc e noted 

DAVI5, A B Region 3, Chicago, Fuel Facility Ic Materials Safety 
Branch 00/02/12 2pp 


—0004040034 IE Insp Repts 50-254/79-30 |r 50-265/79-20 on 791211-14 No 
no-ncomp 1 iance noted Major areas Inspected licensees date, 
repts if experience in meeting design objective gaseous 
release rate for radioiodine t- radlactive matl. 

HUETER,L J Region 3, Chicago, Office of the Director 

riBHER,l4 L Region 3, Chicago, Fuel Facility L Naterialt Safety 

Branch 80/02/06 5pp. 


S004100I40 Forwards Haste Packaging Insp Rept 79-07A on 791212-13, No 
noncomp 1 lance noted 

DAVIS, A B Region 3, Chicago, Fuel Facility «< Materials Bafety 
Branch, 80/02/22 2p p 


■0004100408 Haste Packaging 79-07A on 80791212-13 No noncompl iance 
noted Major areas inspected compliance w/DQT U NRC 
regulations including shipping paper raquirements* rad iation 
levels 4c DOT labeling 

POTTER, -J P Region 3, Chicago* F'uel Facility 4t MeteTiali Bafety 
Branch. 80/02/22 6pp 


G00410051B Forwards Waste Packaging Insp Rept 79-07A on 791219 6 notice 
of violation 

DAVISpA B Region 3, Chicago, Fuel Facility 4, Materials Safety 
Branch BO/02/22 2pp 


— 8004100532 Notice of violation from insp on 791219 

e Region 3, Chicago, Office of the Director BO/02/22 Ip 


—8D04 100526 Waste Packaging Insp Rept 79-07A on 791219 Noncompliance 
noted failure to mark package as radioactive low specific 
activity 

POTTER, JP , DROWN, R A Region 3, Chicago, Fuel Facility 4c 
Materials Bafety Drench 80/02/22 3pp 


Q004100192 Forwards IE Insp Repts 50-254/60-03 4, S0-265/BO-O5 on 
000115-16 4c 0211 No noncomp 1 iance noted 

FIORELLIpO Region 3, Chicago, Reactor Construction it Engineering 
Support Branch 80/02/20 2pp 


—0004100207 IE Insp Repts 50-254/80-03 U 50-265/00-05 on BOOl 15-16 & 
0211 No noncomp 1 lance noted Major areas inspected torus 
support OA/OC program, procedures, work activities 4, feedwater 
sys welds 

DANIELSON, D H Region 3, Chicagot Reactor Construction & 
Engineering Support Branch WARP, K D Region 3, Chicago, Office 
of the Director 00/02/25 9pp 


0004080617 Forwards IE Insp Repts 50-254/BO-O1 it 50-265/00-02 on 
000102-0201 No non c amp 1 iance noted 

KEISHMAN, R F Region 3, Chicago, Reactor Dperations Nuclear Support 
Branch 80/02/29 2pp 


—8004000625 IE Insp Repts 50-254/80-01 & S0-26S/G0-02 on 800102-0201 No 
noncompliance noted Major areas inspected maint plant 
op eratl ens, physical protection U followups 

8PE86AnD,R L , CHRIS0OTIMO3, N Region 3, Chicago, Office of the 
Director 80/02/25 7pp 


0004100110 Forwards IE Info Notice GO-OB, ^'Statas Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

KEPPLeR,J 0 Region 3, Chicago, Office of the Director 00/03/07 

Ip 


0004140119 Forwards response to IE Bulletin 00-03, "Loss of Charcoal 
from 8td Type IlrTwo-Itich Tray Adsorber Cells " Visual 
esamlnatlon determined that contact between eating t< screen 
it adequate to prevent charcoal granule escape 
PEOPLES, D L Commonwealth Edison Co BO/03/20 5pp 


8004040014 Forwards corrected Matte Packaging Imp Rept 79-07A Requests 
that rapt sent on 800222 be destroyed 

DAVIS, A D Region 3, Chicago, Fuel Facility & Materials Safety 
Branch 00/03/21 Ip 


— 800404001? Forwards corrected Nasta Packaging Insp Rapt 79-07Ai on 
791212-13 No noncomp Hance notad, 

DAVI8,A 0 Region 3, Chicago, Fuel Facility b Materials Bafety 
Branch 00/02/22 2pp 


— 0004040023 Corrected Haste Packaging Insp Rspt 79-07A on 791212-13 No 
noncomp 1 lanes noted Major areas inspected shipping paper 4, 
piacardlny requirements, rad iat ion levels, removable 
contamination 4< package extornal features 

POTTER, t/F Region 3, Chicago, Fuel Facility 'I, Materials Bafety 
Branch 00/02/22 7pp 


8004000494 Forwards final technical evaluation rept re faeduitsr notile 
cracking Insp prograni for feedwater noitles 4* control rod 
driveline return line nottle acceptable 

CARFAONO, 8 P, Franklin Institute/Franklin Research Center. 
NRC-03-79-118 80/03/29 6p p 


8004150159 Forwards IE Info Notice BO-12, "Instrument Failure Causes 
Opening of PORV it Block Valve " No specific action or 
response necessary. 

KEPPLERiJ Q Region 3, Chicago* Office of tha Director 00/03/31 
ip, 


8004000606 Forwards IE Circular BO-05, '"Emergency Diistl Generator 
Lubricating Oil Addition U Onsite Supply " No written 
response required 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 00/04/01, 
IP 


8004 150014 Ferwards lE Info Notice 80-13, "OE Type B8K Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLEfl,J 0 Region 3, Chicago, Office of the Director 00/04/02. 

IP 
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BOO410OOGO Forui^rds attachmont^ to IE Circular B0~03. ''Protection From 
Toxic Gas HaiardSi" inadvertently omitted from QQ030& 
transmi tta 1 

l^EPPLERjJ G Region 3. Chicago, Office of the Director 00/04/02 
tp 


— 0004150468 LEfl B0-O0a/O3L'-0 on 80 0300, after performing preventive 
ma Inti 1/2 diesel generator uould not start from contTol 
room Caused by poor electrical contact between fuse clip 
Fuse clip adjusted 

CEECH, K Commonupeal th Edison Co 60/03/27 2pp 


GOQ4220093 Forwards IE Info Notice 80-14i "Safety Suggestions From 
Employees " No action inquired 

KEPPLER,J 0 Region 3, Chicago, Office of the Director BO/04/03 
IP 


0004220324 Forwards IE Circula? 80-07/ "Problems W/HPCI Turbine Oil 
Sys " No written response required 

KEPPLER,J 0 Region 3. Chicago, Office of the Director 80/04/03 
IP 


8004220069 Forwards IE Dulketin 80-08, "Exam of Containment Liner 
Penetration Nclds " Wrlttan response required 

KEPPLER, J 0 Region 3. Chicago- Office of the Director 80/04/09 
IP 


8004110025 Forwards IE Dulletin 00-07, "BUR Jet Pump Assembly Failure " 
Mritten response required 

KEPPLERi J O Region 3- Chicago, Office of tho Director 90/04/07 
IP 


DOCKET SO-255 PALISADES NUCLEAR PLANT 


F Security, medical, emergency t> fire protection plans 


0004000426 Advises that designs for fire protect ion, spri nk lers- cab I e 
penetration seals 9< cable firestops described in util B00222 
Itr are acceptable for protection intended in NRC safety 
evaluation 

ZIEMAMN, D L Operating Reactors Branch -3 00/03/11 2pp 


0004110022 Forwards supp 1 to 780901 fire protection safety evaluation 
in response to 760915 & 29 Itrs pioviding addl info Items 
3 2 1 Rt 3 2 5 are resolved 

ZIEHANN, D L Opeiating Reactors Branch 2 80/03/19 2pp 


— 000411.0026 Suppl 1 to file protection safety evaluation, reso Ivi ng Items 
3 2 16 3 2 3 

a Office of Nuclear Reactor Regulation 80/03/19 Ip 


8004230224 Forwards IE Bulletin 79-03A. "Longitudinal Weld Defects in 
ASHE fiA-3i2,Type 304 Stainless Bteel Pipe '' Action required 
KEPPLER. J 0 Region 3- Chicago, Office of the Director 80/04/07 
IP 


9OO42BO620 Forwards revised Pages 3656 omitted Page 4 to IE Insp 
Repts 50-010/80-05, 50-237/80-05, 90-249/00-05, 50-254/00-05 6 
50-265/80-00 

FlORELLI/O Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 00/04/09 Ip 


0004240540 Forwards sqs description 6 operating instructions for NRC 
health physics telephone network 9ys designed for use during 
nuclear incident or AO Network may* also be used for dally 
administrative or facsimllie traffic 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/03/20 

2pp 


0004200614 Forwards drawings indicating fire protection mods to 
Item 3 1 5, "Fire Barriers " 

FROST, 8 R Consumers Power Co 60/04/24 3pp 


—0004260634 Revised Pages 3656 omitted Page 4 to IE Insp Repts 
50-010/00-05, 90-237/80-05, 50-249/80-05, 50-254/00-05 6 
50-265/00-06 

d Region 2, Atlanta, Office of the Director 00/04/09 3pp 


R Periodic operating reports 6 related correspondence 


G00415D004 Forwards "Radioactive Waste 6 Environ Nonl tor ing- Annua 1 
Rapt, 1979 " Rept constitutes Part 3 of facility operating 
rapt 

KALIVIANAKI8,N Commonwealth Edison Co 80/03/06 Ip 


— 0004280624 "Cuftaln-Type Fire Doors Heating 6 Ventilation Sys, 
Fire Areas 1,2,3 6 4., Nod 10 " 8heet 1 of 1 
* Nuclear Services Corp 79/11/29 tp 


— 0OO42BO617 "Heating 6 Ventilation Auxiliary 6 Containment Plan at 
Elevation 607 Ft 6 inches 6 6il Ft " 
a Bechtel Corp 79/U/29 Ip 


— 0004280621 "Heating 6 Ventilation Auxiliary 6 Containment Bldg Plan 
Elevation, 625 Ft " 

a Bechtol Corp 9935 79/H/29 Ip 


—8004150007 "Radioactive Waste 6 Environ Nonltoring Annual Rept, 1979 " 
e Eberiine Instrument Corp 60/03/31 91pp 


80048S0333 Forwards listing of changes, tests 6 experiments performed in 
Mar 1980 

KALIVIANAKI8, N Commonwealth Edison Co 80/04/14 5pp 


6 Reportable occurrences, LERs 6 related correspondence 


8004020422 Forwards LER 80-006/03L-0 

KALIV1ANAKI8, N. Commonwealth Edison Co 60/03/14 Ip 


—6004020427 LER 0O-OO6/O3L-O on 600222, while doing routine panel checks, 
reactor core isolation cooling supply valves NO 1-1301-16 6 
17 were found In closed position Caused by procedural 
inadequacy 6 personnel performance Procedures revised 
VAKRENWALD, J Commonwealth Edison Co 00/03/14, Ip 


9004020350 Forwards LER 00-005 /03L-0 

KALIVIANAKIS, N Commonwealth Edison Co 00/03/20 Ip 


— 8004020397 LER 80-005/03L-0 on 800224, while performing MI8V closure 
timing, valve AD 1-203-iD failed to close when control switch 
wss operated, Caused by blockage of exhaust restrictor on 
on pilot valve Exhaust restrictor cleaned 
SQDENrR Commonwealth Edison Co 80/03/20 2pp 


6004190463 Forwards LER aO-007/03L-0 

KALIVIANAKIS, N Commonwealth Edison Co 60/03/25 Ip 


— 0004150467 LER aO-007/03L-0 on 000306, while performing control room 
insp 6 panel checkrB main steam line radiation monitor found 
reading low Caused by logarithmic radiation monitor chassis 
electronically drifting out of calibr Chassis recalibr 
WVKOFF, D Commonwealth Edison Co 00/03/25 2pp 


8004150457 Forwards LER 0O-OO8/O3L-O 

KALIVIANAKI8,N Commonwealth Edison Co 80/03/27 Ip 


—0004260625 "Heating 6 Ventilation Auxiliary 6 Containment Plan at 
Elevation 639 Ft 6 649 Ft ” 
a Bechtel Corp 79/07/03 Ip 


—0004200627 "Mod 0, Flie Doors 91,119.184,185 Fire Area Numbers 1 , 2, 9, 9 
Sheet 1 of 1 

a Nuclear Services Corp 79/01/03 ip 


0 Adjudicatory correspondence 


0004100310 Forwards Revision A of "Qfceam Generator Repair Rept," which 
is being served on parties to proceeding N/o end 
GIBBS, M E Isham, Lincoln 6 Beale 00/03/03 ip 


0004090442 Responds to 800221 Itr enclosing CPC first round of 
Interrogatories 6 request for production of documents 
Answers will be accomodated inf ormal ly, to extent of 
relevancy to civil penalty 1 ssiies, tu/o waiving objections 
MURRAY, J P Rulemaking 6 Enforcement Division 80/03/06 3pp 


8004080062 Response to CPC 600221 first set of interrogatories 6 
request for production of documents re civil penalty Itoms 
12,13,14 6 17 will be supplemented by B00411 Forwards 
objections 6 responsive answers Certificate of 8vc end 
DURNSrS A Rulemaking 6 Enforcement Division 00/03/31 2pp 


—0004080067 Response in opposition to certain of CPC 800221 first set of 
interrogatories 6 request for documents re civil penalty 
Employees home addresses 6 personal handwritten notes are 
not discoverable per case law re Invasion of privacy 
BURNS, 8 0 Rulemaking 6 Enforcement Division 60/03/31 llpp 


— 0004080074 Response to CPC 600221 first set of interrogatories t. 
request for production of documents re civil penalty 
Includes facts supporting IE notice of violation & name of 
persons who have knowledge of stated facts M/affidavlt 
MOSELEY, N C Division of Reactor Operations Inspections 
80/03/31 27pp 
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8OQ4OQO-0O^j Discovery rept far Har 1980 r« civ'll penalty proceeding 
Responded to CPCC first round of imten ogator i os Received 
CPC Q0O319 requestt per POIAi repeat ing requests for documents 
under CPC 800321 discovery filing Certificate of Sve end 
GURNSr S G Rulemaking Enforcoment Division 30/04/01 3pp 


G0040300S6 HecnovaTidum of uad er s tend i ng betueon (IRC & FEM4 re prompt 
improvement in radlolagical emergency planning U 
preparedness* dls trlbuted as Doard notification 
GOSSlCKiL V Office of the Erecoiive Director for Operations 
B0/04/O2 34pp 


8004170255 Supplemental responses to CPC 800221 first set of 
interrogatories Sc request for documents re civil penalty 
proceeding Regulations do not require perfarmance of 
research or compilation of data nob readily knouin 
BURKSi S G Rulemaking Si, Enforcement Division BO/04/14 3pp 


""8004170250 Supplemental ansuors to CPC first interrogatories & request 
for documents ro civil penalty proceeding Includes 
statements re identified noncompliances & actions taken 
after diacovary of violation 

BURNB»S 0 Rulemaking «t Enforcement Division 80/04/14 35pp 


— 8CD4170242 Recommends civil penalty be assessed against CPC due to 
violation discovered in Sept 1979 re manual isolation valves 
in locked open condition Bases penalty on prior violations 
re containment integrity U/affidavit U Certificate of Sve 
KEPPLEfti J G Region 3i Chicagoi Office of the Director 79/10/36 

4pp 


B004210232 Interrogatories 4 request for documents directed to CPC re 
civil penalty proceeding Requests description of 
investigations re 791911 discovery of tuo Socked-open manual 
containment isolation valves Certificate of 8vc end 
LIBERMAN* J t EIDRNSvS 0 Rulerriaklng 4 Enforcement Division 
aO/04/ia Bpp 


— 0004080412 Notice of issuance 4 availability of Amend 55 to License 
DPR “20 

NAHDACHiT V Operating Reactors Branch 2 00/03/06 Spp 


8004030102 Forwards "Nuclear Data Link Specs*** study of digital 
conimun 1 cat ion sys to transmit info from plants to Bethesda 
Operations Ctr 

EIBENHUTiD Q Division of Operating Raactors 00/03/12 3pp 


-^8004030118 "Nuclear Data Link Specs " 

» Division of Operating Reactors SO/02/21 28pp 


8004100159 Notification of 800336 meeting u/util in Oeth«sda*MO re 
SEP Topic VI-B»control room habitability 

Q 'CONNOR* P N Operating Reactors Branch 2 00/03/lB 2pp 


8004100154 Requests that future revisions to P4IDs be foruarded to 
Region 3 incident response ctr Also requests removal of 
NL Axekson from distribution list 

HEPPLER.J 0 Region 3. Chicago, Office of the Director 60/03/20 

tp 


80040102B9 Submits ref list for SEP Topics Vl-7 A 3i 1^1-7 8, VI-10 A*VII- 
1 A 4 Vll~2pin response to NRC 800214 request 
HOFFMANN* D P Consumers Power Co 80/03/26 3pp 


Q004100166 Notification of 600331 meeting w/util in BethesdaiMD re 
automatic initatlon of auxliiary feedwater 
SILVER* R D Operating Reactors Branch 2 00/03/26 2pp 


B004020166 Responds to NRC 000337 request far addl info re facility 
pressuriier pressure transmitters Rosemont Model 1151 
transmitters are being used Nhen plant is taken to cold 
shutd own, h Ighor seismic quality Model 1153 will be used 
HUSTON, R M Consumers Power Co 80/03/20 Ip 


H General correspondence 


6004230363 Forwards util 800318 news release Indicatingi changes in 
p r 0 jec t , eng in eer ing 4 const organization Hill submit 
revisions to QA program by 800430 to incorporate 
organ! latlona I changes 

KDFFHAN, D P Consumers Power Co 80/04/18 7pp 


P □perating license stagq documents 4 correspondence 


9004150135 Discusses fission gas release rake from LWR fuel pellets 
Data re C-E 4 Exson PWR fuel bundles demonstrated no adverse 
effect on ECCS evaluations nor did internal fuel rod 
pressure exceed sys pressure 

ZIEMANH, D L QpeTatlng Reactors Branch 2 8O/0S/S9 2pp 


B004020450 Requests necessary action to refund licensee amend feas 
Amerid fees waived for certain types of fire protection 
amends 

HILLER, M □ License Fee Management Drench 00/03/05 Ip 


9004070220 Advises that Ofe of Controller has authorized refund of 
three Class II fees submitted with 800131 4 0201 
applications License amend fees for certain Tech Spec 
changes re fire protection waived 

MILLER, M O License Foe Management Oranch 80/03/05 Ip 


8004090346 Foriaards NURE0-0369< "Evaluatlan of Integrity of SEP 
Reactor Vessels." completing review of SEP Topic V-6 
IfJ/o encl 

ZIEMANN, D L aperating Reactors Branch 2 80/03/09 2pp 


8004020001 Forwards review schedule for enviro-n qualification of Class 
IE electrical equipment per 900221 meeting Resubmittal of 
info is unnecessary Refs or updates to Info previously 
submitted are acceptable 

ZIEMANNrD L Operating Reactors Branch 2 80/03/06 6pp 


8004210170 Forwards request for info re containment environ conditions 
& sys required for accident mitigation for review of environ 
qualification of Class IE electrical equipment NRC will 
estimate time for containment temp to return to near normal 
ZIEHANN*D L Operating Raactors Branch 2 60/03/28 ISpp 


8004070320 Forwaids "Environ Assessment, Steam Generator Replacement" 
addressing effects of proposed new barge slip 
HOFFMAN, D P Consumers Power Co 00/03/31 2pp 


"•*8004070322 "Environ Assessment* Steam Generator Rtplaccment *' 
a Consumers Power Co 79/12/31 90pp 


8004070305 Forwards sys design description re proposed containment 
hydrogen monitoring sys as committed to under NVREO-0570 
HOFFMAN, 0 P Consumers Power Co fl0/04/0i Slpp 


0004080233 Notifies that 900401 C-E owners group rept is applicable 
to facility It constitutes util response ta short-term 
analysis in emergency procedure guideline requirements of 
Section 2 1 9(c) of NUREO*-OS7a 
HOFFMAN, D P Consumers Powei Co 80/04/01 Ip 


80040903B? Forwards "Belsmic Consultation for Bafety-Relatsd 
Electrical Equipment, Interim Rept I, Equipment Checklist," 
providing results of investigation of positive anchorage 
for certain electrical equipment 
HOFFMAN, D P Consumers Power Co 80/04/02 Ip 


—0004090394 "Seismic Consultation for 9af • ty-Ri leted Electrical 
Equipment* Interim Rept 1, Equipment Checklist " 
a John A Dlume Ic Associates, Engineers (subs UR6 Corp ) 
00/03/20 39pp 


8004110300 Forwards info re RELAP Input for LOCA analysis at units 
KOEMINt L Consumers Power Co 60/04/02 61pp 


8004060402 Forwards Amend 93 to License DPR~ao* safety evaluation «c 
notice of issuance 6 availability 

ZIEMANM* D. L Operating Reactors Branch 2, 80/03/06 2pp 


—6004080409 Amend 55, to License DPR-aO, revising Tech Specs contained in 
App A, changing Tech Specs to conform u/aperatlng limits of 
10CPR50,App 0 , "Fracture Toughness Requirements " 

ZIEMANN.OL Operating Reactors Branch 2 80/03/06 I3pp 


80040B0408 Safety evaluation supporting Amend 59 to License DPR-20 
a Office of Nuclear Reactor Regulation 00/03/06 3pp 


6004300055 Provides addl info on automatic initiation of auxiliary 
feedwater sys flow concerning implementation of Item 2 1 7a 
requirements of NURE0-057Q Requests detail of safety-grade 
sys design Certain commitments required within 15 days 
EIEENHUTiDG Division of Operating Reactors 60/04/03 3pp 


8004150215 Advises that facility has not experienced turbine overspeed 
trip to date per 600321 commitment re cracking In low 
pressure turbine discs 

HOFFMAN, D P Consumers Power Co 80/04/10 Ip 
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3004150396 Rosponds to NRC 791109 order modiftjing liconse Controlled 
reviou to upgrade plant draui ngs« chec k 1 i etv & procedures 
associated tij/eng Ineer ed safeguards sys initiatsd Revisions 
resulting fro(n revleuf (uill be completed prior to startup 
DEWlTTiR Q Consumers Pouer Co 00/04/10 3pp 


8004080704 Forwards IE Circular 00-05# "Emorgoncy Diesel Oonerator 
Lubricating Oil Addition & Onsite Supply " No written 
response req^uired 

KEPPLER. J 0 Region 3# Chicago# Office of the Director 80/04/01 
Ip 


8004150474 Requests amend change to License DPR-20 to allow plant 
personnel to conduct feedwater line water hammer tost 
Forwards Special Tost Procedure T-30. “Feedwater Line Mater 
Hammer Test *' 

DEWlTTfR D Consumers Power Co 60/04/11 2pp 


— 8004150479 "Feedwater Lino Water Hammer Test “ 
* Consumers Power Co 80/04/11 I5pp 


8004150627 Notifies that current main stpam line break analysis 
requested in NRC 791221 i tr cannot be completed until 
containment spray problem identified in LER 00-002# is 
resolved 

iiOFFKAN# D P Consumers Power Co BO/04/11 Ip 


BDO421O150 Submits eddl info requested bg NRC re amend to QL to conduct 
faedlinf water hammer lest 

MPFFMAN# D P Consumors Power Co 80/04/16 3pp 


B004240450 Responds to NRC 800107 request to review aspects of QA 
program re diesel fuel for facility Diesel fuel oil is 
included In OA program Sample of main storage tank diesel 
fuel is tested every three months# per ASTM-D270-65 
HOFFMAN# D P Consumers Power Co 00/04/21 Ip 


8004250425 Forwards addl info in response to NRC 000331 
recommendations re automatic Initiation of auxiliary 
feedwater sys Oelieves that auxiliary feedwater flow of 300 
gpai adequate to recover from loss of main feedwater, 

HU6TGN# R M Consumers Power Co 80/04/22 Spp 


6004250426 8ubmlts addl info re auxiliary feedwater sys in response to 
NRC 8004D3 request Short-term Lessons Learned Task Force 
requirements will be implemented w/o prior NRC approval 6ys 
will be upgraded to safety-grade sys by 810101 
HOFFMAN, D P Consumers Power Co 00/04/23 2pp 


6004280519 Forwards request for exemptions to A8ME flV PC Code, Section 
XI re iniervice pump testing Request will remain in effect 
efter code update 4t Is in addition to 700613 submittal 
HOFFMAN# D P Consumers Power Co 80/04/25 3pp 


O Inspection reports# IE Dulletlns t correspondence 


0004040032 Forwards Haste Packaging Insp Rept 79-06A on 791 126-28, No 
noricomp 1 iance noted 

DA>/I6.A 5 Region 3. Chicago. Fuel Facility h Materials Safety 
Branch 00/02/13 2pp 


— BD04040035 Haste Packaging Insp Rept 79~06A on 771126-26 No 
noncomp I lance noted Major areas inspected shipping paper 
0OT placarding requirements, radiation levelsi removable 
contamination & external package features 

FaTTER,J P , BROWN# R A Region 3r Chicago. Fuel Facility & 
Materials Safety Branch 80/02/13 4pp 


6004100132 Forwards IE Info Notice 60-08, “6tates Co Sliding Link 
Electrical Terminal Block “ No specific action or response 
required 

KEPFLER#J 0 Region 3# Chicago, Office of the Director 60/03/07 

Ip 


8004070379 Ack receipt of 000208 Hr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-255/79-20 
KEPPLER# j 0. Region 3, Chicago# Office of the Director 60/03/20 

2pp. 


— 0004090383 Responds to NRC 000102 Hr re violations noted in lE Insp 
Rept 50-255/79-20 Corrective actions submitted revised LER 
77-044, marked test gauge w/serial number & resolved all 
discrepancies in valve stroke times 
HOFFMAN* D P Consumers Power Co 60/02/00 7pp 


G004030325 Ack receipt of 000305 Hr informing NRC of steps taken to 
correct violation noted in IE Insp Rept Util Hr withheld 
(ref 10CFR2 7901 

HlNOrJ A Region 3# Chicago* Safeguards Branch 60/03/21 Ip 


8004190169 Forwards IE Info Notice 80-12* “Instrument Failure Causes 
Opening of POR*/ ti Block Valve " No specific action or 
response necessary 

KEPPLER#J 0. Region 3, Chicago, Office of the Director 00/03/31 
tP 


0004150037 Forwards IE Info Notice 00-13# "OE Type SQM Control Switches 
Defective CAM Follotuefs " No specific action or response 
required 

KEPPLER, J O Region 3# Chicago, Office of the Director 60/04/02 

Ip 


8004100040 Forwards attachments to IE Circular 80-03. "Protection From 
Toxic Das Haiards, " itiadvertently omitted from 000306 
transmi tta 1 

KEPPLER# J O Region 3- Chicago, Office of the Director 00/04/02 
Ip 


8004220123 Forwards IE Info Notice 80-14, "Safety Suggestions From 
Employees “ No action required 

KEPPLER, J 0 Region 3* Chicago, Office of the Director 80/04/02 
ip 


0004220365 Forwards IE Circular 00-07, "Problems W/HPCI Turbine Oil 
Sys “ No written response required 

KEPPLER, J 0 Region 3. Chicago# Office of the Director 00/04/03 

ip 


8004280402 Notifies that response to Item 2 of IE Bulletin 79-27 “Loss 
of Nonclass IE Instrumentati on t. Control Power Syi Bus 
During Operation" will be submitted upon completion of 
emergency procedures review 

HOFFMAN, D P Consumers Power Co 60/04/03 Ip 


0004230196 Forwards IE Bullotin 79-03A, "Longitudinal Meld Defects in 
ASME 8A-3i2#Type 304 Stainless Steel Pipe " Action required 
KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/04/07 
ip 


8004140334 Responds to NRC 000306 Hr re violation no-tod in lE Insp 
Rapt 50-255/00-02 Corrective actions containment pressure 
instrument lines will be modified prior to startup 
HOFFMAN, D P Consumers Power Co 60/04/03 4pp 


0004220149 Forwards lE Bulletin 00-00# "Exam of Containment Liner 
Penetration Melds " Mritten response required 

KEPPLER. J 0 Region 3# Chicago# Office of the Director 00/04/09 
Ip 


8004100487 Responds to NRC telcon request for add! info re "stubbed-ln“ 
joints at facility Mods requiring addition of pipe saddles 
on some joints made so that FSAR or interim acceptance 
criteria for allowable stress limits in piping are met 
HOFFMAN, D P Consumers Power Co 00/04/14 Ip 


0OO422O5CO Submits addl info re IE Bulletin 79-27# "Loss of None lass 
IE Instrumentation & Control Power 8ys Bus During 
Operation, " per 800417 & 10 telcon requests Estimates 320 
man-hours will be expended on bulletin to camplete action 
HOFFMAN# D P Consumers Power Co 80/04/10 2pp 


0004250313 Responds to IE Bulletin 79-03A# "Longitudinal Meld Defects 
In A6ME 8A-312#TVpo 304 Stainless Steal Pipe '» Bulletin Is 
not applicable to plant saf ety-re lated sys 
HUSTON, R W Consumers Power Co 80/04/22 2pp 


R Periodic operating reports related correspondence 


8004030217 Forwards “1979 nadfologlcal Environ Monitoring Rept “ 
HOFFMAN, D P Carolina Power & Light Co 00/03/31 Ip 


— 8004030220 "1979 Rad lol eg 1 c al Environ Monitoring Rept " 
e Consumers Power Co 80/03/31 9pp 


0004040371 Forwards "1979 Environ Monitoring Rept " Analysts of rept 
data demonstrates no detectable increase in radioactivity 
levels of environ media attributable to facility effluents 
HOFFMAN# D P Consumers Power Co 00/03/31 Ip 


—9004040376 "1979 Environ Monitoring Rept " 
e Consumers Power Co 80/03/31 9pp 


0004080436 Forwards monthly operating rept for Mar 1900 
ADAMS, M E Consumers Power Co 00/04/01 Ip 


— 8004060436 Monthly operating rept for Mar 1960 

DODTKE#P J Consumers Power Co 60/04/01 4pp 
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3 Reportablo ac^ur-renc e Si L£(ts & rvlated corr s-spondence 


0004130530 PND-I I I-7Q-177 facility uia4 shut doun on 7BII5B to correct 
B«-ce» 9 ive cantrul rod drive mechenien seal leakage Cause mag 
bo metallurgg probleim aGsoclated u/seal mail hoet seals 
installed durltty refueling outage have been replaced 
KLINGER, G . NDtAN, F Region 3, Chicago, Office of the Director 
70/11/30 Ip 


9004100396 Foruiards LER B0-C0a/03L-0 

HOFFhANj D P Consumers Poujer Co 80/04/03 ip 


—8004100399 LER aO-OOS/OOL-O on 791033, during routine testinfl of 
hydraulic snubber s, snub b ar S~6, located on main steam line, 
failed to meet test acceptance criteria Caused bg loose 
accumulator oil fill fitting Snubber replaced 
* Consumers Power Co □0/04/03 Ip 


8004100403 Forwards LER 80-003/01 T-0 

HOFFMANj D P Consumers Poijer Co 80/04/03 Ip 


—8004100404 LER 00-003/01T-0 on 800304, during evaluation of SEP Topic 
Vt-3 discovered total activation time for containment spray 
sys in eicess af F6AR initiation timet Cauied by personnel 
error during Initial accident analyses 
* Consumers Power Co 80/04/03 3pp 


9004100413 Forwards updated LER 79-044/01X-1 

HOFFMAN, D P Consumers Power Co 80/04/03 ip 


—0004100415 Updated LER 79-044/OlX-l on 7907S*?, after surveillance test 
AO-3, valves 3363 ES 3364 E8 left In closed position, 
resulting in sodium hydrovide addition sgs not being 
returned to sve Caused by inadeiiuate procedure re^^u Irements 
* Consumers Power Co 80/04/03 Ip 


DOCKET 50-259 BROV4N3 FERRY NUCLEAR POWER BTATION, UNIT 1 


F Security, medical, emergency fire protection plana 


8OO41SO105 Forwards comments on 790301 safeguards contingency plan L 
790901 Revision 1 Requests revisions & addl Info End 
withheld (ref 10CFR2 790) 

IFPQLITOj T A Operating Reactors Branch 3 BO/03/27 Zpp 


0 Adjudicatory correspondence 


6004030026 Memorandum of understanding between NRC (< FEMA rt prompt 
Improvement in radiological eirergoncy planning & 
preparedness, d 1 str ibuted as Board notification 
GaS8ICK,L V Office of the Esacutive Director for Operations 
ao/04/02 34pp 


H Oeneral correspondence 


8004300404 Requests that public hearing 8, ElB be required for proposed 
low level waste compaction & incineration facility at site 
JURENKOiR C Affiliation Unknown 80/04/22 Ip 


P Operating license stage documents & correspondence 


6004030178 Forwards request for addl info on proposed Tech Spec 
changes re control Si wiring diagrams 
LAINAS, 0 Plant Systoms Branch 80/02/11 3pp 


00040703Q4 Discusses NRC 761123 request that all LWR licensee 
higher fission gas release for fuel burnups above 20,000 
MN-day per metric ton Responses indicate that no Immediate 
licensing action is required for operating reactors 
IPPOLITO, T A Operating Reactors Branch 3 80/03/10 Spp 


8004150012 Forwards NPDE8 none amp 1 iance notification 
HOFFMAN. 0 F Consumers Power Co 80/04/09 Ip 


—8004150019 KPDES noncompl lane e notification on 800310, d iese 1 fuel spill 
detected in diesel generator room Caused bg fuel tank high 
level shutoff switch failing to stop transfer pump while 
filling fuel tank Crew assigned to clean up turbine sump 
FQRQESi R L Consumers Power Co 80/03/26 Spp. 


9004150530 Forwards LER BO-004/OIT-0 

HOFFMAN, 0 P Consumers Power Co 80/04/10 Ip 


—8004150537 LER 80-004/017-0 an 600327, during review of Tech Bpec 
surveillance procedures, d 1 scovered procedure Ka-19 requiring 
isalation of both containment spray headers during test 
violated Cause not stated Procedure rewritten 
S Consumers Power Co- 60/04/10 IP 


0004150544 Forwards LER 80-005/01 T-0 

HOFFMAN, D P Consumers Power Co, 80/04/10 Ip 


— 0004150556 LER BO-005/OtT-0 on 800327, dur i ng review of Tech Spec 
lurvai] lance procedures, di tcovered that procedures QO-2 & 
M0-a3 require stroking SIRW tank outlet valves Amend to DL 
or clarification, of Tech 9pec requirements will be sought 
a Consumers Power Co 60/04/10 IP 


8004250330 Forwards LER e0-OO7/OlT-O 

FROST, S R Coniumeri Power Cp 60/04/21 Ip 


8004250350 LER SO-OOV/OIT-O on 800407i during maint on control room 
ventilation sgs, d iscovered leakage defects through shaft 
of fan V-36, Fresh air damper D-l uould not close Caused by 
Inadequate pre-operat 1 onal testing of ventilation sys 
• Consumers Power Co 80/04/21 Ip 


6004250354 Forwards LER BO-006/03L-0 

HOFFMAMrO. P. Consumsrs Power Co 0O/O4/21 h Ip 


--8004250359 LER B0-C06/03L-(J on 791 1 IC, during routing surveillance of 
containment purge valves, redundant T— ring air supplies for 
12-inch 49-lnch valves leaked beyond accepted criteria 
Cause not stated Leaks uere primarily at fittings It packing 
a Consumers Power Co, 80/04/21, ip 


6004030102 Forwards "Nuclear Data Link Specs," study of digital 
communl cation sys to transmit info from plants to Dsthesda 
Operations Ctr 

E16ENHUT,0 0 Division of Operating Reactors 60/03/12 5pp 


—8004030110 "Nuclear Data Link Specs " 

a Division of Operating Reactors 60/02/21 28pp 


□004040127 Forwards Corrected Pages 159 & 160 to Amend 59 & Pages 157 L 
159 to Amend 35 for Licenses DPR-33 U DPR-5P 
IPPaUITO. T A Operating Reactors Branch 3 60/03/14 4pp. 


8004110519 Forwards Amends 60,55 & 32 to Licenses DPR-33, DPR-52 it 
PPR-6B) respect Ive ly, sd fety evaluation & notice of issuance 
t, availability 

IPPDLITO, T A Operating Reactors Branch 3 80/03/17 2pp 


—0004110525 Amends 60.55 l< 32 to Licenses DPR-33, DPR-52 & DPR-69, 
respectively, authori 2 ing temporary storage of low level 
radwaste in eiisting covered pavi 1 ion, outside security fence 
but inside site exclusion area 

IPPOLITO, T A Operating Reactors Branch 3 80/03/17 6pp 


—6004110525 Amends 60,5:5 L 32 to Licenses DPR-33, DPR-S2 l< DPR-6B. 
r espe ctlvely, authorl 1 ing temporary storage of low level 
radwaste in existing covered pavi lion, outside security fence 
but inside site exclusion area 

IPPOLITO, T A Operatlnfl Reactors Branch 3 80/03/17 6pp 


— B004110527 Bafety evaluation supporting Amends 60,55 (c 32 to Licenses 
DPR-33, OPR-52 DPR-6B, respectively 

* Office of Nuclear Reactor Regulation. 60/03/17 7pp 


—0004110531 Notice of Issuance «< availability of Amends 60,55 b 32 to 
Licenses DPR-33, DPR-52 «t DPR-68, respectively 
IPPOLITO, T A Operating Reactors Branch 3. 80/03/17, 3pp 


8004150423 Advises that addl time will be needed to develop coordinated 
response to NRC request of 600215 Response will be submitted 
by 800501 

MILLB.L M Tennessee Valley Authority. 80/04/07 Ip 


8004150557 Forwards addl Info re containment purge venting igs, in 
response to NRC BOQ226 1 tr. Key lock switches are provided on 
control switches to allow overriding primary containment 
isolation signal 

HILLS, L M Tennessee Valley Authority 80/04/07 Spp 



DOCKETED ITEMS 


5B 


0004290028 Foruiards G00128 & 0211 Itrs to GE re proposed control rod 
drive sgs mods related to elimination of cracking in return 
line nojiJes Guidelines for mods ulll be discussed in NUREO- 
06l9f to be issued jn "For Comment" form in Apr 19B0 
IPPOLlTOtT A Operating Reactors Branch 3 80/04/07 2pp 


Q004230S83 Forwards request for addl info re degraded grid voltage 
Also requests revised schedule for submission of design of 
long-term mods re adequacies of station electric 
distribution sgs voltages 

IPPOLITOi T A Operating Reactors Branch 3 BO/O4/0B 3pp 


0004230506 Forwards info re control drive malfunctions during CV7Q St 
79i in response to NRC 000110 request 

MILL5.L M Tennessee Valleg Authority BO/04/il Spp 


B004S20340 Application to amend Licenses DPR-33i DPR-52 t( DPR‘-6B 
changing Tech Specs to allow conduct of short containment 
integrated leak rate test Fee end 

MILLS. L ti Tennessee Valley Authority 00/04/19 2pp 


— 8004220349 Proposed Tech Spec revi s i ons> al lowing conduct of short 
containment Integrated leak rate test 
» Tennessee Valley Authority 60/04/15 I3pp 


~-B00422035B "Nuclear Containment Testing for TVA Nuclear Power Plants*" 
presented at AN8 791111-lA winter meeting 

CLARK* K H * WHITE. T J Tennessee Valley Authority 79/11/16 
46pp 


0004220523 Responds to NRC 800212 request fop info needed to compare 
RETRAN code results w/simulator results Z( EGttG 800317 
request for info re LOCA ca Iculati ona 1 models Singer Co 
could more adequately address NRC request 
MILLS* L M Tennessee Valley Authority GO/04/ld 2pp 


--S0042S0531 Requests assistance in comparing RETRAN simulator results 
for BWR plant transients/incidents re loss of feedwater & 
loss of load BNL should be provided w/related info EOSiG 
B00317 request for info end 

FABICrB Analysis Development Branch 80/02/12 4pp 


G004320533 Advises that Section 316 documents re NNPDE8 Permit 
ALOOSS080 are being sent to JW Warr* H Zeller «< LB Tebd* in 
accordance u/util 800331 Itr 

eL“A8HRY* N T Tennessee Valley Authority 00/04/17 2pp 


0 InipBctlon reports* IE Bulletin* correspondence 


8004040174 Ack receipt of 800124 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0*'25?/79~42i 
50-260/79-42 it SO-276/79-42 

BRYANT. J, C Region 2* Atlanta. Reactor Construction Engineering 
aupport Branch 80/02/04 2pp 


— 0004040101 Responds to NRC 000102 Itr re violations noted in IE Insp 
Rapts 90-259/79-42*90-260/79-42 it 90-296/79-42 Corrective 
ac tions, review of all previous insp data records was made to 
verify notification to DE8 engineer 

H1LL6*L M Tennessee Valley Authority BO/01/24 3pp 


—8004040189 Forwards IE Insp Repts 90-239/79-48*90-260/79-42 it 
90-296/79-42 on 791126-27 & notice of violation 

MURPHY* C E Region 2* Atlanta* Reactor Construction U Engineering 
Support Branch 80/01/02 2pp 


—8004040109 Notice of violation from insp on 791126-27 

a Region 2, Atlanta* Office of the Director 79/12/14. Ip. 


—0004040196 IE Insp Rspts 90-259/79-42* 50-860/79-42 it 50-296/79-42 on 
791126-87 Noncompliance noted failure to report 
discrepancies to DES engineer 

HERDTrA Region 2* Atlanta* Reactor Construction & Engineering 
Gupport Branch KQDENOBrL, Region 2* Atlanta* Office of the 
Director 79/12/14 4pp 


B0040903S2 Forwards IE Bulletin 80“03< "Loss of Charcoal From 8td Type 
1 1* Two-Inch* Tray Adsorber Cells " Action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 80/02/06. 

2pp. 


8004090249 Forwards IE Insp Repts 90-299/00-03* 9O-26O/B0-O3 it 
30-296/00-09 on 000129-31. No noncompliance noted 
LEWIS* R.O Region 2* Atlanta* Reactor Operations Nuclear Support 
Branch 00/02/19 2pp 


—8004090252 IE Insp Repts 50-259/00-03* 50-260/BO-03 t. 50-296/80-09 on 
a00l29'-31 No noncompliance noted Major areas inspected 
refueling activities 

KELLOGG. P J Regiori 2* Atlanta* Reactor Operations Nuclear Support 
Branch 80/02/15 3pp 


8004U0503 Forwards IE Insp Repts 50-259/60-07*50-260/00-07 it 
50-296/80-07 on B00205-07 No noncompl lance noted 

BRYANT* 3 C Region 2* Atlanta. Reactor Construction U Engineering 
Support Branch flO/02/27 2pp 


— 0004110514 IE Insp Repts 50-259/80-07*50-260/80-07 & 50-296/80-07 on 
000209-07 No noncompliance noted Major areas inspected video 
observation of core spray sya sparger it review of proposed 
actions for LER 

HERDT/A n Region 2* Atlanta. Reactor Construction U Engineering 
Support Branch VANDOORN* P K Region 2. Atlanta* Office of the 
Director 00/02/25 3pp 


8004280194 Forwards IE Insp Repts 50-259/00-05*50-260/80-05 i 
50-296/00-05 on 000206-08 No noncompl tance noted 

BRYANT. J C Region S* Atlanta. Reactor Construction U Engineering 
Support Branch 80/03/07 2pp 


—9004300202 IE Insp Repts 50-259/00-05.50-260/80-05 «* S0-296/80-O5 on 
800206-00 No noncomp t lanco noted Major areas inspected areas 
of seismic analysis for as-built safety-related piping s(js 
(IE Bulletin 79-14> 

HERDT*A Region 2* Atlanta* Reactor Construe t ion i Engineering 
Support Branch MODENQS* L Region 2* Atlanta* Office of the 
Director 00/03/04 4pp 


0004020242 Ack receipt of 800204 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-2S9/79-3B* 
30-260/79-38 i 50-296/79-38 

LEWI9.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/03/11 Ip 


— 8004020249 Responds to NRC 800110 Itf re violations noted in IE Insp 
Repts 50-259/79-38.50-260/79-30 8* 90-296/79-38 Corrective 
actions local leak rate test performed on normal hatch cover 
control rod drive added to CILRT results 
MILLS* L M Tennessee Valley Authority 80/02/04 3pp 


—8004020252 Forwards IE Insp Repts 50-259/79-38*50-260/79-30 it 
50-296/79-38 on 791119-23 i notice of violation 

LEWIS* R C Region 2* Atlanta. Reactor Operations Nuclear Support 
Branch 00/01/10 2pp 


—0004020258 Notice of violation from insp on 791119-23 

4 Region 2* Atlanta* Office of the Director 80/01/00 Ip 


—8004020263 IE Insp Repie 30-299/79-38*90-260/79-38 it 90-296/79-30 on 
79t 1 19-23 Noncomp Mane* noted use of temporary contrel rod 
driveline hatch cover during integrated leak rate test 
UPRIGHT* C M Region S* Atlanta* Reactor Operations Nuclear Support 
Branch 80/01/08 6pp 


—8004020263 IE Insp Repts 50-299/79-38.50-260/79-38 it 50-296/79-30 on 
791119-23 Noncompl lance noted use of temporary control rod 
driveline hatch cover during Integrated leak rate test 
UPRIOHTrC M Region 2* Atlanta. Reactor Operations Nuclear Bupport 
Branch BROOKS* E H * WHITENER.H L Region 2. Atlanta. Office of 
the Director 80/01/00 6pp 


8004100364 Responds to IE Bulletin 79-23 Conducted sustained full-load 
operational test on Emergency Diesel Generator 3A Test 
demonstrated ability of diesel generators to function 
properly over 24-h period at specified loads 
MILLS, L M Tennessee Valley Authority 80/03/21, Ip 

0004210170 Forwards response to IE Bulletin 80-03* "Loss of Charcoal 
from Std Type I j[* Two-Inc h * Tray Adsorber Cells " End lists 
results of insps at facilities to determine if potential 
for toss of charcoal incidental to handling or use airtsts 
MILLS* L (i Tennessee Val ley Authority 00/03/21 4pp 


0004200001 Supplements 000212 response to IE Bulletin 79-19 Forwards 
Info re procedural controls necessary until completion of 
sy« mods for upgrading public address << evacuation alarm sys 
as required by bulletin 

MILLS* L M Tennessea Valley Authority 00/03/25 2pp 


8004150527 Forwards IE Info Notice 00-12* "Instrument Failure Causes 
Opening of PORV 4c Block Valve " No specific action or 
response necessary 

O'REILLY, J p Region 2* Atlanta* Office of the Director 80/03/31 

2pp 
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0004080636 ForiJaMls lE Circular BO-OS. "Emergency Diesel Generator 
Lubricating Oil Addition U OnsitB Supply " No written 
respOTise re<}ulrcd 

O'REILLV.J P Region 2. Atlanta- Office of the Director 00/04/01 

2pp 


S004150&97 Farwards lE Info Notice GO-'iaf "GE Type SBH Control Suiltchea 
Defective CAM Fo 11 oiuer s " No specific action or response 
requ i red 

Q 'flE 1 ULYi -J P Region Si AtUntai Office of the Director 80/04/02 

2pp 


0004240274 Forwards IE Info Notice 00-14. "aafetij Suggestions From 
Employeet " No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/04/02 

3pp 


0OO41BO275 Forwards IE Circular aO-07< "ProbUms W/HPCl Turbine Oil 
Sys " No written response required 

□ 'REILLY, J P Region 2, Atlanta* Office of the Director 00/04/03 
Spp 


8004110021 Forwards IE Bulletin 80-07, "DWR Jet Pump Assembly Falluro '' 
Written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/04/04 
Spp 


0004230142 Forwards lE Bulletin 79-034 '*Long I tud Inal VIeld Defects in 
ASNE SA-312. Typo 304 Stainless Steel Pipe " Action required 
O'REILLY, J P Region 2. Atlanta. Office of the Director 00/04/04 


8004190445 Forwards lE Bulletin 80-09, ’'Enam of Containment Liner 
Penetration Uelds " Urltten response required 

Q'REILLY^O P Region 2, Atlanta. Office of the Director 80/04/07 
3pp 


90Q4280i/0 Forwards monthly progress rept for Mar 1990 in response to 
IE Bulletin 79-14, "Seismic Analysis for As-Duili Gafetg- 
Related Piping Sys " Includes imp of drawings, pipe supports 
floor -Si well penetrations 

MILLS. Ltl Tennessee Valley Authority 00/04/07 20pp 


0004270170 Forwards IE Insp Repts 50-BS7/BO- 1 2. 50-260/00-10 U 
30-296/GO-11 an 900311-14 No noncompi I ance noted 
KENNA.tl D Region 2. Atlanta. Safeguards Drench 90/04/09 2pp 


—0004290177 IE Insp Repts 90-539/80-12, S0-260/Q0- 10 30-296/90-11 qn 

800311-14 No nopcompl lance noted Major areas inspected 
review of security plan. organliatlon. acco si controls 
barriers Details withheld (ref iOCFR2 7901 

GILLESPIE. F Region 2, Atlanta. Safeguards Branch TILLMAM.A 
Region 2. Atlanta* Office ef the Director 90/04/07 Ip 


9004270377 Requests approval of A6ME Code Cases rJ-234 & N-233 for use 
an reactor pressure vosiels Expeditious approval is 
necessary for use of code cases In forthcoming pretervlce 
insp 

MILLS, L M Tennessee Valley Authority 00/04/23 3pp 


R Periodic operating reports U related correspondence 


QQ04S40411 Forwards monthly operating repts for Mar 1980 
ADERCROMBLE. 11 L Tennessee Valley Authority 00/04/10 Ip 


-"9004240419 Monthly operating reptt for Mar 1900 

THOHjT Tennessee Valley Author I by 80/04/02 32pp 


S Reportable occurrences. LERs L related correspondence 


0004190518 PKQ-I 1-78-1 47 on 700918, one of six air comp ressors suffered 
massive failure resulting in rapid loss of control air 
pressure to all three units Caused by Urge hole In cylinder 
head of failed compressor Compressor was Isolated 
«L1NOER*0 . NQLAN.F * SNIEZEK.J Region 2, Atlanta. Office af the 
Director 70/09/18 tp 


0004010451 Farwards LER G0-020/03L-0 

CALHOUN, J R Tennassea Valley Authority 00/03/20 Ip 


'8004010450 LER BO-O2O/O3L-0. on 800301 * during normal operation, di/high 
winds 8« fresting ra In. Trini by offalbe 16l~kV power source 
was lost intermittonbly Caused by Ice loading & high winds 
requiring operation of line protective relay 
a Tennessee Valley Authority 80/03/28 app 


— 0004010491 LER 80-021/03L-0 an 900301 . during severe ice storm, wind 
speed instrumentation an mebsarology tower failed to 
indicate true uind speed, Caused by Ice formation on 
instrument No action planned 

a Tsnnessee Valley Authority 60/03/29 2pp 


0004150573 Forwards LER 80-023/031-0 

CALHOUN, J R Tennessee Valley Authority 00/04/00 Ip 


— 8004150585 LER 0O-O23/O3L~O on 900312* dur Ing refueling outage, relay 
23A-K42 found wired inc orrectly . el Imlnatlng HPC I reactor 
high water levol trip Cause undetermined 
♦ Tennessee Valley Authority 60/04/08 2pp 


0004150925 Forwards LEft 00-024 /03L-0 

CALHOUN. J R Tennessee Valley Authority 00/04/10 Ip 


— 0004150536 LER 60-024/03L-0 on 800312. during refueling outage 
ui/Unlts 2 & 3 under normal operation, nut came off bracket 
holding Insulated communications ground wire above Athens 
161-K line. causing fault resulting in trip of breakers 
» Tennessee Vallay Authority 90/04/10 2pp 


0004150523 Forwards LER GO-025/03L-0 

CALHOUN* J R Tennessee Valley Authority 00/04/11 Ip 


—0004150535 LER 0O-O25/O3L-O on 800313. primary containment Isolation 
testing revealed failure af RHR injection valve 74-67 to 
close upon isolation signal Caused by limit switch on FCV- 
74-48 not making good contact Contact cleaned & adjusted 
* Tennessee Valley Authority 00/04/11 2pp 


0004220696 Forwaids supplemental LER 90-001 /OlT-l 

CALHOUN. J R Tennessee Valley Authority 60/04/18 Ip 


— 0004220699 Buppl amenta L LER 0O-COl/OlT~l on 000107* dur ing performance 
of STER 7902 per IE Bulletin 79-23. diesel generator 3A lost 
speed control Caused by deteriorated elastomer spider 
coupling Spider coupling replaced 
* Tennessee Valley Authority 60/04/18 2pp 


9004220742 Forwards LER eO-oay/OSL-O 

CAUHnUNiJR Tennessee Valley Authority 60/04/18 Ip 


—0004220750 LER a0-0a7/03L-0 on 600328, while performing 01 4 2, D-U. 
RHRGW pump D3 timer found 3-9 less than min requirement 
Cause unknown Timer adjusted & verified within Tech Spec 
tolerance 

s Tennessee Valley Authority 60/04/10 2pp 


8004250396 Forwards updated LER 80-01 l/OlT-l 

CALHQUNjJ B Tennessee Valley Authority 00/04/10 ip 


—6004250409 Updated UEfl GO-OU/OlT-l on 800214 analysis Indicated 
potential loss of sscondarg containment should primary 
containment purging be conducted during hot standby 
concurrent w/LOCA No cause stated Purging will be limited 
s Tennessee Valloy Authorliy BO/04/iG 2pp 


0004290593 Forwards LER a0-O26/03L-0 

CALHOUN. J R Tannessee Valley Authority 60/04/10 Ip 


—0004200598 LER 80-026/03L-0 on 000322, HPCI stop valve would not open 
completely Caused by worn mechanical overspeed trip piston. 
Hydraulic sys adjusted 6 stop valve tested 
s Tennessee Valley Authority 60/04/18 2pp 


DOCKET 50-360 aROWNB FERRY NUCLEAR POWER STATION. UNIT 2 


F Bocurity. medical, emergency U fire protection plans 


80041S01B5 Forwards cdniments on 790301 safeguards contingency plan & 
790901 Revision 1 Raquests revisions addl info. Enel 
withheld <rof I0CFR2 790) 

IPPOLITQ, T A Operating Reactors Branch 3 80/03/27 2pp 


0 Adjudicatory corresp ondsneo 


9004030026 Memorandum of understanding between NRC t. FEMA re prompt 
improvement in radiological emergency planning St 
preparedness, distributed as Board notification 
GDSSICKiL V Office of the Executive Director For □peratlons. 
60/04/02 34pp 


8004010407 Forwards LER 60-02iy-03L-0 

CALHOUN. J R Tennessee Vellsy Authority 80/03/26 Ip 



DOCKETED ITEMS 


H OvDvral correspandonc 0 


8004300404 Requests that public hearing It EIB be required for praposed 
Itiu level uaste compaction 8< incineration facility at site 
JURENKD. R C Affiliation Unknown 00/04/22 Ip 


P Operating license stage docuitionts & correspondence 


0004020170 Poriuards request for addl info on proposed Tech Spec 
changes re control uii ing diagrams 
LAlKASi 0 Plant Systems Branch 00/02/11 3pp 


B0040703Q4 Discusses NRC 761123 request that all LUR licensees assess 
higher fission gas release for fuel burnups above 20.000 
MH“day per metric ton Rospnnses indicate that no imnied iate 
licensing action is required for operating reactors 
IPPOLITO. T A Operating Reactors Branch 3 00/03/10 3pp 


8004030102 Forwards "Nuclear Data Link Specs." study of digital 
conitnunicat I on sys to transmit info from plants to Bethesda 
Operations Ctr 

ElBENHUT. D 0 Division of Operating Reactors 00/03/12 5pp 


— 0004030110 "Nuclear Data Link Specs " 

» Division of Operating Reactors 60/02/21 26pp 


8004040127 Forwards Corrected Pages 159 & 160 to Amend 59 & Pages 157 &i 
190 to Amend 38 for Licenses DPR-33 tt DPR-S2 
IPPOLITO, T A Operating Reactors Branch 3 80/03/14 4pp 


8004110519 Forwards Amends 60.59 I' 32 to Licenses DPR-GG. DPR-82 (< 
DPR'^6ai respec tive ly. safety evaluation & notice of issuance 
& availability 

IPPOLlTQiT A Operating Reactors Branch 3 80/03/17 2pp 


— 0004110525 Amends 60,59 «c 32 to Licenses DPR-33, DPR-52 & DPR-60. 
respect! voly, author! I ing temporary storage of low level 
radwaste in existing covered pavi 1 ion, outs ide security fence 
but inside site oiclusion area 

IPPQUZTQi T A Operating Reactors Branch 3 60/03/17 6pp 


-—8004110527 Safety evaluation supporting Amends 60,95 «( 32 to Licenses 
DPR-33, DPR “52 U DPR-60. respocll vo ly 

e Office of Nuclear Reactor Regulation 00/03/17 7pp 


— 0004110531 Notice of Issuance & availability of Amends 60,59 & 32 to 
Licenses DPR-33, DPR-82 ti nPR--60, respec ti valy 
IPPOLITO, T A Operating Reactors Branch 3 80/03/17 3pp 


8004150423 Advises that addl time will be needed to develop coordinoted 
response to NRC request of 000215 Response will be submitted 
' by 000501 

MILLS, L M Tennessee Valley Authority 00/04/07 Ip 


9004150057 Forwards addl info re containment purge & venting sys, in 
response to NRC 600226 Itr Key lock switches are provided on 
control switches to allow overriding primary containment 
Isolation signal 

HILLS, L N Tennessee Valley Authority 00/04/07 3pp 


8004290028 Forwards 000120 & 0211 Itrs to CE re proposed control rod 
drive syi mods related to elimination of cracking In return 
line noiiles Guidelines for mods will be discussed In NUREO- 
06l9r to be Issued In "For Comment*' form in Apr 1900 
IPPOLITO, T. A Operating Reactors Branch 3 00/04/07 2pp 


6004230203 Forwards request for addl info re degraded grid voltage 
Also requests revised schedule for submission of design of 
lony-'tsrm mods re adeq,uacles of station electric 
distribution sys voltages 

IPPOLlTOiT A Operating Reactors Branch 3 60/04/08 3pp 


6004230906 Forwards info re control drive malfunctions during CY70 8, 
79, in responie to NRC 800110 request 

MJLLB,L M Tennessee Valley Authority 00/04/11, 2pp 


6004220340 Application to amend Licenses DPR-33, DPR-92 It [>PR-60 
changing Tech Specs to allow conduct of short containment 
integrated leak rate test Fee end, 

MILLS, L M Tennessee Valley Authority 00/04/19 2pp 


—8004220349 Proposed Tech Spec revi s i one, al lowing conduct of short 
containment integrated leak rate test 
a Tennessee Valley Authority 80/04/19, i3pp 


— 8004220350 "Nuclear Containment Testing for TVA Nuclear Power Plants, 
presented at ANS 79ilit-l6 winter meeting 

CLARK, K H . WHITE, T J Tennessee Valley Authority 79/11/16 
46pp 


0004220523 Responds to NRC 000212 request for info needed to compare 
RETRAN coda results u/simulator results b EObO 000317 
request for info re LQCA ca Iculational models Singer Co 
could more adequately address NRC request 
hills, LM Tennessee Valley Authority 00/04/15 2pp 


— 0004220531 Requests assistance in comparing RETRAN (< simulator result 
for OWR plant tran s lonts/mc idcnts re loss of feedwater 6 
loss of load DNU should be provided u/rolated info EC&G 
600317 request for info end 

FABIC,B Analysis Development Branch 00/02/12 4pp 


Q Inspection reports, IE Bulletins Zt correspondence 


8004040174 Ack receipt of 000124 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 30-259/79-42, 
50-'260/79-42 «, 50-296/79-42 

BRYANT, J C Region 2, Atlanta, Reactor Construction b Engineering 
Bupport Branch 80/02/04 2pp 


— 8004040161 Respondo to NRC 000102 Itr re violations noted in IE Insp 
Repts 90-259/79-42, SO-260/79-42 8c 50-296/79-42 Corrective 
actions review of all previous insp data records was made to 
verify notification to DE8 engineer 

NILL0,L N Tonnoesee Valley Authority 80/01/24 3pp 


—0004040105 Forwards IE Insp Repts 50-259/79-42,50-260/79-42 8, 
90-296/79-42 on 791126-27 b notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction 8« Engineering 
Support Branch 00/01/02 2pp 


— 8004040109 Notice of violation from insp on 791126-27 

* Region 2, Atlanta, Office of the Director 79/12/14 ip 


— B004040196 lE Insp Repts 50-259/79-42.50-260/79-42 8c 50-296/79-42 on 
791126-27 Noncomp 1 iatice noted failure to report 
discrepancies to DEG engineer 

HERDT.A Region 2. Atlanta, Reactor Construction 8c Engineering 
Bupport Branch MCIDEN06,L Region 2, Atlanta, Office of the 
Director 79/12/14 4pp 


0004090352 forwards IE Bulletin 80-03, "Loss of Charcoal From Std Type 
1 1, Two-Inch. Tray Adsorber Qells " Action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/02/06 

2pp 


0004090245 Forwards IE Insp Repts 50-259/60-03,50-260/80-03 8< 
50-296/80-09 on 600129-31 No noncompliance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/02/19 Spp 


—0004090252 IE Insp Repts 50-259/00-03.50-260/00-03 & 50-396/00-09 on 
000129-31 No noncomp I lance noted Major areas Inspected 
refueling activities 

KELLOOO, P J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/02/15 3pp 


8004110503 Forwards IE Insp Repts 50-259/80-07,50-260/60-07 U 
50-296/00-07 on 800205-07 No none omp 1 lance noted 

BRYANT, J C Region S, Atlanta. Reactor Construction St Engineering 
Support Branch 80/02/27 2pp 


—0004110514 IE Insp Repts 50-259/00-07,50-260/00-07 U 50-296/00-07 on 
800205-07 No noncompHance noted Major areas inspected video 
observation of core spray sys sparger 8c review of proposed 
actions for LER 

HERDT.A R Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch VANDOORN. P K Region 2, Atlanta, Office of the 
Director 80/02/29 3pp 


0004200194 Forwards IE Insp Repts 50-259/00-05,50-260/00-09 t, 
50-296/80-05 on 800206-00 No none omp 1 iance noted 

BRYANT. J C Region 2. Atlanta, Reactor Construction 8, Engineering 
Support Branch 60/03/07 2pp 


—0004200202 IE Insp Repts 50-259/00-05.50-260/00-05 8, 90-296/00-09 on 
800206-08 No none omp 1 iance noted Major areas inspected areas 
of seismic analysis for as-built safety-related piping sys 
<IE Bulletin 79-14) 

HERDT.A Region 2. Atlanta, Reactor Construction 8, Engineering 
Support Branch MQDENOSrL Region 2, Atlanta. Office of the 
Director 80/03/04 4pp 
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BOO-IOSOS^a Ack rec«ipt of 600204 Ur infornitig NRC of itip* tak«n to 
torroct violations noted in IE Insp R«pts 50-25*?/ 79-38i 
50-260y7'?-3a U 50-2‘3&/7'?-39 

LEWIS, R C Rugion 2- AtUnfca- Reactor Op«ratioTi» Nuclear Suppoc-t 
Branch 00/0371 i Ip 


— 8004020249 Reiponds to URC BOOUO Ur re violattom noted in IE In«p 
Repts 50-259/79-39. 30-2t0/7'9-3e 6 30-296/79-38 Corrective 
actions local leak, rake task perrormed on norfnal hatch cover 
K< control rod drive added to ClLRT results 
MILLS, L M Tennessee Valleg Authority 60/02/04 3pp 


— 0004020252 Forwards lE Insp Repts 50-239/79-38,50-260/79-30 Si 
50-296/79-36 on 791119-23 t notice of violation 

LEWIS, R C Region 2. Atlanta. Reactor Operationt Nuclear Support 
Branch 6O/OWL0 2pp 


— 8004020258 Notice o-F violation from insp on 791119-23 

■* Region 2* Atlanta, Office of the Director 60/01/00 Ip 


— G004020263 IE Insp Repte 50-259/79-30, 50-26<>/79-38 *« S0-296/79-3B on 
79tll9-23 Noncompliance noted use of temporary control rod 
driveline hatch cover during integrated leak rate test 
l/PRlGHr.C M Regio-n 2. Atlanta. Reactor Operations Kvclear Support 
Branch BROOKS. E H . WHITENEr, H L Region 2, Atlanta, Office of 
the Director BO/Ol/OB 6pp 


6004100364 Reeponds to IE Bulletin 79-23 Conducted sustained full-load 
operational test on Emergency Diesel Generator 3A Test 
demonstrated ability O'f diesel generators to function 
properly over 24-h period at specified loads 
HlLLSiL M Tennessee ValUy Authority 80/03/21 Ip 


6004210178 Forwards response to IE Bulletin eO-03, “Loss of Charcoal 
from Btd Type I J, Two-1 nch, Tray Adsorber Cells " End lists 
results of Insps at lacttities to determine if potential 
for loss of charcoal incidental to handling or use txiiti 
MILLS, L M Tennessee Valley Authority 00/03/21 4pp 


80042G0001 Supplements 600212 response to IE Bulletin 79-18 Forwards 
info re procedural controls necessary until completion of 
sys muds fur up-grading public address t, evacuation alarm sgs 
as required by bulletin 

MILLS, L f1 Tennessee Valley Authority 80/03/25 2pp 


60Q41S0527 Forwards IE Info Notice 60-12, 'instrument Failure Causes 
Opening of P8RV L Block Valve *' No specific action or 
response necessary 

O'REILLY, J P Region 2^ Atlanta, Office of the Director 60/03/31 
3pp 


8004280170 Foruards monthly progress rept for Mar 1980 in response to 
IE Bulletin 79-14, "Seismic Analysis for As-Bullt Safety- 
Related Piping 8ys *’ Includes insp of drawings, p ipi supports 
L floor L well penetrations 

MILL&,LM Tennessee Valley Authority 80/04/07 20pp 


0004290170 Forwards IE Insp Ropts 50-259/80-12, 50-260/00-10 & 
50-296/00-11 an 900311-14 Mo noncomp 1 lance noted 

HeNNA,WD Region 2, Atlanta, Safeguards Branch 60/04/09 2pp 


—0004290177 IE Insp Repts 30-259/00-12.50-260/00-10 SO-296/00-ll nn 

800311-14 No noncamp 1 ianeo noted Major areas Inspected 
rtvieu of security p Ian, organl jation, access controls U 
barriers Details withhold <raf 10CFR2 7901 

GILLEOPIE.F Region 2, Atlanta, Safeguards Branch TILLMAN, A 
Region 2, Atlanta, Office of the Director 80/04/07 Ip 


0004290379 Requests approval of ASME Code Casee M-234 & N-235 for use 
on reactor pressure vessels Expeditious approval Is 
necessary for use of code cases in forthcoming preservice 
insp 

MILLS, L M Tennessae Valley Authority 00/04/23 3pp 


R Periodic operating reports U related correspondence 


8004240 411 Forwards monthly -oparating repts for Mar 1900 
AGERCRQHDLE, K L Tennessee Valley Authority 00/04/10 Ip 


—0004240419 Monthly operating repti for Mar 1900 

THOM, T Tennessee Valley Authority 00/04/02 32pp 


8 Reportable occurrences, LERs L related correspondence 


0004100510 PK0-1 1-70-147 on 780616, one of six air compressors suffered 
massive failure resulting in rapid loss of control air 
pressure to all three unite Caused by large holt in cylinder 
head of failed compressor Compressor wae isolated 
KLINGER. 0 Region 2, Atlanta. Office of the Director 70/00/10 
ip 


0004010460 Forwards LER B0-013/03L-0 
CALHOUN, J R Tennessee Valley Authority 80/03/26 Ip 


— 6004010466 UER 0O-O13/O3L-O on 600301 . during preparations for startup 
after outage for maint. offsite 16i-itV power source 
Intermittently lost power Caused by winter storm Icing it 
wind effects under investigation 
e Tennessee Valley Authority 60/03/28 tp 


6004000636 Forwards IE Circular 00-09, "Emersency Diesel Generator 
Lubricating Oil Addition L Onsite Supply " No written 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/01 

2pp 


0004190097 Forwards !E Info Notice 00-13, “QE Type SBM Control Switches 
Defective CAM Followers ** No specific action or response 
raqu ired 

Q'REILLYj J P Region 2. Atlanta, Office of the Olrector 60/04/02 

2pp 


0004240274 Forwards IE Info Notice 80-14, ‘'Safety Suggestions From 
Employees " No action required 

D'REIULV.V P Region 2. Atlanta, Dfflce of the Director 60/04/02 
3pp 


8004100279 Forwards IE Circular 80-07, "Pr-oblemi W/HPC! Turbine Oil 
Bys “ No written resppnse required 

O'REILLY, si P Rtginn 2, Atlanta, Office of the Director 80/04/03 
2PP 


0004070208 Forwards LER aO-Ol4/O3L-0 

CALHOUN, J R Tennessee Valley Authority 00/03/31, ip 


—0004070209 LER a0-0l4/O3L-O on 900216, intent of special Instruction 
4 8 13-44 not met because RHR pump 0 in operation In torus 
cooling mode whon special instruction performed Caueed by 
procedural inadequacy for experianced plant conf iguratlon 
* Tsnnssses Valley Authority 60/03/31. 2pp 


8004150919 Forwards LER BO-01S/03L-0 

CALHOUN. JR Tennessee Valley Authority, 80/04/07, Ip. 


—8004190922 LER a0-0l9/O3L-O on 600309, during startup, rad bloctc monltdr 
A wes bypassed for more than 24-hri in 30-day pariod Caused 
by need for callbr t, maint Channel recalibr. tested U 
returned to sve 

* Tennessee Valley Authority 00/04/07 2pp 


0004140433 Forwerdt LER eO-Ot7/0aL-O. 

CALKOUNrJiR, Tennessee Valley Authority 60/04/08. Ip 


0004110021 Forwards IE Bulletin 80-07, "BWR Jet Pump Assembly Failure,* 
Nritten response required. 

O'REILLY, V P. Region 2, Atlanta, Office of the Director 80/04/04, 

2pp 


—8004140436 LER 80-Oi7/03L-0 oh 800310, while performing lurvel I lance 
instruction 4 9. E l,HPCl turbine tripped Caused by failed 
rupture disc In turblno exhaust line Rupture disc replaced 
* Tennessee Valley Authority 80/04/08 2pp, 


6004230142 FoTwards I£ Bulletin 79-03A "Longitudinal UiU Defects in 
ASME 8A 312, Type 304 Stainless 8teel Pipe " Action required 
O'REILLY, J P. Region 2. Atlanta, Office of the Director, 80/04/04 
If 


0004160445 Forwardi IE Bulletin 80-00, "Exem of Containment Liner 
Renetratlon Melds," Written rfspome required 

O'REILLY, J P Region 2. Atlanta, Office of the Director. 60/04/07 
3pp 


B0041 60451 Forwards UER 80-01 6/03L-0 

CALHOUN, JR Tennessee Valley Authority 00/04/06 Ip 


—0004180497 LER 0O-O16/O3L-O: on 800310, after startup, d iscovered roof 
valve failure after being closed during short outage to 
allow repair on instrument panel Caused by blocked sensing 
line U slow leak Valve mechanically cleared 
* Tennessee Valley Authority 00/04/08 2PP 


0004220669 Forwards LER aO-OiB/O3L-0, 

CAUHQUN. J R, Tennessee Valley Authority 
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— 0004220600 LER 0O-Oia/O3L-O on Q00321 1 dur mg normal oparat 1 otii 3A 
reactor roclrcolatlon motor generator set tripped Caused by 
generator stator temp high relag actuation 
# Tennessee V/aUey Authority 00/04/10 2pp 


DOCKET SO-261 H 0 R0DIN80N PLANT, UNIT 3 


F Security, medical, emergency tt fire piotcction plans 


B004070313 Forwards response to NRC 000207 questions re fire 
protection Addl responses will be submitted no later than 
000601 Hods necessary to provide adequate fire protection 
iiiill be completed by GOiOGl 

UTLEY, E E Carolina Power 6 Light Co 00/04/01 4pp 


0 Adjudicatory correspondence 


0004030026 Memorandum of understanding between NRC 6 FEMA re prompt 
Improvement in radiological emergency planning tt 
pr epar ednessi d istributed as Board notification 
ODSSiCKiL V Office of the Executive Director for Operations 
00/04/02 34 pp 


1 Financial information 


G004010405 Forwards Annual Financial Report 1979 Also foruardn info re 
cash flow pro jec tion, to guarantee retrospective premium 
liability to nuclear liability insurance carriers 
ORAHAH, N E Carolina Power i Light Co 00/03/27 4pp 


— 0004010409 Annual Financial Rept 1979 

'0 Carolina Power Light Co 00/03/01 36pp 


J Insurance tt indemnity information 


0004100344 Forwards Endorsement 63 to NELIA Policy NF-tOO 
GRAHAM, H E Carolina Power Light Co 80/04/lt 2pp 


B004240379 Forwards Endorsement 91 to MAELU Policy MF-49 
GRAHAM, W B Carolina Power « Light Co 00/04/17 2pp 


P Operating license stage documents correspondence 


8004030102 Forwards "Nuclear Data Link Specs," study of digital 
communication eys to transmit Info from plants to Defehesda 
Qperations Ctr 

ElSENHUTrO 0 Division of Operating Reactors 00/03/12 3pp 


--0004030110 '^Nuclear Data Link 0pecs " 

a Division of Operating Reactors 00/02/21 20pp 


0004200140 Forwards Amend 46 to License DPR-23 I* notice of Issuance U 
availability 

SCHHENCER.A Operating Reactors Branch 1 00/03/13 3pp 


— 0004200191 Amend 46 to License DPR-23, revising Tech Specs to reflect 
corporate it plant organisational changes 

BCHHENCERiA Operating Reactors Branch I 80/03/13 16pp 


— 0004280196 Notice of Issuance availability of Amend 46 to License 
DPR'’23. 

8CHWeNCER,A Operating Reactors Branch 1 00/03/13 2pp 


8004010324 Informs of addition of onsite diesel generator for auxiliary 
shutdown sys, to be Installed it operational by 001031 
Forwards Figures 1^19 to lie substituted for Figures 1-14 of 
800201 submittal 

UTLEY, E E Carolina Power it Light Co, 00/03/21 I6pp 


0004020096 Forwards request for addl info re electriclal 8< 
instrumentation aspects of containment purging Advises that 
791207 commitment meets NRC interim position re purge it vent 
valve operation pending resolution of isolation operability 
aCHWENCERiA. Operating Reactors Branch I, 80/03/21 4pp 


0004020307 Supplements 000229 Itr re preliminary results of Zlrcaloy 
guide tube wear measurement Subsequent analysis assures no 
safety concern re assembly integrity U control rod scram 
capab 11 ity 

OHSLEYrO F Ex*on Nuclear Co , Inc (subs of Exxon Corp ), 
80/03/20 Ip 


6004040293 Forwards supp 1 to 741210 application for amend to License 
DPR-23 Revision consists of rewarding of proposed changes 
to Items D through EDF Paragraph 2 & description of health 
physics program 

UTLEY. E E Carolina Power t. Light Co BO/03/31 Ip 


— 0OO4O4O297 Suppl to 741210 application to amend License DPn-23 Revision 
consists of rewording of proposed changes to I terns D through 
E of Paragraph 2 fj description of health physics program 
* Carolina Power Ir 4_ight Co 80/03/31 4pp 


0004000648 Forwards suppl to 79J231 response to Lessons Learned Task 
Force short-term rcqui r oments Describes pressuriier levol 
b mods to control switches 

UTLEY, E E Carolina Power it Light Co BO/03/3 1 50pp 


B004250029 Forwards list of addl info needed to complete review of 
auxiliary feedwater sy s , conta ining NRC positions on certain 
recommendations Requests response within 30 days from Itr 
receipt Revised version of ondurance test requirements cnc 1 
8CHWENCER, A Operating Reactors Branch 1 00/03/31 llpp 


8004140413 Submits addl info re implementation of Task Force short- 
term Lessons Learned requirements Discusses replacement of 
switch for radiation monitors R-1 1 5« n-12 circuits U mod to 
power operated relief valve position indication 
UTLEY, E E Carolina Power b Light Co BO/04/04 3pp 


0004300443 Confirms 791231 p Ians* revl ewed w/ NRC, to interim 
implementation of shift technical advisor program SROs will 
be substituted for «hift technical advisors undergoing 
planned training 

UTLEY, £ £ Carolina Power & Light Co BO/04/29 Ip 


Q Inspection repoi is, IE Bulletins correspondence 


8004070134 Forwards 45-day response to IE Bulletin 79-01 W/o end 
FURRrB J Carolina Pouiar Light Co 00/03/10 Ip 


0004260099 Forwards IE Insp Rept 50-261 /BO-09 on 000220-21 No 
noncompliance noted 

BRYANT, J C Region 2, Atlanta, Reactor Construction S, Engineering 
Support Branch 00/03/14 2pp 


—0004200109 IE Insp Rept 50-261/00-09 on 000220-21 No noncompliance 
noted Major areas inspected areas of seismic analysis for 
as-built safety-related piping sys (IE Bulletin 79-14) 

HEROTtA R Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch M0DEN08,L Region 2, Atlanta, Office of the 
Director 00/03/13 4pp 


8004100343 Responds to IE Bulletin 00-03 No charcoal cells of ref type 
are used at facility 

FURRiO J Carolina Power it Light Co 00/03/21 6pp 


0004150497 Forwards IE Info Notice 80-t2, "Instrument Failure Causes 
Opening of PORV it Block Valve " No specific action or 
response necessary 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/31 

2pp 


8004000598 Forwards lE Circular 00-05, "Emergency Diesel Generator 
Lubricating Oil Addition % Onsite Bupply " No written 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/01 

2pp 


8004140462 Ack receipt of 000314 Itr informing NRC oF steps taken to 
correct violation noted in IE Insp Rapt 50-261/00-01 
8T0HR, J P Region 2, Atlanta, Fuel Facility it Materials Safety 
Branch 00/04/01 Ip 


— S004140468 Responds to NRC 000225 Itr re violation noted in IE Insp 
Rept 50-261/80-01 Corrective actions written procedures re 
gamma rays are being developed 

STARKEY, n B Carolina Power t< Light Co 00/03/14 2pp 


—8004140473 Forwards IE Insp Rept 90-261/80-01 on 000204-07 5* notice of 
violation 

8T0HR,J. P Region 2, Atlanta, Fuel Facility it Materials Safety 
Branch 80/02/25 2pp 


— 0004140477 Notice of violation from insp on 800204-07 

« Region 2, Atlanta, Office of the Director 00/02/22 Ip 
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— 0004140400 IE Irup fi«pt 50-261/G0-O1 on 000204-07 Noncompl i Anc« not«d 
failure to have follou ur 1 tten> approved procedures for 
rad i DC hemt c a 1 measurements 

JEK^INa. 0 H Region 2. Atlanta< Fue! Facility (i Materials Safety 
Branch MONTCQMERV. D M Region 2. Atlanta. Office of the 
Director 80/02/22 0pp 


B00415Q0&7 Forwards IE Info Notice 00-13. "CE Type SDM Control Sultches 
Defective CAM FoUouers ' No specific action or response 
r equired 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/04/02 

2pp 


8004100340 Forwards LER aO-OOA/OlT-0 

STARKEY. R D Carolina Power «* Light Co BO/04/04 Ip 


—8004100345 LER 0O-OOf»/OlT-O on 800324. w/p Ian t at cold shutdown for 
steam generator malnt. three relay coils in D train found 
failed &c one coil found contacting ground In B battery bus 
Caused by shorting of outer layer of coil windings 
STARKEY. R B Carolina Power 1 Light Co 00/04/04 2pp 


0004100410 Forwards LER 80-004 /03L-0 

STARKEY. R 0 Carolina Power t' Light Co BO/04/14 Ip 


0004240245 Forwards IE Info Notice 00-14. ^'Safety Suggestions From 
Employees " No action required 

O’REILLY, J P Region 2 Atlanta. Office of the Director 00/04/02 
2PP 


a004ia037B Forwards IE Circular 00-07. "Problems W/HPCI Turbine Oil 
Sys " No written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/04/03 

2pp 


S004230117 Forwards IE Bulletin 79-03A 'Longitudinal Neld Defects in 
ASNE SA-312. Type 304 Stainless Steel Pipe " Action required 
O'REILLY. JP Region 2. Atlanta. Office of the Director 00/04/04 
Ip 


B004ia0340 Forwards IE Bulletin 80-09. "Eiam of Containment Liner 
Penetration Welds " Written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/04/07 

2pp 


3004250251 Act receipt of 800320 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/80-03 
STOHR.J P Region 2. Atlanta. Fuel Facility & Materials Safety 
Oranch 80/04/09 ip 


—8004100425 LER aO-004/03L-0 on 800316. w/fac i 1 4 ty shut down u/prlmary 
sys at 350 pslg 2. 250F in RHR recirculation mode, loss of 
power to all HCC-S £< 10 loads occurred Caused by ovircurrant 
trip of MCC-S main power transfer switch Settings reset 
STARKEY. R B Carolina Power %: Light Co 80/04/14 4PP 


8004230520 Forwards LER BO-005/03L-0 

STARKEY, R B Carolina Power Light Co 80/04/19 Ip 


—8004230525 LER S0-009/O3L-0 on 800320 during cold shutdown while 
performing PT 42 0. valve CCW-626. RCP thermal barrier outlet 
containment isolation valve failed to close Caused by looe* 
locknut Nut tightend U staked 

STARKEY. R Q Carolina Power L Light Co 00/04/19 2pp 


8004240362 Forwards LER 00-007 /03L-0 

STARKEY, R D Carolina Power U Light Co 80/04/21 Ip. 


—8004240366 LER ao-007/03L-0 on 000326, data from previous instrument 
callbr identified that first stage pressure transmitters 
PT-446 & PT-447 on turbine were found out of callbr 
nonconservafcively Caused by instruments drifting high 
STARKEY. R B Carolina Power S< Light Co 80/04/21 2pp 


— 0004250261 Responds to NRC 800227 Itr re violations noted in IE Insp 
Rept 50-261/60-03 Corrective actions acid ^ battery removed 
Shipping container reinspected L resealod for shipment 
Labeled containers of radioactive matl 
STARKEY. fl B Carolina Power L Light Co 80/03/20 3pp 


— 8004250273 Forwards IE Insp Rept 50-261/80-03 on 800204-06 it notice of 
violation 

STOHRW P Region 2. Atlanta. Fuel Facility & Materials Safety 
Branch 80/02/27 2pp 


DOCKET SO-263 MONTI CELLO NUCLEAR OENERATINO PLANT 
F Security, medical, emergency fire protection plans 


6004090223 Submits results of drywell safe shutdown analysis reoulPid 
by NRC 790829 fire protection safety evaluation No addl fire 
protection provisions needed During noraml operation, drywel I 
inerted u/ni tro gen. reduq Ing oxygen tt combustion possibility 
MAYER. L 0 Northern States Power Co 80/03/31, 2pp 


—8004250262 Notice of violation from insp on 800204-06 

* Region 2, Atlanta. Office of the Director 80/02/26 ip 


8004250291 IE insp Rept 50-261/80-03 on 800204-06 Noncompliance noted 

failure to properly label containers of radioactive 
matl & to follow procedures 

OIDSDN.A F Region 2. Atlanta, Fuel Facility & Materials Safety 
Branch PUCKETT. J M . WRAY. U fi Region 2. Atlanta. Office of the 
Director 80/02/26 6pp 


n Periodic operating reports & related correspondence 


a004040303 Forwards "Annual Environ Surveillance Rept. 1979 ” 
STARKEY, R B Carolina Power U Light Co 80/03/31 Ip 


60040B050B Submits design info for installation of sprinkler curtain 
to cool hot gases entering cable tray area In water 
treetment tc engineered safety feature motor control ctr 
area. as discussed In fire protection safety evaluation 
MAYER, L a Northern States Power Co 80/04/01 3pp 


8004080360 Forwards design info re mod to cable spreading room, standby 
gas treatment sys room, iwi tchgear areas. intake structures & 
motor generator set room, as required by NRC 790029 fire 
protection 8ER 

MAYER. L 0 Northern States Power Co, 00/04/02 Ip 


8004080479 Forwards security p Ian. Revision 9 pages End withheld 
<ref 10CFfl2 790) 

MAYER. L X) Northern States Power Co 00/04/03 Ip 


8004040323 "Annual Environ Surveillance Rept. 1979 " 

EDWARDS. D H . WARRINER. 6 H Carolina Power U Light Co 00/03/25 


''^vecuatton Time Estimates*' in response to NRC 

7tI 12t Itr 

MAYER. L 0 Northern States Power Co 80/04/10 ip 


9004150374 Forwards monthly operating rept for Mar 1980 
STARKEY. R B Carolina Power 4. Light Co 80/04/09 Ip 


*8004180360 "Evacuation Time Estimates " 

• Northern States Power Co, 80/04/30 IBpp, 


3004150376 Monthly operating rept for Mar 1980 
WATFORD. M L Carolina Power 4 Light Co 00/04/01 3pp 


pccurrences. UERs & related correspondence 


t n *7 r H.vwBvviBn review. ICffiAS IS 1 

* ^ * 2(1). fire harriers/penetration seals 4 Item 3 I I2<2)i 
yard loop Recommends approval of licensee submiltali re 
criteria 4 test procedures k proposed mods 
HALL.R E Brookhaven National Laboratory 00/04/14 3pp. 


6004000361 PNa-II-aO-04i on 800314. reactor shut down for repair of 
primary-to-secondary iteam generator leak During outage. 

4e0-volt power transfer switch operated. causing loss of 
power to half of ECCS valves Cause under investioafeian 

WARftlN, A u . UFirocifi.D I O *!, ‘^''*** * BfTlon 

Region 2. Atlanta, Office of the Director 


HARDIN. A K 
00/03/ 1 7 


KELLOQOiP J 
Ip 


G00403017I RO on 800324. de tormi ned that potential generic problem coi 

NBFD-31S Three relays have 

exhibited coil failures due to shorting of lead-in wires 

Westinghouse U investigating problem 

STARKEYjR B Carolina Power k Light Co 00/03/24 Ip 


O Adjudicatory correspondence 


nemorandum of understanding between NRC k FEHA re prompt 
improvement in radiological emergency planning S( ^ 

preparedness, distributed as Board notification 

E»«uUv; nllVcl:: for Operation. 
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\> Hcoiiftu do< umiirtt« Ct t tii i a 9poi>(< viu « 


fJ0()40/(ri// ni»cm»q9 NUC /mum ipnuo^t IhAl a\\ lWf< ltc.ahtoo« Q 9 tioafl 
higher gafl Pui Pij«l boiititpt rtbow *>.*0. ooo 

MN pffi' maiih i<Mi tn(nL.)Lu ihai no if^rnedlolp 

Ucoiuiiiv iirUori M loiiuhoil 

ir'I^Ol IT(I. T A Up«raili)g lltAtu h J DO/O'l/lQ 


IJOOlOllOIOJ ''Ntifloitl D^Ia link Uiiititt." of digilAl 

CumrniMilt 4iliMi 9i|« to tiAiiurntt hifo ft not plAUitt to lloihotdA 
()p«r At i out < tr 

I IltCNtU>r, I) Q Division of llppiflUng MuAt ioi » DO /(>:)/ la 9pp 


DODIOIOIID "NvicUat l> 4 t<» link llp#t i " 

« Division {if iljurrtting H»a< tors (IO/(>*/«!J WUpp 


0004150104 rorwards IE Info Notice BO-12, "Instrumiint Failure Causes 
Opening of PQRV t Ulock Valve " No specific action or 
response necessary 

KEPPLEN.J O Hegion 3, Chicago, Office of the Director QO/03/31 

Ip 


0004000/19 Format da in Circular 80-05, “Emergency Diesel Generator 
Lubricating Oil Addition Onsite Supply “ No written 
rosponsa required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director DO/04/01 


0004150092 Forwards 1C Info Notice QO-13. “OE Type 8BM Control Switches 
Uafoctlve CAM rollowers “ No specific action or response 
1 eqult ttd 

KCPPLCri, JO lleglon 3, Chicago, Office of the Director 00/04/02 
Ip 


00040/0.1/(1 f 01 maids i ns ti ui i i nnn b t hat ai tei i n t ic s of NN( 

heal ill phgslts talephoiio netmni k Puipote uf netwin k is. 
transmi sfl I on of health (>hgsk<« info dm Iny im ideni or 
Abnormal mtuirvme at faiUity 

ltlPPjMi»>i 0 Keg inn 'I, (,hltagi>, UfPiie tif the Dnetloi (10/03/17 

Dpp 


(KH>4 1001 l)«M<»<iuns ts (Oiilinlletl set iif Pf.4nu ftit «ai h plMoi (lutnnltlal 
ihiiulil be furwnrded to altentinn of Region i inildeni 
1 espouse r ti within »'() dags 

ID I'I'M R, J 0 Hegiiin I. ('hliago, DfPlte of the Rlieciur (10/03/20 
1(> 


11004 100055 Foi wards attachments to IE Circular 0O-O3i "Protection From 
Toilr Oas Maiartls. ” inadvertently omitted from 000306 
trannmi tia 1 

KCPPlTRiJ 0 Region 3, Chicago, Office of the Director 00/04/02 

tp 


(1004220140 Forwards IF Info Notice 00-14, "Safety Suggestions From 
(■mplogoos “ No action required 

KCPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/02 

Ip 


000410003’/ liMWAi'ds "( va 1 iiat 1 on nf llientee (umpliaiKe U/rai»gr>rg A 
Items of NIK Ret nmmendai I tins Desuiting 1(11 2 lessons 
I eai lied " Ail (alegiMg A r eqn 1 1 emenl « sat i s f at itn i ly met 
Mods min be verified by 11 

IPP01 110. r A (Iperating Neat toi s Ih am ri I 00/01/21 lApp, 


U004D403I7 Advises that mod of teat, tot pruiettinn tgs supply protective 
clictyittg will be pet f turned when qualified eqtiipment Is 
ava liable f i om 01 

NAVCR.L 0 Nitt'lhern (Hates Ptiwei (o 0O/<M/26 Ip 


DuiMOIlUiOO Notifies that piping supports between automatic pressure 
lellef valve ati umtt lator thetk valves ^ valve opetAtiMs will 
be upgi aded to rut'renl Del emit (lass 1 tiltaiia pf Inr to 
startup follnwing ruffent lefneling tmlage 
ri lADllN.i R Ntii'thei n males Knwei (u 00/0.1/20 ip 


0OD4ODD.I/O Notifies of revised sihednie for insialllng ronlainmeni 
peneiraiions for reiombineis 0ilgitial ) eh I'/llO tihedifle not 
met due tu problems developed w/t oniatnmenl isolation 
valves AddI design U fabriiaiton wort leqniied 
NAViH.l 0 Nurlherii Utaies Kiiwet^ F<i 00/04/0 1 Ip 


0004250021 Forwards IIO0I2M t. 0211 Itis to 01 i« pioptit-vd lontiol rod 
drive igs mods i elated to elimination of riAikiiig in retrrrn 
line itfiitUs Uutde lines fur muds will be disiiissed Its 
NWRI 0 0AI7, to be issued in “Inr rom.neni finm in Api 1.700 
tFODMKLTA Up er at I ng Reai tur s lli am h i 00/04/0/ 2pn 


00042203/0 Forwards IE Circular 00-07. ''Problems W/HPC I Turbine Oil 
ilgi " No written response roqulretf 

KtP(>LC(l, J 0 Roglnn 3, Chicago, Office of the Director 00/04/03 
Ip 


000411004/ Foi WOT ds IE Ilulletin 00-07. ''DWR Jet Pump Assembly Failure " 
Written response lequircd 

KLPr>Lfc«,J 0 Region 3. Chicago, Office of the Director 80/04/07 
Ip 


0004230277 Forwards IE nullotm 77-03A, "Longitudinal Weld Defects in 
A3ME FIA -312. Type 304 Stainless Steel Pipe " Action required 
KCPPLER.J 0 Region 3. Chicago, Office of the Director 80/04/07 
IP 


0004220047 Forwards IE Roll et in 00-00, "E*am of Containment Liner 
l^enetiatlon Welds " Written response required 

KCI'PLr*R,J 0 Region 3, Chicago, Office of the Director 80/04/09 

Ip 


R Periodic operating i aporti & related correspondence 


0004190401 Forwards monthly operating rept far Mar 19S0 
MAYLR. I 0 Northern ntales Power Co 00/04/10 Ip 


' 0004150409 Monthly operating rept for Mar 19B0 

MYRAIKI.A I Northern States Power Co 80/04/04 4pp 


0 Impel, tion repni it. It Ihilletius Ih i ui r espomlem e 


H Reportable occurrences, LERs & related correspondence 


0004040405 rorwanlt II hisp Kept nO 2A3/II0 III ini flOOlM No 
nhiHOmp 1 lam e noted 

r'lORrtll.O Reg Inn 3. (hUagm Meai Inr Funst r u< \ i on U lug Infer Ing 

(luppnft l!r*n<h 00/02/IA 2pp 


0004040410 \k Insp Rept 50 2/M/llO 01 on WOOIM No noli t omp 1 1 ance noted 
Hajur afdas insperted actliins re II RuKsitn ;7 H* general 
illscusshin of NRO r equi remenl s. p i ur edur # I* review 

of stress lalrulati mu 

DANH I RON. D M , VINM f Regliin (Miago. (Ifficr of the 
Director iK>/02/ll 5pp 


0004100143 Forwards II. Info Notue 00 00, ‘Otates iUi OHding Link 
C’Uctriral Terminal Dim I " Nu speilflc artion or rasponta 
reqii I red 

KLPPUH,J 0 Region 1. Ohieago. Office nf the Director 00/03/07 
Ip 


0004060637 Forwards If Insp Repl 50 2/M 010 UJ on iKMl204 00 U notice of 
violation Hotic# of viiilatlon withheld Irf# |iH‘ltt2 7901 
MIN6,J A Region 3, Chisago. Oafeguards tiramh (10/OJ/lH 2pp 


“-K004000A40 IT Insp Rept 50 263/tlO'OI on l««)204-(*M Nqncoppliance noted 
inadequary in area of physical barriers Details withheld 
<ref lOCfHS 7901 

MIND, J A Region 3, Chuago, Safeguards Rramh U0TICR,N , 
CIWlOTOffivn.O tttgion J, Chiiago. (tffice of the Director 
60/03/05 JtP9 


004220249 PNQ-77-a33 on 770223, dur Ing reactor startup, per lod of less 
than 9-s was obtained before reactor tripped on lowest jov 
intermediate range Caused by combination of temp « hlgn 
lentin concentration n* the 

OOMCn.O C , ROY, 0 W THOMPaON. D Region 3, Chicago, Office 
Director 77/02/29 2pp 


C1004010452 Forwards LER QO-OlS/OlT-0 
MAYER, L 0 Northern States Power Co 


00/03/27 


-0004010459 LER OO-OlS/OlT-0 on 000317. during 
required by IE OulUtln 79 - 010 , unquai i f ied *P 
power cables for inboard MBIV solenoid valves Cause noc 
stated GpUces replaced w/qualified 

HAMMER, M F Northern States Power Co BO/03/2/ *p 

304150943 Forwards LERs 00-002/011-0, BO-OO3/OIIT-O,0O-OO4/OIT-O, 

B0-009/O1T-0, BO-OOO/OIT-O, 00-009/011-0, 0O-O1O/O1T 0. 

00 012/OlT-O 0O~O14/OIT“O ^ . 

MAYER, L 0 Northern States Power Co 80/04/0B Ip 

-Q0041S0999 LER GO-002/OIT-0 on during ref uellng outage, loca 

leak rate for A0-2-B6A outboard MBIV 

acceptance criteria Caused by poppet not seating pr P 
Poppet machined & stem replaced oa/aa/oS Ip 

OVERLID, T W Northern States Power Co BO/0 / 
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--5C041505J34 CER G0-003/0ir-0 on 800225. during refueling outage, local 
tiak rate for AO-2-OiD outboard MSlV. eicefidad Tech Spec 
acceptance criteria Caused bg lapping of main seat so that 
poppet did not seat properly Poppet rachined 
aVcRLiD T W Northern States Pouer Co 00/04/09 Ip 


--0004150571 LER 00-004/011-0 on 800223. during local leal rate testing. 
HPCI-*? turbine eihautt line check valve found leaking In 
ficest of Tech Spec acceptance criteria Caused by leakage 
past body-to~seat ring threaded joint 
SMURT3.S J Northern States Pouer Co 00/04/09 Ip 


--0004120500 LER Q0-0O5/OIT-0 on G00303. during local leak rate testing. 
>iP-6 standby liquid control outboard isolation valve, found 
leaking m etcess of Tech Specs Caused by accumulation of 
scale on seat Replaced /alve 

SKURTS. S J Nor thorn States Power Co 80/04/09 Ip 


-“0004150529 LER 90-000/011-0 on B00303. during local leak rate testing. 
A0-2S76 torus vent isolation valve found leaking in escese 
of Tech Spec acceptance criteria Cause undetermined Valve 
dl satse^'b led. 1 nspec ted. c 1 eaned & reassembled 
SHURTS. S si Northern States Power Co SO/04/00 Ip 


■9004150598 LER SO-009/01T-0 on 8CI030A. during refueling outage, local 
leak rate for RCIC-9 turbine eihaust check valve. exceeded 
Tech Spec acceptance criteria Probably caused by downstream 
check valve jacked shut for test Valves lapped S< retested 
SHURTS. S J Northern States Power Co 90/04/08 Ip 


— B004150610 LER SO-OlO/OlT-0 on 800324. during local leak rate testing, 
CV-79S6 torus instrument air isolation valve found leaking 
in excess of Tech Spec acceptance criteria Apparently caused 
by dirt on seat Valve cleaned It reassembled 
IVERSON, 0 N Northern States Power Co 80/04/08 Ip 


0OO41SO617 LER BO-012/01T-0 on 800307. during local leak rate testing. 
AD-2561A dryuell equipment drain sump isolation valve found 
leaking in excess of Tech Specs Caused by packing leak 
Packing tightened 

WINQSCHILL.J E Northern States Power Co 60/04/08 Ip 


— 9004150623 LER 80-014/01T-0 on 800314. during refueling outage. local 
leak rate for AO-2-BOA inboard NSIV exceeded Tech Spec 
acceptance criteria Caused by poppet not seotlng properly 
New poppet &i stem installed 

OVERLID. T U Northern States Power Co 00/04/00 Ip 


E004140390 Responds to NRC 600110 Itr requesting update of control rod 
drive sys malfunctions through 1979 Two drives stopped at 
position 02 during 1970 it 1979 Caused by stop piston seal 
leakage Drives removed i rebuilt during fuel outages 
HAVER, L 0 Northern States Power Co 90/04/09 8pp 


8004140431 Forwards LER 60-016/01T-0 

MAYER. L 0 Northern States Power Co 80/04/10 tp 


DOCKET 50-2i5 QUAD-C1TIE8 STATION. UNIT 2 
F gecurity. medical, emergency Ic fire protection 


B004240531 Forwards sys description it operating Instructions for 
health physics telephone network Bys designed for utii during 
nuclear Incident or AO Network mag also he used for daily 
administrative or facsimilie traffic 

KEPPLER.JO Region 3. Chicago. Office of the Director BO/03/20 
2dd 


8004070272 Forwards Input to facility fire protection review for fire 
detection sys. water suppression sys Zt foam suppression sys 
Info completes items for which adequate licensee input 
exists 

HALL.R E Drookhaven National Laboi atory 80/03/31 5pp 


8004070273 Forwards Pages C-26 & C-27 of Revision 5 to security plant, 
omitted from 800324 submittal Enel withheld 
(ref 10CFR2 790) 

PEOPLES. D L Commonwealth Edison Co 80/04/02 Ip 


8004230524 Forwards revisions to 800331 Itr re fire protection review. 
Item 3 1 l.flre detection sys. Item 3 1 5. water suppression 
sys, St Item 3 1 6. foam suppression sys 

HALL.R E Drookhaven National Laboratory 80/04/16 5pp 


8004230367 Forwards revised security plan Revisions withheld 
(ref 10CFR2 790) 

PEOPLES. D L Commonwealth Edison Co 80/04/21 IP 


P Operating license stage documents b correspondence 


8004080296 Forwards corrected Pages 8Q S 93 for Licenses DPR-19 Amend 
44 St DPR-25 Amend 39 U corrected Pages 3 6/4 6-2 St 3 6/4 6-9 
for Licenses DPR-29 Amend S3 5^ DPR-30 Amend 30. in response 
to 791002 Itr 

IPPOLITO. T A Operating Reactors Branch 3 60/02/20 2pp 


— 8004080310 Corrected License Pages 88 L 93 for Amends 44 6« 39 to 
Licenses DPR-19 L DPR-2S. respectively St corrected License 
Pages 3 6/4 6-2 & 3 6/4 6-9 for Amends 53 St 50 to Licenses 
DPR-29 U DPR-30. respectively 

a Operating Reactors Branch 3 80/02/20 8pp 


6004070381 Discusses NRC 761123 request that all LNR licensee 
higher fission gas releoso for fuel burnups above 20.000 
HU-day per metric ton Responses indicate that no immediate 
licensing action is required for operating reactors 
IPPOLITO. T A Operating Reactors Branch 3 80/03/10 3pp 


□004030102 Forwards ’"Nuclear Data Link Specs.” study of digital 
commlinleation sys to transmit info from plants to Dethesda 
Operations Ctr 

EISENHUT. D 0 Division of Operating Roactors 80/03/12 Opp 


— 6004140437 LER B0-016/01T-O on 800327. during refuel ing. supports for SRV 
pneumatic supply sys would not meet seismic Class I 
requirements Caused by inadequate design U installation of 
sys Sys was upgraded to satisfy requirements 
OVERLlDiT H Northern States Power Co 80/04/10 Ip 


8004180460 Forwards LER eo-Ol7/OlT-0 

MAYER. L 0 Northern States Power Co S0/04/U Ip 


— 8004030118 “Nuclear Data Link Specs " 

e Division of Operating Reactors 80/02/21 28pp 


8004100102 Requests controlled set of PMDs for each plant Submittal 
should be forwarded to attention of Region 3 Incident 
response ctr within 20 days 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/03/20 

Ip 


8004160472 LER 80-017/01T-O on 000328. Bechtel Power Corp notified 
util that control rod driveline hydraulic piping frame 
supports would not meet OBE stress limits Caused by EDS 
computer code error Supports modified 
DAY. B D Northern States Power Co 90/04/U Ip 


DOCKET 50-264 DOW CHEMICAL CO 

F Operating licenie stage documents t correspondence 


B004220S33 Advises that Section 316 documents re NNPDE8 Permit 
AL0022060 are being sent to JM Werr.H Zeller (c LB Tebo, in 
accordance w/util 800331 Itr 

EL-ASHRY.M T Tennessee Valley Authority 80/04/17 2pp 


0004100313 Notification of 800325 meeting u/utll St OE to discuss 
demonstration bundles 

SEVAN. R Operating Reactors Branch 3 80/03/21 2pp 

80041S0316 Forwards revised pages constituting Revision 13 to CE-l-A, 
QA program Revisions reflect recent organiiation title 
changes 

NAUOHTQNi U F Commonwealth Edison Co 80/04/02 Ip 


•8004190320 Revised pages constituting Revision 13 to OA program 
Revisions reflect recent organl latlonal title changes. 

« Commonwealth Edison Co CE-l-A R13 00/04/04 7pp 


8004100217 Forwards addl info re failure of control rods to Insert 
fully on scram in response to NRG 800110 St 11 Itrs. Dresden 1 
experienced no control rod failures in 1978-79 Failure at 
other facilities caused by Leakage past worn piston seals, 
JANECEK.R F Commonwealth Edison Co 00/04/14. lOpp 
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8004250427 Forwards response to NUREO-057B & "Design Criteria & 
Conceptual Design Description for Technical Support Ctrs for 
Facilities" for review Util emergency plan will be submitted 
w/Lasalle Countt/ site-specific emergenci^ plan 
PEGPLESj D L Commonwealth Edison Co 80/04/15 60pp 


8004250438 "Design Criteria S Conceptual Design Description for 
Technical Support Ctrs for Facilities " 

» Dochtel Power Corp (subs of Dechtel Corp ) 79/12/36 32pp 

8004240412 Advises of review t plans re reload core Forwards Table 1 
providing sommarg of keg parameters W/approvol of Amend 51 
to DPR— 30i util concludes that addl Tech Spec changes not 
reciulred Reload core design will be verified bg std tests 
PEOPLES! D L Commonwealth Edison Co 80/04/17 4pp 


Q Inspection reports, IE Dulletlns 4c correspondence 


8004040029 Forwards IE Insp Repts 50-254/79-30 1 50-265/79-28 on 
791211-14 No noncompliance noted 

DAVIS, A 13 Region 3, Chicago, Fuel FaciUtu & Materials Bafetu 
Branch 80/02/12 2pp 


•8004040034 IE Insp Repts 50-254/79-30 ic 50-265/79-28 on 791211-14 No 
noncemp 1 lance noted Major areas inspected licensees data, 
repts & experience In meeting design objective gaseous 
release rate for radioiodine 4 radiactive matl 
HUETERiL J Region 3, Chicago, Office of the Director 

FlBHERiW L Region 3, Chicago, Fuel Facilitg 4, Materials Safety 

Branch 80/02/06 Opp 


8004100140 Forwards Waste Packaging Insp Ropt 79-07A on 791212-13 No 
noncompliance noted 

DAV18, A D Region 3, Chicago, Fuel Facilitu S* Materials Safety 
Branch 80/02/22 2pp 


■0004100408 Waste Packaging 79-07A on 00791212-13 No noncompUance 
noted Major areas Inspected compliance u/DOT tt NRC 
regulations including shipping paper requ Irements, rad latien 
levels b DOT labeling 

POTTER, J P Region 3, Chicago, Fuel Facility 4( Materials Safety 
□ranch 80/02/22 6pp 


0004100192 Forwards IE Insp Repts 50-254/80-03 4t 50-265/80-05 on 
QOOtlD-16 4< 0211 Nt) noncompliance noted 

FIORELLIrO Region 3, Chicago, Reactor Construction 8( Engineering 
Support Drench 80/02/28 2pp 


—0004100207 IE Insp Repts 50-254/Q0-03 t< 5O-265/D0-O5 on 000115-16 «< 
0211 No noncompUance noted Major areas inspected torus 
support OA/QC program, procedures, work activities 8, feedwater 
sys welds 

DANIELSON, D fl Region 3, Chicago, Reactor Construction it 
Engineering Support Branch WARD, K 0 Region 3, Chicago, Office 
of the Director 80/02/25 9pp 


8004000617 Forwards IE Insp Repts 50-254/00-01 & 50-265/00-02 on 
800103-0201 No noncompliance noted, 

HEISKMAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/02/29 2pp 


8004040014 Forwards corrected Waste Packaging Insp Rept 79-07A ReqU'Oat® 
that ropt sent on 800222 be destroyed 

DAVIS, A B Region 3, Chicago, Fuel Facility !« Materials Safety 
Branch 00/03/21 Ip 


8004040019 Forwards corrected Waste Packaging Insp Rept 79-07A, on 
791213-13 No noncomp 1 lanc c noted 

DAVIS. A □ Region 3, Chicago, Fuel Facility 4 Materials Safety 
Branch 80/02/22 2pp 


--8004040023 Corrected Waste Packaging Insp Rept 79-07A on 791212-13 No 
noncomp 1 lance noted Major areas inspected shipping paper 4 
placarding requl rements, rad lation levc 1 s, removab le 
contamination 4 package external features 

POTTER, J P Region 3, Chicago, Fuel Facility U Materials Safety 
Branch 80/02/32 7pp 


0004150159 Forwards IE Info Notice 00-12, "Instrument Failure Causes 
Opening of PQRV 4i Block Valve " No specific action or 
response necessary 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/03/31 

Ip 


8004000696 Forwards IE Circular 80-05, "Emergency Diesel Oenerator 
Lubricating Oil Addition 4 Onsite Supply *’ No written 
response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/04/01 
Ip 


8004150014 Forwards IE Info Notice 00-13, "OE Type SBM Control SwitcMea 
Defective CAM Followers " No specific action or response 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/04/02 

Ip 


8004180030 Forwards attachments to IE Circular 00-03, "Protection From 
Toxic Oas Hazards," inadvertently omitted from 800306 
transmittal 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/04/02 
IP 


8004220093 Forwards IE Info Notice 80-14, "Safety Suggestions From 
Employees " No action required 

KEPPLERi J 0 Region 3, Chicago, Office of the Director 60/04/02 
Ip 


8004220324 Forwards IC Circular 80-07. "Problems W/HPCI Turbine Oil 
8ys " No written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/04/03 
IP 


6004220069 Forwards IE Bulletin 80-00, "Exam of Containment Liner 
Penetration Welds " Written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/04/09 


8004110025 Forwards IE Bulletin 80-07, "BWR Jet Pump Assembly Failure '* 
Written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 60/04/07 

Ip 


—0004000625 IE Insp Repts 50-254/80-01 50-265/00-02 on 000102-0201 No 

noncompliance noted Major areas inspec ted* maint plant 
operations, physical protection it followups 

GPE80ARD,R L , CMRI880TIM06, N Region 3, Chicago, Office of the 
Director 00/02/25 7pp 


8004200020 Forwards IE Insp Rept 50-265/80-07 on 800130-31 No 
noncompliance noted 

FI0RELLI,0 Region 3, Chicago, Reactor Construction V Engineering 
Support Branch 80/03/06 2pp 


8004230224 Forwards IE Bulletin 79~03A, "Longitudinal Weld Defects in 
A8HE 8A-312, Type 304 Stainless Steel Pipe " Action required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/04/07 
Ip 


8004200626 Forwards revised Pages 3 & 5 ^ omitted Page 4 to IE Insp 
Repts 50-010/00-05,50-237/00-05,50-249/00-05,50-254/80-03 & 
50-265/00-00 

FIORELLl.O Region 3, Chicago, Reactor Construction 8< Engineering 
Support Branch 80/04/09 Ip 


— 0004200025 IE Insp Rept 50-265/80-07 on 800130-31 No noncompUance 
noted Major areas inspected IE Bulletin BO-02, inadequate QA 
for nuclear supplied equipment it examination of OE 
replacement feedwater spargers 

DANIELSON, D H Region 3, Chicago, Reactor Construction & 
Engineering Support Branch KEY, W. J Region 3, Chicago, Office of 
the Director 80/02/29 3pp 


— 0004280634 Revised Pages 3 5 8< omitted Page 4 to IE Insp Repts 

50-010/80-05, 50-237/80-05, 50-249/80-05, 50-254/00-05 it 
50-263/80-00 

* Region 2, Atlanta, Office of the Director 00/04/09 3pp 


R Periodic operating reports St related correspondence 


8004100110 Forwards IE Info Notice 80-00, "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required. 

KEPPLERi J 0. Region 3, Chicago. Office of the Director 80/03/07 

Ip 


8004140119 Forwards response to IE Bulletin 80-03, "Loss of Charcoal 
from Std Type 11, Two-Inch Tray Adsorber Cells " Visual 
examination determined that contact between casing It screen 
is adequate to prevent charcoal granule escape 
PEOPLES, D L Commonwealth Edison Co 80/03/20. 5pp. 


B004150C04 Forwards "Radioactive Waste Environ Monitor ing, Annual 
Rept, 1979 " Rept constitutes Part 3 of facility operating 
rept 

KALIVIANAKIS.N Commonwealth Edison Co 80/03/06 Ip 


— 6004150007 "Radioactive Waste It Environ Monitoring Annual Ropt, 1979. 
e Eberline Instrument Corp 80/03/31 9ipp 



DOCKETED ITEMS 


Foruards Usfcjtig of chans® ». tei t s & experiffl^nti performed in 

r 1 *rtaQ 

LIVIrtNAKlQjH Commonwealth Edison Co 80/04/14 3 pp 


eportabl® oc curroncar,, LERs U related c orrespondonce 


090573 Updated PMO-I U -B0-045B licensee ultrasonic aiafflination of 
ro spray piping in A £j 3 loops located in drtjtiioll 
mpleted Piping will he replaced u/lou carbon stepl pipe 
iniSSOriHOS-N , SPESSAHD^R L Region 3, Chicaso, Office of the 
rector BO/oa/14 2pp 


020435 Foruaids supp 1 en^enta 1 LER 79“C&9/031.~1 
iLlVl ANAK ISi N Commonuea 1 1 h Edison Co BO/03/17 


104020443 Supplemental LER 79-009/03L-0 on 790429, uhile measuring HSIV 
limit switchtrip position. 13 of 16 Eultches uere sot at 
greater tlian 10*/ of hS I V closure Caused bv failure to field 
calibr enact limit switch trip point Stulfcches adjusted 
VAHJIENWALD. J Commonwealth Edison Co 80/03/17 2 pp 


lOSOllO PNO- 1 1 1 -80-05 1 On □0C>3t4i u 1 trasonic testing performed on 
I jet pump holddown beam assemblies at Unit 3 Pumps 
9,9,11 S 20 beam Indications ranged from greater than 6 
Is to approi 20 mils Pump u/largest indication removed 
iRiSSOTIMOS, N , BARKER, J L , 9PESSARD, R L Region 3* Chicago, 
flea of the Director 60/03/17 Ipp 


020352 Forwards LER C0-006/O1T-0 

iHVlANAKlS,N Commomucalth Edison Co 80/03/22 ip 


104020399 LER 0O-OO6/OIT-O on 000309. while performing reactor vessel 
pressure test, several crack indications were discovered in 
pipe to elhobJ welds Causa not determined Affected pipe 
section* will be tepUced u/carban steel piping 
GLARItiD Commonwealth Edison Co 80/03/22 7 pp 


0B0430 Forwards UCR e0-005/O3L-0 

iLIVI ANAKI6, N Commonwealth Edison Co 90/03/24 Ip 


>04020445 LER GO-000/03L-0 on 000303. while performing LPCl t 
containment cooling modes of RHR3 logic t«sti5-s delag 
timer 10A"M2A for 1002II RHR pump failed to actuate relay 
K21A Relag failed to energiie Caused by microswitch drift 
HAFERA, T CofTimonwea 1 bh Edison Co 00/03/24 2pp 


L3O402 Forwards LER eO"O0B/O3L“O 

LIVIANAKAB.M Commonwealth Edison Co BO/03/QA Ip 


>04150498 LER GO-OOB/DSU-O on 000305. whi le performing LPCl 4( 
canteinment cooling modes, two S-3 delay timers for starting 
lOOSD RHR pump faile-d to actuate timer contacts Caused by 
fflieroswitch arm being out of alignment 
HOELLLR, J Commonwealth Edison Co 00/03/26 2 PP 


0004010336 Forwards fire protection review Items 3 1 17, 3 I 25, 3 2 2 
Ic 3 2 6 Licensee proposed mod* to hydrogen sys t reactor 
coolant pump oil collection sys are only partly acceptable 
NRC should request drawings re mods proposed in Item 3 2 2 
HALL. R E Rrookhaven National Laboratorg 80/03/26 9pp 


B004020410 Forwards estimates of evacuation time* for area surrounding 
plant, per NHC 791129 Itr request 

FAV.C W Wisconsin Electric Power Co BO/03/26 9pp 


800429O42Q Responds to 800303 Itr re statu* of NRC review of plant fire 
protection program List re status of resolution of 
incomplete items end 

BURSTEIN. S Wisconsin Electric Pouer Co 60/04/21 2pp 


0 Adjudicatory correspondence 


8004010389 Protests licensees failure to serve filings re steam 
generator tube degradation Reiterates request for relief as 
stated in B00226 Itr t requests NRC to direct licensee to 
serve documents 

FALK, K M Wisconsin's Environmental Decade 80/03/27 2pp 


B004030026 Memorandum of understanding between NRC fc FEMA re prompt 
improvement in radiological emergency planning fc 
preparedness, distributed as Board notification 
CQSSICK, L V Office of fcfie EKecutl9e Director for Operation* 
80/04/02 34pp 


8004230010 Forwards Ofc of Nuclear Reactor Reg-ulation 800404 order 
requiring that testing be performed within 90 effective full 
power days Healt-h U safety will not be endangered by 
continued operation 

8CHWENCER,A Operating Reactors Branch l BO/04/04 2pp 


—8004230014 Mod of 791130 order deleting It replacing Condition 1 of 
Section IV Testing must be performed within 90 effective 
full power days Health & safety will not be endangered by 
order remaining in effect Safety evaluation end 
CA9E,E 0 Office of Nuclear Reactor Regulation 80/04/04 5pp 


— 8004230017 Safety evaluation re steam generator tube degradation due bo 
deep crevice corrosion Continued safe operation may be 
permitted within confirmatory order terms 
» Office of Nuclear Reactor Regulation 00/04/04 17pp 


I Financial information 


8004290418 Forwards Annual Financial ftept 1979 Ic certified financial 
s tatements 

OORTSCK. J H Wisconsin Electric Power Co 00/04/22 I9pp 


—9004290425 Annual Financial Rept 1979 

MCNEEIl. C Wisconsin Electric Power Co 80/03/14 33pp 


I28061vl Forwards LER 60-007/03L-0 P Operating license stage documents ie correspondence 

HVIANAKASrN Commonwealth Edison Cp 00/04/09 Ip 


504 2 2 0623 LER B0“007/03L'-0 on B00316. while ul trasonical I y inspecting 
jet pump fixture beam assemblies one through 20, width-wise 
crack indication discovered along upper surface of pump 16 
near bolt Caused by intergranular stress corrosion 
HURRAY, R, Commonwealth Edison Co 60/04/09 3pp 


1290390 Forwards LER eO-009/OaL-O 

LIVIANAKIB, N Commonwealth Edison Co 00-/04/21 Ip 


104290407 LER BO-009/03L-0 on B00322. while performing FCl simulated 
automatic closure Initiation test, procedure QOS 1600-13, 
transient In-core probe 2, failed to respond to Croup 2 
Isolation signal Caused by dirty contacts on relay K21 
REEDiH Commonwealth Edison Co BO/04/21 Ip 


^ET 50-266 POINT BEACH NUCLEAR PLANT. UNIT I 


Security, medical, emergency fe fire protection plan* 


1080324 Forwards operating instructions 
saltK physics telephone network Purpose 
'animlsslon of health physics Info duri 
■normal occurrence 

PPLER, J 0 Region 3, Chicago, Office 


St 

character 

Isti 

of 

network 

is 

n» 

Inc ident 

□r 

of 

the Dlrec 

tor 


ct of NRC 

80/03/ 19 


»P 


8004040123 Notifies that description of QA program is App H to final 
description & SAR 

FAY, CM Mlsconsln Electric Power Co 80/02/25 2pp 


B004140087 Finds actions taken to repair, inspect Ic test cracking found 
in feedwater syt piping adequate until recommendations of 
oikprter* group tc NRc Pipe Crack Btudy Group have been 
evaluated Safety analysis encl> 

SCHMENCER.A Operating Reactors Branch 1 80/02/25 6pp 


8004030102 Forwards ^'Nuclear Data Link Specs," study of digital 
communication syi to transmit info from plants to Detheida 
Operations Ctr 

EISENktUTrO 0 Division of Operating Reactors 80/03/12 Spp 


—8004030110 ''Nuclear Data Link Spec* " 

* Division of Operating Reactors 60/02/21 26pp 


8004^00276 Foriuards Amends t< 47 to Licenses DPR-24 It DPR-27, 
resp ectlvely, safety evaluation It notice of Issuance It 
aval labi 1 1 ty 

aCHMENCER.A Operating Reactors Branch t 90/03/19 2pp 


—0004300280 Amends 42 U 47 to License* DPR-24 It DPR-27, respectively, 
modifying Tech Spec qualification requirements for radiation 
protection manager 

aCHHEKCER.A Operating Reactors Branch 1 80/03/19 7pp 


DOCKETED ITEMS 


65 


— B0043002B5 Safety evaluation supporting Amende 43 47 to Licenses 

DPR'24 & DPR-37j TBspec tively 

« Office of Nuclear Reactor Regulation SO/03/19 2pp 


— B0043002B7 Notice of issuance h availability of Amends 42 V 47 to 
Licenses DPR-34 DPR-27i resp ect ivoly 

5CHWENCER,A Operating Reactors Branch I 80/03/19 Spp 


8004100172 Requests controlled set of P?<ID5 Submittal should be 
forurarded to attention of Region 3 incident response ctr 
uithin 20 days 

KEPPLERi J 0 Region 3» Chicagoi Office of the Director 00/03/20 


Q004020326 Discusses Event 9 valve configurations at facilities In 
response to NRC 000223 request Valves uill be verified 
properly closed by combination of periodic testing 
observation Sketch shouing valve c onf igurati ohs end 
FAY« C N Wisconsin Electric Pouier Co 80/03/21 Spp 


8004010319 Responds to 800107 Itr re QA requirements for diesel 
generator fuel oil Adequate controls to assure quality of 
fuel oil are being implemented 

FAV«C M Wisconsin Electric Pou/er Co 00/03/24 2pp 


8004240096 Provides info to clarify further NRC position re containment 
isolation iSectlon 2 I 4 of NUREG-0370) All plants required 
to have double isolation barriers te/o need for operator 
action Plant does not meet position on two penetrations 
8CMUENCER,A Operating Reactors Branch 1 80/04/03 3pp 


0004200293 Forwards Amends 43 40 to Licenses DPR-24 DPR-27. 

respective lyr safety evaluation U notice of issuance it 
, aval labi 1 i ty 

SCHWENCER,A Operating Reactors Branch 1 80/04/03 2pp 


-8004200299 Amends 43 & 48 to Licenses DPR*"24 it DPR’-27r respect ivol g, 
making minor changes to Tech Bpecs it approving revised 
organisational structure 

8CHWENCER;A Operating Reactors Branch 1 80/04/03 Slpp 


—8004280301 Safety evaluation supporting Amends 43 it 40 to Licenses 
DPR-84 Si DPR-27# respective ly 

« Office of Nuclear Reactor Regulation 80/04/03 2pp 


— 0004200304 Notice of issuance it availability of Amends 43 U 40 to 
Liconsas DPR-24 it DPR-27# respect Ively 

8CHWENCER#A Operating Reactors Branch 1 00/04/03 2pp 


0004300499 Confirms schedule arranged by NC Choules re 000408 meeting 
at site to discuss regulatory performance of facility 
KEPPLER#V 0 Region 3« Chlcagoi Office of the Director 80/04/07 
ip- 


8004220473 Notifies of changes to utidervol tage relaying for protection 
against degraded grid voltage on 4160 volt safeguard busses 
Action responds to NRC request to upgrade circuitry upon 
review of facility 790024 << 1012 it 800117 Itrs 
FAYf C. W Wisconsin Electric Power Co 80/04/17 2pp 


Q Inspection reports# IE Dulletlns & correspondence 


8004110230 Forwards IE Tnsp Rep is 50-266/80-02 It 30-301/80-01 on 
000122-24 No noncompliance noted 

HEI0HKANr R F Region 3# Chicago# Reactor Operations Nuclear Support 
Branch 00/03/03 2pp 


— 8004U0243 IE Insp Repts 90-266/80-02 it 50-301/80-01 on 800122-24 No 
noncompliance noted Major areas inspected plant operations 
organisation St adminlstrat Ion# QA review audits U records 
WARNiCKrR F, NRC Regional Offices KAOUE. R L « SMITH# J D Region 
3# Chicago# Office of the Director 60/03/04 Spp 


0004070206 Submits status rept of stress analysis It pipe support review 
as of 000229# in response to IE Bulletin 79-14 Analysis has 
been completed for 32 drawings it pipe supports evaluated for 
26 pipe lines, 

FAYrC W Wisconsin Electric Power Co 00/03/07 6pp, 


8004100149 Forwards IE Info Notice 00-00# “States Co Sliding Link 
Electrical Terminal Block “ No specific action or response 
r equlred. 

KEPPLERi vJ 0 Region 3, Chicago# Office of the Director 00/03/07. 

Ip 


0004030353 Responds to IE Bulletin 79-Oi re environ qualification of 
Class IE equipment Master list enc 1 compiling all sys 
required to function under postulated LOCA or high energy 
line break accident 

FAYiC VI Wisconsin Electric Power Co 00/03/12 13pp 


0004240449 Ack receipt of NRC B00310 Itr transmitting IE Info Notice 
aO-lO re Crystal River Unit 3 incident Notice will be 
reviewed by util nuclear projects ofc personnel t by plant 
supervisory personnel Results will determine further action 
FAY# c W Wisconsin Electric Power Co 00/03/24 Ip 


8004240419 Responds to IE Bulletin 80-03# “Loss of Charcoal from Std 
Type 1 1 1 Two-Inch# Tray Adsorbei Cells '' Lists number# sys 8i 
manufacturer Containment purge sys cell had loose strip 
securing screen to frame Neit insp schedulod for Apr 
FAY#C (1 Wisconsin Electric Powor Co 80/03/26 2pp 


8004010223 Submits results of steam generator inspi requested in 791130 
order Requests written concurrence that tests are acceptable 
so that unit may be returned to sve List of tubes plugged Si 
description of QA program end 

DURQTCIN# S Wisconsin Electric Power Co 0O/O3/2Q 0pp 


8004150194 Forwards IE Info Notice 90-12# “Instrument Failure Causes 
Opening of PORV it Block Valve “ No specific action or 
response necessary 

KePPLER#J 0 Region 3# Chicago. Office of the Director 80/03/31 

Ip 


80040Q0727 Forwards IE Circular 80-03. “Emergoncy Diesel Generator 
Lubricating Oil Addition i Onsite Supply '* No written 
response required 

KEPPLERi J 0 Region 3. Chicago# Office of the Director 90/04/01 

Ip 


8004130059 Forwards IE Info Notice 00-13. “GE Type SBM Control Switches 
Defective CAM Foiloweis “ No specific action or response 
required 

KEPPLER.J 0 Region 3. Chicago# Office of the Director 00/04/02 

Ip 


8004100063 Forwards attachments to IE Circular 80-03# “Protection From 
Toxic Gas Hazards#'' inadvertently omitted from 000306 
transmi ttal 

KEPPLERjJ 0 Region 3. Chicago# Office of the Director 00/04/02 
tP 


0004220130 Forwards IE Info Notice 80-14. “Safety Suggestions From 
Employees “ No action required 

KEPPLERrJ 0 Region 3. Chicago. Office of the Director 00/04/02 

Ip 


0004220392 Forwards IE Circular 00-07# “Problems W/MPCI Turbine Oil 
8ys “ No written response required 

KEPPLERiJ 0 Region 3. Chicago# Office of the Director 80/04/03 
Ip 


8004230288 Forwards IE Bulletin 79-03A# "Longitudinal Weld Defects in 
A8ME 8A-3l2i Type 304 Stainless Steel Pipe " Action required 
KEPPLERiJ 0 Region 3# Chicago, Office of the Director 00/04/07 
tP 


8004220053 Forwards IE Bulletin 80-08# “Exam of Containment Liner 
Penetration Welds “ Written response required 

KEPPLER# J 0 Region 3, Chicago. Office of the Director 80/04/09 
Ip 


8 Reportable occurrences. LERs i related correspondence 


8004020333 Forwards LER 80-002/0 I T-0 

FAYiC W Wisconsin Electric Power Co 80/03/23 Ip 


—8004020344 LER eO-002/01T-0 on 80031 1# dur ing shutdown# BOO psl 
secondary-to-pr imary hydrostatic leak test of B steam 
generator revealed tube R23C44 leaking# tube RBC37 wet tt 
plug end R23CS0 wet Tube holes will be weld plugged 
FAY#C W Wisconsin Electric Power Co 80/03/25 Spp 


0004290307 Forwards LER 00-003 /03T-0 

FAY.C W Wisconsin Electric Power Co 00/04/16. Ip 


—8004290310 LER BO-003/03T-0 on 000310# during post-mod testing of 
containment spray sys# relay ICBB would not latch^ Caused by 
latching mechanism misalignment Latch adjusted U proper 
operation verified on 800319 Similar relay bench tested 
PAY.C W Wisconsin Electric Power Co 00/04/16 2pp 



DOCKETED ITEMS 


^290290 ForLutirclE upd'ated 
hYiC H Mi aeons In Elflcti'ic 


aO-0 03/01 
Pc?<uer Co 


T-1 

80/04/ 1 7 


IP 


on 800311. durinj BOO »ll aitondarii 
1 toat.tdboa 823044 t. RaC37 1 pluji 

ond H23C30 Pound looking Eddy lurront loop porforoi.d Tubo 

FAV J 2 S^lron"!?. E?*''" ■’‘“S” plug >4.1d0d 

F/^Y,C W Wistonilri Eluctnic Poucr Co 80/04/17 9pp 


CDnureaaional/Exequfcivo C or 


—8004040140 IE ln»p Rapt 50'267/BO-01 on 79l23l-800l3l Noncoitip 1 ianca 
-noted failure to nost diessl fuel tank Tech Spec capacity 
Hmlta it deficiency re electronic sopveiUance testing 
procedures 

WESTERHANpT f , COLLINS, R E , BHITHpR Region 4, Dalla*, Office of 
the Directop 80/02/13 9pp 


BOOAO&OitOQ Earuords IE Insp Rept 30-367/80-04 on 800211-12 No 
none ompl lance noted 

NAt)&EN»0 L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch 80/03/S3 2pp« 


4140374 Responds to N Ch^rlier BOOJ07 Itr requesting facility 
hutdo^n until completion oF needed repa ira In»p s. tc s ta 8 c 
T orat ns limits increased assure public health * safety 

.u/steani generator tube degradation 
1 Offlro of th^ Eirecutive Director for Operations 
7/03/Zt 1 p 


— 3004080603 IE Irvsp Rapt 50-367/B0-04 on BOo^ll-lS No noncompl iance 
noted Major areas inspected reviaui of licensee performance 
history 84 meeting ui/llcensee mgt 

NESTERMANrT f , DICKERSON, M W Region 4, Dallasi Office of the 
Director ^>AQ5SN,C U Region 4, Dallas, Reactor Operations 
Nuclear Support Branch 30/02/25 2pp 


304140379 Forwards N Chai'll.^r B00107 Ur requesting that facility 
be shut rfown until nuerf^ed x-epaira wire Completed 
PHOXfllftE.W Senate BO/Ot^l7 Spp 


1140294 Forwards UftC GOOtO^ 1 tr to J Estes, m response tn 791213 
jquest If 1 equeeUd. Lake^hatu* Citijens for Safe Energy will 

generator condition 

>/03%5 ^ ^^Cffflce of fchi« Executive Director for Operations 


kET 90-26/ FORT ST VRAIM NUCLEAR GENERATIND STATION 
lecurlly, modlcal, emergancij 4. fire protection p Ians 


0OD4S4O469 Responds to IE Bulletin 79-27. ^'Uoss of Non-Class JE 
Itxstrucnenta t ion & Control Power Sys Bus During Operation *' 
Review 8t analysis of four instrurrent buses progressing 
No Violations of basic design criteria found 
SMARTfF E Public Service Co of Colorado QO/02/37 Ip 


8QQ431D354 ADvises that util will not be able to keep commitment made 
per 000239 tetcan r« partial response to IE Bulletin 79-OlB 
Cocnmuntcati on problems have made info inaccessible Submittal 
will be made within next 14 days 

SWART, F £ Public Service Co of Colorado 80/03/04 Ip 


QQQA030t30 Forwards Category I insorvlco mip Ik testing program 
submittals re helium circulator tt secondary coolant sys 
FULLER, J K Public Service Co of Colorado 80/03/31 3pp 


000399 Forwards evaluation of emergency planning lone distances per 
inE0~0396 guidelines RequB!fi1;fi. «rnergency planning 
no U ingestion pathway be es-tablished at 9 8, 30 mites, 
s pocllve 1 y 

.JlEMQaURO, 0 Public Uer-v/lcCG Co of Colorado B0/O4/01 27pP 


'—9004030131 Inservice insp U. testing program, "Proposed Tech Spec 
Surveillance Requirements for Primary Coolant Sys Helium 
Clrcul ator e, " draft, Revis ion 2 

# Public Service Co of Colorado 80/03/2S 5pp 


djudltatory corresponda ri c ee^ 


244912 Forwards NRC eorsf (. Tmai frort/ order 

ElLOi V Office of lnsp« c tr i -OTi it Enforcement* Office of the 
rector flD/04/D4 Ip 


04540514 Drder confirming u-fcl I commitment to perform review requested 
by IE Bulletin 79-57 by 6004129 Required info specified in 
Attachment A 

BTEi-tOi V Office of Inspect;! on it Enforcement, Office of the 
Director BD/04/04 6pp 


— 8004030132 "Survei 1 lane e Requirements Review for Primary Coolant 8ys 
Hel ium C ire ulators, " Revision 1 

* Public Service Co of Colorado EE-21-0004 00/03/25 I7pp 


— 9004030133 "Proposed Tech Spec Burveil lance Requirements for Secondary 
Coolant 8ys«" draft, Revis ion 2 

♦ Public Service Co of Cotorado 80/03/35 9pp 


—8004030134 ''Surveillance Requirements Review for Secondary Coolant 
9yi, " Revi s ion 1 

* Public Service Co of Colorado EE-22-O0O2 00/03/25 29pp 


inane lal information 


— 0O<f4Ck3Ol36 "ASME Code Equipment b Related Insps b Testing " 
■s Public Service Co of Colorado SO/03/25 9pp 


220775 Foruarils Annual Fln^n-cial R«pt 1979 

lEMDOUnO. D Public Sorv-Cce Ca of Cploratfo SO/04/14 if 


14220770 Annual Financial Repir 1979 

Public Service Co of Colorado ab/C> 2/07 43pp 


B0041S0237 Forwards IE Info Notice 60'-12, "Instrument Failure Causes 
Opening of POflV it Block Valve No specific action or 
response necessary, 

SEYFftlTiK V Region 4, Dallas. Office of the Director. 00/03/31 

Ip 


lerating license stage docume-nts & correspondence 


170206 nepresenti that ubl 1 si ot 1 fleet ion to NRC re fuel particles 
C eaicreporos i ty wei D.ae«s opinion on info 

qlnally presented to util ^ In-feactor 

forihance of fuel to datte 

LERrJ K Public Service Co, Colorado BO/03/04 fipp 


10490 Advises that OA pra^-ram imp lern«n tat ion differs slightly from 

eedures stated tn F9AR; are not safety signiftcant 

u n-ofc represent unrsvieu/®** •assfsty question 4A program 

rite will be included in MP«1^4:Bd FSAR 

YiH L Public Service <5 a o Colorado 00/03/34 Ip 


spsctlon reports. IE Bui let* ne K correspondence 


40123 Forwards IE Insg Rapt SO-a67/ao-ol on 791231-800131. notice 
violation <* notice of jievl«4;tan 

SEN.O, L Region 4, Dall^si* Reactor Operations Nuclear Support 
nch BO/02/ 19 app 


4040133 Notico of vlcjlatiors -from Insp on 791231-900131 
Region 4. Dallas. Office of the Director B0/02/1S tp 


4040136 Notice of deviation Pr-om Insp on 791231-000131 
Region 4, DaUas. Office Qlrector. 00/02/15 Ip 


6004000673 Forwards IE Circular 80-05. ''Emergency Diissl Oanerator 
Lubricating Oil Addition 1. Onsite Supply " Nb written 
response required 

SEVFAIT.K V Region 4. Dallas, Office of the Director 00/04/01 
Ip* 


0004110104 Forwards lE Info Notice ©0-13i "OE Tygs 6BK Control Bwitchss 
Defective CAM Followers " No specific action or response 
rsqu Ired 

QEYFRlT.K V Region 4» Dallas* Office of the Director 00/04/02 
Ip 


S0041B049? Forwards IE Info Notico 60-14. "Safety Suggestions From 
Employees " No action required. 

BEYFRIT.K V Region 4. Dallas* Office of the Director, 00/04/02 

Ip 


BOO410Q162 Fori^ards IE Circular 60-07, "Problems M/KPCI Turbin* Oil 
8ys *' No written response required 

flEYFRiT.K V Rsglon 4, OalUs, Office of the Director, 00/04/03 

Ip 


8004230350 forwards IE Bulletin 79-03A. "Longitudinal Weld Defects in 
A8M£ 6A-3l2iTgpe 304 Stainless Steel Pipe " Action required 
eEVFRlT»K V Region 4. Dallas. Office of the Director, 00/04/04 
Ip 



DOCKETED ITEMS 


0004210163 Ack receipt of 800317 
correct violations noted in IE 
HAD8EN.0 L. Region 4. Dallas. 
Branch 00/04/07 Ip 


Itr informing NRG of steps taken to 

Insp Rept 50-267/00-01 

Reactor Operations Nuclear Support 


— Q004150634 LER B0-O14/O3U~0 on B0031 1 # d ur i ng reactor shutdo^Jn. emor g one 
feeduater siiubPer DFS-2HBE observed to be missing pin at 
piston rad oge t* rendered inoperable No cause stated for 
missing pin Neui pin fabricated installed 
OAHU. J N Public Service Co of Colorado BO/04/09 Ip 


— B004S10166 Responds to NRC Itr re violations noted in IE Insp Rept 

50~267/80-0t Corrective actions graduated gallon scale uas 0004210274 Forwards LCR 80-017/03U-0 

installed adjacent to sight glass for quick Inventory tIAREKBaURD. t) Public Service Co of Colorado 80/04/09 3pp 

LEErO R Public Service Co of Colorado 00/03/17 Ip 


8004290390 Responds to IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation U Control Power Bgs Bus During Operation " 
Loss of instrument bus voltage is alarmed in control room 
Voltmeters are provided for addl verification 
FULLER, J K Public Service Co of Colorado 00/04/25 6pp 


— 8004210396 LER a0''017/03L-0 on 8003 1 1 . w/p 1 ant shut down duo to loss of 
main cooling water return line, plant liquid effluent sample 
required by 8R HR 1 1 not taken Caused by preempted time due 
to plant upset Sampling resumed on next shift 
GAHM. J W Public Service Co of Colorado 80/04/09 Ip 


R Periodic operating reports tc related correspondence 


0004240323 Forwards LER a0-Ol5/03U-0 

WAREhDDURG.D Public Service Co of Colorado 80/04/18 4pp 


0004150333 Farwards monthly operating rept for Jan 1980 

UAREMBQURO.D Public Service Go of Colorado BO/04/07 Ip 

— 0004150336 Monthly operating rept for Jan 19B0 

OAHM, J W Public Sorvite Co of Colorado 80/04/07 9pp 


—0004240320 LER a0-Ot5/O3L”O on 000320. dur ing operation at approi 60>S 
power, emergency feedwater header supply to loop 2 helium 
circulation water turbine drives was isolated to repair 
leaking pressure control valve Caused by loose black bolt 
OAHM. J W Public Bet vice Co of Colorado 00/04/10 Ip 


8004150338 Forwards monthly operating rept for Feb 1900 

WAREMBOUROi D Public Service Co of Colorado 00/04/07 ip 


80042i026Q Forwards monthly operating rapt for Mar 1900 

WAREMQOURGrD Public Service Co of Colorado BO/04/14 Ip 


— 8004210271 Monthly operating rept for Mar 1900 

GAHM, J W Public Service Co of Colorado 80/04/02 6pp 


S, Reportable occurrences, LERs %, related correspondence 


0004080422 Forwards LER fl0-0lO/03U-O 

WAREMSDURO, D Public Service Co of Colorado 00/04/02 4pp 


— 0004080427 LER 0O-O1O/O3L-O on B00303, at lOX thermal power, A emergency 
diesel generator would not load as required for weekly 
50X load test surveillance Caused by diesel generator 
governor problem which reduced speed control response 
OAHMr J W Public Service Co of Colorado 80/04/02 ip 


DOCKET 50-260 MIDWEGT FUEL RECOVERY PLANT 


P Operating license stage documents L correspondence 


8004150031 Appeals denial of FOIA request for all records re sabotage 
analyses for spent fuel storage at Morns Operation in 
Morr 1 s, IL 

QUIGG, C Pollution Environmental Problems 00/02/19 Spp 


8004010163 Responds to FOIA request for seven documents related to 
earlier request under F0lA~79-520 Forwards documents listed 
in App A Safeguards manual NEDO-1 4502, withhel d 
(ref FOIA Exemption 4) 

FELTON. J M Dlvleion of Rules and Records 80/03/lS 3pp 


—8004010101 Informs that NRC 720602 Itr containing 720517 issue of 
proposed license conditions for facility has been reviewed 
Mods can be made to clarify tn strengthen matle mgt 
components Forwards proposed mods ^ evaluation of mods 
VANHOOMISSEN, J General Electric Co 72/07/05 16pp 


8004080503 Forwards LER 80-01 1/03L-0 

WAREMDOURO, D Public Service Co of Colorado 00/04/02 9pp 


—0004000512 LER 60-01 1/03L-0 on 000306-21 , reactor dewpoint limiting 
eondltiane for operation were exceeded on ono occasion It 
operation in degraded mode occurred on three occasions 
Caused by problems w/buffor helium sys 

GAHM, J M Public Service Co of Colorado 00/04/02 Ip 


8004150432 Forwards LER 80-016/03L.-0 

NAREMBOUROiP Public Service Co of Colorado 80/04/09, Spp 


—8004150438 LER a0''0l6/03L-0 on 800322, during besting, four of twelve 
helium circulator seal malfunction pressure differential 
switch units tripped outside specs Caused by dirt 
accumulation in electrical switches Readjusted switches 
a Public Service Co of Colorado 00/04/09 Ip 


0004150542 Forwards LGR 0O-O13/O3L-O 

UAREM6QURG, D Public Bervice Co of Colorado 60/04/09 5pp 


—8004150552 LER 80-013/03L-0 on B00310, during 50’/ thermal power 
Dperati on, Indicated flow for two low level primary coolant 
dewpoint moisture monitors discovered less than 
requirements Caused by inaccurate flow elements 
OAHM, J U Public Bervice Co of Colorado 80/04/09. ip 


0004150582 Forwards LER 79-*002/03X-l 

WAREMBaURO, D Public Service Co of Colorado 80/04/09 4pp 


—8004190611 aupplsmental LER 79-002/03X-1 on 791207, during repairs to 
buffer helium purge valve, operation in degraded mode 
occurred Caused by bypass of buffer helium dryer for repair 
of valve 

OAHM, J M Public Service Co, of Colorado 80/04/09, Ip 


0004130626 Forwards LER 80-0i4/03L-O. 

WAREMDOURO, D. Public Service Co of Colorado 00/04/09 4pp 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT I 
F Security, medical, etnergoncy fire protection plans 


8004010255 Forwards list of revisions & additions that Should be 
incorporated in 790003 revised safeguards contingency plan 
Revised plan incorporating revisions ^ additions should be 
submitted within 30 days Info withheld (rof 10CFR2 790) 

REID, R W Operating Reactors Branch 4 80/03/14 2pp 


8004030157 Forwards info in support of standby shutdown facility Enel 
withheld (ref lOCFRa, 790) 

PARKER. W 0 Duko Power Co 80/03/28 2pp. 


0004170164 Forwards Revision 4 of security plan Plan withheld 
(ref 10CFR2 790) 

PARKER, W 0 Duke Power Co 00/04/09 Ip 


8004220443 Advises that revised pages to 
will be provided by 000430, in response 
request 

PARKER, W G Duke Power Co 00/04/11 


safeguards contingency plan 
to NRC 000314 

IP 


0 Adjudicatory correspondence 


0004230078 Forwards 800320 6ECY-80-166 requesting amend to Irradiated 
reactor fuel in-transit physical protection requirements If 
amend approved, ef fee t on NRC case re spent fuel 
transportation storage will be provided 
MOEFLINO, R K Hearing Branch 4 80/04/01 Ip 


8004100432 Forwards NRC 800403 Itr w/encl commercial newspaper 
advertisement re resumption of evidentiary hearings NRC 
wishes to notify public officials of counties in which 
proposed alternate routes are located 
KETCHEN, E G Hearing Branch 4 80/O4/0B Ip 



DOCKETED ITEMS 




"0004180^41 Q-f resuinptloTi of evident iari/ hearins^ a.mBnd of 

License SMM'-1773 Proposed action is to transport up to 300 
spent fuel aeseinbltes frori Ocone« nucleaT facllltij to 
McOulrp nuclear facility Commercial neuspaper notice end 
RDUSEiU C Advanced Fuel i Spent Fuel Licensing Branch 80/04/03 
3pp 


0041^0197 Forwards Q5 GpitalnyiJN DonohouitCR Harotta & E Uanti 
prefiled tostimoniBS re amend to Utconse 8NK~1773 for Oconee 
spent fuel transportation & sborago at McGuire 
KETCHEM. £ 0 Hearing Sranch 4 Q0/04/L1 2pp 


"8004160199 Profiled testimony re B0042B hearing Updates license amend 
record re spent fuel handling it storage a 1 ternatives* s tatus 
of NRG spent fuel cask revleuj tt pin compaction application 
SPITALMYiB S Advanced Fuel St Spent Fuel Licensing Branch 
G0/D4/11 Spp 


-8004160210 Supplemental KRC rept "Spent Fuel Storage of Oconae Spent 
Fuel at McGuire Nuclear Station " Unit i " 

-w Corafliisaion 80/04/11 2pp 


"8004160219 Profiled testimony re doses caused by Oconee spent fuel 
assembly rupture uihlle stored at McGuire spent fuel pool 
Converts NflC 8QO2O0 affidavits to question i ansuer format 
Prof qualifications end 

OONOHEU* J N Envir onmen ta 1 Evaluation Branch 90/04/11 I3pp 


-B004160221 Testimony re ASU0 questions at Transcript 4027 it 4432-47 
cancerning uihether fuel stored in McGuire spent fuel pool 
uould remain subcntical if cask falls onto pool Converts 
NRC 000208 affidavits to question & anauer format 
MAHOTTA.C n Office of Nuclear Material Safety It Safeguards 
80/04/11 2pp 


-80041602S4 "NRC Criticality Analysis of McOulre Spent Fuel Pool 
Containing Oconee Spent Fuel for Cask-Drop Accident " Prof 
qualif lea tions one 1 

HAfiaTTA. C R Office of Nuclear Material Safety (c Safeguards 
80/04/11 lOpp 


"0004160227 Testimony re ASL8 questions at Transcript 4087 6 4432-47 
concerning whether fuel stored In McGuire spent fuel pool 
uiould remain subcritical if cask falls onto pool Converts 
NRC 800209 affidavits to question S( arvsucr format 
LANTZiE Division of Operating Reactors BO/04/lt Spp 


-8004160230 *'^Supp I amenta I Criticality Analysis for Proposed Transfer of 
Spent Fuel From Oconee to MeOulre Prof qualifications 
enc 1 

LANTZ< E Division of Operating Reactors 90/04/11 Spp 


"8004160235 Affidavit re occupational doses caused by Oconee spent fuel 
assembly rupturej at 270 days in ageiuhen stoned in McGuire 
spent fuel pool Completes NftC response to ASLD 791031 order 
Supporting documentation encl 

UONOHEW. J N Environmental Evaluation Branch 60/04/10 8pp 


"9004160240 Affidavit re occupational doses caused by Oconee spent fuel 
assembly rupturoiat 40 dags in agoi ub«n stored In McGuire 
spent fuel pool Completes NRC response to ASLB 791031 order 
Supporting documentation encl 

DONOHEWj J N Environmental Evaluation Branch 80/04/10 Bpp 


iffidavit modifying JN Donehew BOOill aff 1 davit* Table 8* Page 
3. Page 11 

N Environmental Evaluation Branch 80/04/11 3pp 


ponse requesting deferral of ASLD consideration of 
10405 motion proposing primary rout* of spent 
its Urges ASLB to held motion in abeyance pending 
ctlon re security issue U/Cer tif lea te of Sve 
Hearing Branch 4 80/04/11 9pp 


r espandence 


ponds to 800309 Itr requesting Info re environ effects of 
nuclear power plants Radiation effluent levels 
y I0CFR20 & App I to lOCFRSO Environ Info 
t stated LPDR5 

Environmental Projects Branch 1 90/04/01 2pp 


n format Ion 


wards Annual Financial Rept for 1979i annual certified 
aiements* f inane fal forecast for 1960-92 it 
' available sources of funds to satisfy liability 

Duke Pauer Co 80/<h3/2G 6pp 


— D00402033B Annual Financial Rept 1979 
# Duke Power Co B0/D2/11 44pp 


P Operating license stage documents corpespondeTice 


B004040009 Forwards outline of plant-specific questipns to be addressed 
in addition to info required by IE Bulletin 79-27 re 000206 
reactor trip at Crystal River Sequence of events U planned 
corrective actions also end 

DENTQNi H R Office of Nuclear Reactor Regulation 60/03/06 26pp 


8004030102 Forwards "Nuclear Data Link Specs**' study of digital 
communication sys to transmit info from plants to Dethesda 
Operations Ctr 

EIBENHOTrO G Division of Operating Reactors BO/03/12 5pp 


— 8004030119 "Nuclear Data Link Specs “ 

* Division of Operating Reactors 80/02/21 2Bpp 


8004030230 Notification of 800318 meaetlng ui/all operating D6W reactor 
licensees in flethesdaiHD to evaluate implications of Crystal 
River Unit 3 event 6 response to IE Bulletin 79-27 
REIDiR W Operating Reactors Branrh 4 80/03/14 2pp 


8004170327 "THf-Plus One Toward a Safer Nuclear Power Program " 
* Duke Power Co 00/03/26 13pp 


8004010470 Supplements B00324 Itr Confirms conversations w/NRC re 
testing of loss of non-nuclear instTumentatiom integrated 
control sys power on Unit 1 Test will be completed within 
90 days of order* if required 
PARKER* W 0 Duke Power Co 80/03/28 Ip 


0004030199 Forwards proposed amend to facility Tech Specs Table 4 1-3* 
Section 664 4<2)<a> & Table 6 6-1 re monitoring watt* 
disposal programs 

PARKER* W 0 Duke Power Co 80/03/28 2pp 


—8004030202 Proposed amend to facility Tech Specs Table 4 1-3* Section 
6 6 1 4(2Ma> Table 6 6-1 re waste disposal monitoring 
programs 

# Duke Power Co 80/03/31 7pp 


BOO421032L Requests followup rapt to 791030 Itr Te method used to 
demonstrata conformance w/pravislons of 40CFR190 
rept required by Tech Specs 

REIOiR M Operating Reactors Branch 4 00/03/28 2pp 


0004160001 Responds bo 791116 Tech Spec change application re operation 
of Unit 2 at full rated power during Cycle 3 Review has 
determined that proposad reload requires Class IV amend fee 
instead of Class III Requests addl fee 

DIGOa.R M License Fee Management Branch 80/03/31 Ip 


BOO4O0O595 Forwards Info re indications h controls requiring mods to 
maintain plant at hot shutdown independent of IC9/NNI power 
supp 1 it ft 

PARKER* MO Duke Power Co 80/04/01 2pp 


8004080614 SuppUments 800102 Itr & confirms discussions w/NRG re 
reactor vessel head vent required by NURE0-O97B Remotely 
operable reactor vessel head vent will be installed Design 
will be similar to that of hot leg vents per 800102 Itr 
PARKER* M 0 Duke Power Co 80/04/02 Ip. 


0OD421O323 Summary of 800222 meeting w/BhU owner* group in Bethesda*Md 
re abnormal transient operational guidelines 
8EI0EL* D U Reactor System* Branch 80/04/02 4pp 

8004140430 Forwards comparison of draft STS u/snubber functional test 
sampling plan 

COLLINGStO M Duke Power Co 00/04/03 ilpp. 

6004290366 Summary of 0DO4O3 meeting u/uti Is* B8<Ui NUB Corp McGraw-Hill 
in Dethesda* MD re draft NUREG-0667, "Transient Rasponsi of 
Bt<W-De*lgnod Reactors *' 

CAPRA* R A Standard liatlon Branch 00/04/04 7pp 


B004190490 Notification of 800423 meeting w/utils 8( BhN in BethesdarMD 
to discuss implementation of recommendations by Bt(U Reactor 
Transient Respomse Task Force 

CAPRA, R, A Standard iiation Branch 00/04/03 Spp. 


9004280105 Forwards evaluation of implementation of Lesson* Learned 
Task Force Category A items All items satisfactorily 
implemented at Unit 1 Three remaining items at Units 2 it 3 
ulll be met prior to restart from Mar 1980 shutdowns 
REID*R W- Operating Reactors Branch 4 80/04/07, 15pp 



DOCKETED ITEMS 


8004300137 Concurs ui/e00321 Itr describing safotij of fuel pool 
operation u/o addl cooling capacity due to delay of addl 
cooler & pump installation Requests prociso estimate for 
procurement $< installation by 800601 

RElDiR li Operating Reactors Branch 4 60/04/09 3pp 


8004150465 Foruiards supplemental response to NRC 800233 request for 
info re primary coolant sys pressure isolation valves 
Neither continuous surveillance nor periodic testing is nouj 
being performed Check valves display no lad of integrity 
PARKER. W 0 Duke Power Co 80/04/11 4pp 


□004220S02 Advises that detailed analysis of thermal'-mcchanl cal 
conditions of reactor vessel during recovery from small 
breaks will be submitted Q00715 
PARKER. W G Duke Power Co 00/04/14 Ip 


6004220640 Supplements util 790935. 1019 8. 1219 Itrs re design & use 
of containment purge sys Requosts NRC concurrence in scope 
of mods to permit purging during operations above told 
shutdown 

PARKER. W □ Duke Power Co 00/04/15 3pp 


6004180356 Submits addl info to supplement 800324 Itr Describes 
parameters needed by operator to place plant in safe hot 
shutdown condition t* testing far loss of power 
PARKER. W 0 Duke Power Co BO/04/10 2pp 


0 Inspection reports. IE Bulletins t' correspondence 


0004070362 Responds to NRC request made during 000109-11 tnsp for addl 
info re assumptions made for support/reslra Int calculations 
performed in compliance u/IE Bulletin 79-02 Addl & original 
calculations for Support SR 134 end 
PARKER. W O Duke Power Co 00/01/31 19pp 


8004040358 Ac k receipt of IE Irisp Repts 50-269/00-04,50-270/00-03 8< 
50-287/00-03 on 000121-25 20 S- 0201 No proprietary info 

PARKER. W 0 Duke Pou/er Co 00/03/10 Ip 


— 0004040393 forwards IE Insp Ropfcs 50-369/80-04. 50-270/00-03 & 
50-287/80-03 on 000131-25 28 & 0301 No noncomp 1 iance 

noted 

STOHRi J P Region 2, Atlanta, fuel Facility t. Materials Safety 
Branch 00/03/14 2pp 


—0004040402 IE Insp Repts 50-269/80-04.50-270/00-03 U 50-207/00-03 
on 800121-25 ti 30 0201 No noncomp I iance noted Major 

areas inspected emergency fac 1 1 i i 1 es, equipment % procedures, 
means for determining release in emergency training 
vlENKINBfO R Region 2. Atlanta. Fuel Facility Materials Safety 
Branch PERROTTI, D J Region 2. Atlanta, Office of the Director 
00/02/14 llpp 


8004040402 IE Insp Repts 50-269/00-04.50-370/00-03 & 50-387/00-03 
on 000131-25 & 30 << 0201 No noncomp 1 lance noted Major 
areas inspected emergency fac i H ties, equipment procedures, 
means for determining release &; emergency training 
JENKINS. 0 R Region 2. Atlanta. Fuel Facility !< Materials Safety 
Branch 80/03/14 llpp 


0004000353 Forwards rttsponie to IE Bulletin 79-OlD re environ 
qual If Icatlon of Class IE equipment Completion of Items 1. 
263 documented N/o end 

PARKER. W 0 Duke Power Co 00/03/13 2pp 


8004100351 Responds to tE Bulletin 79-13 Results of radiographic 
examinations of feedwater noxxle welds was provided In 
800225 Itr u/o end rapt by H Thlelsch documenting 
metallurgical evaluation 

PARKERiN O puke Power Co 00/03/19 Ip 


0004240035 Forwards response to IE Bulletin 00-03, "Loss of Charcoal 
from 0fcd Type 1 1# Two-tneh. Tray Adsorber Cells *' No evidence 
of filter degradation as described in bulletin was observed 
at facilities 

PARKER. W □ Puke Power Co 00/03/21 2pp 


8004330203 Ack receipt of 800204 Itr informing NRC of steps token to 
correct violation noted In IE Insp Repts 50-369/79-41. 

50-270/79-39 fc 50-207/79-41 

LEWIS. R C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/03/86 Ip 


—8004330236 Responds to NRC 000114 Itr re violations noted in IE Insp 
Repts 50-269/79-41.90-370/79-39 U 50-207/79-41 Corrective 
actions* technic Ian involved given written warning & 
independent verification being developed 
PARKER. W.O Duke Power Co 80/02/04. 3pp 


—8004230249 Forwaids lE Insp Repts 50-269/79-41,50-270/79-39 S. 
50-287/79-41 on 791203-10 t notice of vldlation 

LEWIS, R C Region 2. Atlanta. Reactor Operations Nuclear Supporl 
Branch 80/01/14 2pp 


— 800423026/ Notice of violation from insp on 791203-10 

e Region 2. Atlanta. Office of the Director 80/01/11 ip 


—0004230277 IE Insp Repts 50-269/79-41.50-270/79-39 6 90-207/79-4 1 
on 791203-10 Noncomp 1 ianc e noted failure to follouj msint 
procedures resulting in none omp 1 i anc e w/Tech Specs 
MARTIN. R 0 . JAPE.F Region 2, Atlanta. Reactor Operations Nude 
Support Branch 80/01/11 6pp 


8004210191 Ack receipt of IE Insp Repts 50-269/00-03.50-270/00-02 8< 
50-287/80-02 on 000114-24 No proprietary info 
PARKER. W □ Duke Power Co 00/03/30 Ip 


—9004210195 Forwards IE Insp Repts 50-269/80-03.50-270/00-02 8. 30-20 
80-02 on 000114-24 No noncomp I lance noted 

BRYANT. J C Region 2, Atlanta, Reactor Construction & Engineoi'ln 
Support Branch 00/03/04 3pp 


— B004210I99 IE Inap Repts 50-269/80-03.50-270/00-02 V 50-207/80-02 oi 
000114-24 No noncompHance noted Major areas inspected IE 
Bulletins 79-13 8< 79-17. au* 1 1 lary feedwater norile thermal 
sleeve insp V crack repair 

HERDT.A R Region 2. Atlanta. Reactor Construction U Engxneei *ng 
Support Branch ECONDMOS. N Region 3, Atlanta, Office of the- 
Director 00/02/35 7pp 


0004150511 Forwards lE Info Notice 00-12. “Instrument Failure Causes 
Opening of PORV t< Block Valve '' Nn specific action or 
response necessary 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/03/31 
2pp 


0004220188 Forwards IE Insp Repts 50-269/80-00.50-270/00-06 l< 
50-287/00-06 on 000225-29 No noncompHance noted 
KENNA. W 3 Region 2. Atlanta. Oafeguards Branch 80/03/31 2p p 


—0004320204 IE Insp Repts 50-269/00-09.50-270/00-06 !< 5O-207/fiO“OA or 
000225-29 No noncomp I iance noted Major areas inspected 
security p Ian. secur i ty program t physical security Details 
withheld (ref 10CFR2 790J 

TOBIN. W J Region 2. Atlanta. Bafeguards Branch 00/03/25 Ip 


6004000611 Forwards IE Circular 80-05. ''Emergency Diesel Oenorator 
Lubricating Oil Addition Onsite Supply “ No written 
response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/(54/01 
3pp 


8004150070 Forwards IE Info Notice 00-13. "GE Type BBM Control Switche 
Defective CAM Followers '■ No specific action or response 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/04 / 02 

2PP 


8004240249 Forwards IE Info Notice 00-14. "Bafety Suggestions From 
Employees “ No action required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 00/04/02. 
3pp 


0004250330 Ack receipt of 000314 Itr informing NRC pf steps taken t«i 
correct violation noted in IE Insp Repts 50-269/80-05. 

50-270/00-04 «! 50-287/00-04 

LEWIS, R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/04/02 ip 


— 0004250334 Responds to NRC 000220 Itr re violation noted in IE Insp 
Repts 50-269/00-05.50-270/80-04 8, 50-207/00-04 Corrective 
actions areas cited were cleaned maint practices €< 
procedures changed to include housekeeping practices 
PARKER. W 0 Duke Power Co 80/03/14 2pp 


—8004290340 Forwards IE Insp Repts 50-269/00-05.50-270/80-04 L 
50-287/00-04 on 000107-31 6 notice of deviation 

LEWIB.R C Region 2, Atlanta. Reactor Operations Nuclear Bupport 
Branch 00/02/20 2pp 


— 0004250346 Notice of deviation from insp on 000107-31 

* Region 2, Atlanta. Office of the Director 80/02/20 ip 


—0004250357 IE Insp Repts 50-269/80-05,50-270/00-04 & 50-207/00-04 or 
800107-31 Noncompliance noted failure to adhere to stated 
housekeeping practices in areas occupied by safety-related 
equipment 

MARTIN, R D Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 00/02/20 0pp 
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DOCKETED ITEMS 


0004160326. Forwards IE Circular 80-07- “Problena W/HPCI Turbine Oil 
Si^s '• No uritten response rd'^U’lred 

O'REILLY- J P Resion 3» Atlanta, Office of the Director ao/O^/oa 

2pp 


0004250357 lE Inap R«pt« 50-269/80-05,50-270/00-04 I 50-307/00-04 on 
B00107-31 Non c oirp 1 ia nc e noted failure to adhere to stated 
hou*i»i(eep 1 ng practices in areas occupied by »a f efcg-related 
e<iutpmpnt 

MARTINpR D Region 2, Atlanta, Reactor Operations Unclear Support 
Branch JAPE. F Region 2, Atlanta, Office of the Director 
00/02/20 Spp 


0004230132 Foruards IE BislUtin 79-03A "Long I fcod itial Weld Defects in 
ASHE SA-312, Type 304 gtainloss Steel Pipe '■ Action required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 80/04/04 

Ip 

80041Q035B Foruards IE Bulletin 0O-OB* "Exam of Containment Liner 
Penetration- Welds " Written response required 

□ ■'RElLLYtJ P Region 2, Atlanta, Office of the Director 00/04/07 

2PP 


B004300205 Ack receipt of 800303 1 tr informing NRC of steps taken to 
correct violations L deviations noted In IE Insp Ropts 
50-269/79-37, SO-270/79-34 t 50-267/79-37 

O'neiLLY, J P Region 2, Atlanta, Office of the Director 80/04/07 

app. 

--8004300214 Respotids to -NRC 000206 Itr re violations Si deviattons in 
IE Insp Repts 50-269/79-37. 50-370/79-34 & 50-267/79-37 
Corrective actions shift operating personnel instructed on 
man-ual transfer interc oirmunlcati an sgs t* alarm procedures 
PARKER. W O Duke Pouer Co 00/03/03 4pp 


— 0004300230 Foruards IE Insp Repts 50-269/79-37,80-270/79-34 1. 
30-287/79-37 on 791111,15 <e 16 4c notices of violation & 
deviation 

LEWIS, R C Region 3, Atlanta, Reactor Operations NucUer Support 
Branch GO/OS/06 2pp 


■6004300237 Notice of violation from insp on 791111,15 It 16 
* Region 2, Atlanta, Office of the Director 80/01/16 Ip 


—8004300245 Notice of deviation from Insp on 791111,15 ^ 16 

» Region 2, Atlantar Office of the Director QO/Ol/tB 3pp 


-8004300260 IE Insp Repts 50-269/79-27,80-270/79-34 & 50-267/79-37 on 
791111,15 t; 16 Noncomp 1 iance noted inadequate procedures to 
correct potential malf unctioni, #■» c essive RCfl cooldoun rate 
& failure to notify <)f RCl uiithln 1-h 

QUICK.D R 1 NARTIN, R Region 2, Atlanta, Office of the Director 
60/01/10 6pp 


>004240896 Foruards addl response to IE Bulletin 79-OlB, "Environ 
Qualification of Class IE Equipment " Revised master sge/ 
components list U sys component evaluation uork sheets end 
Addl equipment info uili be sent by 600701 
TH1E8. AC. Duke Power Co 80/04/21, UOOpp 


Reportable occurrences, LERs 8< related cor respontfence 


004070327 Forwards LER 60-008 /OSL-O 
PARKER, W O. Duke Power Co 80/03/30. 3pp 


-8004070330 LER 0D-OO5/O3L-O on 000229* during annuel calibr check, 
reactor protection sys channel B reactor coolant pressure 
transmitter found out of calibr, Cause undeterpiined 
Transmitter recaHbr i* will be checked at nest outage 
LEWIE, S R, Duke Power Co 00/03/88 Ip 


D040Q0471 Forwards LER aD“006/03L-0 
PARKER, W 0 Duke Power Co 60/04/04 Ip 


-8004060476 LER B0-006/03L-0 an 000306, d urlng decay heat Tamoval teat, 
heat removal cooler IB outlet valve lLP-4 failed to open 
manually Caused by limit switch being out of adjustffent 
Switch readjusted 

LGWI8,S R, Duke Power Co aO/04/04 2pp 


:}04 170203 Foruards LER 60-008/137-1 
PARKER. W O Duke Pauar Cq 60/04/10 3pp 


'aOO417O2O0 LER 80-006/137-1 on 800327, motor operator on valve lLP-105 
determined unqualified for in-conte inment use Caused by 
erroneous provision during transfer to site for installation 
as part of N8M-507 Valve operatoir will be replaced. 

WIL80N.K H Duke Power Co 60/04/11 ip 


8D04320562 Forwards LER aO*'007/03L-0 

PARKER. WO Duke Power Co 00/04/14 2pp 


—8004220690 LER BO-007/03L-0 on 000315, during inataUatlon of cable 
betuecn cable rooms, void between two iayers of fireatop mail 
was discovered Caused by large number of cable trays 
deflecting layer of mail Addl layer of flrestop matl added 
LEWIS, 6 R Duke Power Co 00/04/14 Ip 


DOCKET 50-370 OCONEE NUCLEAR STATION, UNIT 2 


f Security, medical, emergency 8c fire protection plans 


8004010255 Forwards list of revisions t additions that should be 
incorporated in 790B03 revised safeguards contingency plan 
Revised plan incorporating revisions 8< additions should bo 
submitted uithln 30 days Info withheld (ref lOCFRa 790) 

REID, R W Operating Reactors Branch 4 80/03/14 2pp 


3004030157 Forwards info in support of standby shutdown facility Enel 
withheld Iref iOCFR2 790) 

PARKER, N 0 Duke power Co 0O/D3/3B 2pp 


8004170164 Forwards Revision 4 of security plan Plan withheld 
(ref 10CFR2 790 J 

PARKER. W 0 Duke power Co QO/04/09 Ip 


6004220443 Advises that revised pages to safeguards contingency plan 
will bo provided by 800430, in response to NRC G00314 
request 

PARKER, M 0 Duke Power Co 60/04/11 ip 


0 Adjudicatory correspondence 


8004230076 Forwards B00328 0ECV-8O-166 requesting amend to irradiated 
reactor fuel In-transit physical protection requirements If 
amend approved, effect on NRC case re spent fuel 
transportation & storage will be provided 
H0EFL1N0,R K Hearing Drench 4 80/04/01 ip 


I Financial information 


0004020334 Forwards Annual Financial Rept for 1979, annual certified 
financial statoments, f inane ial forecast for 1980-62 L 
statement re available sources of funds to sotisfy liability 
requirements 

THI£8,A C Puke Power Co 80/03/28, hpp 


— 0004020330 Annuel Financial Rapt 1979. 
t Duke Power Co 00/02/11 44pp 


F Operating license etage documents L correspondence 


0004000641 "'Electr leal, Instrumentat ion !c Control Aspects of Override 
of Containment Purge Valvo Isolation U Other Bafety Feature 
Signals, Oconee Nuclear Station, “ informal rep t 

UDY.A C EQ it Qi Inc FIN A-625A 8004080641 00/02/29 12pp 


6004040005 Forwards outline of plant-specific questions to be addressed 
in addition to info required by IE Bulletin 79-27 re 800206 
reactor trip at Crystal River Sequence of events U planned 
corrective actions also end 

DENTONtH R Office of Nuclear Reactor Regulation 80/03/06 26pp 


8004030102 Forwards "Nuclear Data Link Specs,'' study of digital 
communication sys to transmit info from plants to Btthesde 
Operations Ctr 

ElSENNUTrD 0 Division of Operating Reactors 80/03/12 Spp. 


—0004030118 "Noclear Data Link Specs " 

« Division of Operating Reactors 00/02/21 28pp. 


0004030230 I«tDtlf Icatlon of B00318 meeeting u/all operating HiM reactor 
licensees In PethesdditlD to evaluate Implications of Crystal 
River Unit 3 event L response to lE Bulletin 79-27 
REID, R W Operating Reactors Branch 4 80/03/14 2pp 


9004170327 "TNl'^Plus One Toward a Safer Nuclear Rower Program 
a Duke Power Co 80/03/26 13pp 


8004010470 Gupplements 8QD324 Itr Confirm# conversations w/NRC re 
testing of loss of non-nuclear Inetrumentatloi}, integrated 
control sys power on Unit 1 Test will be completed within 
90 days of order. If required 
PARKER, N D Duke Pouter Go SO/03/28 Ip 
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000403019? F’drujflrdt proposed amend to facility Tech Specs Table 4 1-3. 
Section 664 4(2>ia) t Table 6 6~1 re monitoring uaste 
disposal programs 

PARKERjW 0 Ooke Pouer Co 80/03/23 2pp 


— 0004030202 Proposed amend tp facility Tech Specs Table 4 1-3, Section 
6 6 1 4<2><a) 1* Table 6 6-1 ro uastc di-sposal monltarlng 
programs 

* Duke pouer Co 60/03/31 7pp 


6004210321 Reauests foliouiup lept to 791030 Itr re rnethod used to 
demonstrate conformance w/provisions of 40CFR190 
rept fB<iuired by Tech Specs 

REIDrR W Operating Reactors Qranch 4 aO/03/20 2pp 


8004160001 Responds to 791116 Tech Spec change application ro operation 
of Unit 2 at full rated po<i/or during Cycle 5 Review has 
determined that proposed i eload requires Class IV amend fee 
instead of Class HI Requests addl fee 

DiOOSi R M License Fee Management Branch 60/03/31 Ip 


80040BODS9 Forwards Info re indicatiorts lb controls requiring mods to 
maintain plant at hot shutdown independent of tC8/NNI power 
supplies 

PARKERfW 0 Duke Power Co 60/04/01 2pp 


8004000614 Supplements 000102 Itr it confirms discussions w/NRC re 
reactor vessel head vent required by NLJREG'-0&78 Remotely 
operable reactor vessel head vent will be installed Design 
will be similar to that of hot leg vents per 000103 Itr 
PARKER, W 0 Duke Power Co B0/O4/02 Ip 


0004210328 Summary of 000222 meeting u/B4W owners group In Dethesda. Md 
re abnormal transient operational guidelines 
SEIGELi D L Reactor Systems Branch 00/04/02 4pp 


0004140430 Forwards comparison of draft STS tu/snubber functional test 
sampling plan 

COLLINGS, D H Duke Power Cn 60/04/03 IJpp, 


80042S036B Summary of 800403 meeting w/ut i Ist D&Wi NUB Corp ftt McOraw-Hill 
in Dothasda/KO re draft NUREO-0667, "Transient Response of 
D^df-Designed Reactors " 

CAPRAiR A Standard i lat ion Branch 00/04/04 7pp 


SO0418O49O Notification of 800423 meeting w/vtils it DttN in Dethesda, MD 
to discuss implementation of recommendations by DhN Reactor 
Transient Response Task Force 

CAPRA, R A Standard 1 lat ion Branch 80/04/05 2pp 


8OO420OiOD Forwards evaluation of Implementation of Lessons Learned 
Task Force Category A Items All Items satisfactorily 
implemented at Unit 1 Throe remaining items at Units 2 >S( 3 
will be mot prior to restart from Mar 1900 shutdowns 
REIDiR W Operating Reactors Branch 4 00/04/07 15pp, 


0004300137 Concurs w/000321 Itr describing safety of fuel pool 
operation w/o addl cooling capacity due to delay of addi 
cooler 8* pump installation Requests precise estimate for 
procurement instal lation by 800601 

REIDiR N Operating Reactors Branch 4 80/04/07 3pp 


6004150465 Forwards supplemental response to NRC 000223 request for 
info re primary coolant sys pressure isolation valves 
Neither continuous surveillance nor periodic testing is now 
being performed Check valves display no lock of integrity 
PARKER, W 0 Duke Power Co 00/04/11 4fip 


8004220502 Advises that dotailed analysis of thermal-mechanical 
conditions of reactor vessel during recovery from small 
breaks will be submitted 800715 
PARKER, U.a Duke Poiuor Co 60/04/14 Ip 


Q004220640 Bupplemants util 790929,1019 ii 1219 Itrs re design S< use 
of containment purge sys Requests NRC concurrence In scope 
of mods to permit purging during operations above cold 
shutdown 

PARKER, U □ Duke Power Co 00/04/lS. 2pp 


0004220649 Forwards fee to supplement license fee submitted on 791116 
PARKER, H 0 Duke Power Co 00/04/15 Ip 


0004180396 Bubmits add! info to supplement B0O324 Itr Describes 
parameters needed by operator to place plant in safe hot 
shutdown condition & testing for loss of pouer 
PARKERfW, 0 Duke Power Co 00/04/10 Spp 


O Inspection reports, IE Bulletins tc c arrospondence 


8004070362 Responds to NRC request made during 600109-11 insp for -addl 
info re assumptions made for supp ort/res t? aint calculations 
parfornod in compliance w/IE Bulletin 79-03 Addl 6 original 
calculations for Support SR 134 encl 
PARKER. W O Duko Power Co 80/01/31 19pp 


Q0040403S8 Ac k recoipt of IC Insp Repts 50-269/00-04,50-270/60-03 i* 
90-267/80-03 on 000121-25 & 26 f* 0201 No proprietary info 
PARKER, W 0 Duke Power Co 00/03/10 Ip 


— 0004040383 Forwards IE Insp ftepts 50-269/60-04.50-270/00-03 L 
50-207/00-03 on 800121-25 S 28 h 0201 No non c omp 1 i anc e 
noted 

BTQHR, J P Region 2, Atlafita, Fuel Facility 6 Materials Safotg 
Branch 60/02/14 2pp 


—8004040402 IE Insp Repts 50-969/60-04,50-270/00-03 U 50-207/80-03 
on 800121-25 & 28 0201 No noncomp 1 lance noted Major 

areas Inspected emergency foe 1 1 i ties, equi pmont ti procedures, 
means for determining release fii emeigency training 
JENKINS, 0 R Region 2, Atlonta, Fuel Facility 6 Matorlals Safety 
Branch PERRDTTI, D J Region 2, Atlanta, Office of the Director 
80/02/14 Upp 


8004000253 Forwards response to IE Bulletin 79-OlB re environ 
qualification of Class IE equipment Completion of Items 1, 

2 3 documented N/o end 

PARKER, U 0 Duko Power Co 00/03/13 2pp 


8004240035 Foiwards response to IE Bulletin 00-03, '‘Loss nf Charcoal 
from Std Typo II , Two-Inch, Tray Adsorbci Cells '* No evidence 
of filter degradation as described in bulletin was observed 
at fac 1 1 i t ieo 

PARKER. W □ Duke Power Co 80/03/21 2pp 


0004230202 Ack receipt of 800204 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Ropts 50-269/79-41, 

90-270/79-39 8, 90-987/79-41 

LENI0, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 60/03/26 Ip 


—8004230236 Responds to NRC 800114 llr re violations noted in IE In«p 
Repbs 90-267/79-41.50-270/79-39 t 50-207/79-41 Corrective 
actiune technician involved given written warning it 
independent varlftcatlon being developed 
PARKER* W 0 Duke Power Co 00/09/04 Rpp 


— 6004230949 Forwards IE Insp Repts 50-269/79-41,90-270/77-39 it 
90-287/79-41 on 791203-10 << notice of violation 

LEUI8,R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/01/14 2pp 


— 0004230267 Notice of violation from insp on 791903-10 

» Region 2, Atlanta. Office of the Director 0O/Ot/tl ip 


—0004230277 IE Inap Ropts 50-269/79-41 , 90-270/79-39 50-207/79-41 

on 791903-10 No nc ump 1 lance noted failure to follow malnt 
procedures resulting in noncompliance w/Tech Specs 

MARTIN) R D . JAPE,r Roglon 2, Atlanta, Reactor Operations Nuclear 
Support Branch 00/01/11 6pp 


0004210191 Ack receipt of IE Insp Repts 50-269/80-03,90-270/00-02 
30-287/00-02 on 000114-24 No proprietary Info 
PARKER, W 0 Duke Power Co 00/03/20 Ip 


—0004910195 Forwards IE Insp Repts 50-269/00-03. 50-S70/BO-02 i, 50-207/ 
80-02 on 000114-94 Mo noncompliance noted 

BRYANT, J C Region 2. Atlanta. Reactor Construction Ic Engineering 
Support Branch 00/03/04 Spp 


—8004210199 IE Insp Repts 50-269/00-03,50-2/0/80-02 U SO-207/GO-Oa on 
000114-24 No noncpmp I iance noted Major areas inspected IE 
Bulletins 79-13 fit 79-17, au* i I iaf y feedwater noizle thermal 
sleeve insp &< crock repair 

HERDT,A R Region 2, Atlanta. Reactor Construction it Engineering 
Support Branch ECDNOM03, N Region 2, Atlanta, Office of the 
Director 80/02/25 7pp 


8004150911 Forwards IE Info Notice 00-12, "Instrument Failure Causoa 
Opening of FDRV it Block Valve ’* No specific action or 
response necessary 

O^RElLLY. J P Region 2. Atlanta, Office of the Director 80/03/31 

2pp. 


0004220100 Forward* IE Insp Repts 50-969/80-00,90-270/00-06 it 
90-207/80-06 on 000225-29 No noncomp Uance noted 
KENNA,N 8 Region S, Atlanta, Safeguards Branch 00/03/31 2pp 
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— 3004220204 IS! Insp Repts 3O-2i9/0O-QS. 50“27O/ao-OA it 30-237/60-06 an 
600223-39 No none omp 1 i anc e noted Major areas inspected 
securltg p 1 ann s« c ur i tg program 1‘ phg'slcal securltg Details 
withheld <ref 10CFR2 770> 

TDDTNft^ J Regidn 2t Atlanta* Safeguards Branch BO/03/25 tp 


3004090611 Foruards IE Circular 30-05, •■Emergency Diesel Geneiator 
Lubricating Oil Addition V Onsite Supplg " No untten 
response required 

Q*nEILL\^i J P Region 2* Atlanta, Office of the Director flO/04/Ol 
2pp 


0034150070 Foruards lE Info Notice 60-13, “GE Tgpe BBII Control Switches 
Defective CAH Follauers “ Ho specific action or response 
required 

O^REILLVhJ P Region 2, Atlanta. Office off the Director 00/04/02 
2pp 


3004240249 Forwards IE Info Notice 60-J4, "gafety Suggestions From 
Employees ” No action required 

O'RElLLYiiJ P Region 2, Atlanta, Office of the Director BO/-04/O5 

2pp 


B00425033D Act receipt of 600314 Itr informing NRC of stops taken to 
correct violation noted In IE Insp Repts 50*-269/B0-09, 

50-270/60-04 8< 50-297/80-04 

LENISjR C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/04/02 Ip 


— 80042S0334 Responds to NRC 800220 Itr re violation noted in IE Insp 
Septs 50-269/60-05,50-270/80-04 U 50-267/60-04 Carrective 
actions areas cited mere cleaned U maint practices &c 
procedures changed to ineluds h ousekeep (ng practices 
PACKER* W O Buko Power Co B0/O3/14 2pp 


—6004250340 Forwards IE Insp Repts 50-269/80-05,50-270/60-04 & 
S0-287/BO-O4 on 600107-31 tc notice of deviation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 60/02/20 2pp 


--6004250346 Notice off deviation from Insp on 600107-31 

« Region Atlanta, Office off the Director 60/02/20 Ip 


B0041G0326 Forwards IE Circular aO-07, ^‘Problems N/HPCI Turbine Oil 
Sy* " written response required 

D'REILLVfJ P Region St Atlanta, Office of the Director 8D/04/03 

2pp. 


8004250357 IE Inep Repts 50-269/00-05,50-270/60-04 & 50-267/60-04 on 
000107-31 h/nneomp 1 i anee noted failure to adhere to stated 
housekeeping practices In areas occupied by saf c tg-rslatad 
equipment 

MARTIN, R D Region St Atlanta, Reactor Operations Nuclear Support 
Branch JAPE, F Region 2, Atlanta, Office of the Director 
80/02/20 app 


8004230132 Forwards IE Bulletin 77-03A "Long 1 tud i nal Ueld Defects in 
ASMS SA-312r Type 304 Stainless Steel Pipe '• Action required 
□ 'REILLY, J P Region 2, Atlanta, Office af the Director 80/04/04 
Ip 


G00416035B Forwards IE Bulletin 60-06, "Exam of Containment Liner 
Penetration Welds " Urltten response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director aO/04/07 
2pp. 


6004300205 Ack receipt off 800303 Itr informing NRC of steps takan to 
correct violations deviations noted in IE Insp Repts 
50-269/79-3 7 1 50-270/79-34 it 50-287/79-37 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/07 

2pp. 


8004300214 Responds to NRC 600206 Hr re violations & deviations in 
IE Insp Repts 50-269/79-37, 50-270/79-34 l< 50-2B7/79-37 
Corrective actions shift operating personnel Instructed on 
manual transfer Intercommunication sys & alarm procedures 
PARKER, W 0 Duke Power Co, 80/03/03 4pp 


8004300230 Forwards IE Insp Repts 50-269/79-37, 50-270/79-34 8< 
SO-287/79-37 on 791U1, 15 & 16 L notices of violation Ic 
deviat 1 on. 

LEWIS, R C, Region 2, Atlantan Reactor Operations Nuclear Support 
Branch 60/02/06 Spp, 


8004300237 Notice of violation from insp on 791111,15 & 16 
a Region 2, Atlanta, Office of the Director GO/Oi/iB Ip 


8004300245 Notice o# deviation from Insp on 791111,15 h. 16 

s Region 2, Atlanta, Office of the Director BO/Ol/lG 2pp 


—8004300260 lE Insp Repts 50-269/79-37, 50-270/79-34 50-207/79-37 an 

791111,15 t< 16 Noncemp J iance noted inadequate procedures to 
correct potential ma If unct ions, exces si ve RCS cooldown rate 
L failure to natlfg of RQ within 1-h 

QUICK, D R > MARTIN,n Region 2, Atlanta, Office of the viiector 
eO/Ol/lB 6pp 


6004240296 Forwards add I response to IE Bulletin 79-010, "Environ 
Qualification af Class IE Equipment " Revised master sys/ 
components list U sys component evaluation work sheets encl 
Addl equipment info will be sent by 800701 
THIE6, A C Duke Power Co 60/04/21 ISOOpp 
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F Security, medical, emergency fire proteetjun plans 


8004110465 Confirms provision of self-contained breathing apparatus for 
ready access by control room personnel, as discussed In fire 
protection safety evaluation 

CONWAY, U F Vermont Yankee Nuclear Power Corp 00/04/07 Ip 


8004140403 Forwards assessment of fire protection review re Item 
3 I 13, portable ventilation equipment Licensee input has 
not been received Recommends that ventilation equipment be 
Insta 1 1 ed 

HALL, n E Dfookhoven National Laboratory 00/04/08 2pp 


0004230510 Forwards results of fire protection review, Item 3 I 8, fire 
barrier penetations Recommends NRC consider dssipn & const 
of penetration seals as conditionally acceptable Typical H 
penetration requires addl test data 

HALL,n E Brookhaven National Laboratory 80/04/14 2pp 


0 Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC 6 FEMA re prompt 
improvement in radiological emergency planning ^ 
preparedness, d istrlfauted as Board notification 
0aS8ICK,L V Office of the EKecutlve Director for Operations 
80/04/02 34pp 


H Oeneral correspondence 


60040B0376 Notifies of change in address on "ll«t of copies" to read 
UH Hflder,Vice President, 23 Research Drive, Weetboro, MA ft 
WP Murphy, Plant Superintendent/ PO Do* 157, Vernon, VT 
SMITH, R L Vermont Yankee Nuclear Power Corp 80/04/01 Ip 


8004210040 Responds to 800309 Itr requesting info r* environ effects of 
New England nuclear power plants Radiation effluent levels 
determined by 10CFR20 6 App 1 to lOCFRSO Environ Info 
available in stated LPDRB 

OALLAROiR L Environmental Projects Branch I 60/04/01 2pp 


P Qperating license stage document* & correspondence 


6D0415003B "Safety Evaluation Rept, Inservice Testing Program " 

FEHRINOER, J M , ROCKKQLD, H € EO tc Q, Inc FIN A-62S8 B00415003B 

00/02/29 40pp 


8004070408 Discusses NRG 761123 request that all LHR licenteei 
higher fission gas release for fuel burnupt above 80,000 
MH-day per metric ton Responses Indlcats that no Immadiate 
licensing action is required for operating reactors 
IPPOLITO, T A Operating Reactors Branch 3 00/03/10 3pp 


6004030102 Forwards "Nuclear Data Lint Specs," study off digital 
communication sys to transmit Info from plant* to Dsthesda 
Operations Ctr 

EIBENHUTiD 0 Division off Operating Reactors B0/D3/12 Spp 


--0004030118 "Nuclear Data Link Specs " 

a Division off Operating Reactors 60/02/21 28pp, 


80041100B4 Forwards requests for addl info needed to complete 
evaluation of electrical /by pass aspect* off containment 
purge sys 

IPPOLITO, T A Operating Reactors Branch 3 00/03/12 4pp 


6004110040 Forwards Info on 800402 masting w/util in Bathesda,MD ra 
analysis off accidents 4i transients 6 preparation off 
amergency procedure guideline* 

RO&SiD F Division off Project Management 00/03/17 6pp 
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3004070040 Summary of 800129 ni^&txng w/otil in UethesdarMD r© App J 
r«qulr ements 

ROQNEYiV L Operating Rgactors Oranch 3 00/03/21 Ip 

— 0004070042 Foi wards notes of B0012*? meeting w/util 

CARFAGNOiB P Fiantlin Insti totd/Fran k 1 in Research Center 
80/01/31 6pp 


6004010237 Forwards inadvertantly delated page of ''Cycle VII Startup 
Test Rapt " 

SHITH.R L Vermont Yankee Nuclear Power Carp 00/03/24 Ip 


80040B0433 Requests confirmation of NRC understanding that 79>^01Q 
missing Item I info wilt be submitted by 000314 U Items 2 & 

3 qua 1 i f i c at ion work sheets submitted by 800314 per util 
000304 telecopy 

ORIERiQ H Region If Ph i lad e 1 p h i a f Office of the Director 
BO/03/06 Ip 


0004090261 Submits response to IE Bulletin 7?“27 re io«s of instrument 
control power ^ effect on ability to achieve cold shutdown 
Util evaluating need for alarm in control room te indicate 
lass of power revising instrument power bus procedures 
SMITH. R U Vermont Yankee Nuclear Power Corp 80/03/10 8pp 


— 0004010243 Inadvartently deleted page of "Cycle VH Startup Test Rapt “ 
* Vermont Yankee Nuclear Power Corp 00/03/24 Ip 


B0040102S6 Responds to NRC telcon request fgr addl Info It clarification 
re NURE0-0S78f I tern 2 1 3a concerning direct position 
indication of safety relief valves Position indication sys 
consists of pressure switches in valve discharge piping 
CONWAYj W F Vermont Yankee Nuclear Power Corp 00/03/34 2pp, 


8004000230 Forwards hydrogen monitoring sys description Util has 
Investigated requirements of Recommendation 2 1 9 of NUREO- 
0970 Present sys meets virtually all monitoring 
requirements Replacement would be expensive unnecessary 
CONWAYfM F Vermont Yankee Nuclear Power Corp 80/04/01 7pp 


B0040B0490 Forwards nonproprietary version of NRC 791211 presentation 
repti "Eight by Eight Fuel Failure Investigation " 

SMITHjR L Vermont Yankee Nuclear Power Corp 00/04/03 Ip 


8004U0190 Responds to NRC BOOUO 1 tr requesting info re failure of 
control rods to insert fully since Sept 1976 No failure* 
observed On 781 lOi* Control Rod 26-31 failed to latch after 
scram & settled to Position 02 Rod retested satisfactorily 
CONWAYfW F Vermont Yankee Nuclear Power Corp 80/04/04 Ip 


B004110434 Forwards Revision G to YOGAP-l-A addressing organization 
changes to QA program 

HElDERiL H Yankee Atomic Electric Co 00/04/04 Ip 


— 0004110444 QA program Revision 8 for facility operation 

VANDENQUROHr 0 Er HEIDERrL H i HOOPV* D E Yankee Atomic Electric 
Co VOQAP-l-A 00/04/01 20pp 


8004080269 Forwards response to IE Bulletin 79-OlD re environ 
qualification of Class IE equipment Revised data re Item 1 
t updated response to Items 2 3 attached Missing info will 

be submitted within 90-day period N/o end 

JOHNSON, W P Vermont Vankoo Nuclear Power Corp 80/03/14 2pp 


8004090410 Advises that IE Bulletin 80-09. "Vacuum Condition Resulting 
in BaFtiage to Chemical Vol Control Sys (CVCS) Holdup Tanks. " 
was incorrectly sent for action No response required 
ORIER.D H Region 1, Ph i ladeiph ia, Office of the Diroetpr 
80/03/17 Ip 


8004130309 Forwards IE Info Notice 00-12, "Instrument Fallpre Causes 
Opening of PORV & Block Valve " No specific action or 
response necessary 

ORIER.B H Region 1, Philadelphia, Office of the Director 
00/03/31 Ip 


0004090107 Forwards IE Circular 00-05. "Emergency Diesel Generator 
Lubricating Oil Addition & Onsite Bupply " No written 
response required 

GRIER, D H Region 1. Philadelphia, Office of the Director 
80/04/01 Ip 


8004110919 Forwards IE Info Notice 60-13, "GE Type 8BM Control Switches 
Defective CAM Followers " No written response required 
GRIERi B H Region 1. Ph i ladolph ia. Office of the Director 
80/04/02 Ip 


8004240353 Forwards IE Info Notice 80-14, "Safety Suggestion* From 
EmployoBs " No action required 

ORlERrQ H Region I, Ph i ladeiph ia, Office of the Director 
80/04/02 ip 


0004210043 Requests that llcentue remit addl sum per 10CFRi70 
r equirefnents for Clans III foa category ra G00125 Tech Spec 
amend Fee should ba submitted within 19 days after receipt 
of Itr. 

MlLLERiW 0 License Fee Management Branch 80/04/04 Ip 


0004290017 Forwards 000120 8i 0211 Itrs to QE re proposed control rod 
drive sys mods related to elimlnaticin of cracking In return 
line nozzles Guidelines for mods will be discussed in 
NURE0-06I9. to be issued In "For Comment" form in Apr 1900 
IPPOLITO, T A Operating Reactors Branch 3 00/04/07 2pp 


0004220307 Requests that Proposed Change 6B to Tech Opecu be withdrawn 
HEIDER.L H Vermont Yankee Nuclear Power Corp 00/04/19 Ip 


8004180231 Forwards IE Circular 0O-O7« "Problem* W/HPCI Turbine Oil 
Bys " No written response required 

GRIER, D M Region 1, Ph 1 lade! ph ia. Office of the Director 
00/04/03 Ip 


8004110072 Forwards IE Bulletin 00-07. "BUR Jet Pump Assembly Failure " 
Written response required 

GRIER, B W Region 1, Philadelphia. Office of the Director 
00/04/04 Ip 


0004230397 Forwards IE Bulletin 79-03A, "Longitudinal Held Defects in 
A8ME 8A-312, Type 304 Stainless Steel Pipe " Action required 
GRIER, B H Region 1, Philadelphia. Office of the Director 
00/04/04 Ip 


0004290419 Requests mod to App A of PL reflecting change In 
organl zational structure of util Delete* position of 
technical sves supervisor U updates position titles &< 
membership responsibilities of prof technicians 
HEIDER.L H Vermont Yankee Nuclear Power Corp. 00/04/23 6pp 


8004200506 Responds to NRC B004i7 request Provides addl Info re 
monitoring to complete NRC review of 800401 response to 
NUREO“0978i TMI Lessoons Learned short-term requirements No 
flooding danger to hydrogen analyzers 

SMITH. R L Vermont Yankee Nuclear Power Corp 00/04/24 4pp. 


Q Inspection reports, IE Bulletins correspondence 


8004000423 Advises that per telcon, anchor bolts associated W/two 
hangers on two 0-lnch RHR line* which crossconnect RHR sys 
to spent fuel pool cooling sysrwill not be Inspected or 
replaced as previously agreed upon for safety reasons 
MOODY, D.E Vermont Yankee Nuclear Power Corp 00/02/28 Ip 


0004100293 Forwards IE Bulletin 80-08, "Exam of Containment Liner 
Penetration Welds " Written response required 
ORIERiB H Region 1, Ph I lade 1 phla. Office of the Director 
00/04/07 Ip 


R Periodic operating report* 6 related correspondence 


0004190360 Forwards monthly operating rept for Mar 1980 

MOODY, D F Vermont Yankee Nuclear Power Corp 80/04/11 Ip 


’'-0004190361 Monthly operating rept for Mar 1980 

SEER0J F C Vermont Yankee Nuclear Power Corp 80/04/11 6pp 


8OO410O36B Notifies that meeting of Environ Technical Advisory 
Committee will be held 800509 in White River Junction, VT 
Forwards annual, "Ecolog ical Studies of CT R Ivor, Vernon/VT, 
Rept IX, 1979 " 

MARX, D J Vermont Yankee Nuclear Power Corp 80/04/15 Ip 


8004000304 Submits schedule for response to IE Bulletin 79-OlD re 
environ qual if Icati on of Class IE equipment Certain data 
for submittal not yet available 

JOHNSON# W P Vermont Yankee Nuclear Power Corp 00/03/04. 2pp 


— 8004100371 Annual "Ecological Studies of CT River, Vsrnon/VT, Rep t IX, 
1979, " 

e Aquatic. Inc 00/04/19 203pp 


B004220301 Forwards "Ecological Monitoring Rapt 1979 " 

8MITH, R L Vermont Yankee Nuclear Power Corp 00/04/17 Ip 
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— 8004220304 "Ecolosical Monitoring Rept 1979 ” 

* Vermont Yankee Nucloar Pouer Corp 60/04/17 S03pp 


S Reportable occurrences* LERs tt related correspondence 


B004010489 Foruiardi LER GO-OU/OlT-0 

MURPHYi W P yermont Yanl^ee Nuclear Power Corp 80/03/26 tp 


B004010499 LER aO'011/01T~0 on 800312-1 mves tigat i on of onsite power 
distribution sgs revealed voltage of some dOD'^volt loads 
belou min allowable u/min grid voltage & worse case loading 
Caused by inco/nplete analysis when transformers replaced 
MURPHYi W P Vermont Yankee Nuclear Pawor Corp BO/03/26 Ip 


0004020356 Forwards LER BO-Ol 2/01 P-O. 

MURPHY. W P Vermont Yankee Nuclear power Corp 00/03/26 Ip 


— 6004LS0030 Supplemental brief re motion for directed certification & 
for stay Commission 000321 (nemoramdum & order ro Black Fox 
leaves no doubt that A5LAD proposed consideration of 
Question 5 is contrary to directive of Commisiion 
WETTER HAHNj M J Public Bervlca Electric & Oas Co of New Jersey 
WETTERHAHN. M J Conner. Moore it Corber 80/03/24 6pp 


— 8004150043 Memorandum order vacating portion of ALAD 573 captioned 

*‘Cans i deration of Class 9 Accidents" &< remanding to A6LAB 
for further cons Ideratl on Certificate of Svc end 
CHILK«8 J Office of the Secretary of the Commission 60/03/21 

6pp 


6004100253 Memorandum order denying licaniee motion for 
cert I f Icatlon. s tag L other relief. re consideration of Class 
9 accident environ consequences. in spent fuel pool storage 
expansion proceeding 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 60/04/01 
lOpp 


— 0004020362 LER BO^Oia/OlP-O on 800328. during seismic anaty si s, p ipe 
supports RHR-H-03 ts RSW-H-16B discovered possibly 
inadequate to support seismic load -Caused by deviations from 
hanger design details Mods to sys will be performed 
MURPHY/W P Vermont Yankee Nuclear Power Corp 00/03/20 Ip 


6004030026 Memorandum of understanding between NRC << FEMA re prompt 
improvement in radiological emergency planning L 
preparedness, d istri butfld as Ooard notification 
OOSBICKiL V Office of the Executive Director for Operations 
80/04/02 34pp 


6004040329 Forwards LER BO-010/03L-0 

MURPHY/ W P Vermont Vankec Nuclear Power Corp 80/03/31 Ip 


--B004040332 LER 80'010/03L-0 on B00307, &0-ml 1 1 i second value used in OE 
transient analysis for reactor protection sys delay time 
in violation of Tech Specs Tech Spec 3 1 A will be revised 
MURPHY/ M P Vermont Yankee Nuclear Power Corp 80/03/31 Ip 


8004150506 Forwards LER 80-012/01 T-O 

MURPHYj W P Vermont Yankee Nuclear Power Corp 60/04/11 Ip 


6004240463 Forwards NRC conf ir/tiatory orders 

STELLO. V Office of Inspection 6 Enforcement/ Office of the 
Director 80/04/04 ip 


•6004240490 Order confirming util commitment to perform review 
requested by IE Bulletin 79-27 by 000701 Required info 
specified in Attachment A 

flTELLO/ V Office of Inspection It Enforcement/ Office of the 
Director 60/04/04 6pp 


--8004150514 LER 60-012/017-0 on e0032Bi during seismic analysis required 
by IE Sullatin 79~14j d i scovered that pipe supports RHR-H-83 
|( R8W-M-166 may be Inadequate to support seismic loads 
Caused by deviations from hanger design details. 

MURPHYiM P Vermont Yankee Nuclear Power Corp 60/04/11 Ip 


B0041B0410 Forwards LER e0-0l3/O3L-O 

MURPHY/ W P. Vermont Yankee Nuclear Power Corp 00/04/14 Ip 


— 6004160413 LER 80-'Oi3/03L-0 on 800326/ while performing surveillance 
test on HPCI/ turbine spaed uould not increase above 800 rpm 
Caused by failure of flow controller Flow controller was 
rep laced. 

HURPHY/W P Vermont Yankee Nuclear Power Corp 60/04/14. Ip 


DOCKET SO-272 SALEM NITCLEAR OENERATINO STATION/ UNIT 1 
F Security/ medicali emergency 1/ fire protection plans 


8004140039 Notifies that util 000125 proposed emergency plan must be 
revised Forwards specific criteria for compliance w/NUREO- 
0654 Proposed plan should be resubmitted 

SCHHENCERi A Operating Reactors Branch 1. 80/03/20 20pp< 


0 Adjudicatory correspondence 


—8004240495 Order confirming util commitment to perform review requested 
by IE Bulletin 79-27 Info required Is specified In 
Attachment A 

STELLO. V Office of Inspection l< £-nforcem»nt/ Office of the 
Director 80/04/04 6pp, 


6004210291 Forwardf response to Public Svc Electric l< Oas Co of NJ 
comments re request of Lower Alloways Creek Township for 
suspension of moratorium of issuance of OL OL should not be 
issued until conclusion of A8LD hearing 
VALORE/C J Valors. € 80/04/15. Spp 


6004300965 Responds to 791010 petitions requesting that Commission 
Issue show cause order to suspend or revoke DL for Salem 1 
l( CPs for Qalem 2 & Hope Creek 1 Ic 2/ 1. stay Issuance of OL 
for Salem 2 Request denied U/Dlrector 's decleion 
DBNTON.H R Office of Nuclear Reactor Ragulatlon 00/04/18 Ip, 


—60043 00990 Director's decision under 10CFR2 206 on E 8i A Coleman 
petition requesting that Commission issue show cause order 
re facilities OL & CP Issuances Request denied 

DENTON. H R Office of Nucloer Reactor Regulation 80/04/16 6pp 


—6004300590 Notice of issuance & availability of Director's decision 
under 10CFR2 206 on A It E Coleman petition requesting that 
Cammistian Issue show cause order re facilities OL It CP 
issuances 

DENTON. H R Office of Nuclear Reactor Regulation, 80/04/16 2pp 


0004040207 Comments on Irresponsible u/ay interveners are being treated 
Sites case of ruling to allow Salem Unit 1 to operate 
despite no evidence that licensee could protect endangered 
thortnose sturgeon 

COLEMAN. E 0 , COLEMAN. A C Affiliation Unknown 80/03/05 3pp 


8004300600 "Assessment of Impacts of Facilities on Shortnose Sturgeon. 
Acipenser Orevirostrum Lesuar '* 

MAQNIR.M T , WILSON, J.H Office of Nuclear Reactor Regulation 
80/03/31 Ip 


60040B0633 Notices of KA Qnsdorff uithdrawl I* RE Makul appearance on 
behalf of intervanors Colfimans in proceeding. 

DNSDDRFFrK A New Jersey. State of 80/03/10 2pp 


6004090005 Forwards Intervenor Coleman B00319 motion for extension of 
time to file testimony |c for postponement of 800422 hearing 
AYRES. 5 T New Jersey. 3tate of 00/03/19 Ip 


—0004090009 Motion for 30-day extension to file testimony re 
consequences of water lass from spent fuel storage pool 
Urges postponement of 600422 evidentiary hearing. 

appearance Ic Certificate of 8yc end. 
f^ESS/S C New Jersey. State of COLEMAN 
Affl 1 lat i on Unknown 60/03/19 6pp 


8004150027 Forwards licensee supplemental brief re motion for directed 
certification 1. for stay Pendency of Class 9 Issue before 
Commission noted in Licensee motion for directed 
certification 1. for stay Discussed on Pages 7-10 
WETTERHAHN. M J Conner. Moore ft Corber flO/03/24 2pp 


6004220674 Response in opposition to Township of Lower Alloys Creek 
proposed testimony RE Wabb DD Fankhauser testimonies 
should not be admitted in entirety. due to totel concern 
u/ClasE 9 accident Certificate of Bve end 
MOORE. J, E Mearing Branch 2, PATON/W D Hearing Drench 4. 
60/04/21 i3pp 


8004890233 Notice of appearance In proceeding Certificate of 3vc end 
SCINTO, J. Regulations Division. 60/04/25 3pp 


H General correspondence 


0004030123 Responds to 790916. Itr re plans to rsoperi TMl — l. nuclear 
plant const in NJ & nuclear ac c idonts. Plant will not raopen 
until safety-related Issues are resolved Provides info re 
plants In NJ No diseases resulted from TMl 

DENTON. H R Office of Nuclear Reactor Regulation 80/03/03 2pp. 
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— 6004030129 Opposes restart of TMI-1. conat of oucleor plants in NJ t 
nuclear accidents due to health hazards & risks to public 
saf et<j 

FOBTEffiK Affiliation Unknown 79/00/16 2pp 


I Financial inf oro^ation 


QD040702S5 Confirms extension of date for submittal of annual certified 
financial statements from 600415 to 600515 Extension 
req.uefit 0 d so that cun ent cash flow projection can bu 
furnished for 1900 

SCHNEinERfF W Public Service Electric i> Oas Co of New Joraeg 
80/04/01 Ip 


P Operating license stage docu/nonts S* correspondence 


0004020460 Forwards NRC safety analysis of cracking discovered in 
feedwater sys Util repair proaram* nondes truct Ive insps ^ 
leakage testing are adequate to insuie that integrity of 
feedwater piping will be maintained 

SCHWENCERrA Operating Reactois Branch 1 60/02/35 6pp 


0004020433 Summarizes 791210 audit of imp 1 omentat i on of small break 
LOCA guidelines into plant pro-ceduros Forwards audit* list of 
meeting attendees 8( specific comments 

ROSSi M J Operating Reactors Branch I BO/02/29 llpp 


0004030102 Forwards “Nuclear Data Link Bpocs, " study of digital 
communication sys to transmit info From plants to Bethetda 
Operations Ctr 

EJ8ENHUT*D0 Division of Operating Reactors 00/03/12 5pp 


—0004030118 “Nuclear Data Link Bpecs “ 

« Division of Operating Reactors 80/02/21 2Qpp 


8004020154 Forwards addl info ro shortnoso sturgeon in Delaware River 
{Joncludes that continued operation of Unit future 
operation of Unit 2 i’ const completion of Hope Creek units 
will not jeopardize existence of shortnose sturgeon 
REOANj W H Assistant Director for Environmental Projects 80/03/14 

2pp 


—0004020163 “Assessment of Impacts of Balers ?» Hope Creek Stations on 
Shortnase Sturgoon* Ac Ipensor Brevirostrum Losuer “ 

MA6NIK/M T * HlLSaKi J H Office of Nuclear Reactor Regulation 
80/03/05 llOpp 


8004150227 Notification of 000408 09 meeting w/utll in Hancocks 

Br i dpe* NJj re implementation of Lessons Learned Task Force 
short-term r ecommsndatl ons 

RDSSiW J Qperating Reactors Branch I 00/03/20 2pp 


6004080390 Forwards “Reactor Containment Integrated Leak Rato Test* 
First Retest - Aug 1979 " 

LIDRIZ2IjF P Public Service Electric St Oas Co of Neoi Uersey 
00/03/31 Ip 


— 0004080394 “Reactor Containment Integrated Leak Rato Test* First 
Retest - Aug 1979 '* 

# PSE 0 Research Corp- 79/08/31 200pp 


6004210032 Forwards evaluation of Info re auxiliary feedwater sys Open 
Items must be rasolved in acceptable manner prior to 
completion of safety evaluation Requests notification of 
further actions that will be taken to meet NRC position 
SCHHENCERrA Operating Reactors Branch 1 00/04/04 Opp 

6004170060 Describes plans to staff licensed operator positions an both 
uni tsj fol lowing OL issuance for Unit 2* per 000328 
discussion w/NRC 

KITTU* R L Public Service Electric Oas Co. of New Jersey 
00/04/09, 3pp 


0004170062 Forwards revised pages to 600102 response to TMI Lessons 
Learned Task Force short-term requ Irements* incorporating 
addl info in response to NRC 000408 request Also forwards 
revised pages previously submitted for Unit 2 by 000326 Itr 
LlBRlZZIiF,P public Service Electric ^ Oas Co of New Jersey. 
80/04/ tl, 20pp 


6004170250 Responds to NRC 800314 biological assessment of Impact of 
continued operation or const of facilities Forwards 
biological opinion summary of informal consultation w/NRC 
re 8alem Unit 1 Shortnose sturgeon are not in jeopardy 
LElTZELLfT L Commerce* Dept of< National Marine Fisheries Service 
00/04/ IS 20pp 


G004250366 Responds to 800107 Itr re QA requirements for diesel ftiel 
oil Fuel 15 supplied from day tanks which are fed from 
20,000 gallon storage tanks Lists Tech Spec requirements 
re surve i 1 lance of fuel 

HORIZZI.F P Public Service Electric 8* Gas Co of New Jersey 
00/04/21 Ip 


Q Inspection reports, IE Bulletins L correspondence 


0004000310 Submits response to IE Bulletin 79-27 re loss of Instrument 
control power St effect on ability ta achieve cold shutdown 
Failure analysis on c 1 rc u i t-by-c ircu 1 1 basis to check bus 
loads !t alarms 407, complete Submittal by 601001 

SCHNEIDER, F W Public Service Electiic tn Gas Co of New Jersey 

eO/02/26 2 pp 


0004170288 Forwards IE Insp Ropts 50-272/79-32 50-311/79-37 on 

791110-1215 No noncomp 1 lane e noted 

DRUNNERiE J Rogion 1, Ph 1 1 adc 1 ph la. Reactor Operatians Nuclear 
Support Branch 80/02/26 2pp 


—0004170293 IE Insp Repts 50-272/79-32 S, SO-0 1 1 /79~37 on 7911 IB- I SI 5 ^ 
none omp 1 lane 0 noted Major areas inspected plant operations, 
including tours of facility, log L record review, rev i ew of 
licensee events, IE ciiculars 8* bulletins !< followup Items 
KEIMI0,R n Region 1, Ph i 1 ado Iph la, Reactor Dporalions Nucloair 
Support Branch JOHNSON, D F , NQRHDLMp L J Region 1, 

Ph I ladelphia, Office of the Director 00/02/20 SOpp 


8004220416 Forwards IE Insp Repts 50-273/79-32 L 30-311/79-37 on 
791110-1215 h 800109 

GRIERiB H Region t, Ph i ladel ph ia , Office of the Director 

80/02/26 2pp 


—0004230429 IE Insp Repts 50-272/79-32 L SO-311/79-37 on 791110-1215 tt 
000109 Noncompliance noted unauthorized individual 
approved tagging request w/o knowledge of responsible shift 
Bopervi sor 

KEIMIO.DF, JOKNSON, D r Rogion 1. Ph i ladelph la, Reactor 
Operations Nuclear Support Branch NQRRHOLM, L J Region 1, 
Philadelphia, Office of the Director 80/02/20 2lpp 


00D41OO256 Requests extension of response dates re IE Bulletin 79-01 
Extension required due to numerous changes 8, respective 
scope of work 

BCIINElDERiF U Public Bervice Electric & Gas Co of New Jersey 
80/02/29 ip 


8004210074 Forwards Waste Packaging Insp Rept 79-07A on 791212-13 No 
none amp 1 lance noted 

6fiITH,G H Region 1. phi lade I ph Ja, Fuel Fad 1 i tg U Materials 0ap«ty 
□ ranch 00/03/05 2p p 


—8004210076 Waste Packaging Insp Ropt 79-07A on 791212-13 No 
noncompliance noted Major areas inspected shipping paper *, 
placarding requirements, rad la t i on leve Is, remo vab le 
contamination U package external feature requirements 
POTTER, J P , PEERY.W W , UDODRUFF, R L Region 1* Ph 1 lade Iph la. 
Fuel Facility Ik Materials Bafety Branch 60/01/18 7pp 


6004100247 Forwards response to IE Bulletin 79-03D "Environ 
Qual if icatlon of Class IE Equipment " Partial response 
addresses Items 1,2 L 3 Submittal made per 000229 Itr 
W/o end 

eCMNEIDERiP W Public Service Electric L Oas Co of Neu Jereey 
BD/03/07 2pp 


8004300466 Advises that audibility survey requested by IE Bulletin 
79-10 has been hampered by recant reactor outage Survey 
still in progress Final rept will be forwarded by B00404 
BCHNElDERiF W Public Service Electric Oas Co of New Jersey 
80/03/18 ip 


8004240494 Responds to IE Bulletin 60-03 Interim findings of visual 
insp indicate adsorber cells are adequate w/f«w exceptions 
Investigation 4* evaluation are continuing Final rept 
expected by 600331 

0CHNE1DER#F W Public Service Electric L Qas Co of New Jersey 
60/03/19, 3pp 


0004160004 Forwards notice of violation from IE Insp on 790020-30 L 
0930, notice of proposed imposition of civil penaties, 
enforcement history & order modifying license Notice of 
violation 4, enforcement history withhold (ref 10CFn2 790) 

DEYQUNO* R C Office of Inspection i* Enforcement* Office of the 
Director 00/03/20 2pp 
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—8004140007 MoticD of proposed lirpositlon of civil penalties Civil 
penalty incr&t fae paid or uritten ansuier protesting 
iinpositlon of civil penalties submitted ij>itl>in 20 of 

receipt of notice 

♦ Office of Inspection & Enf or c ement> Office of the Director 
eO/03/20 Ip 


-—800416001*? Order irntnediatoly modifying license to adopt & i<nple(nent 
written security procedures retiuiring continuous 
surveillance of doors leading tfl vital areas 8< review to 
prevent security breach by maint activities 

DEYOUNG I FI C Office of Inspection Etif orcccnent « Office of the 
Director 80/03/30 5pp 


BO04280a07 Forwards second partial response to lE Bulletin 79-0111 
addressing Items li2 b 3 U/o end 

SCHNEIDER* F W Public Service Electric 6 Gas Co of New Jersey 
aO/Q3/21 2pp 


B-004210016 Forwards IE Insp Rept 50-272/79-26 on 790828-30 
GRlERrfi H Region Ij PM ladelpbi ai Office of the Director 
80/03/26 2pp 


0004210024 IE Insp Rept 50-272/79-26 on 790928-30 Noncompl lance noted 
physical barriers. Vita I Doors 8 9* floor plate openings at 

i00f84 V 64 ft e 1 evatlonsj ph ysice I barrier patrols & access 
control Details withheld (ref lOCfR2 790) 

DEVLIN* J W Region 1. Ph i ladelph ia* Safeguards Branch 

BAILEY. R J Region 1, Philadelphia, Office of the Director 

79/12/10 Ip 


0004260111 Ack receipt of 800319 Itr informing NftC of steps taken to 
correct violations noted in IE Insp Rept 50-272/B0-01 
BRUNNER* E J Region Ir Philadelphia, Reactor Operations Nuclear 
Support Branch 80/03/26 Ip 


0004290124 Responds to NFIC 800229 Itr re violations noted in IE Insp 

Rept 90-272/90-01 Corrective actions personnel error re 
calibr procedures was corrected 16 supervisors have been 
re instruc ted 

SCHNEIDERfF t-f Publ ic Service Electric (< Gas Co of Neui Jerseu 
BO/03/19 2pp 


--6004200130 Forwards IE Insp Rept 50-272/B0-01 on 800122-95 6 
notice of violation 

BRLMNER»E J Region 1* Ph i 1 ade I p h ia* Reactor Operations Nuclear 
Support Branch B0/02/S9 2pp 


--'0004280139 Motite of violation from insp on 800122-89 

* Region I* Ph 1 lade Iphia* Office of the Director 00/02/27 Ip 


8004200147 IE Insp Rept 50-272/60-01 on 000128-25 None omp 1 lance noted 

failure to properly review calibr data 

DAUNACKj N Region 1* Phi ladelph ia* Reactor Operations Nuclear 
Support Branch DLUMBERG* N J Region I* Philadelphia* Office of 
the Director 80/02/27 12pp 


Q'O04lSCy296 Forwards IE Info Notice 60-12* *’tnstr ument Failure Causes 
Opening of PORV te Block Valve " No specific action or 
response necessary 

ORIER.B H Region 1* Fh i la d elp h ia , Office of the Director 
a0/03/3i. Ip 


B004D90101 Forwards IE Circular 80-03, “Emergency Diesel Generator 
Lubricating Oil Addition & dnsite Supply No written 
response required 

GRIERrS H Region 1* Philadelphia, Office of the Director 
6D/O4/01 Ip 


I004U0506 Forwards IE Info Notice 80-13* "GE Type BDM Control Switches 
Defective CAM Followers " No written response required 
GRIER, D H Region 1, Philadelphia, Office of the Director 
fiD/04/02 Ip 


6004240342 Forwards lE Info Notice 6o-l4. '^Safety Suggeetlons From 
Employees “ No action required 

GRIER, fi H Raglan 1* Ph i la d el ph 1 a , Office of the Director 
eD/04/02 Ip 


e0G4ll0497 Forwards ‘'Computer Program Ver if tcation* ■’ using PIPDYN 11 
stress analysis for NRC Benchwork Problems l,2r323A 803, in 

response to NRC 790724 request U lE Bulletin 79-07 
LIBRiZZIiF P. Public Service Electric 6 Oas Co of New Jerseu. 
60/04/03 Ip. 


8004H0S00 "'Computer Program Verification " 

MANJAPPA, M Public Service Electric *< ©as Co of New Jersey 
LINi Y i* Franklin Inst I tute/Frankl in Research Center 80/04/03 
2B5pp 


B004tB0246 Forwards IE Circular 00-07, “PToblems U/HPCI Turbine Oil 
Sgs " No written response required 

ORIER.B H Region 1. Philadelphia, Office of the Director 
00/04/03 Ip 


6004230442 Forwards IE Bulletin 79-03Ai “Longitudinal Held Defects in 
ASMS SA-312. Type 304 Stainless Steel Pipe “ Action required 
GRIER* B H Region 1, Philadelphia. Office of the Director 
90/04/04 Ip 


80041B02GO Forwards IE Bulletin 80-09. “Exam of Containment Liner 
PenetratlDn Helds '' Urltton response required 
GRIER, 0 H Region 1, Philadelphia, Office of the Director 
00/04/07 Ip 


B004160249 Revises 770520 response to item of noncompliance noted in 
IE Insp Rept 50-272/77-13 re starting reactor coolant pump 
Operating instruction prohibiting starting while reactor is 
critical has been deleted 

SCHNEIDER. F H Public Service Electric 6 Oas Co of New Jersey 
00/04/08 2pp 


B004160246 Responds to ite-m of noncompUance noted in IE Insp Rept 
50-272/60-05 Hork order initiated to Investigate Inoperable 
boron injection tank boat trace channel b conduct necessary 
repair action Surveillance procedure will be revised 
SCHNEIDER, E J Public Service Electric S* Gas Co of New Jersey 
80/04/10 2pp 


R Periodic operating reports 6 related correspondence 


6004010331 Forwards “First Interim Rept, 316(b) Studies," for Mar-Nov 
1979 

LlSRtZZI,F P Public Service Electric 6 Oas Co of New Jersey 
00/03/18 ip 


— 6004010337 “First Interim Rept, 3i6(b) Studies," for Mar-Npv 1979 
• Public Service Electric S( Gas Co of New Jersey 60/02/29 
tSOpp 


6004150366 Forwards monthly operating rept for Mar 1980 

MIDURA,H J Public Service Electric 6 Gas Co of New Jersey 
60/04/10 Ip 


— 6004150369 Monthly operating rept for Mar i960 

MILLER, L K Public Service Electric & Oas Co of New Jersey 
00/04/10 19pp 


0004290469 Forwards "NPDC3 Discharge Monitoring Repts for Jan-Har 
1960 ■' 

MtOURA, K J Public Service Electric 6 Gas Co of New Jersey 
80/04/21 Ip 


— 6004290497 “NPDES Discharge Monitoring Repts for Jan-Mar 1980 " 
« Public Service Electric tt Gas Co of New Jersey 80/04/21, 
S4pp 


8 Reportable occurrences, LERs £< related correspondence 


6004220226 PNO-77-002 on 770103, RC8 was leaking Caused by broken vent 
line in letdown line to chemical vol control sys No 
personnel overexposures or radioactive releases occurred 
Licensee plans cleanup operations U repair of broken line 
DREHER, F ♦ ROYiG H Region 1, Ph 1 ladolphia. Office of the Director. 
THOMPSON, D Region 3, Chicago* Office of the Director 77/01/04, 

2pp 


B004220D64 PNO-77-143 Pacific Pump Co supplied facilities w/production 
lot of 40 pumps mfg using shafts made of inferior matl 
Causa unstated All utils w/pumps were notified NRC 
headquarters notified on 770612 

WHITT, K W , NOLAN, F Region 2, Atlanta, Office of the Director 
77/06/12 Ip 


6004010322 Forwards LER 80-013/03L-0 

LrBRIZZI,F P Public Service Electric Oas Co, of New Jersey 
60/03/27 3pp 


*8004010348 LER G0-013/03L-O on 600227, during routine survei 1 lance, temp 
maintained by heat trace circuit 603 found to be 142 F 
Instead of 145 F Caused by pipe Insulation erosion Heat 
tracing repaired piping reinsuUted 

MURRHY*M J Public BervLca Electric ic Oas Co of New Jersey 
80/03/27 ap 


8004010336 Forwards LER 79-039/03L-0 

LEDRIZZIjF P Public Service Electric Oas Co of New Jersey 
80/03/27 3pp 
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— B004010370 LER 79-099/03L-0 on 790424 t 0908« during refu«llng outagQj 
Public Svc Relag Dept uas performing relag tests & 
de-energitfld vital bo* supplying operating RHR pump Caused 
bg inadequate uork procedures Lou level limit raised 
KAPPLEj M Public Service Electric Oas Co of Neui Jersey 
BO/03/27 ip 


8004040317 Forwards LER 90-01 4/03L-0 

LJBRIZZ1»F P Public Service Electric 8< Gas Co of New Jerscg 
eO/03/31 3pp 


— 9004040324 LER 80-014/03L-0 on 800303 j ground developed on power supply 
line to Unit Grresulting in loss of station power 
transformer 12 Power supply line replaced transformer 
ro-energ lied 

MURPHVi M J Public Service Electric 8* Oas Co of New Jersey 
80/03/31 Ip 


8004110492 Forwards supplemental LER 79-053/OlX-l 

LIDRIZZI^F P Public Service Electric S' Gas Co of New Jersey 
80/03/31 3pp 


— 9004110494 Supplemental LER 79-053/01 X^l on 790910/ during refueling 
outage/ stress calculations for safety-related pipe support 
found unacceptable Caused by using computer code which 
calculated piping response by algebraic summation method 
KAPPLEf A M Public Service Electric h Gas Co of New Jersey 
80/03/31 Ip 


8004280225 RO 80-17/01P on 800228< during review of environ 
qual if ication documentation for accident ml t igatton/sbutdoun 
equipment/ RC6 wide pressure transmitters found located below 
max containment flood level following major LOCA 
MlDURA/H J Public Service Electric Gas Co of New Jersey 
80/03/31 3pp 


8004080325 Forwards LER 80-01 S/03L-0 

LIDRiZZt/F P Public Service Electric Gas Co of Now Jersey 
00/04/01 Ip 


—8004080533 LER 80-015/03L-0 on 800304/ dur ing normal operatl on/ aux i 1 lary 
annunciator typewriter began printing meaningless messages 
Caused by failed solid state component circuit board in 
typewriter logic control cabinet Circuit board replaced 
mOrPHYi M J Public Service Electric << Gas Co of New Jersey 
80/04/01 3pp 


8004140320 Forwards LER 00~016/03L-0 

LISRIZZI/F P Public Service Electric Gas Co. of New Jersey 
80/04/09 3pp 


—8004140323 LER 00-016/03L-0 on 600319/ while taking voltage readings in 
RH8 rack/ power supply inadver tentlg grounded by Instrument 
probe/ resul ting in 115 volts ac breaker trip Caused by 
personnel error Instrument reset 

MURPHY/ H J Public Service Electric U Gas Co of New Jersey 
80/04/09 Ip 


8004140409 Forwards LER 79-081 /04L-0 

LlDRIZZIiF P Public Service Electric & Gas Co of New Jersey 
80/04/09 2pp 


— 8004140412 LER 79-0B1/04L-0 on 7908231 dur Ing normal river trawling 
survey of DE River/ At lanti c loggerhead sea turtle was 
captured Turtle is listed as threatened ti endangered Turtle 
was released unharmed 

MURPHY, M J Public Service Electric & Gas Co of New Jersey 
80/04/09. Ip, 


8004300495 Ack receipt of 800306 ltr,in response to NRC 800211 Itr re 
RO 79'*71 CorrectivB actions will be examined during 
subsequent insp 

MQSELEYi N C Division of Reactor Operations Inspections. 80/04/09 

Ip 


8004190553 Forwards LER 80-017/01T-0 

LlBRIZZIiF P Public Service Electric & Gas Co, of New Jersey 
80/04/11 4pp 


— 8004150558 LER 80-017/01T-0 on 800320/ during review of environ 
qualification documentation required by IE Dulletin 77-'0tB, 
RCe wide range pressure transmitters were found below max 
flood level Caused by imposition of new requirements 
MURPHY/ M J Public Service Electric Gas Co of New Jersey 
eo/04/n Ip 


T Hearing transcripts on non-ant i trust matters 


S004180405 Forwards NRC direct testimony ro ASLS Guestion 5 6 
prof qua] i f icati ons of NRC witness/NF Pasedag Also forwards 
piofessional qua 1 1 f icat ions of AS Oenjamln/ Sand ia Labs 
MGQRE/ J E Hearing Branch 2 80/04/10 Ip 


— 8004180416 Direct testimony of UF Pasedag in response to ASLD Question 
3 Pp 1-5 WF Pasedag pi of qualifications end 
PASEDAG/ N F Commission 80/04/10 9pp 


9 dpcratar Examinat ions 


8004030257 Provides addl info per 800125 request Operator licensed for 
one unit of two-unit facility must teke oral written 
eiaminatlon when applying for license on second unit 
Applicant must score mm 60*4 overall to receive license 
CdLLINS/P F Operator Licensing Branch 80/03/20 2pp 


DOCKET 50-275 DIABLO CANVON NUCLEAR POWER PLANT/ UNIT 1 


A App 1 ication/construc t ion stage documents S' correspondence 


8004040031 Advises of Issuance of NUREO-OSSB, “Interim Staff Position 
on Environ Ouat 1 f icati on of Saf ety-Related Electrical 
Equipment/” providing guidance re methods for compliance 
RdSSi D F Division of Project Management 80/02/05 7pp 


8004040017 Submits addl guidance to NUREG~05B8/ "Interim Staff Position 
on Environ Qualification of Saf ety-Related Electrical 
Equipment " Requests review of equipment qua 1 if ication 
documentation to identify degree of compliance 
R08S/ 0 F Division of Ptoject Management 80/02/21 3pp 


8004230058 Requests info re auxiliary feedwater sys per Bulletins & 
Orders Task Force review of TMl-2 accident Info should he 
provided as amend to application Submittal schedule should 
Include NRC approval pri^r to issuance of OL U/encl 
ROSS/ D F Division of Project Management 80/03/10 53pp 


8004010436 Forwards addl info re refueling water storage tank capacity 
in response to 790720 request FSAR commitments h Tech Spec 
limit is 350/000 gallons Possibility for 27 error exists in 
Indication of tank level 

CRANE/ P A Pacific Gas Electric Co 80/03/20 6pp 


8004010437 Forwards Draft 2i Revision 2 of proposed ETS for facilityi 
in response to NRC request 

TlDRlCK/0 A Pacific Gas 6 Electric Co 80/03/21 Ip 


—8004010441 Draft 2, Revision 2 of proposed ETS for facility 
# Pacific Oas & Electric Co 80/03/31 21pp 


8004080466 Forwards nonproprietary version of response to NRC 790912 
Itr re tube wear Application for withholding proprietary 
Info ^ Nostinghousc supporting Itrs end 
CRANE/ P A Pacific Oas U Electric Co 80/03/25 34pp 


8004020283 Advises that work of R Lesley ro offshore faults does not 
impact conclusions contained in 8uppl 4 of safety evaluation 
concerning passible connection between 8an Simeon Hosgri 
fault tones 

DEVINE/ J F Interior/ Dept of/ Geological Survey 80/03/31 Ip 


0004040281 Forwards response to short-term Lessons Learned Task Force 
requirements Five oversize drawings end 
CRANE/ P A Pacific Oas ?/ Electric Co 80/03/31 aSpp 


0004140016 Notification of 800404 meeting w/utlls In Bethesda«MD to 
discuss applicants' progress S' status in design review re 
plant shielding tx environ qual l f ication of equipment for 
spaces/sys used in post-accident operations 

QUCKLEY, D C Light Water Reactors Dranch 1 DROMERICK/A W / 
LIClTRAiE A Light Water Reactors Branch 3, 80/03/31 7pp 


8004240248 Responds to 791115 telegram to F Press/ science advisor to 
President Kemeny Commission rept on TMI accident Is being 
incorporated Into NRC Action Plan Applicants will need to 
implement recommendations prior to OL issuance 
ROSB/ D F Division of Project Management 80/04/01 5pp 


8004240520 Discusses potential design deficiencies in by pass/ override & 
reset circuits of engineered safety features Cites specific 
examp les/ saf ety significance It criteria to be satisfied 
Protection sys design conformance response due by D0D405 
aTOLZiJ F Light Water Reactors Branch 1 90/04/01 3pp 
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3004080^43 Foriuard* pross clipp^ng-s purpor<?ing to state NRC poiJtlan re 
C^unlash InEfiang ' access to Pecillt^ Util is billing to meet 
Zf discuss issue Access question derived ?rom possible 
application! oi* Mative American Religious Freedom Act 
PETERS, R J Pacific Oas It Electric Co 00/04/03 4pp 


B004150435 Forwards draft "Archaeological Resources Mg t Plan " Plan 
covers area north of plant in area designated SLO'^S 
PETERS, R J Pacific Gas U Electric Co QO/04/07 2pp 


-'B004i5044l Draft *' Archaeolog 1 c at Resources hgt Plan " 
* Pacific Gas U Electric Co BO/04/30 45pp 


B00415D337 Forwards comparison of NUnEO-0611 recommendations for 
auxiliary feedwater sys to design tt/or operation of facility 
sys 

CRANE, P A Pacific Gas Electric Co B0/04/0B 0pp 


aOD41&0253 Responds to NRC request for addl info re secondary water 
chemistry control & forwards admi nis trative operating &t 
chemical analysis procedures Procedures include schematic 
diagrams indicating sampling point locations 
CRANE.P A Pacific Gas t Electric Co 00/04/08 2pp 


— 000416025^ Operating Procedure F-S, Revision 1, "Chemical Control 
timlts " 

» Pacific Gas U Electric Co 00/02/01 42pp 


“-80041602S9 Chemical Analysis Procedure Revision Sr "Secondary Cycle 

Sampling Schedule " 

■* Pacific Oas Electric Co 77/12/04 Spp 


“^0004160260 Chemical Analysis Procadure E-6i "Secondary Sys Sampling “ 
< Pacific Qas Electric Co GD/Ol/OS 9pp 


— 3004160264 Administrative Procedure C“I2, Revl s 1 on 2* "Reealution U 
Reporting of Plant Problems 

» Pacific Oas U Electric Co 78/03/06 ISpp 


— 0004160267 Administrative Procedure C-201 , Revls Ion 1, "General 
Requirements far Chemical & Radiochemical Control Programs " 
# Pacific Gas tr Electric Co 75/11/24 Opp 


“-B00416D271 Suppl to Admin i stra t 1 ve Procedure C“SO, "Chemistry Data 
Review & Record Hgt "" Descriptions of secondary water 
chemistry control program enc 1 
e Pacific Gas «i Electric Co 75/11/24 I2pp 


BOO-4170076 Forwards Revision 3 to response to NUREO-0570 re shor t-terni 
Letaans Learnei^ Task Force recori-menda t ions 
CRAN£*P A Pacific Gas & Electric Co 00/04/07 29pp 

3004150343 Forwards Ravision 4 to facility response to short-term 
Lessons teamed Task Force requirements 
CRAMEiP A Pacific Gas & Electric Co 00/04/11 Slpp 


30042-20406 flesponds to NRC 800220 Itr requesting addl info required to 
evaluate mgt & technical resources available at PG&E 
facilities Advises that 300321 telcon u/J Powers of 
Teknekron relayed requested info 

CRANE, P A Pacific <Jas Electric Co 30/04/15, Ip 


1004220692 Reissues Revision 2 to response to NUREG-0570 Also forwards 
modified Instructions for Roviiion 2 insertion Into manual 
&( eight administrative procedures previously sent to review 
group Overslie drawings end 

CRANE, P A Pacific Gas Electric Co 8O/-O4/10 33pp 


'0004220697 "General Authorities & Responsibilities of Rhift Foreman 
s Pacific Gas & Electfit Co 00/03/27 2pp 


-0OO422D7O4 "Plant Staff Organization & Responsibilities for Normel 
Operatlonst" Revision 2 

s Pec if Ic Gas ^ Electric Co 80/03/27 3pp 


“8-00422G716 "General Authorities Responsibilities of Nuclear Plant 

fin i*** » " 

7 5pp 


>hift Technical Advisor (Shift 

2pp 


f Off-duty Personnel,” 

2pp 


—3004220744 "Relieving Watch (Shift Turnover)," Revision 3 
« Pacific Gas & Electric Co 60/03/27 2pp 


— 300422D751 "Control Room Access " 

» Pacific Gas tt Electric Co 80/03/31 2pp 


— 0004220755 "Overtime tt Emergenc.y Relief Restrictions " 
« Pacific Gas U Electric Co 00/03/31 2pp 


8004280373 Forwards Revision 9 to response to NUREO-0570 Changes result 
from questions by NRC reviewers preparing BER 
CRANE. P A Pacific Gas Electric Co 80/04/22 8pp 


F Security, medical, emergency b fire protection plans 


8004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 771226 Itr, has been postponed pending GAO 
clearance under Federal Repts Act 

GRIMES, B K Emergency Preparedness Task Force 00/03/11 4pp 


8004240384 Forwards di af t rapt, "Evacuation Times Assessment Study," 
in response to NRC 771226 request Rept will be reissued w/ 
possible minor changes by 000523 

LOCKE, R F Pacific Gas it Electric Co 80/04/11 ip 


— B004240389 "Evacuation Times Assessment Study " 
a FRC Systems Services Co 80/04/30 I02pp 


0 Adjudicatory correspondence 


8004020133 Request by joint interveners for Commission early 
intercession or reconstitution of ABLB, re seismic issues 
Urges disqualification of JH Buck due to prior involvement 
Requests oral argument on issue Certificate of Sve end 
FLEiaCHAKER. D Flelschakar, D B PHILLIPS, J R Center for Law in 
the Public Interest 80/03/13 23pp 


B00407003S Request by joint Intervenori # to stay 800403 oral argument re 
seismic issues Adequate time should be given to Commission 
to evaluate joint Intervenors ' request for early 
intercession or reconstitution of A8LAD 

FLEI8CHAKER,D B Fleischaker, D 8 PHILLIPS, J R Center for Leu in 
the Public Interest 80/03/13 4pp 


6004060712 Notifies of appearance on behalf of applicant at oral 
argument re Intervenors exceptions concerning earthqueke 
issues, per ASLAB 000225 order Certificate of Sve end 
NORTON, B Bruce Norton 60/03/14 3pp 


00040300-15 Opposes operation of facility CA is not safe place to build 
power plants due to seismic activity 
6NAPP. C Affiliation Unknown 80/03/15 ip 


0004090033 Advises of appearance on behalf of Oovennr of State of CA, at 
800403 hearing Certificate of 8vc and 
BROWN, H H Hill Christopher «, Phillips 00/03/17 4pp 


8004220001 Forwards notice of appearance of author, PC Valentine !< 
A Baldwin an behalf of San Luis Obispo Mothers for Peace 
Intervenor JP Teylor prof qualif Icatlons end 
U0NE8, Y I Uonesi Brown it Clifford 80/03/17. I3pp 


8004020086 Response in opposition to joint intervenors 800313 request 
to stag oral argument re seismic issues Urges denial of 
joint Intervenors 600313 request for Commission early 
intercession or ASLAB reconstitution W/Cert If icat# of 8vc. 

KETCHEN.E G Hearing Branch 4 00/03/21, 20pp 


0004000631 Order re Joint Intervenors' B00313 mot ions. Commtss ion shall 
not Intercede in seismic proceiding JH Buck should publish 
decision by 800403 Oral argument denied 

CHiLKrS.J Office of the Secretary of the Commission 80/03/21 

2pp 


9004020020 Forwards affidavit of nondisclosure It protective order 
drafts, per ASLAB 800229 first prehearing conference order 
Advises that parties were unable to agree on certain 
provisions Encloses list of NRC witnesses re security issue 
8TAENDUR0,M R, Regulations Division 80/03/24 I7pp 


6004090132 Response by joint intervenors in opposition to Commissioner 
Hendrie decision to hear proceed Ing. Ex parte communication 
Is sufficient for withdrawal, per case law, regardless of bias 
against or In favor of party Decision should be retracted, 
FLEISCHAKER, D Fleischaker, D S, PHILLIPS, J. R, Center for Law in 
the mile Interest 00/03/26 llpp 
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-»0OO4D?O137 Response by joint intervenora in opposition to Commissionei 
Kennedy decision to hear procoedtnp Ex parte commun i cat ion 
is sui^ficient ^pr ui thdraual < per case lau« regard 1 ess of bias 
against or In favor of party Certificate of Svc end 
FLEISCHAKERr D Floischaker, D 3 f’HILLIPS, JR Center for Law 
in the Public Interest 80/03/26 14pp 


8004230098 Order reporting Q00402 second prehearing conference re 
procedures V schedules for receiving security plan evidence 
Licensee physical security plan is entitled to confidential 
treatment per enc 1 protective order 8 c affidavit 

□I 8 HOP 1 C J Atomic Safety and Licensing Appeal Panel S0/O4/lt 

22pp 


8004230107 Foru^ards USOS Circular 795 containing conclusions re 
adjudicated issues* per ASLAD directive to provide new info 
if relevant matl 

FLEISCHAKER, 0 Flelschakor, D S BO/03/36 51pp 


Q0040805S6 Petition by Joint Interveners for review of JH Uuck decision 
to remain member of ABLAQ re seismic appeal Prior 
involvement in facility seismic concerns may jeopardlto 
ability to maintain total impartiality W/Certif Icate of Svc 
FLElSCHAKERi 0 Fleischakorf 0 S PHILLIPS* J R Center for Law in 
the Public Interest 80/03/26 dpp 


8004210322 Motion by Joint Intervonors to reopen record re seismic 
issues t environ qualification of saf eby-^re latod equipment 
Hew info invalidates ASLD evaluation of Hosgri seismic 
fault U/Certlf icate of 6 vc & supporting documentation 
FLEISCHAKER* 0 Fleischaker* D S PHILLIPS* J Center for Law in 
the Public Interest FUEISCHAKER, D San Luis Obispo Mother* for 
Peace 80/03/28 18pp 


*--8004210325 Affidavit indicating that facility design accelerations* 
velocities displacements arc not established as 
conservative values for M'7 S design earthquake Supporting 
documentation end 

0RUHE*J N California* Univ of. San Diego 80/02/29 43pp 


— 8004230103 Protective order re licensee security p I an. r e s tr i c t i ng San 
Luis Obispo Mothers for Peace access to protected info per 
end affidavit of nondisclosure to be executed by counsel 8 * 
exports 

8 ALZMAH* R S Atomic Safety and Licensing Appeal Panel 80/04/03 
7pp 


8004220371 Response in opposition to P08.C 600414 application for stay 
of A5LA8 800411 order re disclosure of sanitliad version of 
security plan Applicant failed to show that util will be 
irreparably harmed from disclosure W/Certl f icate of Bve 
DAVIS, L D Hearing Dranch 4 80/04/18 i2pp 


H General correspondence 


7906290854 Responds to 790411 Itr on reactor saf oty , c lari f y ing 
concerns re Davis-Oesse shutdown & geologic faults near 
Diablo Canyon 

EI 8 EHHUT, D 0 Division of Opeiating Reactors 79/05/22 2pp 


0004040346 Forwards articles from Los Angeles Timos re analysis of util 
financial problems aggravated by commitment to large coal 
t nuclear power plants 

ROE* D Environmental Defense Fund 60/02/27 7pp 


— 0004210329 Affidavit advising of recent investigations indicating that 
Hosgri ii San Simeon lonos reprosant continuous & 
throughgolng fault sys Chart end 

LESLIE. R B California* Univ of* Santa Crui 80/02/23 7pp 


—6004210393 Affidavit demonstrating that independent review of safety 
related equipment qua 1 i f Ication program should be conducted 
prior to OL Issuance 

HUBBARD* R D, MHD Technical Associates 80/02/20 I3pp 


—6004210398 "Preliminary Ropt on Strong-Motion Records from Imperial 
County 8 vcs Bldg, " 

KOJAHHrC * RAGSDALE* J D Affiliation Unknown 60/02/28, IBpp 


8004090454 Order denying Joint Intorvenors 800328 petition for review 
of JH Duck 600324 memorandum stating intention not lo 
disqualify from part ic i pation UH Buck prior involvement at 
CP stage does not require disqualification 

CHlLKrB 3 Office Of the Secretary of the Commission 80/04/01 
3pp 


8004030026 Memorandum of unders tand Ing between NRC <c FEMA re prompt 
improvement in radiological emergency planning 
preparedness* distributed as Board notification 
008BICK*L V Office of the Executive Director for Operations 
80/04/02. 34pp 


0004210100 Memorandum to counsels re Joint Intervenors 791024 motion 
requesting Commissioner Hendrle's d 1 squa 1 1 f ication 
Intervenors have presented no new info proving bias or 
appearance of bias Bel f-d isquali f Icat ion not required 
HENDRIE*J Commission 60/04/0? 2 pp 


6004230081 Advises that applicant response to joint intervenors 000328 
motion to reopen evidentiary hearings is due on 600424 U 
HRC response on 600505* per 600403 stipulation approved bg 
ABLAD 

KETCHENfE 0 Hearing Dranch 4 80/04/0? 2pp 


0004240541 Ack receipt of Anson 600325 Itr diatributed to all parties 
for consideration 

BiBHOPrC J Atomic Safety and Licensing Appeal Panel SO/04/0? 

ip 


-*-8004240345 Forwards map indicating inner evacuation area Expresses 
concerns re escape routes during meltdown event 
ANBONrW fl Affiliation Unknown 80/03/25 6 pp 


8004210166 Order granting ex tens ion* untl 1 000413* for Commission to act 
to review ALAD-'OeO 

CHILK/S J. Office of the Secretary of the Commission, 60/04/10 
lp> 


6004030010 Requests permanent denial pf OL 

AH 8 HUTZ, T L Affl Hat 1 on Unknown 60/03/06 Ip 


6004030008 Urges licensing of power plants ready or near ready for 
operation Rcllablo power reserves at stake in CA 
TERRELL. 0 D Affi I 1 at ion Unknown 80/03/t0 Ip 


8004030180 Urges release of hold on licensing plant for operation Area 
may suffer brownouts U. blackouts if plant not licensed 
within one or two months 

MORRIS. E W Affiliation Unknown 00/03/10 Ip 

6004020250 Responds to 600207 mallgram to President Carter re validity 
of rumor concerning 000531 issuance of OL to facility NRC 
has no knowledge of rumor it no such decision has been made 
NRC is preparing action plan to complete licensing revisus 
OENTQNiH R Office of Nuclear Reactor Regulation 60/03/17 2pp 


0004110303 Opposes nuclear power plants due to extreme danger to 
population resulting from meltdown Winds in area of 
facility would quickly spread radiation over 35 -mile radius 
HRC should expand evacuation area accordingly 
ANSON. W a Affiliation Unknown 00/03/25 Spp 


1 Financial information 


8004100233 Forwards Annual Financial Rept 1979 

CRANE.P A Pacific Oas 8 «Elockric Co 60/04/03 Ip 


—8004100244 Annual Financial Rept 1979 

» Pacific Oas U EloctrU Co 80/02/22 43pp 


Q Inspection reports* IE Bulletins correspondence 


8004070175 Forwards IE Insp Rept 50-275/00-01 on 0OOlOi-2S No 
noncompl iance noted 

CREW9. J L Region 5* San Francisco* Reactor Operations Nuclear 
Support Branch 60/02/20 2pp 


— 8004070178 IE losp Rept 50-275/60-01 on 800101-25 No noncompliance 
noted Major areas inspected pr eoperational test ing* p Ian t 
tour* fire protection/prevention* operator training S< 
witnessing of testing in progress 

BTERHBERG* D M Region 5* San Francisco* Reactor Operations Nuclear 
Support Branch YOUNO* T Region 5* San Francisco* Office of the 
Director 80/02/06 3pp 


8004280016 Forwards lE Insp Repts 50-275/80-02 & 50-323/80-01 on 
800211-14 Si 20 No none omp 1 lance noted 

SPENCERrO 8 Region S* 8 an Francisco. Reactor Construction & 
Engineering Support Branch 00/03/04 2 pp 


I 
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— 8004200022 IE In^p SO-275/00-02 U 50-323/80-01 on 800211-14 tt 20 

No nancofTip I ianc e noted Major ar«as inspacted const & ntod 
ac t iyi.ties> Inc 1 ud mg licen^no actions on previous Findin93« 
deficloncy repts J tem. IE bulletins & circulars 
HAYKESpR C Region 5i San Francisco, Reactor Construction ic 
Engineering Support Brancft HDRRfLL, P J « KIRSCH, D F Region 5i 
San Francisco- OrFice dF the Oirecbor 00/03/04 7pp 


fi004l50205 FoTWards IE Info Notice Q0-t2, "Instrument Failure Causes 
Opening of PORV fc Olpcfc l/alve ” No specific action or 
response necessary 

ENGELKENp R H Region 5„ San Francisco, Office of the Director 
aO/03/31 Ip 


8004100101 Forwards IE Circular ao-OS, ‘'Emerganctj Diesel Generator 
Lubricating Oil Addition & Onsite SuppH ” No written 
response required 

ENCELKEM-R H Region 5* San Francisco* affice of the Director 
aO/04/01 ip 


B0041I0111 Forujards IE Info Notice 60-13, "OE Type SBM Control Switches 
Defective CAM Followers " No specific action or response 
required 

ENOELKENi R H Region 5« San Francisca* Office of the Director 
BO/04/02 Ip 


8004820038 Forwards IE Info Notice BQ-14, "‘Safety Suggestions From 
EmplayBes “ No action required 

ENGELKEN<R H Region 5. San Francisco* Office of the Director 
80/04/02 Ip 


a004lB0i4a Forwards I£ Circular 60-07* "Problems U/HPCI Turbine Oil 
Sys " No uritten response required 

ENOELliiEN*R H Region 5* San Francisco* Office of the Director 
eo/04/03 ip 


600433037'? Forwards IE Bulletin T^-OOA* "Longitudinal Weld Defects in 
ASME SA-3J2rTypc 304 Stainless Steel Pipe." Action required 
ENOELKEN* R H Region 5, San Francisco* Office of the Director 
aO/04/04 Ip 


a00423017d) Forwards IE Sulletin 60-08* "Exam of Containment Liner 
Penetration Welds " Written response required 

ENGELKEN.A H Region 9* San Franciseii* Office of the Director 
60/84/07 Ip 


S Reportable occurrences* LERs be related correspondence 


8004220064 PNa-/7-143 Pacific Pump Co supplied facilities u/productlon 
lot of 40 pumps mfg using shafts made of inferior matl 
Gauss unstated All utils u/pumps were notified NRC 
headquarters notified on 770BI2 

WHITT, K W Region 2* Atlanta* Office of the Director 77/ca/12 

ip 


0004040131 Preliminary deficiency rept re possible equipment defect On 
8001 18* 1 Icensee reparbed that plastic castings used to hold 
auxiliary electrical contacts in safety-related 4-k^/ circuit 
breakers contained cracks Vendor will replace 
GnANE*P A Pacific Oas t EUctrlc Co 00/03/tD 2pp 


POCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION. UNIT 2 


f Security, medical, emergency It firo protection plans 


0004010329 Forwards I terns 3 1 5(2) 8c 3 I 7 of fire protection review 
Licensee submittal re fire barrier penetration seals only 
partly satisfactory Licensee proposal re fire doors 
acceptabl e 

HALL*R B Drookhavon National Laboratory 80/03/2A 4pp 


6004300252 Forwards comments on 800114 emergency plan, per review 
against criteria set forth in NUREO-0654 

IPPOLITO*T a Operating Reactors Branch 3 80/04/01 I4pp 


0 Adjudicatory correspondence 


GD04090192 Explains circumstances involving 800322 svc of BNWL 
draft rept re measurements of underground mining radon 
releases & NRC testimony of RM Wilde re same rept Hissing 
Page b end 

DGRDENICK, B M Hearing Branch 4 80/03/05 4pp 


6004030026 Memorandum of understanding between NRC 8* FEMA re prompt 
improvement in radiological emergency planning & 
preparedness* d istrlbutod as Guard notification 
GOSSICK* L V Office of the Ejcecutlve Director for Operations 
60/04/02 34pp 


I Financial information 


3004190246 Forwards Annual Financial flepts 1979 for Philadelphia 
Electric Co, Public Svc Electric (. Oas CoiAtlantic City 
Electric Co $. Oetmarva Power 8< light Co 
DRADLEY*e >/ Philadelphia Electric Co 00/04/00 IP 


—8004150250 Annual Financial Rept 1979 

» Philadelphia Electric Co 0D/OS/25 32pp 


— 8004150252 Annual Financial Rept 1979 

e Public Sorvlce Electric & <?as Co of Now Jersey, 80/02/15 
47pp 


—3004150255 Annual Financial Rept 1979 

• Atlantic Electric of New Jersey 80/04/06 32pp 


—8004150260 Annual Financial Rept 1979 

« Oalmarva Power 6 Light Co 60/02/19 32pp 


0004150470 Requests that date for filing certified financial statements 
tt cash flow statements be delayed until 800515* due to 
pending rate proceedings involving Public Svc Electric I* Oas 
Ca Philadelphia Electric Co 

BRADLEY* E J PhlUdBlphia Electric Co 00/04/10 2pp 


P Operating license stage documents 6 correspondence 


8004000194 Discusses NRC 761123 request that all LWR licensee 
higher fission gas release for fuel burnupt above 20*000 
HW-day per metric ten Responses Indicate that no immediate 
licensing is required for operating reactors 
IPPDLrtO* T A Operating Reactors Branch 3 60/03/10 3pp 


B004030102 Forwards "Nuclear Data Link Specs*" study of digital 
communication sys to transmit Info from plants to Bethesda 
Operations Ctr 

EI8ENHUT*D 0 Division of Operating Reactors 00/03/12 9pp. 


-3004030116 "Nuclear Data Link Specs " 

u Division of Dporating Reactors 80/02/21 26pp 


0004230409 Forwards Amends 65 & 64 to Licenses Dpn-44 ^ DPR-56* 
respective 1 y, safety evaluation U notice of issuance ic 
aval labl 1 i t y 

IPPOLITO* T. A Operating Reactors Branch 3 80/03/26* 2pp 


—6004230414 Amends 65 %t 64 to Licenses OPR-44 8< DPR-56* respec tively* 
revising Tech Specs re core monl toringi care flooding it eye 
operability requirements 

IPPOLITO. T A Operating Reactors Branch 3 80/03/26 26pp 


— 8004230419 Safety evaluation supporting Amends 65 ic 64 to Licenses 
DPR-44 tt DPR-56, respec tive Ig 

a Office of Nuclear Reactor Regulation 80/03/26 7pp 



DOCKETED ITEMS 


— e004Sa0441 Notice of issuance availability of Amends 65 t* 64 to 
Licenses DPR-44 & DPR-Si, rcspec t i vo ly 

IPPOUTO^T A Operating Reactors Dranch 3 00/03/26 Spp 


0004010406 Provides addl info re proposed installation of analog 
transmitters t< trip units addressed in 770927 amend request 
Amend is necessary to allow removal of 24 saf et^^re latod 
switches in several facility sys 

DALTROFF, 9 L Philadelphia Electric Co 80/03/27 2pp 


0004080530 Responds to NRC 000110 request for tabulation of instancos 
of control rode foiling to insert on scram U summary of 
other control rod drive malfunctions for 1778 h 1777 
Facility eiperionced 15 scrams w/successful rod insertion 
GALLAOHERrJ U Philadelphia Electric Co BO/03/31 Spp 


8004080543 Discusses implementation of ATW3 mitigation Alternative 3A 
Prefers prevention of event rather than mitigation titil will 
install Alternative 3A in facilities iP ACRB subcommittee 
believes ATW3 is not eKtremely remote event 
DOVER. V 8 Philadelphia Electric Co 80/03/31 2pp 


8004080349 Forwards revisions & additions to info orlginaliij submitted 
791U6 to DuHetlns L Orders Tasjr Force re process signals 
OALLAOHER.vi W Philadelphia Electric Co 80/04/02 I3pp 


8004140273 Notifies NRC of intent to modify containment suppression 
chamber Analysis indicates need for torus mods to mitigate 
effects of hydrodynamic loads Util will install load 
mitigation devices during current refueling outage 
KEMPER. J 8 Philadelphia £lC4.tric Co 80/04/03 tp 


B004240297 Forwards Amends 66 h 69 to Licenses DPR-44 Zi DPR-56. 

respective ly. safety evaluation S notice of issuance tt 
• availabilty 

IPPOLITO/T A Operating Reactors Dranch 3 80/04/03 2pp 


—8004240307 Amends 66 t* 65 to Licenses DPR-44 DPR~S6i respectively, 
revising Tech Specs to permit purging of primary containment 
through reactor bldg ventilation exhaust 

IPPOLITO.T A Operating Reactors Branch 3 00/04/03 lOpp 


— 8004240320 Safety evaluation supporting Amends 66 & 65 to Licenses 
DPR-44 U 0PR“5^ rospoc tl vely 

* Operating Reactore Dranch 3 80/04/03 4pp 


-0004240327 Notice of issuance t« avallabilty of Amends 66 65 to 

Licenses DPR-44 DPR-56. respec t i vely 

IPPOLITO.T A Operating Reactors Branch 3 00/04/03 2pp 


8004S50007 Forwards 000120 & 0211 Itrs to OE ro proposed control rod 
drive sys mods related to elimination of cracking in return 
line notiles Ouidelines far mads will be discussed in 
NURE0-06l7< to be issued in *'For Comment*' form in Apr 1980 
IPPOLITO/T A Operating Reactors Dranch 3 80/04/07 2pp 


8004220549 Responds to NRC 000220 request for info re mgt S< technical 
resflortes, 

COONEY. M J Philadelphia Electric Co 80/04/11 9pp 


8004240402 Responds to NRC 800414 1 tr re QA of dlesol generator fuel 
oil QA program mod underway to conform w/Reg Guide 1 137 
Revision 1. “Fuel Oil 8ys for Standby Oiosel Oenerators ♦' 

Requires mads of storage tanks 6 procurement of equipment 
DALTRQFF. 8 L Philadelphia Electric Co 80/04/14 4pp 


8004170246 Forwards applicatien for amend of Licenses DPR-44 ?» DPR-96 
Fee end 

DRADLEYi E J Philadelphia Electric Co 00/04/15 tp 


— 0004170252 Application for amend of Licenses DPR-44 U DPR-56 changing 
Tech Specs re station fire hoso hydrostatic test pressure Zt 
flexibility in min shift crew composition Certificate of Sve 
end, 

BAUER. E 0 . BRADLEY, e J Philadelphia Electric Co 80/04/15 
Vpp 


--0OO41/O2S6 Revised pages to Tech Specs ro station fire ho*e 
hydrostatic test pressure 5t flexibility in min shift crew 
composition 

* Philadelphia Electric Co BO/04/15 lOpp 


0004270423 Notifies NRC that util has been informed by GE that Unit 1 
Reload 4 8< Unit 3 Reload 3 safety analyses were performed 
using SO millisecond scram circuit delay time Tech Spec 
specifies delay not to exceed 100 milliseconds 
COONEY. M J Philadelphia Electric Co 00/04/23 app. 


8 Inapoction reports. IE Dulletins fy correspondence 


8004100211 Responds to IE Bulletin 79-27 re loss of Non-Class IE 
instrumentatl an Submits actions requested responses 
Design mods pending completion of revieur 

DALTRDFF. S L Philadelphia Electric Co 80/02/29 5pp 


0004160165 Forwards tlaste Packaging Insp Rept 79-06A on 791126-20 
No none omp 1 iaxic e noted 

SMITH, O H Region 1. Philadelphia, Fuel Facility Materials Sa f 
Branch 80/02/39 2pp 


—0004160 1 72 Waste Packaging Insp Rept 77-06A pn 771126-20 No 
noncomp 1 iance noted Major areas inapectod radiation levels, 
shipping paper requiremen b s. r emovab 1 e con tami nati on 
labeling requirements for packages 

POTTER, J P . DRDVyN.n A negion I, Philadelphia, Fuel Facility « 
Materials Safety Branch 77/12/12 7pp 


0004140064 Forwards response to IE Dulletin 79-OlD re environ 
qual 1 f i cat ion of Class IE equipment Master list of 
engineered safety featui e ays 4 environ qualification 
evidence attached HELD analysis due by 800410 U/o end 
DALTRGFF.SL Philadelphia Clecferlc Co 00/03/03 3pp 


0004210079 Forwards Wasto Packaging Insp Ropl 79-07A on 791212-13 No 
noncompliance noted 

SfllTH, O H Region 1. Pb i lad o 1 ph i a. Fuel Facility 6 Materials Ba f e 
Branch 00/03/05 2pp 


— 60042100B2 Waste Packaging Rept 79-07A on 791212-13 No noncompllan 
noted Major areas inspected shipping paper Sc placarding 
requ Irements, rad i ati on 1 eve 1 s. remnvabi e contamination S< 
packaging external feature requirements 

POTTER. JP . PERRY.WW , WOODRUFF, R L Region 1. Philadelphia, 
Fuel Facility & Materials Safety Branch 80/01/18 7pp 


0004090416 Advises that IE Dullettn 80-03, "Vacuum Condition Result ii 
in Damage to Chemical Vol Control Sys <CVC3) Holdup Tanks.** 
was incorrectly sent for action No response r«quli ed 
ORlERi D H Region 1. Ph i lade I p h ia , Office of the Director 
00/03/17 Ip 


0004100261 Responds to IE Dullatin 0O~O3 No cells replaced In 
engineered safety feature filtration sys. however charcoal 
adsorber colls. will have to bo removed to replaced rivits 
indicated in Item 1 

OALTROFF.eL Philadelphia Electric Co 00/03/lG 3pp 


8004160103 Ack receipt of 800220 Itr informing HRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/77-29 t> 
30-270/79-32 

ORUNNER.E J Region 1. Phi lade I ph i a, Reactor Operations Nuclear 
Support Dranch 00/03/21 Ip 


—0004160107 Responds to NRC B00208 Itr re violations noted In IE In? 
Repts 50-277/79-29 <i 30-270/79-32 Corrective ac tions ' re view 
of provision ellouilng entry w/o filling out radiation work 
permit will be made w/revisions to procedure* 

DALTRGFF, a L Ph li ladc»lfth i rn Rm/na/on - 


— f 


—0004160194 IE Insp Repts 30-277/79-29 U 50-270/79-32 on 791101-30 
Noncamp 1 lance noted failure to Adhere to radiotlon work 
permit 8. maintain fire Za penetration seal barrier 
MCCAOE. E C Region 1. Ph t lad e Iph la. Reactor Dporatlons Nuclear 
Support Branch QREENMAN, E G Reg ion 1. Philadelphia, Office nf 
the Dlroctpr 80/02/06 I3pp 


0004150291 Forwards IE Info Notice 00-12, "Instrument Failure Causes 
Opening of PORV & Block Valve " No specific action or 
response necessary 

GRIERtD H Region I. Phi lode 1 p h la. Office of the Director 
00/03/31 Ip 


8004250065 Updates 800229 response to IE Bulletin 79-27, *'Loss of 
Non-Class IE Instrumentation ii Control Power 8ys Dus During 
□paratlon “ Lists mods being designed to provide redundant 
instruments In control room 

QAI-LAOHERrJ W Philadelphia Electric Co 80/03/31 llpp 
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SOO'5O*70G95 pQru;4r>ds tE Circular 00-05, ^*Emergenty Diesel Osnerator 
Lubricating Oil Ad'ditton t Onsite Supply No urltten 
response required 

D H Region l< Ph i lade I p h ia ■ QFfice of the Director 
80/04/01 Ip 


Q004110501 Forwards l£ Info Notice 80-13< ^'OE Type SDM -Cotitrol Suitches 
Defective CAM Follouiers " No written response required 
ORIERf D H Region U Ph i iado I ph la* Office of the Director 
CO/04/0? ip 


B00424033-9 Foru/ardjs It Info Notice 80-14. ''Safety Suggestions From 
Employeas " No action required 

GRIER, B H Region 1. Philadelphia, Office of the Director 
aO/04/02 ip 


8004iB0263 Forwards JE Circular 80-07, •'Problems W/MFCI Turbine Oil 
Sys '* No written response required * 

GRIER, B H Region !• Ph 1 la d e I ph 1 a i Office of the Director 
00/04/03 ip 


S004UDD66 Forwards IE OulletiTt B0-07( "DUfl Jet Pump Assembly Failure 
Written response requirod 

DRIER/ P H Region I, Philadelphia, Office of ths Director 
00/04/04 Ip 


0004530512 Forwards IE Bulletin 7R-03A/ "Longitudinal Weld Defects in 
ASME BA-aiSiType 304 Stainless Steel Pipe " Action required 
GRIER, D H Region 1, Ph i ladelph ia. Office of the Director 
ao/04/04 Ip 


Q0041B0252 Forwards IE Bulletin 80-08. "Eiam of Contalnmant Liner 
Penetration Welds " Writte-n response required 
ORIER/D H Region 1, Philadelphia, Office of the Director 
aO/04/07 Ip 


6004240391 Forwards second response to IE Bulletin 79-0111 re environ 
qualification of Class lE equipment 

ALDEN/W M Philadelphia Electric Co 80/04/ld) Ip 


-*-8004240392 Provides second response to IE Bulletin 79-OlQ re environ 
qua I i f Icat i on of Class IE equipment Detailed repts w/sys 
/nastsr lists & equipment qua 1 i f ica t i on forms end Repts 
revise 4t supersede 600303 submittal re licensee actions 
DALTRDFF. B L Philadelphia EUctrlc Co 80/04/15 I300pp 


R Periodic operating reports 4i related correspondence 


B004070270 Forward's "Thermal ^lani taring Rept 7B far Dec 1979 " 
WILLSEViW D Philadelphia Electric Co 60/03/26 Ip 


-"8004070271 '‘Thermal Wonitoring Rept 78 for Dec 1?79 " 
« Philadelphia Electric Ce 80/03/26 27pp 


8004170228 Forwards monthly operating repts for Mar 1980 
COONEV/M J Phi ladelphia Electric Co 80/04/10 Ip 


— 8004170230 Hanthly aperatinp rept* for Mar 1980 

ALDEN, W M Philadelphia Electric Co 80/04/10 9pp 


a Reportable occurrences. LERs t rslated correspondence 


8004150560 CER ao-’006/03L-0 on 800305, w/both units at full power, one of 
two offsite power sources tripped due to loss of trail sf armor 
cooling fans Exact cause unknown Cooling fans res torod, blown 
fuse replaced 8( transformer bested 

COONE'/, M J Philadelphia Electric Co 00/04/03 Ip 


B004890439 RO 2-8D-8/1P on 000417* dove 1 optnent of environ spectrum* 
Associated w/high energy line breaks indicated guillotine 
failure of steam supply piping to HPCI turbine Caused by 
engineering deficiency 

iTLLRlCHiW T Pfi i Jadelphia Electric Co 80/04/18 2pp 


8004290443 RO 2-90-0-iP updates info re pressure profile within Unit 3 
valve following guillotine failure of HPCI steam supply 
piping Analysis indicates higher peak pressure than 
'Tiginally reported Caused by engi tteerlng error 
LRiCHiW T, Philadelphia Electric Co 80/04/28 2pp. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


F Security, medical, emergency fr fire protection plans 


BD04010329 Forwards Items 3 1 5(2> 4, 3 I 7 of fire protection review 
Licensee submittal re fire barrier penetration seals only 
partly satisfactory Licensee proposal re fire doors 
ac ceptab 1 e 

KALL, R E Brookhavon National Laboratory 80/03/26 4pp 


8004280252 Forwards comments on 000114 emergency plan, per review 
against criteria set forth in NUREO-06S4 

JPFOLITO, T A Operating Reactors Branch 3 80/04/01 I4pp 


0 Adjudicatory correspondence 


9004090192 Explains circumstances involving 000222 sve of BNWL 
draft rept re measurements of underground mining radon 
releases 6 NRC testimony of RH Wilde re same rept Hiielng 
Page 6 enc 1 

BORDENtCK, B M Hearing Branch 4 00/03/05 4pp 


6004030026 Memorandum of understanding between NRC 4 FEMA rtf prompt 
improvement in radiological emergency planning 4 
preparednes s, dlstri butsd as Board notification 
OOBSICKiL V Office of the Executive Director for Operation* 
00/04/02 34pp 


I Financial information 


6004150246 Forwards Annual Financial Repts 1979 for Philadelphia 
Electric Co, Public Sve Electric Sc Gas Co, Atlantic City 
Electric Cu 4 Delmarva Potuar 4 light Co 
DRADLEV.E J Philadelphia Electric Co 00/04/08 IP 


— 8004150250 Annual Financial Rept 1979 

tt PhlUdolphla Electric Co 00/02/25 32pp 


—8004150255 Annual Financial Rept 1979 

* Atlantic Electric of New Jersey 80/04/00 32pp 


— 0004150260 Annual Financial Rept 1979 

* Oolmarva Power 4 Light Co 60/02/15 32pp 


6004150470 Requests that date for filing certified financial etatements 
4 cash flow statements be delayed until 000515, due to 
pending rate proceeding* involving Public 8vc Electric 4 Gas 
Co 4 Philadelphia Electric Co 

BRADLEY, E J Philadelphia Electric Co 80/04/10 2pp 


P Operating license stage dacument* 4 correspondinc« 


8004060194 Olecusses NRC 761123 request that all LWR llcenseei 
higher fission gas release for fuel burnupi above 20,000 
MW~day per metric ton Responses Indicate that no immediate 
licensing is required for operating reactors 
IPPOLITO, T A Operating Reactors Branch 3 60/03/10 3pp 


8004030102 Forwards "Nuclear Data Link Specs," study of digital 
communication sys to transmit info from plants to Dethesda 
Operations Ctr 

E19ENHUT, D 0 Division of Operating Reactors 80/03/12 5pp 


— 600403011 B "Nuclear Data Link Specs " 

-e Division of Operating Reactore 60/02/21 28pp 


8004230409 Forwards Amends 65 4 64 to Licenses DPR-44 4 DPR-56, 
respectively, safety evaluation 4 notice of issuance 4 
aval lability 

IPPaLlTO, T A Operating Reactors Branch 3 60/03/26, 2pp 


—0004230414 Amend* 65 4 64 ta Licenses OPR-44 4 DPR-S6. respec tivtfly , 
revising Tech Specs re core monitoring, cor* flooding 4 lys 
operability requirement* 

IPPOLITO, T A Operating Reactors Branch 3 00/03/26 28pp 


— 8004230419 Safety evaluation supporting Amends 65 4 64 to Licenses 
DPn-44 4 DPfl-'56, respective ly 

e Office of Nuclear Reactor Regulation 00/03/26 7pp 


— GD0423044I Notice of issuance 4 availability of Amends 65 4 64 to 
Licenses DPR-44 4 DPR-56, reSpec tivtfl y 

IPPOLITO, T A Operating Reactors Branch 3 60/03/26 2pp 
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800401040^ Provides addl info rp proposed installation of analop 
transmitters & trip units addressed In 790B27 amend request 
Amend is necessary to alloui removal of 24 saf e ty-related 
switches in several facility sys 

DALTROFE^S L Philadelphia Electric Co 80/03/27 2p p 


80040B053@ Responds to KRC 600110 request for tabulation of instances 
of control rods failins to insert on scram summary of 
other control rod drive malfunctions for 1976 & 1979 
Facility eiporienced IS scrams ui/successf ul rod insertion 
QALLAOHERi J U Philadelphia Electric Co 80/03/31 2pp 


B0040a0543 Discusses implementation of ATU3 mitigation Alternative 3A 
Prefers prevention of event rather than mitigation Util uii 1 1 
install Alternative 3A in facilities if ACRB subcommittee 
believes ATWS is not extremely remote event 
HOVER. V 6 Phi ladolphia Electric Co 00/03/31 2pp 


0004080349 Forwards revisions & additions to info originally submitted 
791116 to Bulletins t Orders Task Force re process signals 
OALLAOHERi J W Philadelphia Electric Co 80/04/03 13pp 


0004340299 Forwards Amends 66 & 65 to Licenses DPR-44 & DPR-56, 
r espee tlve lyj safety evaluation I notice of issuance & 
aviii lab i Ity 

IPPOLITO, T A Operating Reactors Branch 3 80/04/03 2pp 


--'8004240307 Amends 66 t< 65 to Licenses DPR-44 & DP|?-56i raspcc tivety. 
revising Tech Specs tn pormit purging of primary containment 
through reactor bldg ventilation exhaust 

IPPOLITO. T A Operating Reactors Branch 3 00/04/03 lOpp 


— 8004240320 Safety evaluation supporting Amends 66 Ct 65 to Licenses 
DPn-'44 & DPn-56. respoc t i VO 1 V 

* Operating Reactors Branch 3 00/04/03 4pp 


— 8004240329 Notice of issuance U availabilty of Amends 66 (( 65 to 
Licenses DPR-44 & DPR-36i rospocti ve ly 

IPPOLITO.T A Operating Reactors Branch 3 SO/04/03 2pp 


8004250007 Foru/ards 000120 6 0211 Itrs to 0£ re proposed control rod 
drive sys mods related to elimination of cracking In return 
line noziles Guidelines for mods will be discussed in 
NUREO“0619i to be issued in *'For Commorit" form in Apr 1900 
iPPDLlTOiT A Operating Reactors Branch 3 00/04/07 2pp 


S004240402 Responds to NRC 800414 Itr re QA of diesel generator fuel 
oll.OA program mod unberuay to conform u/Reg Guide i 137 
Revision h 'Tuol Oil Bys for Standby Diesel Oenarators '* 

Requires mods of storage tanks U procurement of equipment. 
DALTROFF. B L Philadelphia Electric Co 80/04/14 4pp 


G004170246 Forwards application for amend of Licenses DPR-44 tt DPR-56 
fs B «nc 1 

DRABLCV/E J Philadelphia CUctMc Co 80/04/15 Ip 


— -8004170252 Application for amend of Licenses DPR-44 6 DPR-*56 changing 
Tech Bpeci re station fire hose hydrostatic tevt pressure U 
flexibility in min shift crow composition Certificate of Svc 
• nc 1. 

DAUERjE 0 I QRAOLCY. E J Phlladalphla Electric Co 80/04/15 

7pp 


— -8004170256 Revised pages to Tech Specs re station fire hose 
hydroetatic test pressure tt flexibility in min shift creu 
composition 

» Philadelphia Electric Co 80/04/15 lOpp 


0004290423 Notifies NRC that util has been informed by OE that Unit 1 
Reload 4 ^ Unit 3 Reload 3 safety analyses were performed 
using 50 millisecond scram circuit delay time Tech Bpec 
specifies delay not to exceed 100 milliseconds 
COaNEY^H 0 Philadelphia Electric Co, 80/04/23 3pp 

^004220549 Responds to NRC 600220 request for info re mgt technical 
res ources 

caOflEViH J. Philadelphia Electric Co BO/04/lt 9pp 


O Inspection reports# IE Bulletins L correspondence 


Q004100211 Responds to IE Bulletin 79-27 re loss of Non-Class IE 
i ristrumentation- Bubmi fcs actions requested responses 
Design mods pending completion of review. 

DALTfiOFFiS L Philadelphia Electric Co 00/02/29 Spp 


8004140064 Forwards response to IE Bulletin 79-OIB re environ 
qual i f icatioh of Class IE equipment Naster list Of 
engineered safety feature sys 6 environ quol i f icatl on 
evidence attached HELB analysis due by SO041O W/o end 
DALTROFF, S L Philadelphia Electric Co 00/03/03 3pp 


0004210079 Forwards Waste Packaging Inap Rept 79-07A on 791212-13 No 
noncomp 1 lance noted 

SMITILO H Region 1# Philadelphia, Fuel Facltlty 6 Materials Bafety 
Branch 80/03/05 2pp 


— 0004210002 Waste Packaging Rept 79-07A on 791212-13 No none omp i i anc a 
noted Major areas inspected shipping paper *< placarding 
requirements, radlat ion level s, removab 1 e contami nation It 
packaging external feature requirements 

POTTER. J P . PERRY# W W . WOODRUFF# R L Region 1# Phi iadol phi a# 
Fuel Facility 8 Materials Safety Branch BO/Ol/lS 7pp 


0004090416 Advises that IE Bulletin 00-05. "Vacuum Condition Resulting 
in Damage to Chemical Vol Control Sys (CVC8J Holdup Tanka#" 
was incorrectly sent for action No response required 
GRIER. B H Region 1. Ph i ladelph la# Office of the Director 
00/03/17 Ip 


8004100261 Responds to IE Bulletin SO-03 No cells replaced in 
engineered safety feature filtration sys.hewevBr charcoal 
adsorber cellsiwin have to be removed to replaced rivlts 
indicated in Item 1 

DALTROFF. S U Philadelphia Electric Co 00/03/10 3pp 


0004160103 Ack receipt of 800220 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapts 50-277/79-29 & 
50-278/79-32 

BRUNNER#E J Region 1# Ph 1 lade Iph ia# Reactor Operations Nuclear 
Support Branch 80/03/21 tp 


—0004160107 Responds to NRC 000200 Itr re violations noted in IE Insp 
Repts SO-277/79-29 fi 50-270/79-32 Corrective actions review 
of provision allowing entry w/o filling out radiation work 
permit will be made ui/revlsions to procedures 
DALTROFF. 8 L Philadelphia Electric Co 00/02/20 3pp 


—0004160109 Fowards IE Insp Repts 50-277/79-29 U 50-270/79-32 on 791101- 
30 it notice of violation 

BRUNNER. E J Region 1. Ph 1 ladelphia, Reactor Operations Nuclear 
Support Branch 00/02/08 2pp 


— 8004160191 Notice of violation from insp on 791101-30 

» Region 1. Ph i lade Ipbi-a# Office of the Director 00/02/06 Ip 


—0004160194 IE Insp Repts SO-277/79-29 <# 50-270/79-32 on 79tl0t-30 
Noncompl lance noted failure to adhere to radiation work 
permit 8t maintain fire U penetration seal barrier 
MCCADE.e C Region I# Ph i lade Iph ia# Reactor Operations Nuclear 
Support Branch OREENMAN. E 0 Region 1# Philadelphia# Office of 
the Director 00/02/06 I3pp 


8004150291 Forwards IE Info Notice 00-12# "Instrument Failure Causes 
Opening of PORV Block Valve " No specific action or 
response necessary 

GRIER# 0 H Region 1. Philadelphia# Office of the Director 
00/03/31 Ip 


8004250065 Updates 800229 response to IE Bulletin 79-27# "Loss of 
Non-Class IE Instrumentation & Control Power Bys Bus During 
Operation " Lists mods being designed to provide redundant 
Instrumenis in control roam 

GALLAGHER# J W Philadelphia Electric Co 00/03/31 llpp 


0004090095 Forwards IE Circular 80-05# "Emergency Diesel Generator 
Lubricating Oil Addition & Dnsite Supply '* No written 
response required 

GRIER, B H Region I# Ph i Iadol phia. Office of the Director 
00/04/01 Ip, 


8004110501 Forwards IE Info Notice 00-13# "GE Type SBH Control Switches 
Defective CAM Followers " No written response required 
GRIER# B H Region 1, Philadelphia. Office of the Director 
00/04/02 Ip 


8004240339 Forwards IE Info Notice 80-14# "8afety Suggestions From 
Employees " No action required 

GRIER, B H Region 1, Phi ladelphia. Office of the Director 
00/04/02 Ip 


6004100263 Forward* IE Circular 80-07# "Problems W/HPCI Turbine Pil 
Sys " No written response required 

GRIER, 8 H Region i# Ph i ladel ph la# Office of the Director 
00/04/03 tp 
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B004I10066 Forwards lE Bulletin 00-07* “BWR Jet Pump A^semblg Failure ” 
Written rejponee required 

GRlERiD H Region 1* Philadelphia, Office of the Director 
80/04/04 Ip 


8004230512 Forwards IE Builetin 79--03A. "Longitudinal Weld Defects ir> 
ASM£ SA-312- Type 304 Stainless Steel Pipe " Action required 
CRIER»B H Region 1* Philadelphia, Office of the Oirector 
80/04/04 ip 


£004180352 Forwards IE Dgiletin BO-08, "Eiam of Containment Liner 
Penetration Welds •’ Written response required 
GRIER. B H Region 1> Ph i ladclp h 1 a, Office of the Director 
80/04/07 Ip 


0004240391 Forwards second response to lE Bulletin 79-OlD re environ 
qual If ication of Class lE equipment 
ALDENrW M Philadelphia Electric Co 60/04/16 Ip 


-'0004240392 Provides second response to IE Bulletin 79-018 re environ 
qualification of Class IE equipment Detailed repts ci>/sgs 
master lists h equipment qualification forms end Repts 
revise It supersede 800303 submittal re licensee actions 
DALTROFF.S L Philadelphia Electric Co 60/04/19 I300pp 


R Periodic opeiatinq reports & related correspondence 


8004070270 Forwards “Thermal Monitoring Rept 70 for Dec 1979 " 
WILLSEV.M B Philadelphia Electric Co 80/03/26 Ip 


—8004070271 "Thermal Monitoring Rept 78 for Dec 1979 “ 
» Philadelphia Electric Co 80/03/26 27pp 


8004170228 Forwards monthlg operating repts for Mar 1900 
COOHEY.M J Philadelphia Electric Co 80/04/10 Ip 


—B004170230 Month Ig operating repts for Mar 1980 

ALDEN.W M Philadelphia EUctrlc Co 80/04/10 9pp 


8004140258 Responds to NRC request at 800326 U 27 meeting for omorgoncg 
plans revised in accordance w/NURE0'0654 North Anna 
emergencg plan will be submitted on D00501 Surry plan uillL 
be submitted on 800602 

HAUM.E A Virginia Electric t Power Co 80/04/06 Ip 


6004300072 Forwards summary of rovlow bg element number for upgraded 
amergencg plan per requirements of NUREO-0654 Plan should 
be reviewed per new elements i revisions provided by 800616 
acHWENCER. A Operating Reactors Dranch 1 80/04/11 lOpp 

8004220311 Forwards fire protection project status summarg for DL 
Amends 53 -b 54 mods 

SYLVIA. B R Virginia Electric b Power Co 80/04/18 2pp 


H Oeneral correspondence 


8004020400 Forwards resumes of persons holding revised tmplDyment 
positions resulting from 800401 mg t reorgani laiion. to assist 
In review of proposed Tech Spec changes Also forwards job 
dascriptions of positions Info withheld (ref Privacy Act) 
STALLINOS.C M Virginia Electric b Power Co 80/03/31 tp 


1 Financial information 


8004010269 Forwards Annual Rept 1979 

BAUM.E A Virginia Electric b Power Co BO/03/27 Ip 


—8004010275 Annual Rept 1979 

* Virginia Electric b Power Co 79/12/31 32pp 


J Insurance b indemnitg information 


6004300436 Confirms 000425 telcon granting extension until 800515 to 
file Info per guarantee requirements set forth in 
Alternative 5 of NRC 770615 Itr re implementation of certain 
provisions of 1975 amends to Price Anderson Act 
VOHNSON. B D Virginia Electric b Power Co 80/04/23 Ip 


S Reportable occurrences. LERs b related correspondence 


8004220432 RQ 3-B0-7/1P on 800221^ during routine insp of plant 
equipment, sei smi c air sup|iig to five containment ventilation 
valves valved out of svc Caused by procedural b operation 
error Investigation continuing Procedural mods considered 
ULLRICHrW T Philadelphia Electric Co 60/02/22 2pp 


P Operating license stage documents b correspondence 


8004150249 Notification of ACR8 Subcommittee on Surry Nuclear Station 
800123 meeting in Wash Ington. DC to continue review of itsani 
generator replacement program 

HOYLE. J C ACRB - Advisory Committee on Reactor Bafeguardt 
79/12/20 3pp 


0004070311 LER 90~O0a/O3L-O on 600303* while performing surveillance 
tflstSi M0~3-10-2SA LPCI on A* loop failed to open b RHff pump 
would not start Caused bg galled Walworth 24-tr>ch gate* 
pressure seal bonnet Valve repaired b leak tested 
COONEY.K J Philadelphia Electric Co 80/04/02 ip 


0004140481 Responds to util 790914 answet to NRC request for info on 
reactor coolant pump supports Info does not resolve concern 
re integrity components made of high strength maraginp 
steel Requests insp af all maraging components 
8CHWENCER.A Operating Reactors Branch 1 80/02/20 Spp 


8004150560 LER 80~006/03L-0 on 600303* w/botb units at full power* one of 
two offsite power sources tripped due to lots of transformer 
cooling fans Exact cause unknown Cooling fans restored* b lown 
fuse replaced b transformer tested 

CODNEVjM j Philadelphia Electric Co 80/04/03 ip 


8004290439 RO 2-S0'8/iP an 80041 7. deve 1 opment of envlrurv spectrums 
associated w/hlgh energy line breaks indicated guillotine 
failure of steam supply piping to HPCl turbine Caused by 
engineering deficiency 

ULLRICH.M T Philadelphia Electric Co 60/04/18 2pp 


0004290443 RG 2-80-B-lP updates info re pressure profile within Unit 3 
valve following guillotine failure of HPCI steam supply 
piping Analysis indicates higher peak pressure than 
originally reported Caused bg engineering error 
ULLRiCHrW T Philadelphia Electric Co 80/04/28 2pp 


8004030102 Forwards "Nuclear Data Link Specs." study of digital 
communication sgs to transmit Info from plants to Dethesda 
Operations Ctr 

EISENHUT.D 0 Divtslun of Operating Reactors 80/03/12 5pp 

— 6004030118 "Nuclear Data Link Specs " 

* Division of Operating Reactors 80/02/21 20pp 

8004080320 Forwards corrected Amend 55 to License DPR-32* saf aty 
evaluation b notice of issuance b avai lab lUty. Date of 
Issuance not affixed to original 

8CHMENCER*A Operating Reactors Branch t 80/03/19 2pp 


—8004000325 Corrected Amend 3S to License DPR-32 requiring next steam 
gonarator tube insps be conducted within 6 months af 
equivalent operation from 791023 

6CKWENCER*A Operating Reactors Branch 1 00/02/03 Spp 


DOCKET 50-280 SURRY POWER STATION* UNIT 1 

Environmental Statements* suppls b correspondence 


—3004080327 Safety evaluation supporting Amend 33 to License DPR-32 
* Qfflco of Nuclear Reactor Regulation 80/02/03 Spp 


6004150429 Comments on DES re steam generator repair Proposed 
recommended action has no effect on transportation sysj 
except in event transport of haiardogs matl ii required, 
COOPER* S Transpor tation. Dept of 00/04/08 Ip 


medical, emergency b fire protection plans 


8004150041 Requests addl info identified in enclosure, for review 
revised contingency plan Requests response within 60 days 
Enel withhold tref 10CFR2 790) ^ 

SCHWENCER, A Operating Reactors Branch 1 80/02/29 


^"^^OPR-32^^ Issuance b availability of Amend 33 to License 

SCHWENCER* A Operating Raactoi s Branch 1 80/02/05, 2pp 


6004230178 Forwards Amends 58 b 57 to Licenses DPR-32 b 0Pfi-*37, 
respectively, sofety evaluation t notice of issuance 
b availabilty 

6GHUENCER, A Operating Reactors Branch 1 80/03/21. 2pp 
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— B004230193 Afnandfl 38 t' 57 to Licenses DPB-32 DPiR^37i res p active 1 g 
changing Tech Specs re canditlon uihich required use of 
temporerg containment t. ventilation sgs for all cutting & 
grinding operations 

SCHWENCER, A Operating Reactors Dranch 1 00/03/21 4pp 


— 0004250204 Safetg avatuatlon supporting Amends 50 tt 57 to Licenses 
DPR-32 It DPR-'37f rospec 1 1 vel g 

* Office of Nuclear Reactor Regulation 00/03/31 2pp 


—0004350313 Notice of issuance t availabiltg of Amends SB 57 to 
Licenses DPR-32 U DPR-37 rospectivelg 

BCMWENCER.A Operating Reactors Branch 1 00/03/31 3pP 


0004010304 Parufards corrections to 000115 ^'Revised Rept on Reanalgsis 
of Safety-Related Piping Sgs " No impact on previous Itrs 
Indicating that analgsis Installation of shou cause mods 
is complete 

SPENCERiW C Virginia Electric «. Pouor Co 00/03/20 Ip 


— 8004040350 Forwards IE Insp Repts 50-200/79-65 f< 50-201/79-05 on 
791136-30 U notice of violation 

LEWIS) R C Region 2/ Atlantai Reactor Construction ^ Engineering 
Support Branch 79/12/31 2pp 


— 0004040359 Notice of violation from insp on 791126-30 

* Region 3< Atlanta) Office of the Director 79/12/27 ip 


— 0004040209 IE Insp Repts 50-2B0/79-'65 t< 50-201/79-05 on 791126-30 
Noncomp 1 lance noted failure to follow surveillance test 
procedure I review rotain instrument calibr procedures 
UPRlGHTtC h Region 3< Atlantai Reactor Operations Nuclear Support 
Branch HOONi B T Region 2i Atlanta* Office of the Director 
79/12/27 7pp 


0004090358 Forwards IE Bulletin 90-03) "Loss of Charcoal From Btd Tgpo 
1 1) Two-Inch. Trag Adsorber Cells " Action required 

O'REILLY. J P Region 3, Atlanta. Office of the Director 00/03/06 
3pp 


— 0004010307 Carrections to "Revised Ropb on Reanal^sis of Baf etg-Rolatod 
Piping 9gs " 

# Virginia Electric ^ Power Co 00/01/31 Bpp 


6004030126 Forwards corrected pages to revisod. "Rcanalgsls of Safety- 
Related Piping Sys " 

SPENCER) W C Virginia Electric Power Co 80/03/20 Ip 


— 8004030128 "Roanalysis of 8 af etg-Re latod Piping Sgs. " corrected pages 
« Stone S< Webster EnQineorlng Corp 00/03/38 Bpp 


8004010231 Application for amend to DPR-32 8 c DPR-37 Enel proposed Tech 
Spec Change 64 reflects changes to Section 6 Ot 
administrative controls.re organization of nuclear 
operations 8 < maint dept 8 ( nuclear technical sves dept 
STALLINGS. C M Virginia Electric t) Power Co BO/03/31 3pp 


8004090366 Forwards IE Insp Repts 50-200/90-02 Si 50-281/80-04 on 
000129-0301 No noncomp 1 lanco noted 

DRYANTiJ C Region 2 * Atlanta. Reactor Construction & Engineorlng 
Support Branch 80/02/21 2 pp 


—8004070374 IE Insp Repts 50-2BO/B0-O2 8 ) 50-281/80-04 on 800129-0201 No 
noncomp 1 tance noted Major areas inspected previous insp 
f ind ings) const testing, review of quality records, primary 84 
secondary hydrostatic test V const status 

HUNTiN D Regtnn 3. Atlanta. Reactor Construction 8 ( Engineering 
Support Branch, WILCOX, J 0 Region 3. Atlanta. Office of the 
Director 00/03/30 4pp 


6004010401 Responds to IE Bulletin 79-17. Revision 1. "Pipe Cracks in 
Stagnant Berated Water Sgs at PWR Plants " No adverse plant 
conditions re intergranular stress corrosion cracking were 
detected No mods to plant or operating procedures planned 
8TALLIN0S, C M Virginia Electric 8 ) Power Co 00/02/27 2pp 


— 8004010236 Proposed Tech Spec Change 04 reflecfcino changes to Section 
6 0 ) admlnl strative controls.ro organization of nuclear 
operations L maint dept 81 nuclear technical svea dept 
» Virginia Electric 8 t Power Co 00/03/31 lOpp 


0004240408 Forwards IE Insp Repts 50-300/00-03 8 ( SO-231/QO-05 on 
000213-15 No nonComp 1 lance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/03/03 2pp 


B004030334 Forwards addl info re implementation of TMI-2 Lessons 
Learned Task Force short-term Category A requirements. based 
on NRC onsite review 

SYLVIA) B R Virginia Electric 8 - Power Co 80/04/01 78pp 


6004210010 Forwards request for addl info re bypass 8 t reset of 
engineered safety features for review of containment purging 
8 ( venting Commitment re performance of containment venting 
operations meets 791022 position 

BGHWENCERi A Operating Reactors Branch 1 60/04/03 4pp 


0004140246 tnforais NRC that ERL-Narragansett declines to review 
Nar 1900 0E6 Task is outside area of expertise 
PRAOERi J C Environmental Protection Agency 00/04/00 Ip 


0004220318 Discusses options for disposal of reactor coolant pipe from 
Unit 1 steam generator replacement Preferred option Is 
onsite storage 

8 YLVIA)B R Virginia Electric 81 Power Co 80/04/18 2pp 


0004300472 Forwards info re implementation of THI short-term Category 
A Lessons Learned Requirements Remaining Info will be 
forwarded at later date, 

SYLVIA) D R Virginia Electric 8< Power Co 80/04/20 4pp 


—0004240413 IE Insp Repts 50-200/00-03 h 50-201/80-03 on 000213-15 No 
noncomp 1 lance noted Major area inspected surveillance 
testing program 

UPRIOHTrC N Region 2, Atlanta) Reactor Operations Nuclear Support 
□ranch MES91TT.B R Region 2/ Atlanta. Office of the Director 
80/02/20 4pp 


0004080270 Submits interim response to IE Bulletin 79-27. "Loss of 
Non-Class l£ Instrumentation 84 Control Power Sys Bus During 
Operation " Operator can be alerted to loss of power by 
combination of alarms or Indications from equipment 
STALLINGS. C M Virginia Electric 8 t Power Co 80/03/07 4pp 


0004020027 Requests extentlon until end of May to respond to IE 
Bulletin 79-14 Two long-term items re sv*. water sys outside 
containment will require addl analysis 

FER0U8ON) J H Virginia Electric 8. Power Co 00/03/10 2pp 


0OO4OBO3S6 Submits response te IE Bulletin 77-Oin re environ 
qualification of Class lE equipment Requested Master list 
will be ready by 800415 Equipment tost repts In progress 
Review of facility sve conditions ready by 000905 
BTALLINGS.C h Virginia Electric 8; Power Co 00/03/10 3pp 


Q Inspection raportst IE Bulletins 8v correspondence 


8004170079 Forwards response to IE Bulletin 79-17) Item l)ro cracking in 
stagnant borated water sys Review Identified sys which 
potentially contain stagnant oxygenated borated water 
BTALLIN08)C M Virginia Electric 8< Power Co 79/00/30 2Spp 


0004040232 Ac k receipt of 000125 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts SO-200/79-65 8« 
50-281/79-83 

LENTBr R G Region 2. Atlanta) Reactor Operations Nuclear Support 
Branch 80/02/05 ip 


—0004040242 Responds to NRC 791231 Itr re violations noted In IE Insp 
Repts 50-200/79-65 U 50-201/79-05 Corrective actions 
periodic test steps are now signed in ink U reviewed by 
supervisor Correct review procedures were stressed 
STALLINGS) G H Virginia Electric 8< Power Co 80/01/25 3pp 


0004150164 Forwards response to IE Bulletin 80-03 re charcoal adsorber 
cells North Anna charcoal adsorber cells in use do not have 
potential for loss of charcoal No evidence of degraded 
cells has been noted during recharging at Surry 
STALLINGS) C M Virginia Electric t Power Co 00/03/21 7pp 


8004240509 Responds to IE Bulletin 79-17. Revision li "Pipe Cracks in 
Stagnant Borated Water 0ys at PWR Plants " No adverse plant 
conditions re intergranular stress corrosion cracking were 
detected during required evaluations 

STALLINOa.C M Virginia Electric tt Power Co 00/03/27 2pp 


8004150540 Forwards IE Info Notice 00-13, "Instrument Failure Causes 
Opening of PORV h Block Valve " No specific action or 
response necessary 

Q'REILLY. J P Region 3. Atlanta) Office of the Director 00/03/31 
2pp 


8004080652 Forwards IE Circular 00-05; "Emergency Diesel Generator 
Lubricating Oil Addition Ik Onsite Supply " No written 
response required 

□ 'REILLY. J P Region 3. Atlanta) Office of the Director 80/04/01 

2pp 
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B004150105 Forwards IE Info Notice BO-13, "OE SBM Control Suiltchos 

Dafective CAM Follouiers " No specific acilon or roipon&e 
required 

O'REILUT, J P Region 2, Atlanta, Office of the Director GD/04/02 
2pp 


Q004240264 Forward* IE Info Notice 30-14, “Safety Bujgostlan* From 
Enployees " No action required 

O'i^EILLV. J P Region 2. Atlanta, Office of the Director BO/04/02 

2pp 


a004ll033Q Not* f i cation of B004l5~17 meeting ui/ufcil in Surry, VA to 
discuss intervice insp & pump & valve testing 
NEIDHBOPS, D Operating Reactors Branch 1 B0/04/D3 2pp 


0004160299 Foruardi IE Circular BO-07, “ProblEms W/HFCI Turbine Oil 
Sys NO uritten response required 

O'RElLLVrJ P Region 2, Atlanta, Office of the Director 80/04/03 

2pp 


6004230108 Forwards IE Bulletin 79-03A "Long itu-d inal Held Defects in 
ASME 9A-312,Type 304 Stainless Steel Ripe “ Action required 
O^REILLVi J R Region 2, Atlanta, Office of the Director 90/04/04 
tp 


S00'425003£> Responds to B00326 Itr re status of in<p on low pressure 
turbines NRC issued draft EIS re proposed repair Final EIS 
uill be issued soon after required comment period ends on 
B00305 

DENTON, H R Office of Nuclear Reactor Regulation 60/04/04 3pp 


-“8004230041 Advises that turbine insp originally scheduled for Nag, is 
nou underway due to vibrations eiperieneed prior to 
shutdown Completion expected by 300310 Requests that 
preparation of EI8 not interfere u/generator replacewenfc 
FERGUSON, J H Uirglnia Electric 8, Power Co BO/OS/36 Ip 


8004110476 Responds to NRC B00314 Itr re violations noted In IE Insp 
Repts 30-280/80-01 & &0-2ei/BD''03 Corrective actions 
pertortnel instructed to utilize only manuf ac turer 
recommended replacement parts proper gastcts 
SYLVIA, 8 R Virginia Electric 8. Power Co 60/04/07 Ip 


8004180401 Furwards iE Bulletin 60-06, "Exam of Containment Liner 
Penetration Nelds ” Written response required 

□'REILLYf J R Region 2, Atlanta, Office of the Director 00/04/07 

2pp 


8004180239 Forwards results of steam generator insp & preventive 
plugging program Approj 23 IX tubes plugged Existing 
analysis by Amend 33 to License DFR“32 applicable Approval 
will be requested to allow addl six tno-nths power operation 
8VLV1A,0 R Virginia Electric ^ Power Co 60/04/15 I5pp 


9004290334 Responds to IE Dulletln 79-13, Revi s Ion 2, ’’Cracking in 
Feedwater Piping 8ys “ No nonconformances identified In 
visual eiam of feedwater pipe supports VJelds will be 
inspected during refueling outage Supersedes 600409 Itr 
SYLVIA. S R Virginia Electric fc Power Co 80/04/24 2pp 


R Periodic operating reports L related correspondence 


8004170241 Forwards monthly operating repts for Mar 1930 
SYLVIA, R B Virginia Electric St Power Co 80/04/14 Ip 


— 8004170244 Monthly operating repts fop Mar 1960 

CQSTELLOj O J Virginia Electric 6 Power Co 80/04/02 42pp 


S Reportable occurrences, LERs related correspondence 


a0040302it Forwards LER 80-01 9/03 L-0 

STALL1N08,C.M Virginia Electric & Rower Co 80/03/26 Ip 


04030270 LER 80-019/03L-0 on 800304, during evaluation of vols of 
ontaminated drain tanks for Increasing tankage 
va 1 1 ability I error wae discovered In v«l* being used Caused 
i| level indication during plant const 

TEWART, W U Virginia Electric te Power Co 00/03/26 2pp 


>00474 Forwards LERs 80-014/01T-0 it aO-002/01T-0 
aPN.J W Virginia Electric & Power Co 60/04/02 Ip 


I40B04B2 LER 0O-OO2/O1T-O on 800380, insp of containment following 
ype A leak rate revealed eight 1/4 Inch holder* drilled 
hrough containment liner Caused by improper intarpr efcatl on 
f procedure during Design Change 78-48 Repair alanned 
IL80N, J L Virginia Electric St Power Cp 80/04/02 2pp 


— 60040B0466 LER 80<-014/01T-0 on 600320, informed by Uostlnghouse that 
incident of stress corrosion cracking in control rod support 
pins & flexures noted in foreign plant Vendor testing ^ 
assessment program in progress Appropriate action planned 
NILBBN, J L Virginia Electric & Power Co 00/04/02 2pp 


8004230371 RO while conducting PT 23 12, pump 1-FP-P2 in fire protection 
sg« failed to meet acceptance criteria of 230 ft at 2500 
gallons per minute Cause not determined Vendor will 
participate in insp Local fire depts will supply assistance 
SYLVIA, B R Virginia Electric it Power Co 60/04/22 Ip 


8004380612 Forwards LERs 60-021 /03L-0 it 00-022 /03L-0 

NIL6QN, J L Virginia Electric t. Power Co 60/04/24 Ip 


— Q004280616 LER 0O-O21/OaL“O on 800327. during performance of l-PT-39a-i, 
fnubbor 1 •*WAPD-HSS-14e discovered w/low fluid level in 
reservoir Caused by fluid leaking out through reservoir to 
block tube fitting Snubber declared inoperable 
giLSON, J L Virginia Electric it Power Co BO/04/24 2pp 


—8004200626 LER 80-022/03L-0 on 800327, during performance of 1-PT-39B-1, 
snubbers 1-RC-H5S-116 l« l-RC-HSS-117 discovered installed 
70 degrees out of position Caused by corrective work 
performed per IE Bulletin 79-14 

WILSON, J L Virginia Electric it Power Co 00/04/24 2pp 


DOCKET 50-2B1 SURRY POWER STATION. UNIT 2 


0 NRC Draft/Finai Environmental Statements, supplt it correspondence 


6004130429 Comments on DEB re steam generator repair Proposed 
recommended action has no effect on transportation sgs, 
except in event transport of haiardous matl is required 
COOPER, 9 Transportation, Dept of 80/04/08 Ip 


F Security, medical, emergency 6 fire protection plans 


8004150041 Requests addl Info Idantified in enc loture, for review of 
revised contingency plan Requests response within 60 days 
End withheld (ref 10GPR2 790} 

SCHWENCER.A Operating Reactors Branch 1 80/02/29 2pp 


6004140250 Responds to NRC request at 800326 & 87 meeting for emergency 
plans revised in accordance w/NUREO-0634 North Anna 
emergency plan will be submitted on QOOSOi Surry plan will 
b« submitted on 800602 

DAUMi E A Virginia Electric It Power Co 80/04/00 Ip 


0004300072 Forwards summary of review by element numbar for upgraded 
emergency plan per requirements of NURE0~0654. Plan should 
be reviewed per new elements & revisions provided by 800616 
SCKIfENCERrA Operating Reactors Branch 1 60/04/11. lOpp 


0004220311 Forwards fire protection project status summary for OL 
Amends 33 & S4 mods 

SYLVIA, 0 n Virginia Electric it Power Co BO/04/1Q 2pp 


0 Adjudicatory correspondence 


6004070036 Forwards order lifting suspension of facility operation 
required by 790313 order to show cause 

DENT(]M,ir R Office of Nucledf Reactor Regulation 00/03/86 2pp. 


*8004070063 Order lifting suspension of facility operation required by 
790313 order to show cause, effective immediately All mod* 
to correct piping sys overstress shall be cotnplitid prior to 
startup 

CA0E,E 0 Office of Nuclear Reactor Regulation 00/03/26 3pp. 


— BOO'4070066 Safety evaluation stating that conditions of 790313 order to 
shaW cause have been met 

* Office of Nuclear Reactor Regulation BO/03/81 7pp. 


H Oeneral correspondence 


B00402D400 Forwards resumes of person* holding r*vi*ed employment 
positions resulting from 600401 mgt reorgani lation, to atsist 
In review of proposed Tech Spec change* Also forwards job 
descriptions of positions Info withheld (ref Privacy Act) 
STALLINGS. C « Virginia Electric S, Power Co. 80/03/31 Ip 


I. Financial information 


800401026? Forwards Annual Rept 197? 

&AUH, E A Virginia Electric Rower Co BO/03/87 Ip 
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—8004010278 Annual Ropt 1979 

» Virginia Electric & Power Co 79/12/31 32pp 


J; Insurance & Indemnity information 


8004300436 Confirms 800428 telcon granting extension until 000315 to 
file info pdr guarantee renulremont* set forth in 
Alternative S of NRC 770615 Itr re implementation of certain 
provisions of 1973 amends to Price Anderson Act 
JOHNSONiB D Virginia Electric & Power Co 80/04/85 Ip 


P Operating license stage documents h correspondence 


B0041S0249 Notification of ACR8 Subcommittee on Surry Nuclear Station 
800123 meeting In Wash ing ton* DC to continue review of steam 
generator replacement program 

HOYLE; J C ACRS - Advisory Committeo on Reactor Safeguards 
79/ia/aO 3pp 


8004140481 Responds to util 790914 answer to NRG rec^uest for Info on 
reactor coolant pump supports Info does not resolve concern 
re Integrity components made of high strength maraglng 
steel Requests Insp of all maraglng components 
8CHWENCER;A Operating Reactors Branch 1 80/02/88 2pp 


8004030102 Forwards “Nuclear Data Link Specs;*' study of digital 
communication sys to transmit info from plants to Bethosda 
Operations Ctr 

ElSENHUr.D 0 Division of Operating Reactors 80/03/12 5pp 


-•'0004030118 “Nuclear Data Link Specs ’* 

e Division of Operating Reactors 80/02/21 28pp 


8004290178 Forwards Amends 98 & 97 to Licenses DPR-32 it DPR-37; 
respectively ; safety evaluation it notice of issuance 
it avallabi Ity 

StHWENCERiA Operating Reactors Branch 1 00/03/21 2pp 


—8004290193 Amends 98 it 97 to Licenses DPR-32 it DPR-37j respectively 
changing Tech 8pocs re condition which required use of 
temporary containment it ventilation sys for all cutting it 
grinding operations, 

BCHWENCERrA Operating Reactors Branch 1 80/03/21 4pp 


— B0042S0204 Safety evaluation support! ng" Amends 90 it 97 to Licenses 
DPR-32 Si DPR-37. respectively 

e Office of Nuclear Reactor Regulation 80/03/21 2pp 


—0004290212 Notice of isiuanee St aval labl Ity of Amends 38 Si 97 to 
Licenses DPR''32 St DPR-37 respectively 

BCHWENCERiA Operating Reactors Branch 1 80/03/21 2pp. 


8004010231 Application for amend to DPR-32 St DPn-37 Enel proposed Tech 
Spec Change 84 reflects changes to Section 6 Or 
administrative controlsrre organtxation of nuclear 
operations Si maint dept Si nuclear teclintcal sves dapt 
STALLlNOBi C. M. Virginia Electric Si Power Co. 00/03/31 3pp 


0004220318 Discusses options for disposal of reactor coolant pipe from 
Unit i steam genorator replacement Preferred option is 
onsite storage 

SYLVIA. B R Virginia Electric it Power Co 00/04/18 2pp 


8004300472 Forwards info re implementation of TMl short-term Category 
A Lessons Learned Re-qu i rements Remaining info will be 
forwarded at later date 

8VLVIA; B R Virginia Electric 8i Power Co 80/04/28 4pp 


Q Inspection reports. IE Bulletins & correspondence 


8004170079 Forwards response to IE Bulletin 79- 17. Item trre cracking in 
stagnant borated water sys Review identified sys which 
potentially contain stagnant oxygenated borated water 
STALLINGS. C M Virginia Electric U Power Co 79/08/30 22pp 


7909200009 Responds to IE Bulletin 79-i3. "Cracking in Feedwater 
Piping 8y* " Unit 2 weld insps are approx 25X complete 
8TEWART.W L Virginia Electric it Power Co 79/09/09 Ip 


8004040232 Ack receipt of 000125 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-280/79-69 2< 
30-281/79-85 

LEWIS/R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/02/05 Ip 


—0004040242 Responds to NRC 791231 Itr re violations noted in IE Insp 
Repts 50-280/79-65 8i 50-201/79-05 Corrective actions 
periodic test steps are now signed in ink tc reviewed by 
supervisor Correct review procedures were stressed 
BTALLINOS.C M Virginia Electric it Power Co 80/01/25 3pp 


”0004040290 Forward* IE Insp Repts 90-280/79-69 h 50-201/79-05 on 
791126-30 Si notice of violation 

LENIS.R C Region 2. Atlanta. Reactor Construction ii Engineering 
Support Branch, 79/12/31 2pp 


— 8004040299 Notice of violation from insp on 791126-30 

e Region 2. Atlanta. Office of the Director 79/12/27 Ip 


—8004040289 IE Insp Repts 50-200/79-65 it 50-201/79-85 on 791126-30 
Noncomp 1 lance noted failure to follow surveillance test 
procedure Si review Si retain instrument calibr procedures 
UPRIGHT. C M Region 2. Atlanta. Reactor Operation* Nuclear Support 
Branch HODN. B T Region 2. Atlanta. Office of the Director 
79/12/27 7pp 


8004090398 Forwards IE Sulletln 00-03. “Loss of Charcoal From 8td Type 
1 1. Tuo-'Inchi Tray Adsorber Cells " Action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/02/06 

2pp 


8004090366 Forwards IE Insp Repts 90-280/00-02 «« 50-201/80-04 on 
800129''0201 No noncomp 1 i ance noted 

BRYANT. J C Region 2. Atlanta. Reactor Construction Si Engineering 


— 0004010236 Proposed Tech Spec Change 84 reflecting changes to Section 
6 Or administrative controls. re organixatlon of nuclear 
Operations S< maint dept Si nuclear technical sves dept 
* Virginia Electric Si Power Co 00/03/31 iSpp 


0004030234 Forwards addl info re implementation of TMI-2 Lessons 
Learned Task Force short-term Category A requirements. based 
on NRC onsite review, 

BYLViArB.R Virginia Electric Si Power Co 80/04/01. 7Bpp, 


0004210010 Forwards request for addl info re bypass l< reist of 
engineered safety features for review of containment purging 
it venting. Commi tment re performance of containment venting 
pperations meets 791022 position. 

SCHHENCER.A, Operating Reactors Branch t BO/04/02 4pp, 


0004140219 Forwards “Rept on Reanalypls of Safety-Related Piping Sys." 
Revision 1 re 800222 request for startup of facility. 

Incorporates 800321 commitment to complete installation of 
mods re order to show cause prior to startup, 

SPENCER. U c Virginia Electric Si Power Co. 80/04/11, Ip, 


— 0004140224 “Rept on Reanalysii of 8af aty-Related Piping Sys. “ Revision 
1 

e Ebasco Servlets. Inc* (subs, of Enserch Corp. ) BO/04/il. 

Q4pp 



DOCKETED FTEtWS 


B0040B035A Subfulti r»«po>n3« to IE Qulletin 79-0-lB r« environ 
quel if Icfttt on of Cl«si IE equipment Requetted Hester list 
will b« ready bg 800415 Equipment test repfcs in progress 
Revieuj of facility svc conditions ready by 600709 
STALLiHGBiC H Virginia Electric Power Co 80/03/18 3pp 


B004I50>64 Forward* rasponse to IE Q0~03 re charcoal adsorber 

cells North Anna charcoal adsorber cells in use do not have 
potential far loss of charcoal No evidence of degraded 
cells has been noted during recharging at Burrg 
STALLINGS. C H Virginia Electric & Power Co 8a/03/2l 7pp 


90D4S40509 Responds to IE Qalletln 79*‘17i Revi sion li “Pipe Cracks in 
Stagnant llorated i^ater Sgs at PUR Plants." No adverse plant 
condition* re inter granular stress corrosion cracking Lrere 
ditccted during required evaluations 

STALLINGS. C H Virginia Electric & Power Co 80/03/27 Spp 


0004150540' Forwards JE Info Notice 60'~i2< “Instrument Failure Causes 
■Opening of PORV 4< Block Valve “ No specific action or 
response necessary 

0'flEILC.Y.Jl P Region 2. Atlanta. Office of the Director 80/03/31 
2PP 


0004030692 Forward* IE Circular QO-OS, “Envergency Diesel Generator 
Lubricating Oil Addition & Onsite Supply ” No urilten 
response required 

O^RElLLY. J P Region 2, Atlanta* Office of the Director eO/04/Oi 

2pp 


0004130109 Forwards IE Info Notice 80-13. "OE Type 80M Control Euitches 
Defective CAM Followers " No specific action or response 
requ Ired 

O'REILLYiJ P Region 2. Atlanta. Office of the Director 00/04/09 
Spp 


G0042402B4 Forwards IE Info Notice 80-14. "Safety Suggestions From 
Employees " No action required 

a 'REILLY. J P Region 2. Atlanta. Office of the Director 80/04/03 

2pp 


aOO41lD330 Notification of 800415-17 meeting w/util in Surry. VA to 
discuss inservicfl Insp k pump valve testing 
NEIGHBORS. D Operating Reactors Branch 1 80/04/03 Spp 


6004180297 Forward* IE Circular 80-07. "Problem* W/HPCI Turbine Oil 
Sys *' No written response required. 

O'REILLY. J P Region 2. Atlanta. Office af the Director 60/04/03 

2pp 


6004330108 Farwards l-E Bulletin 77-03A “Long 1 tudina 1 Ueld Defects in 
ABHE fiA-3IS. Ty pe 304 Stainless Steel Pipe " Action required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 60/04/04. 
Ip 


8004110476 Responds to NRC 600314 Itr r« violations noted in IE Insp 
flept* SO'-SflO/BO-Ol ii S0”28J/ 80-03 Corrective action* 
perspnnsl Instructed to utiHre only manufacturer 
recommended replacement parts U proper gaskets 
SYLVIA. 0 R Virginia Electric i Power Co 60/04/07 Ip, 


8004100401 Forwards IG Bulletin 00-08. "Gsam of Containment Liner 
Penetration Melds " Written response required 

O'REILLY. J.P Region 3. Atlanta. Office of the Director 60/04/07, 
Bpp 


8004S90334 Responds to IE Bulletin 79-13. Revl s ion S* "Cracking in 
Feedii/eter Piping Syi " No nonconf orma-nc ea identified In 
visual exam of feedwater pipe supports Melds wilt be 
inspBCteJ during refueling outage Supersede* 800406 Itr 
SYLVIA. B R Virginia Electric L Power Co 60/04/24 2pp 


Periodic operating reports -k related corresponifence 


04170241 Forward* monthly operating repts for Her 1960 
SYLViAiR. B Virginia Electric L Power Co 60/04/14 Ip 


— 0004170244 Monthl'y operating repts for Har 1900. 

COSTELLO. O J Virginia Electric L Power Co 80/04/02 42pp 


^ ice 


c.iectric it Power Co 60/04/03 Ip. 


— 0OO4OBO492 LER 00-002/011-0 on 000320. in*p of containment following 
Type A leak rate revealed eight 1/4 inch holders drilled 
through containment liner Caused by improper Interpretation 
of procedure during Design Change 78-46 Repair planned 
UIL8DN. JL Virginia Electric 8< Power Co 80/04/02 2pp 


9004290371 RD while conducting PT 29 12. pump i-FP-P2 In fire protection 
sys failed to meet acceptance criteria of 250 ft at 2900 
gallons per minute Cause not determined Vendor will 
participate In insp Local fire dept* will supply assistance 
SYLVIA, D R Virginia Electric U Power Co 80/04/22 Ip 


DOCKET 50-282 PRAIRIE I BLAND NUCLEAR STATION. UNIT 1 


F Security, medical, emergency 8. fire protection plans 


6004080225 Bubmlts revised schedule for Implementing fire protection 
mods 

MAYER* L 0 Northern States Power Co 00/03/31 2pp 


6004170096 Forwards "Evacuation Time Ettimates. “ from areas near 
nuclear generating plant. In response to NRC 791129 requsst 
MAYER. L Q Northern States Power Co 80/04/10 Ip 


— 6004170059 "Evacuation Time Estimate* " 

a Northern Btate* Power Co 60/04/30 iSpp 


0 Adjudicatory correspondence 


SOO-423OO0B Request for hearing and petition to intervene re spent fuel 
pool mod License emend should not be issued until State of 
MN administrative proceedings are completed re licensee 
application for certificate of need tt environ evaluation 
BENECHAL.H E , 0L8ON. J F Minnesota. State of 80/03/31 Spp 


8004230100 Notice of appearance in proceeding 

8ENECMAL.M G . OLSON. J F Minnesota. State of 60/03/31 2pp 


K Oaneral correspondence 


8004260037 Discusses NRC intervenor funding in response to 800309 Itr. 
Commission decidtd not to initiate program to provide 
funding In 1976 Intervenor funding is being studied again ti 
funds for pilot program have been requested for FY81 
CHR18TENBVRY.E Hearings Division 60/04/00 ip 


— 0004280043 Requests Info on availability of qovt financial aid for 
tntervenors in facility spent fuel storage license amend 
proceeding 

FIELD8ETH. H Affiliation Unknown. 80/03/09 ip 


P, Operating license stage documents & correspondence 


8004110920 Forwards FR notice of proposed issuance of amend to Licenses 
DPR''42 & OPR-60 re spent fuel storage capacity 
SCMKENCGRiA. Operating Reactors Branch 1, 60/02/28 2pp 


— 8004110524 Natlce of proposed Issuance of amend to Licenses DPR-42 L 
DPR-60 re spent fuel storage capacity 

aCKMENCER.A Operating Reactors Branch 1 80/02/26 4pp 


6004020070 Forwards Amends 41 S. 35 to License* OPR-42 Ic DPR-60 j 
respectively !< notice of Issuance it availability , 
6CHMENCGR.A, Operating Reactors Branch i 60/02/29 4pp 


—8004020073 Amend 41 to License DPR-42 revising App B Tech Bpcct by 
changing requirement re blowdown flow over iSO cfs to annual 
If fish impingement sampling frequency to once every two 
wks 

GCHMENCERrA Operating Reactors Branch 1 60/02/29 2pp 


— 8004020075 Amend 35 to License DPR-60 changing App D Tech Specs by 
revising requested requirement re blowdown flow over 150 cfs 
t« annual 8* fish impingement sampling frequency to once 
every two whs Tech Spec replacement pages end, 

8CHMENCER. A Operating Reactors Branch 1 60/02/29 Bpp 


— 0004020079 Notice of issuance & availability of Amends 41 1. 39 to 
Llcens# DPR-‘42 It DPfi-60. respectively. 

6CHMENCER.A Operating Reactor* Branch 1 60/02/29 2pp. 


6004030102 Forwards "Nuclear Data Link Specs. “ study of digital 
communicetlon lys to transmit info from plants to Bathesda 
Operations Ctr, 

EISENHUT. D 0. Division of Operating Reactors 80/03/12 Spp. 
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— 6004030119 ^'Nuclear Data Link Specs " 

* Division of Operating Reactors 30/02/21 2epp 


0004070378 Foriiiards operating Inatructiona V characteristics of NRC 
health phgsica telephone natuork Purpose of nciiiiork is 
transcnl ssion of health physics info during incident or 
abnormal occurrence at faciJity 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/03/17 
Gpp 


B0041001B3 Requests controlled set of P£<IDs for each plant Submittal 
should be foruardod to attention of Region 3 incident 
response ctr uithln 20 days 

KEPPLERiJ 0 Region 3« Chicago, Office of the Director BO/03/SO 

Ip 


0004100486 Summary of 000221 tolcon w/util re status of NU8E0-0578 
Implementation Items requiring addl clarification subcooling 
meter t* backup procedures used to deberinine subcoaling & 
use of CRTs not having seismic qual if 1 cat ions 
0R0TENHUI8.M Operating Reactors Oranch 1 00/03/21 9pp 


B004140079 Summary of 800331 meeting u/utll in Rethesda. MO re fuel pool 
expansion proposed by util on 000131 Addl Info re unrasplved 
questions will be transmitted by util end list of 
attendees 

OROTEKHUIB, M Opeiating Reactors Branch 1 80/03/21 3pp 


6004210023 Advises that 781122 application to amend Licenses DPR-42 
S4 DPR-60 is pro forma ii administrative in nature, p lac ing 
Unit i in Class II fee category Refund for Class III 
overpayment will be processed 

MILLER, W 0 License Fee Management Branch 80/04/03 Ip 


600419033? Forwards addl info re Implementation of short^'torm Lessons 
Learned Task Force recommendations 

MAYERfL 0 Northern Qtates Power Co 80/04/11 17pp 


B004i80464 Forwards proprietary Si nonproprietary versions of 
"Structural Analysis of RC8 for Postulated LOCA, “ 
preliminary Issue Applications for withholding end 
Proprietary version withheld <ref 10CFR2 790) 

ANDERSON, T M l^estinghousa Electric Corp 80/04/li llpp 


—8004100475 Nonpropr lotary version of "Structural Analysis of RCB for 
Postulated LOCA, " prolimlnarij issue 

» Westinghouse Electric Corp , Nuclear Energy Systems 80/02/29 
lOOpp 


6004100341 Forwards Offsite Dose Calculation Manual , Revl elon 1 
MAYER, L 0 Northern States Power Co 00/04/15 Ip 


—6004100342 Offsite Dose Calculation Manua 1 , Revision I 
* Northern States Power Co 80/04/30 I90pp 


0004280547 Requests NRC review of proposed implementation of short-term 
Lessons Learned Task Force rocommondatlons re Item 2166, 

"Plant Shielding Revlewr " Item 2 1 7, "Reactor Vessel Head 
Vent," Item 2 2 26, "Onsite Technical Support Ctr " 

MAYER, L 0 Northern States Power Co 00/04/29 Ip 


Q Inspection roports, IE Bulletins correspondence 


0004100269 Forwards IE Insp Ropts 90-202/80-01 50-306/QO-01 on 

000102-31 & notice of violation 

HEI8HMAN, R F Roglon 3, Chicago, Roactor Operations Nuclear Support 
Branch 80/03/03 2pp 


— 8004100283 Notice of violation from insp on 000102-31 

* Region 3, Chicago, Office of the Director 80/02/22 2pp 


— 8004100290 IE Insp Repts 50-202/00-01 ft, 80-306/80-01 on 800102-31 
NoncompHance noted containment spray additive tank 
Isolated from containment spray sys & failure to follow 
operating procedure. 

FEIERABEND, C. D , BOYD, D C Region 3, Chicago. Office of the 
Director 00/02/22 9pp 


8004070058 Responds to IE Bulletin 79-17, Revl s ion 1, "Pipe Cracks In 
Stagnant Derated Water Sys at PWR Plants Required visual 
Insp completed on Unit 1 in Feb 1900 No corrective actions 

nscassary. 

OlLBERTSi D E Northern States Power Co 80/03/07 Ip 


8004070210 Responds io lE Bulletin 79-27 outlining conclusions from 
investigation of Instrument buses Design change Initiated to 
replace instrument invertors w/lnverters capable of 
automatic transfer to alternate ac 

GILBERTS, D E Northern States Power Co 00/03/07 2pp 


8004100143 Forwards IE Info Notice 00-08, "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 00/03/07 
Ip 


8004040456 Responds to IE Bulletin 79-OlB, "Environ Qua 1 1 f i ca t i on °f 
Class IE Equipment " Delay until 600314 approved by J Hughes 
in 800229 telcon Evaluates compnnents & sys qualification 
for expected operational conditions 

GILBERTS, D E Northern States Power Co 00/03/13 4pp 


0004100067 Ack receipt of 000229 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-282/79-32 t< 
SO-306/79-26 

DAVIS, A 0 Region 3, Chicago, Fuel Facility & Materials Safety 
Branch 80/03/20 Ip 


— 8004100070 Responds to NRC 800207 Itr re violations npted in IE Insp 
Ropts 50-2Q2/79-32 !, 50-306/79-26 Discusses collection of 
Xe-133 gas samples w/loui level gas headers 
OILDERTS, D E Northern States Power Co 80/02/29 2pp 


8004160013 Responds to lE Bulletin 80-03 re loss of charcoal from std 
adsorber colls Visual insp of charcoal filters installed 
revealed no degradation or sagging Detailed visual insp of 
each filter performed annually 

GILBERTS, D E Northern States Power Co 00/03/24 2pp 


8004190104 Forwards IE Info Notice 00-12, "Instrument Failure Causes 
Opening of PORV & Block Valve " No specific action or 
response necessary 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/03/31 

tp 


0004080719 Forwards IE Circular 80-05, "Emergency Diesel Generator 
Lubricating Oil Addition 4- Onsite Supply " No written 
response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/01 

Ip 


8004150052 Forwards IE Info Notice 00-13, "OH Type SDM Control Switchee 
Defective CAM Followers " No specific action or response 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/02 
IP 


6004180059 Forwards attachments to IE Circular 00-03, "Protection From 
Toxic Gas Hazards," inadvertently omitted from 000306 
transmittal 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/02 
Ip 


0004220148 Forwards IE Info Notice 00-14, "Safety Suggestions From 
Employees " No action required 

KEPPLCRrJ 0 Region 3, Chicago, Office of the Director 00/04/02 
Ip 


800422037Q Forwards IE Circular 80-07, "Problems W/HPCI Turbine Oil 
Sys " No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of tho Director 80/04/03 

Ip 


0004230297 Forwards IE Bulletin 79-03A, "Longitudinal NoU Defects in 
ASKE 8A-31S, Type 304 Stainless Steel Pipe '* Action required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/07 
Ip 


0004220047 Forwards IE Bulletin 00-00, "Exam of Containment Linor 
Penetration Welds " Written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director, 00/04/09 
IP 


0OO423O4BO Forwards Revision 4 to "A8ME Code XI Inservlce Insp & 
Testing Program ^ Info Roquirod for NRG Review of Requests 
for Relief from ASHE Code Section XI Requirements " 

MAYER, L D Northern States Power Co 00/04/17 2pp 


— 0004230487 Revision 4 to "A8ME Code XI Inservice Insp 4, Testing Program 
U Info Required for NRC Review of Requests for Relief from 
ASME Code Section XI Requirements " 

« Northern States Power Co 00/04/17 35pp 


R Poriodic operating reports related correspondence 


8004140339 Forwards monthly operating rept for Mar 1980 
MAYER, L a Northern States Power Co 00/04/10 Ip 
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— 00041403*14 Motibhly operating rcpt far Mar 1980 

HUNSTAD- A A Nforthern States Power Co 30/04/01 &pp 


S n-sportabla occ urrenc LERs & related correspondence 


8004000470 Forwards updated LER 79'030/03X“3 

MAYEft^ L O Nortfjurn States Power Co 00/04/03 Ip 


--0004000464 Updated LER 79-0a0/03X-3 on 791121 . dur i nj intp per JE 
Dulletins 79-14 & 79-02« two snubbers in cooling uater igs 
found installed incorrectly t five hanger* found damaged or 
in violation of safety requirements Insp ongoing 
HU^ISTAD.A A Mar them States Power Co 00/04/03 Ip 


G00414043S Forwards LER DO-009/03L-0 

MAVERfU D Northern States Power Co eo/04/0'9 Ip 


~-8004l40440 LER 00-009/03 L-0 on 00031 0« durl ng normal operat ion> nuc lear 
power range channel 1N44 was Inoperabls for several minutes 
Caused bg latch'up of high voltage power supply due to spite 
on yellow instrument bus Fuses were removed ■& reset 
HUPJSTAD. A A Northern States Pouor Co 80/04/09 Ip 


0004150507 Fprvards LER 80-010/03L“0 

MAYER.t □ . Wortham States Power Co 80/04/10 Ip 


—0004150603 LER e0-010/03L-0 on 00031 li dur ing surveillance test* 
containment isolation valve 11 opened at 0 57 gti Caused by 
apparent drift in Qarton Model 288A differential pressure 
switch Setpoint adjusted bi valve retested satisfactor i 1 y 
HUNSTAO* A A Northern States Rower Co 00/04/10 Ip 


0OO423O3&S Forwards updated LER 0D-O1O/O3U-1 

MAYER* L O Northern States Power Co 00/04/17 ip 


—0004230359 Updated LER aO-010/03L-l ♦'cause code" * "component 
ma nufac turor " corrected 

HUMSTAD. A A Northern States Power Co 60/04/17 IP 


DOCKET 50-205 FORT CALHOUN STATION, UNIT I 


P Operating license stage documents it correspondence 


0004030275 Discuisas NRC 000307 site visit to fcvisu Imp lemon tat ion 
of Category A Lessons Learned requirements Addl licensee 
a.ctlati/discussion Is necessary by 800314 Request for addl 
info enci 

REIDiR M Operating Reactors Branch 4 00/03/10 Iji 


Q004030 102 Forwards "Nuclear Data Link Specs*" study of digital 
c o-mmur Ication sys to transmit Info from plants to Batlitsda 
Operations Ctr 

ElBENHUTiD G Division of Operating Reactors 00/03/12 5pp 


0004220561 Responds to NRC 000327 request by providing Info regarding 
implementation of Lessons Learned Task Force Item re 
automatic initiation of auxiliary feedwater tys Control 
grade sys complying w/roqulrements has been installed 
J0NE9, N C Omaha Public Power District 0D/O4/OB 3pp 


B00424053A Ac k receipt of 000211 Itr by forwarding response to J Weber 
B00211 questions re power rating 

REID,R W Operating Reactors Branch 4 80/04/09 Gpp 


0OO428CO4O Forwards Amend 47 to Liconse DPn-40* safety evaluation & 
notice of issuance & availability 

REID*R W Operating Reactors Branch 4 00/04/11 2pp 


— 8Q042B0044 Amend 47 to License DPR'’40i chang ing Tech Specs to be 
consistent w/Cycke 6 fuel reload analysis revising coolant 
sys heatup Si cooldown 

OAMMILL.W P Operating Reactors Rraiich 4 00/04/11 51pp 


— B0042Q0046 Safety evaluation supporting Amend 47 to License DPR-40 
a Operating Reactors Branch 4 00/04/11 20pp 


— B004SB0047 Notice pf issuance tt availability of Amend 47 to License 
DPB-40 

REID* R W Operating Reactors Branch 4 00/04/11 2pp 


Q Inspection reports* IE Bulletins & correspondence 


0004040252 Forwards IE Insp Rept 50-283/80-01 on 800114-17 No 
noncompliance noted 

MADSEN* 0 L Region 4* Dallas* Reactor Operations Nuclear Support 
Branch 60/02/05 2pp 


—0004040262 IE Insp Rept 50-283/00-01 on 000114-17 No noncomp 1 lance 
noted Major areas inspected plant operations & prertfueling 
activities 

KELLEV*0 L . MESTEftWAN. T F Region 4* Dallas* Office of the 
Director 00/02/04 4pp 


0004080691 Forwards lE Insp Rept SO-205/BO-O2 on SOO120-O2O1 No 
noncompllance noted 

MADDEN) 0 L Region 4* Dallas* Reactor Operations Nuclear Bupport 
Branch ao>/02/14 2pp 


—0004080696 IE Insp Rept 50-205/00-02 on 000120-0201 No noncomp 1 ianci 
noted Major areas Inspected second periodic containment 
integrated leak rate test 

NE0TERMAN*T F • KELLEY. D L * HALL* R E Region 4* OaUai, Office Of 
the Director 80/02/13 4pp 


0OO42SOO06 Forwards rasponse to IE Bulletin 79-27* "Loss of Non-Class 
IE Instrumentation Control Power Sys Bus During 
Operation " Based on util review* adequate indication 
annunciation available to Identify bus failure 
JONES* U C Omaha Public Power District 80/02/21 6pp 


6004140021 Forwards response to Items 1*2*3 5 of IE DtiUetln 79-OlB 

Chart of sve condition profiles V master Ust of Glass IE 
components required to function under accident conditions 
one I 

JONES* U G Omaha Public Power District. 00/03/03. 200pp 


8004070033 Forwards IE Insp Rept 30-285/80-03 on 000212-15. No 
noncompl iance noted 

MADSENfO L Region 4* Dallas. Reactor Operations Nuclear Support 
Branch. 00/03/19 2pp 


—8004070036 IE Insp Rept 30-203/60-05 on 000212-15 No noncomp I iance 
noted Major areas Inspected review of security p Ian* phys leal 
barriers* I ightlng 4( alarm stations. Details withheld 
U0CFR2 790) 

CALDNELLiR A . EVANS, G A Region 4* Dallas* Office of the 
Director MAD9EN.0 L Region 4* Dallas* Reactor Operations 
Nuclear Support Branch 80/03/J9 2pp, 


0004110409 Forwards IE Insp Rept 50-205/00-06 on 000305-07, No 
noncompllance noted Details withheld <ref iOCFR2 790), 

HIND* J A Region 3* Chicago* Safeguards Branch 80/03/87. 2pp 


—0004110498 IE Imp Rept 30-203/00-06 on 000305-07. No noncompliance 
noted Idajor areas insp ected, faci 1 1 ty organiiation U 
c ontrolsi Inventory verl f icatlon, sh ipplng 6 receiving* 
storage it controls Details withheld iref 10CFR2. 790) 

MIND, J A Region 3* Chicago* Bafeguardi Branch. PATTERSON* J P * 
FINLEY* A 0. Region 3, Chicago* Office of the Director. 80/03/25 
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5004150234 Forwards IE Info Notice 80-12 j “Instrument Failure Causes 
□peninj of PDRV f* Qlock Valve “ No specific action or 
response necessary 

SEVFRITiK V Region 4. Dallas, Office of the Director 00/03/31 

Ip 


BOO4O0O^»7O Forwards IE Circular BO-05. “Emergcncg Dicsol Generator 
Lubricating Oil Addition f< Onsite Supplg ” No written 
response required 

SEYFRITpK V Region 4, Dallas, Office of the Director 00/04/01 

IP 


8004110102 Forwards IE Info Notico 80-13, “OE Type SBM Control Switches 
Defective CAN Followers “ No specific action or response 
required 

SEYFRITrK V Region 4, Dallas. Office of the Director 00/04/02 
IP 


0004100496 Forwards IE Info Notice 80-14, “Safety Suggestions From 
Employees “ No action required 

6EYFRIT, K V Region 4, Dallas, Office of the Director 00/04/02 

Ip 


8004160158 Forwards IE Circular 00-07, "Problems W/HPCI Turbine Oil 
Qys " No written response required 

SEYFRITrK V Region 4, Dallas, Office of the Director 00/04/03 

Ip 


8004230354 Forwards IE Bulletin 79-03A, “Longitudinal Weld Defects in 
ASHE 8A-312,Type 304 Stainless Steel Pipe " Action required 
8EYFRIT,ii V Region 4, Dallas, Office of the Director 00/04/04 
IP 


R Periodic operating reports L related correspondence 


BOO‘4150391 Forwards monthly operating rept for Mar t9Q0 
vTDNES, W C Omaha Public Power District 00/04/02 tp 


-.-6004190375 Monthly operating rept for Mar 1980 

HICKLE, Q J Omaha Public Power District 00/04/02 17PP 


DaCKET 50-206 INDIAN POINT STATION, UNIT 3 


D NftC Draft/Final Environmental atatoments, supple tt correspondence 


0004020110 Advises of FES issuance re selection of preferred 
alternative closed-cycle cooling sys, NU^E0-0574r Dec 1979 
Future discussions re simplification of proceeding, 
appr opr late 

LEWIS, 0 H Hearing Branch 3 00/03/19 Ip 


— B0D4020126 Summary of meeting w/PASNY re DEB, select ion of preferred 
closed cycle cooling sys & related issues NRC will draft 
stipulation for parties ' comments 

OECKLERj R P Environmental Projects Branch 1. 79/09/14 3pp 


E NRC Safety Evaluation Report (SER), suppls L correspondence 


0004100201 Addresses questions in 000214 memo on R pollard allegations 
re facility BER Issue of containment isolation valves was 
previously addressed R Pollard input t( final 8ER are 
substantially same 6ER excerpt enc 1 

DENTDNr K R, Office of Nuclear Reactor Regulation. 00/04/03 9pp 


— BOO410O286 Responds to 770110 Itr re possibility of tornado damage It 
re-evaluation of containment Isolation features of auxiliary 
steam 1 Ines, Auxi Hary steam supply ^ condensate return lines 
satisfy Criterion 37 of general design criteria 
SCHWENCER^A. Operating Reactors Branch 1 78/09/27 7pp 


-“0004100294 Submits questions about R Pollard allegation at 000209 
commission meeting re GER Inaccuracies L plants not meeting 
current regulations on containment isolation ti environ 
qual if leation. Transcr Ipt oxcerpt end. 

BRADFORD, P. A Commission 80/02/14 9pp 


6004220462 Discusses 000326 Itr re request to have UC8 identify 
inaccuracies in plant SER in support of NRC revi ew, Requests 
info re purpose of request S' findings of review. Suggests 
procedure to identify 8ER discrepancies for Units 1 2 

NEIB8, E R Sheldon, Harmon Weiss 80/04/17 2pP 


F Security, medical, emergency fire protection plans 


8004100100 Comments on proposed rule lOCFRSO lO-mile emergency planning 
lone for plume exposure lacks technical justification NRC 
adopted position w/o studying validity of underlying bases 
WEISS, E R Sheldon, Hat mon Weiss 80/02/19 5pp 


—6004100127 S^tatement before NV City Council, “Impact on NY City of 
Reactor Accidents at Indian Point," (corrected 790620) 

DEYEA, J Princeton Univ 79/06/20 49pp 


8004080695 FOIA request, on behalf of UCS, for time analysis required to 
evacuate public from lO-mile area sunounding facilities 
UEIS9, E R Sheldon, Harmon Zi Weiss 00/03/20 Ip 


B004060690 Responds to FQIA request for time analysis required to 
evacuate public from 10-mtie area surrounding facilities 
Forwards ropt, “Evacuation Times Estimates for Areas Near 
Site " W/o end 

FELTON, JH Division of Rules and Records 00/03/31 Ip 


0004290302 Foiwards input to fire protection rpviou for Items 3 1 8(2), 
sprinkler sys,Item 3 2 4, cable spreading i oom L Item 
3 2 1, separation of insti umenlatl on in containment 
MALL, R E Droakhavan National Laboratory 00/04/17 3pp 


0 Ad judi catortj correspondence 


0004020091 Forwatds UC8 000310 comments on director's decision under 
10CFR2 206 Decision t' confirmatory order do not resolve 
critical isaues Objects to exclusion of petitioner from 
meetings L correspondence solving issues 
WEISS. E R Bholdon. Harmon Z Weiss 00/03/10 2pp 


— 0004020099 Comments on director's decision under 10CFR2 206 Decision 
confirmatory order do not resolve crucial Issues re site 
suitability ^ do not establish necessity schedule or stds of 
mods Urgoo d i squa 1 if 1 cation of JM Hendrie W/documentation 
WEISS, E R Union of Concerned Scientists WEISS, £ R Sheldon, 
Harmon Weiss 80/03/10 43pp 


— 0004020109 Responds to /30717 Itr re siting criteria Facility site does 
not meet NRC regulations Z> criteria 
HENOniE, O n Commission 73/09/10 3pp 


0004070047 Order granting extension until 800414 for Commission to 
review director's 6002 1 1 decision 

KOYUt, J C Office of the Secretary of the Commission 80/03/31 
IP 


0004030026 Memorandum of under stand Ing between NRC ^ FEMA re prompt 
Improvement in radiological emergency planning t 
preparedness t d i str Ibutod as Board notification 
OQSBICKiL V Office of the Executive Director for Operations 
00/04/02 34pp 


8004150073 Order granting extension until 800429 for Commission to 
elect whether to review ALAB*-436 Zt. ALAB-561 

CKILK, 8 J Ctfflcb of the Secretary of the Commission 00/04/04 
IP 


0004290002 Forufards NRC confirmatory order 

8TELLD.V Office of Inspection U Enforcement, Office of the 
Director 80/04/04 Ip 


— 0004290006 Order confirming util commitment to perform review requested 
by IE Bulletin 79-27 by 800530 Required info specified in 
Attachment A 

BTELL0,V Office of Inspection it Enforcement, Office of the 
Director 80/04/04 6pp 


8004220794 Forwards petition supporting UCS petition roquesting 
decommissioning of Unit 1 ^ suspension of operation at Units 
2 3 

GRAVES, « 8 Housatonlc Safe Energy Alliance 80/04/13 Ip 


—8004220762 Supports UC8 petition requesting decommissioning of Unit 1 L 
suspension of operation at Units 2 3 

(GRAVES, R 8 Housatonic Safe Energy Alliance 00/02/15 Ip 


8004220030 Order granting extension, unti 1 000430, for Commission to 
review Director's 800211 decision 

HOVLE, J G Office of the Secretary of the Commission 80/04/14 

Ip 
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H Qetieral correspondence 


BO022*?0fl-56 Comments on ut»I SDO20i Itr from 0 Berr^ re design lafstg *< 
operating procedures iPoeeible human failure t of 

adequate info about equipment performance illustrates 
Inherent danger Licensing should not continue 
FLBIGWER.W L Affiliation Unknouin 00/02/25 2pp 


0004030016 Advises that Commission should evaluate need for po^er 
generated bg facilltg ^ take close look- at safetg achieved 
for public protection 

■OILINSKY. V Commission 00/03/11 Ip 


— ■^8004030010 Responds to S00225 Itr Forward* NY Times article re lack of 
need for electricity produced at facility Cites util trade 
association statement that reserve margin of S'A would exist 
if all plants 1 rv sve grid were shut down 
LEVINSQM, JiQ Affiliation Unknown BO/03/02 2pp 


— -8004Q3DOS4 Responds to 800200 Itr supporting petition by UCS requesting 
decommissioning of Unit 1 it suspending operations of Units 
a 3 Advises that Commission Is reviewing comments on 
(natter 

OlLlNSKyrV Com(tvis5ion 00/02/25 3pp 


*- — 8004030025 Supports UCS 790917 petition requesting decommissioning of 
Unit I ^ suspension of operations at Units 2 if 3 Cite* 
safety-related reasons for prompt actio^n Certificate of Sve 
one 1 

LEVIfiSQNfJO Affiliation Unknown 00/02/00 3pp 


BOO4C>70t94 Responds to FQIA request for info re facilitl^* It damage due 
to earthquakes at Indian Point Forwards Documents 1-4 listed 
in App A Documents 5 b 6 -mag be purchased bg sending check 
in amount of 49 50 to NRC in Washington* D C 
FELTQNr J Division of Rules and Records 60/03/19 2pp 


— 800407^329 “Annual Operating Rept*" 1976 

■a Consolidated Edison Co of Neu York 76/12/31 27pp 


— 8004070233 "Annual Operating Reptf” 1977 TMI semiannual t« annual 
operating rapt escerpts end 

«■ Consolidated Hdison Co of Weu York 77/12/31 43pp 


B004290054 Forwards info requested in 000210 Itr r« licensing actions 
Mail could not be forwarded bg 600229 as Itr did not arrive 
at Nile until 000226 W/o ends 

DEHTON. H R Office of Nuclear Reactor Regulation 80/03/25 Spp 


BOO439OO90 Request* info re changes affecting extension of OLs to 

QlOlOl 

FLEIBHER.ZS Affiliation Unknown BO/02/18 Ip 


81004180234 Forwards NRC 0OO32S response to end 000210 Itr from 
2^ Flelsher of West Branch Conservation Assoc la tioni In 
response to 000226 request U/o end 

DIRCK9*i4 U Office of the Executive Director for Operations 
00/03/28 1 p 


8OO410QS37 Requests info re new safety regulations 

FLEt&HERrZ 5 Uest Branch Conservation Association 00/02/18 

»l> 


30O4SIO3G6 Advises that 791106 Itr to President Carter ra emsrgencg 
plane hps been referreii to NRC Since Summer 1979rHRC ha* 
been actively pursuing program to upgrade efflergenay 
prepar eifness Forwards NRC/FEHA documentation M/o and. 

DEMTON^H R Office of Nuclear Reactor Regulation 80/03/31 3pp 


8004150069 Responds to 000228 Itr re operation of nuclear power plants 
In high density areas NRC is Investigating special measures 
bo be taken in heavily populated area* Interim measure* have 
Already been ordered at sites 

DENTON I H R Office of Nuclear Reactor Regulation 60/04/01 2pp 


8004150094 Advise* that facilities should be shut down due to proximity 

to highly populated areas & likelihood of serious accident 
STERNER^ U N Affiliation Unknown 80/02/20 Ip 


0004160173 Responds to B0-021S Itr re centinued operation of nuclear 
power plant Addl measures should be Implemented that util 
further reduce probability of severe reactor accident* 

L.iCBnsee ha* been irt shutdown pending cornpietion of actions 
DENTONi H R. Office of Nuclear Reactor Regulation 80/04/01 2pp 


— 8004160176 Requests that NRC not phase out facility or convert to non*^ 
nuclear generators Nuclear power is source for power in U8, 

Ho nuke political arguments have no basis in reality 
L.AVERTY. e. Affiliation Unknown 00/02/12 2pp 


8004170342 Responds to 800206 mallgram requesting shutdown of facility 
Special measures are being considered for plants located in 
high density areas Interim measures have been ordered at 
fac 1 1 ltu« c onf irmlng commitment to public health 6 safety 
DENTDNi H R Office of Nuclear Reactor Regulation 80/04/01 2pp 


8004210006 Responds bo 800125 request re public hearing & determination 
on UCS petition NRC considering what special measures should 
be taken to reduce probability of sevore reactor accident or 
lessen consequence* 

DENTON/ H R Office of Nuclear Reactor Regulation B0/O4/OI 2pp 


— 8004210073 Requests scheduling of public hearing & determination 
of UC8 petition re operation of facility prior to 
reactivation Concerned for health it safety of community 
SCIANDRA/J New York, NY 00/01/25 Ip 


6004210193 Responds to 800207 Itr re continued operations at facility 
NRC is Investigating special measures to be taken in high 
density population areas surrounding nuclear power plant* 

Interim measures have already been ordered at site* 

DEMTGNpH R Office of Nuclear Reactor Regulation BO/04/01 2pp 


— 6004210201 Supports continued operation of facility Reactors supply 
207. of generating capacity for New York City & Westchester 
County Uttls can shut off oil p lanti 1 owerlng rates S( 
dependency on foreign oil 
WU/J Affiliation Unknown BO/02/07 Ip 


8004210208 Responds te 800204 Itr re continued operation of facility 
Plants reviewed to detormme what addl measures or design 
changes can 6 should ba implemented to further reduce 
probability of reactor accident or consequences 

DENTON/H R Office of Nuclear Reactor Regulation 80/04/01 2pp 


— 0OO421O£!23 Urges NRC to decide In favor of continued operation of 
facility Reactors have long history of saferclean economic 
operation Concerned that fuel ad^ust(*ent charges will 
Increase if plants are shut down 
OAY R R Affiliation Unknown 80/02/04 Ip 


0004250013 Responds to 800212 postcard re operation of facility NRC 
considering what special measure* should be taken to reduce 
probability of severe reactor accident Confirmatory orders 
Issued as interim measure 

DENTQN/H R Office of Nuclear Reactor Regulation 60/04/01. 2pp 


— 80D4250D30 Urges that NRC consider UC8 petition re doting of facility 
Possibility of earthquake exist* w/plant built near fault, 

Only 207, of area energy generated by nuclear power 

Alternatives thould be considered 

OOLOMtIR/F Affiliation Unknown 80/02/12. Ip 


8004250010 Responds to 800219 Itr re operation of facility NRC 
considering special measures to reduce probability of severe 
reactor accident or to lessen consequences Confirmatory 
order* Issued a* interim measure 

DENTON. H R Office of Nuclear Reactor Regulation. 80/04/01 2pp 


— 8004250033 Urges NRC to approve UCS petition f* •hutdown of facility 
because of proximity to New York City tt Impostlbl 1 ity of 
avacuation of so many people 

Mae.LL./ MCB.M Affiliation Unknown 80/02/15 Ip. 


0OO423O1B9 Advises that NRC h*ld two meeting* in NY re continuing 
Operation at fac 1 1 1 ty. CammisslDn presently considering form 
of review Public comments invited Request for another 
hearing In vicinity of plant will be considered. 

DENTON, H R Office of Nuclear Reactor Regulation 80/04/03. Ip 


— 8004230190 Request* that NRC hold another public hearing r* continuing 
operation of facility to offer public chance to question , 
plant operators 6 govt agencies Public should be properly 
notified through local newt media 
CONNOR, R U New York, State of 00/01/08 2pp 


8004200287 Responds to B00225 Itr re facility safety Shutdown not 
ordered due to interim measuros imposed by end confirmatory 
order W/0 one! 

EI8ENHUT, D 0. Dlvitian of Operating Reactors 80/04/07 Ip 


0004280140 Responds to 800117 Ur to DDE re 600117 incident at 
fad litis* Plant did not trip during minor earthquake 
tremor Epicenter of tremor was located approx seven miles 
from site. Tremor was significantly beloW design capability 
EISENHUr, D 0 Division of Operating Reactors 80/04/08 Ip 


hh 


DOCKETED ITEMS 


93 


p Operating licence stage dacumentg 8< correspondence 


800407009'^ Forwards agenda h proposed role for NRC sponsored 600115 
meeting in New YorltfNY re proposed rule on emergeneg 
response 

RYAN. R 0 Office of State Programs 79/13/31 12pp 


— &00407009G Requests opportunitg to testify at NRC B00115 meeting in New 
YorkiNY re emergency response plans in fifty-mile jone 
around plant NY City Council has bean holding hearings on 
resolution to phase out plant 
FRIEDLANDER. M New York, NY 79/12/21 ip 


8004030309 Summary of □D0123<24 bt 30 site visits to facility to 
identify problems to determine eitent of compliance w/ 
outstanding items Facility meets all short-term Lessons 
Learned Task Force requirements 

TELFORDj v/ T NRC Three Milo Island Task Force 00/02/19 0pp 


8004180389 Forwards modified near-site study in response to NRC 791209 
request for 60-day crash effort 

PEOPLES. D L Commonwealth Edison Co DAVIS. J F Power Authority of 
the State of New York CAHILL. W J Consolidated Edison Co of New 
York 80/02/25 Ip 


— SOO410O395 *'Near-Site Study Viewgraphs end 

a Commonwealth Edison Co » Consolidated Edison Co of New York 
« power Authority of the State of New York 80/02/25 ‘fSpp 


8004040260 Forwards response to 791221 Itr addressing NRC requirements 
for auxiliary feedwater sys at facility NRG review & addl 
info required for completing review end Urges reply no 
later than 30 days from receipt of Itr 

BCHWENCER, A Operating Reactors Branch 1 60/03/09 6pp 

B004040423 Forwards response to 791219 Itr addressing NRC requirements 
for auxiliary feedwater sys at facility. NRC review & addl 
required info for completing review end Urges reply no 
later than 30 days from receipt of Itr 

SCHWENCERjA Operating Reactors Branch 1 00/03/05 7pp 


6004280223 Forwards SEP schedule t* content requirements for environ 
qual i f icat ion of electrical equipment Previously submitted 
info should be incorporated by specific ref Unit exempt from 
IE Bulletin 79-OlQ 

aCHWENCERiA Operating Reactors Branch 1 80/03/09 4pp 


8004030102 Forwards "Nuclear Data Link Specs." study of digital 
communication sys to transmit info from plants to Bethesda 
Operations Ctr 

E18ENHUT. D. 0 Division «f Operating Reactors 80/03/12 9pp 


— 6004030118 "Nuclear Data Link Specs " 

# Division of Operating Reactors 80/02/21 2Qpp 


8004140221 Summary of 800221 meeting w/representat I ves of all 
SEP plants. utils & Franklin Research Ctr re accelerated 
program for evaluating qualification of safety-related 
electrical equipment 

N1L80N.R Plant Systems Drench 80/03/14 3pp 


8004110045 FOIA request. on behalf of UC8. for Sandia Labs study re 
liquid effluent pathway at facility 
NEtBBiC R Sheldon. Harmon Neiss BO/03/18 Ip 


8004240163 Forwards addl info & clarification re guide for evaluating 
environ qualification of Class IE electrical equipment In 
operating reactors for identlf ication of appropriate 
safety equipment of SEP reactors 

BCHNENCERiA Operating Reactors Branch t BO/03/20 15pp 


0004110001 Forwards corrected attachment to Amend 29 to License DPR-64 
forwarded in NRC 800221 Itr Attachment lists page numbers of 
revised pages to be removed ii Inserted 

8CHHENCER.A Operating Reactors Branch 1 80/03/21 3pp 


8004140014 Responds to statement during 800225 meeting re many 
significant d iscrepanc les between Inputs to SER U published 
public version Identification would be helpful so 
appropriate action can be taken 

SCWENCER.A Operating Reactors Branch 1 80/03/26 ip 


B004100169 Notification of 800403 meeting w/util in Dethssda.MD re 
environ qualification of electrical equipment 
DLSHAN. L N Operating Reactors Branch 1 80/03/31 2pp 


8004080381 Forwards response to L Dlshen 80021? verbal request far 
summary of original evaluations of RCS Includes tables 
providing seismic loads for RCS piping t* supports 
EARLY/ P J Power Authority of the State of New York 80/04/01 
7pp 


8004210112 Advises that 780831 amend application re secondary water 
chemistry monitoring falls in Class II fee category Refund 
will be forwarded fat Class III overpayment 
MILLER. W 0 License Fee Management Branch 80/04/01 ip 


8004110038 Responds to FOIA request for Sandia Labs study re liquid 
effluent pathway at facility Rept Is undergoing NRC 
technical review prior to publication Draft end 
FELTON/ J M Division of Rules and Records 80/04/02 Ip 


— 8004110051 Draft study of facility liquid effluent pathway 
e Sandia Laboratories 00/04/02 SOOpp 


0004170061 Submits info requested at 8001 11 meeting w/NRC re 
containment bldg basemat X-ray defraction test performed to 
determine crystalline V noncrystalline calcium compounds &. 
silicon dioxide Results listed 

EARLY. P J Power Authority of the State of New York 80/04/08 

2pp 


B004290167 Forwards request for info as part of NRC upgrade review of 
QA program Includes info re requirements Si methodology for 
determining how 6 to what extent QA program will be applied 
to specific items t- activities 

SCHWENCER.A Operating Reactors Branch 1 00/04/08 7pp 


8004240480 Forwards addl info re review of unresolved safety issues, 
trip rept of Lessons Learned Implementation team. task 
action plan in viow of high population density surrounding 
p lants 

DENTON.H R Office of Nuclear Reactor Regulation BO/04/09 33pp 


— 8004240403 Summary of Westinghouse Lessons Learned team 000121-22 site 
visit to determine status of Category A implementation 
Attendance I’ status lists end 

TELFORD. J T Safeguards Standards Branch 80/02/15 Spp 


— 8004240466 Summary of Westinghouse Lessons Learned team 000124-25 site 
visit re status of Category A imp lementation Attendance 6 
status lists end 

TELFORD. J T Safeguards Standards Branch 80/02/20 9pp 


—000424040'? Summary of Westingheuso implementation team 800123-24 tx 30 
site visit re short-term Lessons Learned requirements 
TELFORD. J T Safeguards Standards Branch 00/02/19 Qpp 


—8004240492 Forwards evaluation ef util actions taken to satisfy 
Lessons Learned Category A requirements Concludes all 
requirements satisfied Attendance list for 000121-22 site 
visit end 

SHCWENCERiA Operating Reactors Branch I iPro 791030) 00/02/29 

27pp 


—0004240504 Forwordi evaluation of util compliance w/Category A Lessons 
Learned requirements Concludes all requirements satisfied 
IE followup St attendance lists encl 

BCHWENCER. A Operating Reactors Branch 1 <Pre 791030) 80/02/21 

I4pp 


— 8004240507 Forwards action plan developed in recognition of high 
population densities surrounding sites 

DENTON.H R Office of Nuclear Reactor Regulation 80/02/21 
80pp 


— 0004240518 Discusses Event 5 probabilities Suggests continuous 
monitoring ^ readout capability of check valve position St 
periodic tests of leak rate measurements 

TAYLOR. M A Division of Reactor Safety Research 00/01/15 I7pp 


0004250232 Forwards status of unresolved safety issues at Indian Point 
1 2. trip repts from Indian Point 6 Zion site visits, 

safety evaluation for Lessons Learned requirements at 
f aci 1 it ies. task action plan facility societal risk info 
DENTON.H R Office of Nuclear Reactor Rogulation BO/04/09. 34pp 


80042B0054 Forwards status of unresolved safety issues at Indian Point 
2 It 3. trip repts from Indian Point & Zion site vi s 1 ts. safety 
evaluation fpr Lessons Learned requirements at facilities, 
task action plan It facility societal risk info 

DENTON.H R Office of Nuclear Reactor Regulation 90/04/09 34pp 
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f30042B01l3 Forwards safety evaluatiori re util 00012? £» 0227 LQCA 
reanalyses All assuriptlons i.n analyses are conservative 
Analyses provide acceptable basis for operation within 
limitation of Tech Gpecs 

SCHWENCER* A Operating Reactors Branch 1 80/04/09 2pp 


—8004280120 Safety evaluation concluding that assumptions /nade in util 
B0012? U 0227 LOCA reanatijses are consorvat Ive Analyses 
provide acceptable basis for operation withm 1 iitiitat i on of 
Tech gpecs 

* Qrfice of fluclear Reactor Regulation go/04/09 2pp 


0004240458 Formalises plans re senes of technolagy occhange meetings 
re facilities' accident mitigation features activity Five 
meetings suggested Recammetided meeting schedule & agenda 
items encl 

aCHWENCER.A Operating Reactors Branch I 60/04/10 15pp 


Q00418084G Responds to MRC 800305 Itr re auxiliary feedwater sys 
Forwards c oinmi tment dates fc/or responses re level indication 
4( alarm control room '!< results of endurance test on steam 
driven auxiliary feed pump 

EAftLyiP J Power Authority of the State of New Vorli 80/04/11 
7pp 


S0041Q0350 Forwards responses to dO-'day action items of NRC 800211 
confirmatory order finterim actions) Steady state generator 
operating level was chosen on basis of analyses ^ set point' 
type studies Level optimiied tu/Class I transients 
EARLY. P vj Power Authority of the State of Neu York 00/04/11 
lOpp 


<3 Inspection reports. IF Bulletins & correspondence 


BO040B0h32 Forwards response to IE Circular 78-08 (k IE Bulletin 79-01 
re environ t^^ual if i cation of sa fety~r elated electrical 
ei^Uipment Basic ren.uiFem«nts of F6AR have been met 
Transmitters onvl r onnen fcal ly qualified 

DAVKE. P Power Authority of the State of New York 79/0h/13 
70pp. 


3004320767 Responds to IE Bulletin 79-17 Eiamination of stagnant 
berated water sys detected no visible leaking on normally 
accessible welds 

BAYNE»J P Power Authority of the State of New York 80/02/0h 

Spp 


0004090354 Forwards response to JE Bulletin 79-14 Complete listing of 
static span table analysed lines end Representative sample 
of bldgs (t components investigated for seismic input to 
design specs 

aCHHIEDERiJ R Power Authority of the State of New York 00/02/23 

lapp 


0004080328 Submits response to IE Bulletin 79-27 re loss of instrument 
control power & effect on ability to achieve cold shutdown 
Review r«q.uires addi procedure guidance to be submitted 
laithin &0 days Site design differs from bulletin eys 
PAYME. J P power Authority of the Qfrate of New York 80/02/20 

2pp 


3004030267 Submits response to IE Dulletin 79-lB re audibility problems 
encountered on evacuation of personnel from high noise 
areas Performed survey to determine adequacy of notification 
sys Results indicated sys needs upgrading 

QAYHE. J P Power Authority of the State of Hew York BD/C3/03 Ip 


6004220004 Forwards interim safety evaluation rept of piping reanalysls 
in response to IE Bulletin 79-07 Total reanalysis package 
should be submitted by 600411 supports should br modified 
by 300620 

BCHWENCER»A Operating Reactors Drench 1 80/03^/34 2pp 


8004220007 Safety evaluation supporting review of piping reanalysis 

in response to IE Bulletin 79-07 
« Operating Reactors Branch I 80/03/24 2pp 


6004210056 Ac k receipt of 000103 Itr informing NRC of steps token to 
correct violations noted in IE Insp Rept 50-286/79-24 
smith. 0 H Region 1. Ph 1 larfelph la.. Fuel Facility It Materials Safety 
Branch 00/03/26 Ip 


—— 80042100-61 Responds to NRC 791211 Itr re violations noted in IE Insp 
Rept 50-286/79-24 Corrective actions evaluation performed to 
rfetermlno monitoring 4* protective clothing requiremants far 
specific job 

BAYNE. J P Power Authority o-f the State of New York 80/01/03 

2pp 


--8004210064 Forwards IE Insp Repfc 50-206/79-24 on 791030“3l 8. notice of 
violation 

SMITH.O H Rogion 1. Philadelphia. Fuel Facility & Materials 
Safety Branch 79/12/11 2pp 


— 8004210068 Notice of violation from Insp on 791030-31 

* Region i. Philadelphia. Office of the Director 79/12/10 Ipp 


— 8004210070 IE Insp Rept 50-286/79-24 on 791030-31 None odip I i ance noted 
failure to maintain results of surveys re personnel 
monitoring requirements for individuals entering steam 
generators 

&TOHRf J P Region 1. Philadelphia. Fuol Facility 6 Materials 
Safety Branch EERADIAN.J A Region 1. Ph 1 lade Iph la. Office of 
the Director 79/12/iO Spp 


0004150200 Forwards IE Info Notice 00-12. "Instrument Failure Causes 
Opening of PQRV 5 Block Valve " No specific action or 
response necessary 

OBIER.B H Rogion 1. Ph i ladclph ia. Office of the Director 
BO/03/31 ip 


6004090092 Forwards lE Circular 80-05. "Emergency Diesel Oenerator 
Lubricating Qil Addition $< Onsite Supply " No written 
response required 

ORIER.D H Region 1. Ph J lade Iph ia. Office of the Director 
80/04/01 ip 


8004110163 Forwards IE Info Notice 80-13. "GE Type 8BM Control Switches 
Defective CAM Followore " No written response required 
ORIER.O H Region 1. Phi lade Iph la. Office of the Director 
00/04/02 Ip 


0004240333 Forwards IE Info Notice 0O-J4. "Safety Suggestions From 
Employees " No action required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
00/04/02 Ip 


0004190241 Forwards IE Circular BO-07. "Problems W/HPCI Turbine Oil 
Sys " No written response required 

ORIER.D H Region 1. Philadelphia. Office of the Director 
00/04/03 Ip 


8004230452 Forwards IE Bulletin 79-03A. "Longitudinal Weld Defects in 
ASME 6A-3t2iType 304 Stainless Stoel Pipe " Action required 
ORIER.O H Region 1. Ph i ladelph la. Office of the Director 
00/04/04 Ip 


8004160212 Forwards IE Bulletin 60-08. "Exam of Containment Liner 
Penetration Nelds " Nritten response required 
ORIER.D H Region 1. Phi ladelph ia. Office of the Director 
00/04/07 Ip 


0004300041 Responds to IE Bulletin 79-14 Forwards 3PT-V14. Revision 3* 
"As-Boilt Verification of Saiemic Class I U II Pipe 
Supports. 

EARLV.P J Power Authority of the State of New York 00/04/09 

app 


—8004300044 "Ai-Duilt Verification of Seismic Class 1 I. II Pipe 
Supports " 

« Power Authority of the State of Now York 79/09/29 4pp 


8004150496 Submits final rept of work performed under IE Bulletin 
79-07 Safety sys re-evaluated "As-built" verification of 
piping sv« performed per field check plan Plant mag 
continue operation Irl/o risk ta public safety 

EARLV.P J Power Authority of the State of New York 00/04/10 
3pp 


R Periodic operating reports V related correspondence 


8004150599 Forwards "Environ Discharge Monitoring Rept for Mar 1980 ” 
MONTI. W A Consolidated Edison Co of New York 00/04/10 Ip 


— 6004150609' "Environ Discharge Monitoring Rept for Mar 1900 " 
* Consolidated Edison Co of New York 80/04/10 15pp 


0004100426 Forwards monthly operating rept for Mar 1900 

BAYNE. J P Power Authority of the State of New York 00/04/19 Ip 


—8004180434 Monthly operating rept for Mar 1900 

CONNELL* C Power Authority of the State of New York. 00/04/03 
7pp. 



DOCKETED ITEMS 


91 


800421026*7 rormards "Daily Counte from tntatfo Scrconeiflar 1980i " re 
fish collections Circulators uiero shut dotun for month at 
Unit 1 

CAHILLi U J Consolidated Edison Co of New Vork 00/04/15 Ip 


— 8004210276 ''Daily Counts from Intake Screonsiflar 19B0i " re fish 
CO 1 lections 

» Consolidated Edison Co of New York BO/04/15 4pp 


S Reportable accurroncosi LERs & ralated correspondence 


8004210440 PN0-77~172 on 770936, Units 2 8< 3 tripped from 100 917. 

pouior, respect ivc ly Caused by spurious signals in reactor 
protection sys resulting from elccirlcal disturbances in 
Duchanan substation State of NV informed 

KLlNOERiO Region i, Philadelphia. Office of the Director 
77/09/27 Ip 


8004110437 Forwards LER BO-002/O3U-0 

DAYNEi J P Power Authoiity of the State of New York 80/04/03 Ip 


— 8004110442 LER 0O-OO2/O3L-O on G00309.at hot shutdowni dur ing routine 
check of heat trace c li cui try. bor ic acid heat trace circuit 
7 was found not continuous Cause not stated Circuit fault 
repa Ired 

OUHBLE, F W Power Authority of the State of New York 00/04/03 
IP 


8004140416 Forward* LER ao-003/03L-0 

BAYNE. J P Power Authority of the State of New York 80/04/10 Ip 


->>6004140422 LER BO-003/03L~0 on S0031 1 . dur Ing hot shutdown, body of valve 
CF-4a was 1 eak ing. caus i 09 piping associated w/boiler feed 
pumps to become inoperable Caused by pinhole leak in valve 
body Valve was replaced & returned to sve 

QUMDLE, F W Power Authority of the State of New York 00/04/10 

ip 


80104180440 Forward < LER 0O-OO4/O3L-O 

DAYNC. J P Power Authority of the State of Now York QO/04/14 ip 


— 8004180461 LCfi 80-004/03U-0 on 800315. upon completion of containment 
spray pump tes t. operator attempted to open VC isolation 
valve 869D w/o success Cause by key failure induced by 
mechanical fatigue Key ii key-way repaired 

OUMDLE. F W Power Authority of the State of New York 80/04/14 

Ip 


8004220741 Forward# LER 00-005/OaL-0 

DAYNE.J P Power Authority of the State of New York 80/04/17 Ip 


—0004220749 LER 80“005/03U~0 on 800326. while operating at 757. power, 
signs of outboard pump bearing overheating were indicated 
from visual observance of auxiliary boiler feed pump Caused 
by thrust bearing failure which created shaft scoring. 

OUNDLEiF N. Power Authority of the Qtate of New York. 00/04/17 

8pp 


U Congresslonal/Executi ve Correspondence 


8004080193 Responds to 791212 Itr re Rockland Noblliiation for 
Survival Itr concerning Dec i979 public meeting on emergency 
preparedness Period of public camment lasted until NRC 
participants had listened to all speakers 

DIRCKSrW J Office of the Executive Director for Operations 
80/03/05 2pp 


— 8004080206 Discusses 791216 public meeting on emergency preparedness 
Plans should be arranged to allow ample time for public 
Comment Viewpoints of dtlxens within facility vicinity 
appear to be unimportant to NRC 

STERN, L D Rockland Mobilliatlon for Survival 79/12/05 2pp. 


8004300292 Forwards Congressman Ro#enfchal 800114 Itr re concerns 
falling within FR 800222 notice requesting public views on 
proceeding Issues 

DIRCKB.N J Office of the Executive Director for Operations 
80/04/11 Ip 


— 8004300299 Conveys concerns re safety h health risks posed by plants 
it lack of adequate evacuation plan Urges NRC to respond to 
UG8 petition 

ROSENTHAL. B 0 House of Rep . Foreign Affairs. 80/01/14 Ip 


DOCKET 50-287 OCONEE NUCLEAR STATION, UNIT 3 


F Security, medical, emergency t fire protection plans 


8004010255 Forwards list of revision* tf additions that should be 
incorporated (n 790803 revised safeguards contingency plan 
Revised plan incorporating revisions t additions should be 
submitted within 30 days Info withheld (ref 10CFR9 790) 

REID. R W Operating Reactors Branch 4 00/03/14 2pp 


0004030157 Forwards Info In support of standby sbutdoiun facility Enel 
withhold (ref iOCFR2 790) 

PARKER, « 0 Duke Power Co 00/03/28 2pp 


0004170164 Forwards Revision 4 of security plan Plan withheld 
(ref 10CFR2 790) 

PARKER, W □ Duke Power Co 00/04/09 Ip 


G004220443 Advises that levised pages to safeguards contingency plan 
will be provided by 000430, in response to NRC 800314 
request 

PARKER, W a Duke Power Co 00/04/11 Ip 


G Adjudicatory correspondence 


8004230076 Forwards 000326 SECY~60-166 requesting amend to irradiated 
roactor fuel in**tran»it physical protection requirements If 
amend approved. effect an NRC case re spent fuel 
transportat 1 on ^ storage will be provided 
HOEFLING, R K Hearing Branch 4 80/04/01 Ip 


8004240544 Opposes licensee motion to compel discovery upon intervener 
Notion constitutes part of continuing pattern of harrassment 
by licensee attys Certificate of 8vc end 

KEPFORD, C Environmental Coalition on Nuclear Power 80/04/03 
3pp 


1 Financial information 


8004020334 Forwards Annual Financial Rept for 1979, annual certified 
financial statements, f inane lai forecast for 1900-82 h 
statement re available sources of funds to satisfy liability 
requirements 

THIES. A C Duke Power Co 80/03/20 6pp 


—0004020338 Annual Financial Rept 1979 
# Duke Power Co 80/02/11 44pp 


P Operating license stage documents correspondence 


8004080641 '"El ectr leal , In* trumentatlon & Control Aspects of Override 
of Containment Purge Valve Isolation I Other Safety Feature 
Signals, Oconee Nuclear Station," Informal rept 

UDY, A C £0 G, Inc FIN A-6256 S0040B0641 BQ/03/29 I2pp 


8004040009 Forwards outline of plant-specific questions to be addressed 
in addition to Info required fay IE Dulletin 79-S7 re 800206 
roactor trip at Crystal River Sequence of events it planned 
corrective actions also end 

DENTON.H R Office of Nuclear Reactor Regulation 60/03/0-6 26pp 


8004030102 Forwards "Nuclear Data Link Specs." study of digital 
communication sys to transmit info from plants to Dethesda 
Operations Ctr 

EI8ENHUT. D 0 Division of Operating Reactors GD/03/12 5pp 


■ — 0004030118 "Nuclear Data Link Specs " 

# Division of Operating Reactors 80/02/21 


B004030230 Notification of 800310 meeeting w/all operating B8<W reactor 
licensees In Qethesda.ND to evaluate implications of Crystal 
River Unit 3 event i response to- IE Bulletin 79-27 
REID, n W Operating Reactors Branch 4 80/03/14 2pp 


0004170327 "TMI-Plus One Toward a Safer Nuclear Power Program " 
* Duke Power Co 00/03/26 I3pp 


6004010470 Supplements 800324 Itr Confirms conversations w/NRC re 
testing of loss of non-nuclear instrumentation, integrated 
control sys power on Unit 1 Test will be completed within 
90 days of order, if required 
PARKER, N □ Duke Power Co 80/03/28 Ip 
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^0040301?^ Forjardi proposed arend to Tech Specs Table 4 1-3/ 

Ejection 6 A 4 4(^Ma> t Table 6 A- 1 re nonitorlng uaste 
ditboial prnjran 

PA'JhfcR.H 0 Duke Po-er Co B0/O3/IB 2pp 


SC04O33?02 Proposed a^end to factlitij Tech Specs Table 4 t-3, Section 
A b I 4<2Mal t Table 6 A-l re uaste disposal nonitoring 
progra'^s 

* Duke Pcuer Co 00/03/31 7pp 


G0€42l03«fl Requests ^ollcuup rept to 791030 Itr re nethod used to 
dema^strate confornance u/provisions of 40CFR190 
Tipt required bg Tech Specs 

FElOfR W Operating Reactors Dranch 4 80/03/20 2pp 


Q Inspection reports/ IE Bulletins !< correspondence 


B004220227 Qiscutses investigation of scram breaker failure* at 
facility Adjustment mechanisms can potentially fail both 
ac & dc breakers IE headquarters is pursuing concern* ?< 
preparing circular on affected breakers 

SATTERFIELD/ R Electric/ Instrumentation b Control Syitem* Branch 
79/06/21 3pp 


8004070362 Responds to NRC request made during 800109-11 in*p for addl 
info re assumptions made for support/restraint calculation* 
performed in compliance w/IE Bulletin 79-02 Addl & original 
calculations for Support 8R 134 end 
PARKER. U 0 Duke Power Co 80/01/31 19pp 


G004160001 Responds to 79M16 Tech Spsc change application re operation 
of Unit 2 at full rated pouer during Cycle 3 Review has 
determined that proposed reload requires Class IV amend fee 
instead of Clast lit Requests addl fee 

DIG35 fi M License Fee Management Branch 80/03/31 Ip 


OGC40B03S3 Foruards info re indications & controls requiring mods to 
maintain plant at hot shutdown independent of IC5/NNI power 
supp t les 

PARKER. W 0 Duke Power Co BO/04/01 2pp 


B00404035B Ack receipt of IE Insp Rept* 30-269/60-04/50-270/00-03 U 
S0-2B7/B0-O3 on 600121-25 Jc 28 & 0201 No proprietary info 
PARKER, W 0 Duko Pouier Co 00/03/10 Ip 


— 8004040383 Forwards IE Insp Repts 50-269/00-04.50-270/00-03 fc 
50-287/80-03 on 000121-25 tt 28 it 0201 Nn noncompUance 
noted 

8T0HR/J P Region 2. Atlanta, Fuel Facility b Material* Bafety 
Branch 80/02/14 2pp 


C0040306H Supplements 600102 Itr b confirms discussion* w/KRC re 
reactor vessel head vent required by NUREO-0579 Remotely 
operable reactor vessel head /ent uUl be installed Design 
will be sinilar to that of hot leg vents per BQ0102 Itr 
PARKER/W D Duke Power Co BO/04/02 Ip 


8004210320 Su/rmary of 800222 meeting w/D6W owner* group In Bethesda/ Kd 
re abnormal transient operational guidelines 
SEIDEL. Q L Reactor Systems Branch 00/04/02 4pp 


8004140430 Forwards comparison of draft STS u/snubber functional test 
sampling plan 

COLLINOG/D M Duke Power Co 80/04/03 llpp 


DIW,NU8 Corp i HtOrpu-Hil 
r. df,/t NUREO-0667, "Trpn.t.nt R.spom. 0 / 
DtH-Desigtied Reactors " 

CAPRA, ft A Standard I lation Branch 60/04/04 7pp 


0004180490 Notification of 800423 meeting w/utils b 0&U in Bethesda. HD 
recommendations by BiM Reactor 

Transient Response Task Forte 

CAPRA. R A Standardization Branch 80/04/05 2pp 


”6004040402 IE Insp Repts 50-269/00-04.50-270/00-03 l« 50-207/00-03 
on 600121-25 26 & 0201 No noncamp 1 lance noted, Major 

areas Inspected emergency foe i 1 i ties, equipment b procedure*, 
mean* for determining release b omorgoncy training 
JENKINS/0 R Region 2, Atlanta. Fuel racility <t Hatoriol* Safety 
Branch PBRROTTI.D J Region 2. Atlanto. Office of th» Olrector 
00/02/14 llpp 


8004000253 Forwards response to IE Bulletin 79-OlD re environ 
qualification of Class IE equipment Complotion of Item* 1, 

2 t< 3 documented W/o end 

PARKER, H Q Duke Power Co 00/03/13 2pp 


6004240035 Forwards response to IE DuUetln 80-03. "Los* of Charcoal 
from 8td Type 1 1. Two-Inch, Tray Adsorber Cell* " No evidence 
of filter degradation as described in bulletin wa* obiervod 
at facilities 

PARKER, W □ Duke Power Co 00/03/21 2pp 


8004230202 Ack receipt of 000204 Ur informing NRC of step* 

‘ao/w/sr "•“‘O'- OP»7,tion. N«U.r 


taken to 


Support 


ill! bi nit “ *! ‘ ‘■•'"“"•"B .‘‘n* at Unit. 2 I, 3 

heId r u ‘n'"'*'! I’SO ihiitdoun. 

HEID.R U Operating Reactors Branch 4 00/04/07 15pp 


Repts 50-269/79-41,50-270/79-39 8. 1 SJrJic tJve 

actions technician involved given written warning b 
independent verification being developed 
PARKER, U 0 Duke Power Co 60/02/04 2pp 


8004300137 Concur* u/80032l Itr dejcribing safety of fuel dooI 
operation w/o add! cooling capacity due to deUy of addl 
cooler b pump in*tallation Reque*t* precise estimate for 
procurement b installatian by 000601 “Miniate for 

REID.fl N Operating Reactors Branch 4 80/04/09 3pp 

PARKER, w a Duke Power Co 00/04/11 .iv.grity 

br,.l. .,,11 t. Illlutll’ISj,;""'* '■•'"’'.rv fr... .„.ll 
FAHKEfti H □ Duke Power Co 80/04/14 |p 

PARKER, H 0 Duke Power Co 00/04/15 2pp 

parameters S«ded*bJ^pe^Uor 

shutdown condition b iestina plant in safe hot 

PAHKFIJ.IJ n A i nesting for Iq** 

PARKER. WO Duke Power Co BO/04/ie aJJ 


OrUIa* %o/S!/!r 




-0004230267 Notice of violation from in*p on 791203-10 
• «,9..n a, AH.nt., Offlc. of Ihl Sirl.tor BoJSi/li. 


JP 


--0OO423O277 IE Insp Repts 50-269/79-41,50-270/79-39 1, /to ai 

OP 791203-10 Noncompliance noted fdlurrtrfpllow * 

“S’H” ? “-s^o/oo-oa . 

PARKER. W 0 Duka Power Go 00/03/20 Ip 

'"sZ?: r?r“ ‘ 

aupport Branch*^ B0/03/04^*"2jp Construction b Engineering 



DOCKETED ITEMS 


97 


6004130511 Forwards IE Info Motice 0O‘-12» "Instrufnent Failure Causes 
Opening of PQRV & Block S/alve '■ No specific action or 
response necessarg 

O'REILLY. JP Region 2. Atlanta^ Office of the Director 80/03/31 
2PP 


0004320100 Forwards lE Insp Repts S0-2A9/8O-08. 50-370/BO-06 & 
50“297/S0-06 on 800223~29 No noncamp 1 lane e noted 
KENNArW B Region 2. Atlanta. Bafeguards Branch 00/03/31 2pp 


—0004220204 IE Imp Repts 5O-267/BO-O0. 50~270/B0-0A 50-207/00-0^1 on 

000225-29 No noncomp 1 lance noted Major areas inspected 
security p Ian. secur i tg program physical securitg Details 
withheld tref 10CFR2 790) 

TOBIN. W J Region 2. Atlanta. Safeguards Branch 80/03/25 Ip 


BO040D0fiil Forwards IE Circular SO’-OS. "Emergencg Diesel Generator 
Lubricating Oil Addition ^ Dnslte Supply " No written 
response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/04/01 
2pp 


8004150070 Forwards IE Info Notice a0'-13. "OE Type 8BM Control Switches 
Defective CAN Followers ** No specific action or response 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/04/02 

app 


0004240249 Forwards IE Info Notice 0O-'l4. "Bafety Suggestions From 
Employees " No action required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/04/02 
2pP 


0004250330 Ack receipt of 800314 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-269/80-05. 

50'270/80-04 U 80-287/80-04 

CENlGiR C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/04/02 Ip 


—6004290334 Responds to NRC 600220 Itr re violation noted in IE Insp 
Repts 50'-269/80-OS. 50-270/00-04 SO-207/80-04 Corrective 

actions areas cited were cleaned malnt practices tc 
procedures changed to include housakceping practices 
PARKER. N 0 Duke Power Go 00/03/14 2pp 


—0004230340 Forwards IE Insp Repts 50-269/80-05,30-270/00-04 & 
50-207/60-04 on 800107-31 & notice of deviation 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 60/02/20 2pp 


—8004280346 Notice of deviation from Insp on 800107-31. 

» Region 2. Atlanta. Office of the Director 00/02/20 Ip 


8004000432 Forwards steam generating operating history updating Info in 
util 781120 Itr through 1979 refueling outage inservlce 
insp 

PARKER. U 0 Duke Power Co 00/04/03 12pp. 


8004180326 Forwards IE Circular 00-07. “Problems W/HPCI Turbine Oil 
ays “ No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/04/03 

2pp 


8004250357 IE Insp Repts 50-269/00-05. 50-270/80“04 it 50“287/80-04 on 
000107-31 Noncatnp 1 lance noted, fal 1 ure to adhere to stated 
housekeeping practices in areas occupied by eaf etg-related 
equipment 

MARTIN. R D Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch JAPE, F Region 2. Atlanta. Office of the Director 

00/02/20 8pp 


0004230132 Forwards IE Bulletin 79-03A "Longitudinal Meld Defects in 
A9HE 8A-312. Type 304 Stainless Steal Pipe " Action required 
O'REILLY. J. P. Region 2. Atlanta, Office of the Director 00/04/04 
Ip 


0004100350 Forwards IE Bulletin 00-08. “Exam of Containment Liner 
Penetration Welds “ Written response required 

O'REILLY. J P. Region 2, Atlanta. Office of the Director 00/04/07 

2pp 


0004300205 Ack receipt of B00303 Itr informing NRC of steps taken to 
correct violations U deviations noted in IE Insp Repts 
80-269/79-37. 50-270/79-34 it 80-287/79-37 

□ 'REILLY. J P Region 2. Atlanta, Office of the Director, 00/04/07 
2pp 


*—8004300214 Responds to NRC 000206 Itr re violations it deviations in 
IE Insp Repts 50-269/79-37,50-270/79-34 50-287/79-37 

Corrective actions shift operating personnel instructed on 
manual transfer intercommunication sys U alarm procedures 
PARKER. M 0 Duke Power Co 80/03/03 4pp 


—8004300230 Forwards IE Insp Repts 50-269/79-37.50-270/79-34 it 
50-207/79-37 on 791111,15 t 16 notices of violation U 
deviat 1 on 

LEWIS, R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/02/06 2pp 


— 6004300237 Notice of violation from insp on 791111, IS Sc 16 

a Region 2. Atlanta. Office of the Director 80/01/16 Ip 


— 8004300245 Notice of deviation from insp on 791111.15 Sc 16 

a Region 2, Atlanta. Office of the Director BO/Ol/iG 2pp 


—8004300260 IE Insp Repts 50-269/79-37.50-270/79-34 8/ 50-287/79-37 on 
791111, 15 Sc 16 Noncomp 1 lance noted inadequate procedures to 
correct potential ma I func tions, excess! ve RCS cooldown rate 
Sc failure to notify of RO within 1-h 

QUICKcD R , MARTIN, R Region 2. Atlanta. Office of the Director 

00/01/19 6pp 


0004240296 Forwards addl response to IE Bulletin 79-OJD. "Environ 
Gual if Ication of Class IE Equipment " Revised master sys/ 
components list S, sgs component evaluation work sheets end 
Addl equipment info will be sent by 000701 
THIE8.AC Duke Power Co 80/04/21 1200pp 


8 Reportable occurrences, LERs S' related correspondence 


8004160272 RO 287/80-4 rept re breach of fire barrier in cable room 
should have been submitted by B00327 Anticipates that rept 
<uill be submitted no later than 000411 
FARKER.W 0 Duke Power Co 00/03/27 ip 


0004030223 Forwards LER 80-005/OaL-0 

PARKER. M a Duke Power Co 80/03/31 app 


— 8004030224 LER B0-O05/03L~0 on 800302, borated water storage tank level 
Channel 1 failed high when bellows froie Caused by removal 
of transmitter box cover Transmitter thawed S. callbr 
checked 

LEWIS, 8 R Duke Power Co 80/03/31 Ip 


8004 160229 Forwards LER 80-004/OaL-0 

PARKER.W O Duke Power Co 80/04/ II 3pp 


•0004160232 LER ao-004/03L-0 on 800226. breach in final barrier 
penetrations discovered In two places Cause for missing matl 
in one sleeve 6 hole in plate of other undetermined Hourly 
firm watch ostablished until firestop matl was Installed 
LEWIS. 8 R Duke Power Co 00/04/11 Ip 


DOCKET 50-209 THREE MILE ISLAND NUCLEAR STATION. UNIT 1 


F Gecurlty. medical, emergency i' fire protection plans 


G0041D0350 Forwards Revision 6D to modified amended physical securiLy 
plan Plan withheld (ref 10CFR2 790) 

HERDEIN.J 0 Mfltropoll tan Edison Co 80/04/02 Ip 


0004210263 Notification of 800415 meeting w/util in Behtesda re open 
Items on fire protection per NRC 800207 Itr 
DIIANNIiD C Operating Reactors Branch 4 80/04/04 Ip 


800430040? Advises that std market weather alert monitor Is sufficient 
for use In notifying pub l ic. regard less of on-off switch 
HERBEIN. J 0 Metropolitan Edison Co 00/04/25 ip 


0 Adjudicatory correspondence 


0004100136 First set of interrogatories directed to Utensee in restart 
proceeding re UBPA fixed nuclear facility incident plan 
Certificate of 8vc encl 

AAMODT. M M Affiliation Unknown 00/02/16 3pp 


— 0004100142 Second set of interrogatories directed to State of PA In 
restart proceeding re relation between hypothyroidism & 
radioactive emissions 

AAMODT. M M Affiliation Unknown 00/02/22 2pp 



DOCKETED ITEMS 


S3 


“C'j4l'3t'»5 tet cf intB^fogator »e* directed to licensee in 

r«itart proreeJinj ta Contention 0 concerning radiation 
• ni I * ton 'J«t«> 

^'Ar'-jIjTi fj O Affiliation (/nknojn 00/02/22 Ip 


::On4ji'^lO thir^ let af interrogator! «t directed to licensee In restart 
proceeding re Contention 11 l/Concerning projected U present 
capitaliiej cos^ t related data 
AA'doOT.r/ 0 Affiliation Unlno 4 .n 00/02/22 Ip 


— 0004010069 Fourth set of mterrogatori&s re Contention 2 IncludO’S 
(questions re operator 4< senior operator basic engineerinfl 
ti phgalcs training In thermal hydraulics 
AAMODT. M H Affiliation Unknown 00/02/35 Bpp 


—8004010093 Sixth set of interrogatories re Contention 3 Includes 
questions re tests used for licensing operators befora 
after accident Certificate of Sve end 

AAMODT. M M Affiliation Unknown 00/02/25 6pp 


rzC4lt:.0lS^ fourth »*t of interrogatories directed to licensee in 
restart proceeding re a-nendod Contention 4*concornlng data 
reesrd Irans-Jiii ion in control room Supporting 
documentation t Certificate of Sue end 
AAf'QDT fi 0 Affiliation UnknoLn SO/02/22 5pp 


800401003& First of sot of interrogatories Interrogatories limited to 
Contention B re emergency planning U preparedn*** 

Certificate of Sve end 

SHOLLV. 8 C Affiliation Unknown 80/03/29 6pp 


CC:}4C30I39 Notice of taking uf depositions Submits names of addl 
licensee erploveet to be added to list provided in 
intervtnor COO120 notice of taking of depositions 
Certificate of Sves enc I 

WJCG*F,M P T»'r»* Mile Island Alert WlDPFF, M P WldQff< fleageri 
SeUcjiti t Adler EO/02/32 2pp 


“<-S0040S0l46 Notice of intent to take depositions of individuals listedi 
all of vher served as staff or consultants to President's 
Co«nnission on TMI Certificate of Sve tn related 
correspondence end 

WIDOFFp M P Three Mile Island Alert WlDOPF.H P Uidoffi Reager< 
Getkouiti I Adler 00/02/22 4pp 


— 0004050150 Further amend to 300120 notice of depositions & 000214 
amend to notice, adding follouing dates 600212 it 17 
Certificate of Sve end 

WtD0FF,M P Three Mile Island Alert UID0FF,M P Hidoff, Reager, 
Selkouiti it Adler 80/02/22 3pp 


— 8004030167 Seventh set of interrogatories Includes questions re past 
if present util perionne 1, insp & maint log J< adrolnistrati ve 
procedures eiplaimng use 6 meaning of job ticket form 
Certificate of Sves end 

HIDOFF. M P Three Mile Island Alert HID0FF,«P Hidoff. Reager. 
Selkoulti <« Adler 00/02/22 7pp 


--5004000176 Notice qf taking of depositions Submits names of NRC 
personnel to be added to list provided in intervenor 
000206 notice of depositions Certificate of Sve end 
WICOFF.M P Three Mile Island Alert WIDDFF.MP Hidoff. Reager, 
Selkowlti Ic Adler 80/02/22 2pp 


0004320350 Certif ication to Commission re psychological distress 
issues Urges consideration of issue under NFPA for puroosc 
of mitigating effects of TMI-l licensing activities 
Intervenors contentions end 
JDWDAN.H H . LITTLErL H . SMITH, I H 
Board Panel 80 / 02/22 3 ipp 


Atomic Safety and Licensing 


interrogatories, re Contention 4 Includes 
^onitoring of data from licensee it NRC role 
i programming In Harrisburg area 

during TMI-2 accident 

AAMODTrN 0 Affiliation Unknown 80/02/23 Ip 


-B00401W70 Fourth set of interrogatories re Contentions 4 i 5 Include* 
fooSstuff poisoning due ^ ^ ® 
radioactive iodine emissions 

AArtOOT.M M Affiliation Unknown 00/02/25 3pp 

-8004010072 First set of Interrogatories, re Contention 8 Includes 
AAMODT, N 0 Affiliation Unknown 80/02/23 Ip 

■‘kS:?-""" ' 

AAMOOT.M h Affiliation Unknown 80/02/25 2pp 


— 8004010040 First set of interrogatories !< document requvste Includes 
questions re communicat ions links between state agencies St 
licensee it state 6c licensee emergency evont class! f Ication 
scheme Certificate of Bve end 

SHOLLY, 8 C Affiliation Unknown 80/03/25 7pp 


— 9004010042 Second set of interrogatories & document requests Includes 
questions re NRC assessment of adequacy of licensee proposed 
high radiation containment isolation signal Certificate of 
8vc end 

SKQLLV, a C Affiliation Unknown 00/02/25 ISpp 


■0004010044 Fourth set of Interrogatories C. document requeeti Includes 
questions re former employees who served on TMI security 
force it attempted acta of sabotage & theft Certificate of 
8vc end 

SHOLLV, S C Affiliation Unknown 00/02/25 36pp 


0004090190 Notice of address change for intervonor Chesapeaka Energy 
Alliance Hall should bo sent to representative Ir Daltimore. 

MD Certificate of 8vc end 

POLLARD. n 0 Chesapeake Energy Alliance 80/03/37 app 


0004020203 Response in opposition to SC Bholly Interrogatories 5.6.10. 
22 it 29-34 of third set of interrogatories re Contention 16. 

Ouestions bear on security planning but do not relate to 

alleged threat posed by Unit 2 Certificate of Sve end 

BLAKE, e L Metropolitan Edison Co BLAKE, E L Shaw. Pittman. Pott* 

ic Trowbridge 80/02/28 7pp 


8004090096 Motion seeking extension until Q00331 to respond to 
Intervenors' interrogatories, due to largo vol it last-minute 
proceed Ing Certificate of 8vc end. 
TROHBRIDGE.O F Metropolitan Edison Co 
Pittman. Potts it Trowbridge 


80/03/03 


TflOWBRlBOE. 0 F 

6pp 


Qhau. 


a004n0S4l MotJe. 0. lnt.rv»nor 800307 ,ntrv upon pr.ffll... of TMI-l .or 

Storage location for radiation monitoring instruments it 
hydrogen recombiner Certificate of Sve end 
8H0ULY, S C Affiliation Unknown 00/03/03 4pp, 

Intervenor interrogatories on 800225 Intervenor finds 
objectives w/o merit 

SHOLLV.a C Affiliation Unknown 80/03/07 lOpp 

MBI8S. E R Sheldon. Harmon 8^ Heiss. 00/03/04 Ip 


interrogatories from intervenor SC ShoUy Exp lanatlon*of 
oJ'^lvc ” fnterrogatory 16-004 supplied W/C*r ti f Icati 

ZAHLER, R E Metropolitan Edison Co 00/03/04 4pp 


M M Affiliation Unknown 00/02/25 4pp 

long-term opllatlai ^ of modifying facility for 

AAMOBT, M 0 Affiliation Unknown 00/02/23 2pp 


POLLARD. R Q Chesapeake Energy Alliance. 80/03/06 9pp 
BHARTZ.L L Antitrust Division 00/03/07 Wpp 
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Q00403D322 Response in opposition to fourth special prehearing 
conference order disposing restart Contentions 11(0* IlKA) 

{al h III(A)(fa) Urges revision of order due to Improper 
determination of merits Certificate of Bvc end 

SOUERSi J Anti-Nuclear Croup Representing York BO/03/10 4pp 


6004110155 Foruards licensee response to TMl Alert third set of 
interrogator i es 

ZAHLERjR E Shau< Pittman* Potts &> Troiabridge 80/03/10 ip 


— 0004110162 Response to third set of interrogator! es Includes info re 
radiation releases into atmosphere into Susquehanna River 
during first quarter of 1979 Affidavits ii Certificate of 
Sve end 

ZAHLERiR E Metropolitan Edison Co ZAHLER, R E ShauJ. Pittman* 
Potts Trouibridgo 80/03/10 16pp 


8004310235 Foruards licensee supplemental response to ThI Al«rt second 
set of interrogatories Responses to Interrogatories 17« 21*22 
& 35 have been treated as document requests 

ZAHCERfR E ShatJ* Pittman* Potts tt Trowbridge 80/03/10 3pp 


— 6004210290 Supplemental response to second sot of interrogatories 
Includes info re util mgt audit* TMl-1 operating & emergency 
procedures & names of all health physicists employed at 
TMI-1 Affidavit & Certificate of Sve end 

ZAHLERiR E Metropolitan Edison Co ZAHLER* R E Shaw. Pittman* 
Potts & Trowbridge 80/03/10 9pp 


B004040229 Motion for extension until 000324 for deposition's noticed on 
600120 S< until 000331 for depositions noticoil on 800222 re 
restart proceeding License does not oppose extension 
Certificate of 8vc end 

ADLER* T A Three Hile Island Alert ADLER. T A Uidoff* Reagcr. 
Selkowiti & Adler 80/03/11 Spp 


80b4060022 Memorandum order re Chesapeake Energy Alliance 800313 
omnibus motion filed in restart proceeding Certification to 
Commission will not be entertained absent extraordinary 
circumstances Funding denied Labeling sys granted partially 
SMITH* I W Atomic Gafoty and Licensing Board Panel 80/03/11 4pp 


6004080429 Motion to compel UCS answer to Interrogatory 8-1 of licensee 
800118 first set of interrogatories ra facility restart 
Licensee is entitled to identification of alleged Inadequacy 
re lies Contention 8 H/suppor ting Itr h Certificate of 8vc 
TROHDRlDOErO F Metropolitan Edison Co TROHGRIDOErO F Show. 
Plttmani Potts tt Trowbridge 80/03/lt 8pp 


BO04O6O720 Objections to intervenor 8C Gholly fourth set of 
Interrogatories & document requests Intervenor requests info 
not within scope of Contention! 15 tt 16 Certificate of Sve 
end 

TROWDRJPOEiO F Metropolitan Edison Co TROi^QR IDQE* 0 F. Shaw* 
Pittman* Potts tt Trowbridge 60/03/11 ISpp 


6004110029 Objections to Interrogatory 179 of intervenor UCS second set 
of interrogatories Request for info re licensee hearing 
preparations is irrelevant to ultimate disposition of 
issues Certificate of 8vc end 

TROWDRIOOErO F Metropolitan Edison Co TROWDRIDOE*© F Shaw* 
Pittman* Potts tt Trowbridge 80/03/11 9pp 


0004020044 First set of interrogatories directed to NRC Supplements 
8C ShoJly 600117 interrogatories re restart proceeding 
Includes questions re quantity of rad iation* adequacy of 
emergency plan t< ingestion exposure Certificate of 8vc end 
8HaLLY*S C Affiliation Unknown 00/03/13 7pp. 


6004030170 Motion for emergency funding to continue depositions re 
restart proceeding Funding approved by Comptrollor Oeneral 
Jan 1980 opinion Requests immediate certi f lea tion to 
Commission Certificate of 8vc End, 

ADLER* T A Three Milt Island Alert ADLER* T A Uidoff. Reagerj 
Belkowlti Ic Adler 80/02/13 3pp 


6004100306 Objects to interrogatories included In Intervenor Aamod t 
Contention 3 interrogatories* fourth set. Info requested is 
either beyond scope of Contention 2 or irrelevant to 
Contention 2. Cer tif Icate of 8vc end 

TRQUBRIDOEiO P Metropolitan Edison Co TRDUBRIDOE*0 F Shaw* 
Pittman* Potts h Trowbridge 60/03/13 Spp 


0004100435 Objections to intervenor Aamodt Family 800322 second set of 
interrogatories Interrogatories 1''6 do not relate to Aamodt 
Contention 8 or any other contention accepted by A8LB 
ZAKLGRiR E Metropolitan Edison Co. ZAHLERiR G 8haw* pittman« 
Potts 8< Trowbridge 00/03/13 3pp 


— 8004100436 Objections to intervenor Aamodt Family 600222 third set of 
interrogatories Interrogatories 1-7 relate to Aamodt 
Contention 11 1. rejected by ASLB 

ZAHLERiR E Metropolitan Edison Co ZAHLER. R E Shaw* Pittman. 
Potts 6 Trowbridge 80/OJ/13 Ip 


— 6004100437 Objections to intervenor Aamodt 800225 sixth set of 
interrogatories Interrogatories 4-iO are unrelated to Aamodt 
Contention 10 or any other contention accepted by ASLB 
Certificate of Sve enc 1 

ZAHLERiR t Metropolitan Edison Co ZAHLERiR E Shaw* Pittman* 
Potts Zt Trowbridge 00/03/13 6pp 


8004080064 Forwards Reg Guides 1 134 t< 1 145 in further response to 
document requests portion of intervenor second suppl to 
interrogatories tp NRC staff Copy of WASH 1400 is on order 
ti will be forwarded as soon as received W/o enc 1 
6QUDER, J U Division of Rules and Records 00/03/14 Ip 


6004060678 Notice rescheduling licensee 600316 deposition to 600336 at 
OF Trowbridge ofe* Wash ington. DC* re restart proceeding 
Certificate of Bve end 

UE18S. E R Union of Concerned Scientists WEI58*E R Sheldon* 
Harmon t Uelss 60/03/14 3pp 


8004100479 abjections to Chesapeake Energy Alliance first set of 
interrogatories Intervenor requests are irrelevant to 
ultimate disposition of issues Certificate of Sve end 
TROWORIDGE.O F Metropolitan Edison Co TROWDRiDOEiG F 8haw. 
Pittman* Potts h Trowbridge 60/03/14 I4pp 


B004100S63 Amend to notice of deposition Depositions of 0 Henderson. 
H Dougherty T Gerusky , of f icia Is of Commonwealth of PA. will 
be taken on 600324 L Jackson will not be deposed 
DOWERS* J Anti-Nuclear Group Representing York 60/03/14 ip 


— 6004100565 Intervenor response to first set of interrogatories Includes 
Info re intervenor witnesses who will testify aa to adequacy 
of licensee govt emergency plans 

DOWERGi J Anti'^Nudear Group Representing York 00/03/14 ip 


— 8004100967 Fellowan interrogatories Includes info re 20-mi lo 
evacuation radius discussed by Chairman Mendrie on 790330 
Certificate of Sve end 

DOWERS* J Anti-Nuclear Group Representing York 60/03/14 3pp 


0004060199 Forwards licensee responses to MI Lewis 800130 second set of 
interrogatories Affidavits for responses will be forwarded 
shortly 

ZAHLERiR E Shaw* Pittman* Potts it Trowbridge 00/03/17 Ip 


'6004060200 Response to second set of interrogatories Includes infa re 
history of Incident Message Form R-72 entry in radiological 
data log book 

ZAHLER. R E Metropolitan Edison Co ZAHLER. R E Bhaw. Pittman.* 
Potts <4 Trowbridge 80/03/17 Spp 


0004090381 Forwards Ucenseo responses to intervenor 600131 first sot 
of Interrogatories Affidavits will bo forwarded shortly 
ZAHLER, R E Shaw. Pittman* Potts «< Trowbridge 00/03/17 Ip 


--8004090283 Response to first set of interrogatories Includes info re 
gaseous i* liquid effluent filtration devices & (neasures 
taken in response to NUREO-0560 reactor control room design 
criticisms 

ZAHLERiR E Metropolitan Edison Co 60/03/17 i3pp 


6004090269 Forwards licensee further response to BC Gholly 800104 first 
set of interrogatories Affidavits will be forwarded shortly 
ZAHLERiR E Bhaw. Pittman* Potts t Trowbridge 80/03/17 Ip 


— 8004090295 Further response to first set of Interrogatories Includes 
info re hydrogen controt*ECCS flow rate. use of radiation 
monitoring devices 8< health physics procedures 

ZAHLER. n E Metropolitan Edison Co ZAHLER. R E Bhaw* Pittman. 
Potts Trowbridge 60/03/17 3Spp 


8004100279 Forwards licensee response to Sholly 600206 second set of 
interrogatories Afficavits for responses will be forwarded 
shortly 

ZAHLER, R E 8haw* Pittman, Potts & Trowbridge 00/03/17 Ip 


— 8004100265 Response to second set of interrogatories Includes Info re 
persons who contributed to licensee emergency plan 
emergency plan accident classification sys 

ZAHLER* R E Metropolitan Edison Co ZAHLERiR E Bhaw, Pittman* 
Potts U Trowbridge 60/03/17 13pp 
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8C>04100476 Ac k receipt of 800229 rec^u-est to be informed uhen TMI 
ret'cirns to operetion ASLD will hold hearings re- TMI — I 
restart Hearings nay comnence during Summer l^BOi 
but date of Conmission final decision is not knoun 

ShlTHi I U Atomic Safeti; and Licensing Board Panel 60/03/17 Ip 


60040BOOS& Memorandum h order shortening time for anatueTlng (notions to 
compel discovery re restart proceedingi to five daya after 
SVC of motion Requests for extension mill be entertained 
Time to answer motions served prior to orderi shortened 
SMITH* I H Atomic Safety and Licensing Board Panel 00/03/19 3pp 


--900410(1478 Requests info as to uhen TMl uill become operational again 
Author is General Public Utils stockholder 
SEKULA>P Affiliation Unknoun 80/02/29 Ip 


B004100539 Conmonuea 1 th of PA response to second set ef 
interrogatories Includes info re federal, state it local 
emergency response plans Certificate of 8vc end 
CARTER, K W Pennsy 1 van la. State of 80/03/17 33pp 


B004JC0549 Response to third set qf interrogatories Includes info re 
persons responsible for internal security# sac ur ity contracts 
U incident repts Certificate of 8vc i RA Rice affidavit 
enc 1 

BLAKE I E L Metropolitan Edison Co BLAKE, E L Shau, Pittman* fottl 
U Tro-ubndge 60/03/17 15pp 


80'04l00&62 Response to first set of interrogatories Includes info 
re alleged inadequacy of natural circulation to remove 
decay heat Certificate of Svc enc I 

WEISS, E R Union of Concerned Scientists WEI68#£ R Sheldon* 
Harmon t* Weiss 80/03/17 28pp 


6004100S6-6 Objections to Interrogatories 1#5 re intervener 
TMI Alert#!!^ seventh set of Interrogatories Social 
security numbers of former employees deemed irrelevant 
Certificate of Svc end 

BLAKEi E L KetropoUtan Edison Co BLAKE# E I, Shaw, Pittman, Potts 
Troiubndge 00/03/17 5pp 


6004110175 Response to first set of interrogatories Includes info re 
potential for accidents at TMI-l resulting Prom. TMI-a 
accident Certificate of Svc end 

PaLLARD#R 0 Chesapeake Energy Alliance 00/03/17 4pp 


0004110516 Responds to PA Public Util Commission first set of 
interrogatories Includes info re Witnesses uho will be 
called to testify by licensee Certificate of Bve tt 
attachment u/addl response end 

TROWBRIDGE#© F Metropolitan Edison Co TROWBRtDGEiO F 8hau# 
Pittman, Potts tc Trowbridge 80/03/17 29pp 


9004090189 Motion to compel responses by licensee to fourth set of 
interrogatories h document requests Licensee 800311 
objections attempt to carvo out scope of restart 
contentions Certificate of Bve encl 
SHOLLV, 6 C Affiliation Unknown BO/03/19 I7pp 


8004S10453 Responses to Aamodt first set of interrogatories Includes 
info re agricultural emergency plans Affidavits & 

Certificate of Svc end 

CARTER# K W Pennsylvania, State of 00/03/19 29pp 


8004110077 Forwards licensee answer to SC Bholly Interrogatory 08-006# 
re restart proceeding 

ZAHLERi R E Shaw, Pittman, Potts S< Trowbridge 00/03/20 Ip 


--6004110081 Response to EC Bholly Interrogatory 08-006 of first «et of 
interrogatories# rs restart proceeding Sept 1979 accident 
c las sif Icatlon s ys, NURE0-O610, has been adopted by licensee 
in emergency plan 

« Metropolitan Edison Co BO/03/20 5pp 


8004110065 Response in opposition to 8C Sholly 800303 motion to compel 
ansitiers to second set of interrogatories Theoretical 
assumptions underlying emergency plan impossible to 
document. due to reliance on thoughts rather than facts 
ZAHLERiR E Metropolitan Edison Co 2AHLER# R E Qhau# Flttmah* 
Potts Trowbridge 00/03/20 9pp 


8004110100 Responds to ASLQ 600125 third special prehearing conference 
order requesting extent bo which emergency plan has 
incorporated KUREO-0376 Class 9 accident considerations 
Response to Sholly Interrogatory 08-006 provides info 
ZAHLERiR E Metropol itan Edison Co 2AHLER# R E Shaw# Pittman* 
Potts * Trowbridge 80/03/20 2pp 


8004250063 Response in opposition to licensee objections to Aamodt 
000229 third set of interrogatories Asserts that appropriate 
relationship erlsts between Interrogatories St Contention 4 
re restart proceeding 

AAMODT.H 0 Affiliation Unknown 00/03/20 2pp 


0004110561 Forwards licensee response to TMI Alert Inc 800120 fifth 
set of interrogatories Affidavits for responses will be 
forwarded shortly 

BLAKEiE L Shaw# Pi fctman# Potts t Trowbridge 60/03/17 Ipp 


—0 004110567 Responds to fifth set of interrogatories Includes Info re 
Independent contractors to perform malnt repair & 

QA functions at TMI Certificate of Svc encl 

BLAKEiE L Metropaiitan Edleon Co BLAKE# E L Shaw# Pittman# 
Potts S< Trowbridge 00/03/17 IBpp 


0004140074 Farwards Commonwealth of PA response* to Intervenor 
interrogatories & document request* Object* to Interrogatory 
Oa-009 it suggests redrafting Interrogatory 08-002 
interpreted very narrowly 

CARTER, K M Pennsylvania# Otate of 80/03/17 2pp 


•8004140077 Response to first set of interrogatories Includes Info re 
communication* link* between state agencies# control room 
U emergency planning lone Affidavit of MA Reilly end 
CARTER# K W Penns y Ivanl a. State of 00/03/17 gpp 


—8004140060 Response to Aamodt second set of interrogatories Ineludi 
info re connection between Incidence of hy pothyrol di«ni In PA 
1< TMI-2 accident ES Boudin, G k Tokuhata & MA Relllu draft 
affidavit* end 

CARTER# K W, Pennsy Ivania, State of 60/03/17 7 pp 


— B004I40094 Becond response to first set of interrogatories Includes 
info re persons employed by Commonwealth of PA who ware 
notified by licensee of TMI-2 accident Affidavit of 
Everly Ic Certificate of Svc end 

CARTERrK W Pennsylvania, State of 80/03/17 7pp 

Chesapeake Energy Alliance 

000213 late Contentions 14 1< 15 NUREO/CR-1270 upon which 
contentions are based# does nat deal w/newly dltcaveTed Info 
re human factor* in control roam design 

BMITH* I W Atomic Safety and Licensing Board Panel 00/03/10 5pp 


‘6004250081 Response in opposition to licensee objection* to Aamodt 
second set of interrogatories Challotiges licensee assasimant 
of radioactive matl quantities tt licensee capability under 
projected waste mgt mechanisms 
AAMODT. N O Affiliation Unknown 130/03 /20 Ip 


— 80O42SOO-79 Response In opposition to licensee objections to Aamodt 
Interrogatories re Contention 4 Questions licensee refusal 
to disclose test* prior to Apr-May 1900 Requests parmlsslon 
to question employees re training W/Cer ti f icate of Svc 
AAMODT, M M Affiliation Unknown 80/03/20 5pp 


G004020104 8uppl to NRC position on need to consider Clast 9 wants 
previously submitted in response to A8LI1 791218 first 
special prehearing conference order 

^ Hearing Branch 2 TDURTELLOTTE# J Hearing Branch A, 
80/03/21 ip * 


*6004020107 suppl t« HRC 800131 position on need to consider Clan* 9 
events Bummarlzes U discusses action plan* & accident 
scenarios measures Plans & recommendations for rulemaking 
will bo placed before Commission W/Certif Icate of Svc 
SINGER. L N Hearing Branch 2 TOUR TEL L OTTE, J Hearing Branch 4 
00/03/21 IBpp 


6004090399 Advises of TMI Alert lack of financial resources to 
participate in restart proceeding Urge* ABLB to use power U 
good ausplcGs in order to help provide f und ing# permi ttlng 
intervenor continued activity In d iscovery, W/ivc list. 

ADLER# T A Midoff, Reagor# Belkowitl it Adler 00/03/21 3pp 


0004010207 Forwards Commission 000321 memorandum U order vacating 
of A8LAB 791207 memorandum it order, ALAB-573# re consideration 
Of Class 9 accidents' consequences M/o encl 
8INGER#L N Hearing Branch 2 80/03/24 3pp, 


part 


G004010315 Response in opposition to MI Lewis 800304 request to compel 
discovery Urge* issuance of protective order re 
Interrogatories 14 19 Response to Interrogatory 15 re leak 

reduction will be prepared Certificate of Svc end. 

8WARTZ, L. L Antitrust Division 60/03/24 6pp 
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8004010514 Respnn^e in opposition to UCS 800311 motion to cooipol NRC 
antuer Renaus confirms objections to Interrogatorg 210 
due to irrelevancy t* under protection of Privacy Act NRG 
will proceed w/ I n torrog a tory 211 Certificate of Bvc end 
SWARTZ. L L Antitrust Division S0/O3/24 Zipp 


8004100010 Kotlon to compel intervenor Environ Coalition on Nuclear 
Pouar to respond to licensee first set of Interrogatories 
Although ASLB granted ertension until 800317* intervenor 
neither responded nor objactad to interrogatories 
ZAHLERfR E Metropolitan Edison Co ZAHLER.R E Shaw* Pittman* 
Potts fci Trowbridge 80/03/24 Ip 


— B00410001S Motion to compel intervenor TMI Alert to respond to licensee 
800114 first set of interrogatories Although A8LD granted 
eitension until 000317* intervenor neither responded nor 
objected to interrogatories Certificate of Svc end 
ZAHLEfi.R E Metropolitan Edison Co ZAHLER* R E Shaw. Pittman. 
Potts If Trowbridge 80/03/24 4pp 


0004100464 Forwards notar i xed. signed affidavits for "Licensee Response 
to IniorrogatorlBft (Fifth Setl of TMI Alert. Inc " 

ZAHLER* R E Shaw. Pittman* Potts Trowbridge 00/03/24 I3pp 


9004230039 Clarification of interven-or 600306 suppl to omnibus motion 
Urges ABLD to grant financial assistance due to intervenor 
lack of resources to contribute effectively to psychological 
distress issue Certificate of Svc one 1 

POLLARD* R Q Chesapeake Energy Alliance 80/03/24 4pp 


B0040B0630 Memorandum order advising licensee that intervenor Aamodt 
000321 pleadings should be treated as motions to compel 
discovery re restart proceeding 

SMITH. 1 N Atomic Safety and Licensing Board Panel S0/O3/2S 2pp 


8004110157 Interrogatories directed to NRC re psychological distress 
issue* Content 1 on 4 in restart proceeding Requests 
specification of NRC posi t ion* c ontroverslal aspect of 
contention credibility of licensee 

POLLARD* R a Chesapeake Energy Alliance 00/03/26 3pp 


'”8004110164 Interrogatories directed to licensee re psychological 
distress contention in restart proceeding Rei^uests adoption 
of end 800326 interrogatories directed to NRC 
POLLARD* R Q Chesapeake Energy Alliance 00/03/26 Ip 


— 8004110166 Interrogatories directed tc State of PA re psychological 
distress contention in festai t proceeding Requests adoption 
of end 800326 Interrogatories directed to NRC Certificate 
of Svc end 

POLLARD* R 0 Chesapeake Energy Alliance 80/03/26 2pp 


0004000347 Discusses MI Lewis request for documents contained in 800215 
further discovery V Interrogatories Request for documents 
authored by RE Webb should be directed to author, 

CUTCHINfJ M Hearing Branch 3 00/03/27 2pp 


0004100452 Forwards FR notice of proposed rule* "Physical Protection of 
Plants If MatlsjAccess Controls to Nuclear Powerplant Vital 
Areasi " 8ECV 80-131* "Accident Considerations Under NEPA " 

BINDER* L K Hearing Branch 2. 80/03/27 Spp 


6004110095 Followon Interrogatory directed to State of PA re restart 
proceeding Requests identification of all rop ts< studies I* 
documentation relied upon in State of PA response to 
Interrogary 23(b) Certificate of Svc encl 

DQWER3* J Anti-Nudear Group Representing York 60/03/27 3pp 


6004090011 Confirms that ASLB hat granted extension until 000410 for 
NRC to respond to SC 8hol ly* UCB* Ch esapeake Energy Alliance 
ti other IntervenoTS^ interrogator! es* Major 1 ty of answers 
will be filed on 800331 

CUTCH1N*J M Hearing Branch 3 80/03/28 Spp 


6004090403 Memorandum I* order inviting parties to move for relief 
consistent w/Commistlon 000314 order ASLB present 
interpretation of same order Correctness of interpretation 
may be argued Motions must be filed within 5 days 

SMITH* I W Atomic Safety and Licensing Hoard Panel, 00/03/28 6pp 


0004160131 Forwards People Against Mudaar Energy Interrogatories 
to Hceniee Requests that interrogatories be served on 
those on svc list 

JORDAN* W 8 Sheldon* Harmon 8< Weiss 00/03/26 Ip 


— 8004160133 Interrogatories to licensee Includes questions re intervenor 
Contentions 1 St 2* documents that licensee expects to 
introduce into evidence licensee position on possible 
psychological distress caused by TMI-2 accident 
JORDAN* W S * SHELDON. K P People Against Nuclear Energy 
JORDAN* W 6 Sheldon* Harmon it Weiss, 00/03/28 9pp 


6004230001 Response in opposition to intervenor Aamodt motions to 
compel Ouestions do not boar on Contention 6 Disclosure of 
tests re Contention 2 delayed W/util 000124 Itr 
Certificate of 3vc 

ZAHLER, R E Metropolitan Edison Co ZAHLER* R E Shaw, Pittman, 
Potts t Trowbridge 00/03/20 i6pp 


8004230030 Response in opposition to UCG motion to compel licensee to 
answer Interrogatory 179 Elements of UCS content i ons* re 
licensaa position to be provided per mot ion* shoul d be 
identified if ASLB grants motion Certificate of Svc end 
TROWBRIDGE* 0 F Metropolitan Edison Co TROWBRIDGE. 0 F Shaw* 
Pittman, Potts Trowbridge 80/03/29 Spp 


8004230097 Forwards affidavits re licensoe further response to 9C 
Sholly first set of interrogator i os# response to Sholly 
Interrogatory 08-006 of first set 8» response to Sholly 
second sot of interrogatorios W/Certi f icate of Svc 
ZAHLER. R C Shaw* Pittman* Potts 6 Trowbridge 00/03/20 llpp 


8004230127 Forwards RW Keaton affidavit re licensee response to MI 
Lewis second set of interrogatories 

ZAHLER* R E Shaw, Pittman* Potts t< Trowbridge G0/O3/2B 2pp 


0004230131 Forwards RW Keaten S< RL Long affidavits re licensee response 
to intervenor Anti-Nuclear Group Representing York first 
set of Interrogatories 

ZAHLER* R E 6haw. Pittman, Potts Trowbridge 00/03/28 3pp 


8004080004 Partial response to intervenor 8C Sholly second set of 
interrogatories Addresses Interrogatories 01-005*07-003. 

00-010 through 08-016, 10-002 U 15-005 through 15-013 
Af f idavi ts* prof qualifications Certificate of Svc encl 
CUTCHIN, J M Hearing Branch 3 80/03/31 47pp 


0004080045 Response to Chesapeake Energy Alliance Interrogatory 12-16 
re BH analysis of integrated control sys Area of concern re 
multiple failure is relatively ins igni f i cant Affidavit it 
Certificate of Bvc end 

SINGER. L N Hearing Branch 2 00/03/31 7pp 


—0004080051 Response to intervenor Aamodt first t* third through sixth 
sets of Interrogatories Includes info re monitoring 
programs, operator performance ii incidents attributed to 
human errors Affidavits t* Certificate of Svc end 
SWANSON. D T Hearing Branch I 80/03/31 48? p 


0004080056 Response to UCS first I- second sets of i nterrogator ies 
Includes bibliography of Class 9 accident studies 8t NRC 
position on UCS contentions Prof qualifications Ic affidavits 
end 

SWARTZ* L L Hearing Branch I 60/03/31 99pp 


6004100222 Memorandum I* order directing NRC to specify 6 desclbe encl 
accident sequences of NRC 60D331 response bo ASLB inquiry re 
Class 9 accident* in relation to restart proceeding 
Satisfactory answer should be filed within 15 days from svc 
LITTLE.L W . JORDAN. W H * SMITH* I W Atomic Safety and Licensing 
Board Panel 00/03/31 7pp 


8004140004 Response to TMI Alert seventh set of inboTrogator ies re 
restart proceeding Includes names 4 functions of maint & 
operations personnel OF Trowbridge 800331 forwarding Itr to 
TA Adler end 

BLAKC*E L Metropolitan Edison Co BLAKE. E L Shaw. Pittman* Pott* 
S* Trowbridge 80/03/31 28pp 


— 0004140007 Response to Aamodt family 600222 fourth set of 
Interrogatories re restart proceeding Includes info re 
primary 6 backup communication sys in emergency plan GF 
Trowbridge 800331 forwarding Itr to MM Aamodt end 
TRDWORIDOC. G F * ZAHLER. R E Metropolitan Edison Co 
TROWBRIDGE* 0 F Shaw* Pittman* Potts 8* Trowbridge 00/03/31 
Spp 


—0004140013 Response to Aamodt family 800225 sixth set of 
interrogatories re restart proceeding Includes info re 
routine 8* planned radioactive releases per Tech Specs OF 
Trowbridge 800331 forwarding Itr to MM Aamodt end 
TRQ»DRrDOE,G F * ZAHLER* R E Metropolitan Edison Co 
TROWDRIDOEiG F Shaw* Pittman* Potts «* Trowbridge 80/03/31 
3pp 


— 0004140017 Response to Newberry Township TMI Steering Committee 90021! 
first set of interrogatories re restart proceeding Includes 
Info re selection of witnesses I* licensee studies re 
emergvncy plan OF Trowbridge 000331 forwarding Itr end 
TROWBRIDGE, G F . ZAHLER. R E Metropolitan Edison Co 
TROWBRIDGE, 0 F Shaw, Pittman* Potts Ic Trowbridge 00/03/31 
llpp 
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—80041^0019 Response to U08 secotiif set of interrogatories re restart 
proteeding Includes info re prevention of void formation t* 
reduction of natural circulation loss (SF Troubrldge B00331 
fortiJar d ing Itr to ER 14eiss end 

TROWDRIDGE.O F Metropolitan Edison Co TftDWBR IDOE, 0 F Shaw, 
Pittman. Potts 5t Troubridgo 80/03/31 Spp 


—8004140023 Response to Anti-Nuclear Croup Res p rss«nt ing Yarit second set 
of interrogatories re restart proceeding Includes info re 
offsite emergency operations ctr & interruption of 
electrical sve OF Troubridgo 000331 forwarding Itr end 
TRQHDRIDCE.G F , 2AHLER.R E Hatropolitan Edison Co 
TROWBRIDGE. 0 F Shaw, Pittman, Potts U Trowbridge SO/03/3J 
7pp 


— 8'0D4l40O2B Response in opposition bo SC Shatly B00321 motion to compel 
ansti/ors to certain of fourth set of interrogatories re 
restart proceeding Certificate of Sve end 

TRaWDRlDOE. 0 F Metropolitan Edison Co TRDMBRIDGE. O F Bhaw. 
Fittmari/ Potts U Trowbridge 08/03.^31 20pp 


— QQC4L40032 Motion to compel Chesapeake Energy Alliance answer to 
licensee dOOS10 first set of intorroga tor les re restart 
proceeding Intervener 900317 responses are insufficient fc 
Incomplote Certificate of Sve end 

TROWBRIDGE. 0 F Metropolitan Edison Co TROWBRIDGE, 0 F Shaw, 
Pittman. Potts tc Troubridgo 90/03/31 «?3pp 


—*8004140038 Response to HI Lewis third set of interrogatories re restart 
proceeding Includes info re selection of witnesses fc 
background of HI Lewis 8 Darley GF Troubridge G00331 
forwarding Itr to HI Lewis end 

TROWBRIDGE, 0 F . ZAHLER. R E Metropolitan Edison Co 
TRDWSRtDGE, G F Ghau. Pittisan, Potts & Trowbridge 80/03/31 
4pp 


-'-8004140045 Response to Aamodt family 0OOS1.6 first set of 
interrogatories re restart proceeding Includes info r« 
agricultural emergency plan 4i other related agricultural 
issues RE Zahler 800331 forwarding Itr to HH Aamodt end 
TROWBRlDOe. 0 F , ZAHLER, R E Hetrgpolitan Edison Co 
TROWBRIDGE. 0 F Shaw, Pittman, Potts & Trowbridge 80/03/31 
Spp 


— 'G004140051 Rasponse to Ml Lewis fourth set of interrogatories re 
restart proceeding Includes info re pathway analyses 
radwaste gas sys drawings OF Trowbridge eC033i forwarding 
Itr to Ml Lewis encl 

TRDWRRIDOE^G F . ZAHLER, R E Metropolitan Edison Co 
TROWDRIDOE, G F 8haw, Pittmap. Potts U Trowbridge 80/03/31 
4pp 


—8004140057 Response to AA Aemodt 800225 fourth set of interrogatories 
re restart proceeding Includes info re training in basic 
heat transf er, fluid flow 1c thermodynamics Supporting 
documentation ii OF Trowbridge 800331 Itr end 

TRDWBRIDOE^O F Metropolitan Edison Co TROWBRIDOE, 0 F Bhau. 
Pittman, Potts Trowbridge 80/03/31 3f)pp 


— 8004140042 Response to Chesapeake Energy Alliance first set of 
interrogator i Rs Includes info rc description of present 
radioactive water storage & methods of decontarninat ion GF 
Trowbridge Q0033I forwarding Itr to RQ Pollard end 
TRDW0RIDOE, 0 F. Metropolitan Edison Co TROWDRrOOE.D F Shaw, 
Pittman^ Potts & Trowbridge ao/-03/31 30pp. 


--G004140065 Supplemental response to PA Public Util Commission first set 
of interrogatories re restart proceeding Includes Info re 
decontamination k restoring during operation Af f Idavits, GF 
Trowbridge 800331 foruerdlng Itr & Certificate of Sve «ncl 
TROHDRlDOErG F Metropolitan Edison Co. TRONBRIDOE.G f Shaw, 
Trowbridge 80/03/31 I7pp. 


8004000019 Response to intervener SC Sholly first sot of 
Interrogatories Includes info re radioactive release as 
result of containment isolation fallute & other related 
aiatters Affidavits *< prof t^ual if icatlens encl 
CUTCHIN. J M Hearing Branch 3 00/04/01 16pp 


, — S0040G0025 Response to intervener Anti~Nuclaar Group Representing York 
follou-on interrogatories filed as result of NRC answer to 
Interrcigatorg 4 Addresses evacuation radius stated by 
Cha irnan Hendrle Affidavit L Certificate of Bve encl 
8IN0ER, UN Hearing Branch 2 80/04/01 5pp 


6004090579 Memorandum advising that A5LB is in process of selecting mep 
& overlays depicting TMt vicinity, to be presented as 
eihibit in restart proceeding ASLD member LW Little k NRC 
employee 0 LaBoche will select appropriate map features 
SMITH, I U Atomic Safety and Licensing Board Panel 80/04/01 4pp 


8004090586 Memorandum & order compelling UC6 to answer license* 800110 
Interrogatory B-1 re UC8 Contention B challenging analysis 
required for ECCS perf ormanco Grants 20-day extension, after 
SVC of present order, for DCS to comply w/ASLB directive 
SMITH, I ^ Atomic Safety and Licensing Board Panel 80/04/01 7pp 


B004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvement in radiological emergency, planning & 
preparedness, dl str i butod as Board notification 
GOSSICKiL */ Office of the Executive Director for Operations 
80/C4/02 34pp 


6004100016 Memorandum k order denying DCS 600324 motion to compel 
licensee answer to Interrogatory 17? re restart proceeding 
Interrogatory is broad k preevature 

SMITH, I U Atomic Safety and Licensing Board Panel 80/04/02 3pp 


8004100021 Memorandum k order directing NRC to delete confidential info 
from original record k to provide rest of info in response 
to UCS Interrogatory 210 re restart proceeding Recommends 
that NRC t. UCS confer re Interrogatory 311 

SMITH. I U Atomic Safety and Licensing Board Panel 60/04/02 7pp 


G004100024 Memorandum & order re SC Sholly 600303 motion to compel 
licensee answers Response to Interrogatory 05-006 is 
responsive to Interrogatory 08-019 Enforcement of 8C Sholly 
Interrogatory 08-024 is declined 

SMITH, I U Atomic Safety and Licensing Board Panel 80/04/02 3pp 


8004100304 Memorandom k order ro Lewis 000304 motion to compel NRC 
answers to Interrogator les 14,15 k 16 Denies motion re 
Interrogatory 18 NRC 800324 answer sufficient re 
Interrogatory 14 Interrogatory 15 is not answerable 
SMITH, I U Atomic Safety and Licensing Board Panel 80/04/02 2pp 


8004220011 Response to ASL8 600325 memorandum k order, stating objective 
of intervenor discovery k deposition program Prospected info 
will spotlight licensee internal weakness Participation in 
future depositions uncertain Certificate of Sve end 
ADLER, T A Throo Mile Island Alert 80/04/02 3pp 


0004300001 Discutsfts preparation for 800410 meeting u/USOS re charting 
of emergency planning maps for TMl-l restart hearings 
Forwards lists of rclevent items in emergency planning 
assessment of area 

LITTLE. LM Atomic Safety and Licensing Board Panel 80/04/02 
4pp 


—8004300005 Confirms 800331 notification of 800410 meeting w/U8G8 in 
Reston.VA rs USG8 production of maps for TMl-1 hearings in 
June or Jul 1980 U808 land use list encl 

LAROCHE, G Environmental Specialists Branch 80/04/01 2pp 


6004100509 Response to A8LB 800335 memorandum it order A6LB does not 
have authority to order NRC to take depositions on behalf 
of ASLD k Iftfcervenor TMI Alert ASLB proposed action is 
impractical k Intervsnor deposition program repetitive 
8NANSON,D T Hearing Branch 1 SINGER, L N Hearing Branch 2 
80/04/03 i3pp 


9004210114 Memorandum k order re Lewis 600319 motion to compel NRC to 
answer Interrogatories Declines to enforce Interrogatories 
33,24^25,29,30 k 37 Intorrogatofles 27 k 26 will be answered 
by NRC. May submit substituted Interrogatory 31 

SMITH>I M Atomic Safety and Licensing Board Panel 80/04/03 4pp. 


8004210421 Comments on ASLB 800325 order re adoption of TMI Alert 
deposition program concerning util mgt It financial 
competence Ouestion re whether depositions have been 
productive should not be addressed by licensee 

TRONBRIDOEfO F Metropolitan Edison Co TRDH9RIDGE, 0 F Shaw, 
Pittman, Potts k Trowbridge 80/04/03, 6pp 
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0004290053 Petition for addition of now contontion flany sys have had 
to operate unattended at THI-2 for over a yr Same ays must 
be <iualifiod at THI-l to operate unattended for similar 
period Svc list one 1 

LEUlSfH I Affiliation Unknotun 00/04/03 Spp 


8004150176 Interim memorandum K order directing licensee to answer 
Interrogatory 16 of Aamodt 000225 fourth set of 
inter rogator leSf re Contention 2 in restart proceeding 
SMITH) I U Atomic Safety and Licensing Board Panel BO/04/04 Ip 


0004240176 Memorandum stating practicality of issuing no ruling re 
Aamodt family re^iucst to depose State of PA officers<due to 
PA offer of continued voluntary responses Informal A 6 LD 
800229 fourth special prehearing order not changed 

SMITH) I W Atomic Safety and Licensing Board Panel 80/04/08 2pp 


B004210094 flemorandum h order re Aamodt Tamily 000320 motions to compel 
licensee response to discovery lei^ueats Licensee not 
refluired to answer Contention 8 re radwasto 

SMITH* I U Atomic Safety and Licensing Board Panel 00/04/09 9pp 


0004150273 Addl response to SC Sholly second set of interrogatoi ies 
Answers interrogatories 14-003) 14-004) 14-009 8 < 16-004 
Includes statements re NUREO-0616 Af f idavitsi prof 
{qualifications ^ Certificate of Svc end 
CUTCHIN*J N Hearing Branch 3 00/04/11 llpp 


6004190499 Foiwards adjudicatory hearing stipulation of settlement 
document re NPDES Permit 0009920 

HERBCIN)J G Metropolitan Edison Co BO/04/11 4pp 


8004S30119 Memorandum A order directing TMI Alert to respond to 
licensee 000114 first sot of interrogatories within 10 days 
from svc Answers are essential for licensee litigation of 
intervener contentions 

SMITH* I W Atomic Safety and Licensing Board Panel 00/04/11 3 pp 


G0D417OO55 Response in opposition to Leiuts BD0403 petition for addition 
of new contention No new allegation advocated due to 
coverage by UC 8 Contention 12 Certificate of Svc end 
CUTCHlNiJ M Hoarlng Branch 3 80/04/14 4pp 


8004170090 Motion for oitonsion until 0QO6O1 to respond to ASLB 800331 
memorandum i. order requesting further supplementation re 
Class 9 accidents Involvement in safety evaluation 
publication will delay «»nswor Certificate of Svc end 
SiNOCRrL N Hoarlng Branch 2 00/04/15 Spp 


6004200356 Ack receipt of 000326 intarrogator 1 e« Until ASLB rules on 
whether psychological stress issues will be heard in 
proceeding ) NRC Is reluctant to initiate review or analysis 
8lfART7iL L Hearing Branch 1 00/04/19 Ip 


6004200398 Ack receipt of People Against Nuclear Energy 800331 
interrogatories Since ASLB has not ruled on psychological 
distress iasoe*NRC is reluctant to initiate review or 
analysis of issue at this time 
SWARTZ. L U Hearing Branch 1 00/04/19 ip 


6004220291 Reminds of Q Pollard commitment during 000411 deposition to 
inform NRC if discussion in NUREO-O 66 O 1 Draft 3.Tast( IID. 
satisfies UC0 Contention 6 

SWANSON. D r Hearing Branch 1 00/04/10 Ip 


9004290373 Requests review reconsideration of 800407 Director's 
decision under 10CFR2 206 denying 000225 petition Interests 
of public health demand that cleanup be started at facility 
OARYiR Affiliation Unknown 80/04/10 2pp 


8004200249 Advises of intention not to respond to Aamodt 800407 request 
for further extension of time re State of PA deposition, 
unless advised to contrary ASLB 000227 memorandum disposes 
of matter 

SWANSON, D T Hearing Branch J 00/04/24. Ip. 


H general correspondence 


6004020227 Responds to 790919 Itr expressing concern to NRC 
participation in decision to place reactor in operation it 
NRC monitoring activities of reactor const Beyond licensing 
requirements, commercia 1 operation is corporate decision 
VOLLMER.R H TllI-2 Operations/Sop port 80/02/09 2pp 


—8004020234 Expresses concern re NRC participation in decision to plate 
reactor in operation it NRC monitoring activities of reactor 
const, Ltr of 791024 to Mot Ed expressing concern re Unit 1 
restart end 

EDMONaONiL D Affiliation Unknown 79/09/19 6 pp 


8004030123 Responds to 790016, l*r le plans to reopen TMI-l- nuclear 
plant const in HJ nuclear accident's Plant will not reopen 
until saf 0 ty-related issues are resolved Provides info re 
plants in NJ No diseases resulted from TMI 

DENTON) H R Office of Nuclear Reactor Regulation B0/03/O3 Spp 


“-8004030129 Opposes restai t of TMI-1. const of nuclear plants in NvJ b' 
nuclear accidents due to health hazards t TisVs to public 
safety 

FOSTER, K Affiliation Unknown 79/08/16 2pp 


8004180109 Responds to enc I ltr to President Carter re restart of 
TMI-l Util 1 cquest to restart TMI-l is suhj of public 
hearing.not expected before early part of 1901 
INGRAM. F Office of Public Affairs 80/03/05 2pp 


8004210106 Responds to Q00108 ltr ro boron dilution errors spent fuel 
cask drop evaluation Provisions to piotect against 
accidental boron dilution are acceptable Fuel shipment not 
anticipated for at least one yr after startup 
RElDiR W Operating Reactors Branch 4 80/03/12 Ip 


0004220019 Ftii wards ST Amant 800219 ltr urging restart of facility 
Requests NRC findings %> views 
QTONEiR Senate 60/03/14 2 pp 


8004020112 Responds to 800227 ltr re util financial situation NRC does 
not regulate electrical util rates Licensing board hearing 
will determine whether Unit t can safely resume operation 
during Unit 2 cleanup 

OILINSKY, 9 Commission 80/03/19 2 pp 


—8004020114 Discusses concerns re util financial situation Development 
of nuclear power should not bo blocked 
QUISENOERRY.O F Affiliation Unknown 80/02/27 2pp 


6004040002 Responds to General Public Utils stockholder re financial 
concern for restart of plant site NRC is conducting hearing 
before Licensing Board to determine whether Unit 1 can 
restart while cleanup begins at Unit 2 
OILINSKY. U Caramlssion 80/03/19 Ip 


—0004040004 Requests restart of unit because dividends are needed 
nuclear power is needed until some other source of power is 
found If util goes bankrupt. NRC is to blame 
BAKER. n 0 Affiliation Unknown 00/03/12 Ip 


0OO41BO113 Ack receipt of 800312 ltr concerning financial situation of 
util NRC docs not regulate rates charged by utils Main 
concern of NRC is regulation of safety of nuclear reactors 
OILIN&KY. U Commissi on 80/03/19 Ip 


— 6004180120 Requests assistance of NRC in restoring financial integrity 
to util Util presently close to bankruptcy because of 
financial burden of TMI accident 
LAWSON. J D Affiliation Unknown 30/03/12 2pp 


0004210331 Responds to ltr re permanent shutdown of f ac 1 1 1 ty. t 1 eanup 
of watte if payment of expenses concerning accident Dry 
wastes are packed in steel drums if shipped to burial sites 
Util customers do not pay for facility restoration 
DENTON. H R Office of pn/nn/io c»«n 


BOO^cisuioa nvs pones sq / /woi / ici t e vn 1 s i i:.vei y erruii. veiny inaue vu 
protect public health ir safety at all nuclear power plants 
currently operating or planned for operation Restart hearing 
has not yet begun 

DENTON. H R Office of Nuclear Reactor Regulotlon 00/03/19 ip 


— 0004220171 Requests adherence to regulatory directives 

PHILLIPS, L D . PHILLIPS, V Affiliation Unknown 79/06/17 Ip 


0004240441 Responds to 790815 ltr expiessing concern re pollution of 
environ by use of EPICOR-II sys Bys will clean water in 
auxiliary bldg to extent that no further risk will be posed 
Environ assessment will bo issued prior to disposal 
DENTON. H R Office of Nuclear Reactor Regulation 90/03/19 2pp 


—6004240447 Expresses concern re plans for disposal of contaminated 
water at TMl-2 Use of EPICOR-Il sys will pollute environ C« 
expose workers to radiation 

QILDCRT.R 5 Affiliation Unknown 79/08/19 iR 
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-8004100570 Request, into ro ^ I teener 

^;:::srb;ircr.;::x%:o%'':joufs sr:b:."o- <.uo.uo„o n,,. 

concern for safety fci/<\A/t3 iP 

HOSTtTTER.J vl /Nf filiation DnPnown iP 


0'?0337 Ur^ss NRC to provide educat»onal matla in ^ 

bH?"r Ebucdtdd pubHc , 

°r decision re future of nuclear onei gy f res tar t of 


80040^0337 
pub 1 
fa. 

cleanup of THI-2 
SNYOER/f'l 5 Affiliation Unfnoufn 


80/03/31 


2pp 


8004190114 Respond, to 600220 I tr regarding encl A «• D Thpmpe n 
concern re delay in i estart Conmnsion /90a09 7 .. 

Identifies iten^ that must be resolved prior J® 
naa/inil fco resolvs itsm, uilll delay restart until lat^ 

DiRCKSdW J Office Of the Eiecutive Director for Operations 


Bd.bonJ. >, Hr rb d.bpc.dl df rdd.bd.t.ve 
Beleaie af L.:inta->inatr i ca^^er into Susquehanna River is not 
ttrrentl.^ pernilted eicept tor liquid, containing loo di 
rindetectabje le/els Ot rad laa' C i * 1 ty an/n'i/iQ 2no 

rfcNTf*/ H R fJrnee jf TJuclear Reactor Regulation 60/03/19 2pp 


3004320173 Ac k receipt of Ifcr re '’‘d^ncial situafciot 
Utils NRC does not requlafco rates charged by electric 
utils NRC IS conducting hearing to determine whether 
can he restarted while TNI-S cleanup proceeds 
(jlUtNSKVfV Commission 80/04/03 Ip 


Oeneral 

a{ 

TMI-1 


Public 


s:vO427u':03 Opposes release, uf ladiaactive water 
Cusquebanna Ri.er NRC is trying to sa e nuclear 
regard t; interests of public 
ERO^JCE, M Afflliatijn UnlnOddn 60/03/19 Ip 


from TMI“2 into 
industry w/O 


—0004220161 Urges NRC to enpedite rate relief requoftod 
Public UtlU & roturn TMI-l to sve Unfair treatment 
to OoTiecal Public Utils has encouraged demonstrators 
LESHft Affiliation Unknown 80/03/24 2pp 


by oenorol 
accorded 


Ca4030n7 Hesponds to SGO.ul Itr requesting info re application of 
TrtI-2 Lenons Learned Task Force to facility certain other 
plants under const fJTlS should be contacted for SER info 
A5LB proceedings announced in FP . . „ . ortynn/oo 

VaRGA S a Assistant Director for Light Water Reactors 60/03 22 

2pp 


6004390049 Responds to 790023 Itr re nuclear f 1 ss ion & b lo I og I c 0 I 
effects of radiation FPA( Qccupat lonal Safety Health 


effects w. . - , Lj 

Administration t NRC are responsible for regulating 
exposure to radiation or radioactive matl 
DENT0N(H R Office of Nuclcai Reactor Regulation 


80/04/03 2pp 


9004250332 Ad ises that response to inquiry re plant, under const will 
be provided in SE«s which will include lMl-2 Lessons Learned 
Tasl Force finding. Forwards Commission order defining TNI-2 
review parareters b N4C Itr to all B^W reactors W/o ends 
VAflCA S A Assistant Director for Light Water Reactors 60/03/22 
2pp 


ej042lu356 Responds to 790904 Itr re release of Kr-051 from facility 
Util 'Safety Analysis ?« Environ Rept ' states that optimum 
choice for release Of Hr~a5! is atmospheric dispersion 
through controlled purging ot reat*‘or bldg atmosphere 
DENfON.H R Office of Nuclear Rpactor Regulation 60/03/24 Spp 


-'6004210360 Opposes reopening of facility t release of Kr-05 into 
atmosphere Requests plans for disposal of waste 
LEONARD. J Affiliation Unknown 79/09/04 Ip 


6004210363 Responds to Iti re holding of public hearings on facilities 
Ca;rmis»ion has ordered that public hearing be conducted to 
determine whether Unit 1 should be operated Will conduct 
review cr technical info on restart 

CENTQN H R Office of Nuclear Reactor Regulation 80/03/24 2pp 


0004100504 Opposition to TMI-t restart People who live in uUlntiy nf 
Tttl Uve tn constant dread NRC personnel do not have to 
share danger of living close to plant Chances of nuclear 
accident greatly underestimated by util t- NRC 
KAUFHANN/ D H Affiliation Unknown QO/04/09 3pp 


0004150478 Forwards updated svt copy distribution list i*or facilltid 
Notifies that GK Hovey has replaced RF Wilson as director 
of Unit 2 

ARNOLD. R C Metropolitan Edison Co 80/04/10 5pp 


6004260394 Ac k receipt of 800308 Itr expressing concern ra delay tn 
placing TMI-1 back in sve Based on 790009 shutdown order 
4 current status of proceedings. restart not possible until 
early 1931 . 4 

DENTONfH R Office of Nuclear Reactor Rogulatlon 80/04/14 Ip 


—6004260369 Requests immediate restart of unit Deloy could cause lorioui 
economic dislocations create political imfaalanco Draft Ofc 
of General Counsel reply end 

YOUNO.D W Affiliation Unknown 60/03/00 Spp 


--6004210373 Expresses conviction that public hearings must be held in 
communities within 25-m)le radius of facility site 
LVQN3- E Affiliation Unknown 79/07/23 2pp 


6004200342 Responds to 791630 Itr to NRC r# T«| NRC ha. Ordered 
public hearing to determine whether TMI-1 should be 
restarted Licensee authority to operate Unit 2 was suspended 
by KRC 790720 order 

DENTON. K R Office of Nuclear Reactor Regulation 80/03/24 2pp 


—00042803*0 Opposes reopening of TMI due to health haxard posed to 
area resiqpnt, Requests info re plans to dispose of 
radioactive water which flooded reactor Water may freeie In 
winter i< burst containmemt walls 
OAMDINO. H Affiliation Unknown 79/06/30 4pp 


0004100047 Forwards Commission 790809 order t/ notice of hearing for 
restart of facility in response to 000317 telcon 
UOLLMER.R H TMl-2 Gperations/Support 60/03/25 Ip 


B0041 10571 Forwards WASH-HOO “Reactor Safety Study, Assessment of 
Accident Risks in US Commercial Nuclear Power Plants." tr 
listed appendtcff to rept All documents Identified in second 
suppl to interrogatories to NRC have now been sent 
SAUDER.U L Division of Rules and Records BD/03/2A 2pp 


&004100574 Responds to 790615 Itr restart up of reactor Both Units 1 it 
3 shut down Unit 2 where accident occurred wilt be shut down 
for some tine NRC hearings to ascertain safety q# Unit 1 
will be conducted before startup 

DENTONpH R Office of Nuclear Reactor Regulation 00/03/27 Ip 


I Financial information 


6004030341 Forwards update to uttl 800219 Itr le projocted 1980 cJisli 
flow f orecasti ref loc 1 1 ng recent rate relief Company is able 
to meet max retrospective premium 

HERBEIN. J 0 Metropolitan Edison Co 80/03/31 3pp 


6004090477 Forwards supplementary financial info in support of TMI-I 
restart proceedings 

HAFER.F D General Public Utilities - GPU Sorvlco Corp 00/04/03 
140pp 


—6004090476 Transcript Of PA Public Util Commission 800213 hearins in 
Harr isburg. PA Pp f.963-2il43 

SKANAMANrS Pennsylvania. State of RUSSELL. 8 B , 0ELT7ER. A M 
Ryan. Russell ^ McConaghy 60/04/03 I82pp 


—8004090479 Transcript of PA Public Util Commisston 000227 hearing In 
Harrisburg, PA Pp 3, 494-2. 597A 

SHANAMANrS Pennsylvania, State of RUB8ELL, 6 » . SELTZER. A M 
Ryan. Russell (< McConaghy 80/04/03 37pp 


— 8004090480 Transcript of PA Public Util Commission 000228 hearing In 
Harrisburg, PA Pp 2,528-9.662 

SHANAMANrS Ponnsy Ivania. State of RUSSELL, 8 8 . SELTZER. A M 
Ryan, Russell U McConaghy 80/04/03 I56pp 


— 8004090401 Transcript of PA Public Util Commission 800318 hearing In 
Harrisburg, PA Pp 3,217-3.419 

SHANAHAN, s Penney I vania. State of RUSSELL, S 8 , SELTZER. A N, 
Ryan, Russell & McConaghy 80/04/03 204pp 
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--0004090^92 Annual Financial Rept 1979 

# General Public Utilities - GPU Service Coi p Jersey Central 

Pouer S< Light Co « Metropolitan Edison Co GO/04/03 44pp 


— 8004090483 "Proposal to Conduct Analysis of Stiategic Options for 
JCPJ^L " 

» Arthur Young 8< Co 80/02/29 125pp 


— 0004090484 "TMI-2 Coal Burning Plant Summary of Study of Converting 
TMl-2 to Fo 5 s 1 1 ”Fue 1 ed plant " 

♦ Oi 1 bert/Commonweal th Cos 00/02/25 I3pp 


a0042BOS30 Foruiards Met Ed certified Annual Financial Rapt 1979 t 
General Public Utils Carp certified Annual Financial Rept 
1979 li certified "Uniform Statistical Rept* 1979 " 

HERBEIN*J G Metropolitan Edison Co 80/04/22 Ip 


— 8004200633 Certified Annual Financial Rept 1979 
* Metropolitan Edison Co 00/03/07 27pp 


— 0OO4S8O63B Certified Annual Financial Rept 1979 Certified "Uniform 
Statistical Ropt, 1979" end 

♦ General Public Utilities - GPU Service Corp 00/04/22 7lpp 


P Operating license stage documents & correspondence 


8004040005 Forwards outline of p lant-spe-c i f i c questions to be addressed 
In addition to info required by IE Hulleiin 79-27 re 000206 
reactor trip at Crystal Riuer Sequence of events 6 planned 
corrective actions also end 

DENTONi H R Office of Nuclear Reac tor Regulation 00/03/06 26pp 


B004080121 Forwards NRC/TMI weekly status rept Liquid effluents from 
TMI~1 released to Busquehanna River*after processing were 
within limits specified in Tech Specs No liquid effluents 
were discharged from TKI-2 

COLLINS* J T TMI-2 Operations/Suppori 00/03/11 4pp 


G004030102 Forwards "Nuclear Data Link Specs*" study of digital 
communicat ion sys to transmit info from plants to Oethesda 
Operations Ctr 

EISENMUTjD 0 Division of Operating Reactors BO/03/12 5pp 


■B0D4O3011G "Nuclear Data Link Specs " 

« Division of Operating Reactors 80/02/21 28pp 


B004070141 Notification of 800321 meeting w/util NRC consultant. 
R Mittelstaedt. in Bethesda.MD to discuss ThI-1 restart 
SILVER. K NRC Three Mile Island Task Force 80/03/13 Ip 


8004030230 Notification of 000310 meeetirig w/all operating O&N reactoi 
licensees in Dothesda.MD to evaluate implications of Crystal 
River Unit 3 event 6 response to IE Bulletin 79^27 
RElDrR W Operating Reactors Branch 4 80/03/14 2pp 


8004020067 Confirms 800305 telcon rq regulatory requirements for 
portable radiation survey meter calibr recall sys. proposed 
radiation protection plans will specify min frequencies for 
portable survey meter calibr 

COLLINS. D M Division of Site Safety ^ Environmental Analysis 
80/03/17 Ip 


8004170294 Forwards suppl to safety evaluation re Amend 46 to License 
DPR-50 

REID. R N Operating Reactors Branch 4 80/03/23 4pp 


— 3004170300 Suppl to safety evaluation supporting Amend 46 fco License 
DPR-dOi increasing frequency for performing heat balance 
chocks of out-of-core detectors 

» Operating Reactors Branch 4 00/03/26 4pp, 


8004010412 Advises that Met Ed response to Item 3 of NRC 790014 Itr 
will be Included in revised study on degraded grid* to be 
submitted on 000415 

HERSElNiJ. G Metropolitan Edison Co 80/03/20 Ip 


8004070204 Responds to NRC 791030 Itr 000306 telcon inquiry re I03CC 
Investigation Forwards l tom-by-item response to NRC 791030 
1 tr* describing changes to investigation repair program 
HERflElN. JO ^Metropolitan Edison Co 80/03/31 4pp 


—8004070285 Revision 2 to "Oas Tungsten Arc - Shielded Metal Arc Welding 
of Btainless Steel In Borated Water Piping 8ys" re ID weld 
clad procedure 

* Metropolitan Edison Co 79/12/04 Spp 


0004070290 Forwaids Tech tapec Change Request 61B to App A of License 
DPR-50 

HERBEIN.J G Metropolifan Edison Co 80/03/31 Ip 


—8004070291 Application to amend App A of License DPR-*50 per Tech Spec 
Change Request 6lB 

HERBEIH* J G Metropolitan Edison Co 00/03/31 Ip 


--8004070306 Tech Spec Change Request 61B to App A of License DPR-SO re 
mods to high pressure injection sys to ensure min acceptable 
flow through each leg should one pump fail 
» Metropolitan Edison Co 00/03/31 4pp 


Q004070318 Advises that capacity of appro* 160.000 gallons of Unit 2 
water will be maintained by one reactoi coolant bleed holdup 
tank in each unit Tanks will remain empty, per NRC 
requirements 

WILSON* R F Metropolitan Edison Co 00/03/31 Ip 

0004070319 Formal ds Tech Spec Change Request 77A to App A of DPR-50 
HER0£IN*J G Metropolitan Edison Co 00/03/31 Ip 


— 8004070323 Application to amend App A of DPR-SO per Tech Spec Change 
Request 77A 

HERBEIN.J 0 Metropolitan Edison Co 80/03/31 Ip 


— 8004070325 Tech Spec Change Request 77A to App A of DPR-50 re revision 
of tendon surve 1 1 lance to reflect Reg Guide 1 35. Revision 3 
requirements & to delete ring girdei surveillance program 
e Metropol I tan Edison Co 00/03/31 lOpp 


8004080560 Responds to NRC 8002P3 Itr re overpressuri latlon rupture 
of low pressure injection sys Lorn pressure piping due to 
failure of ledundant check valves to act as pressure 
isolation ban ier 

HERBEIN.J G Metropolitan Edison Co 00/03/31 2pp 


0004000703 Forwards Tech Spec Change Request 90 to temporarily amend 
License DPR-50 Certificate of Sve end 
HERBEIN.J 0 Metropolitan Edison Co 00/03/31 Ip 


—0004000707 Application to temporarily amend License DPR-SO per Tech 
Spec Change Request 90 

HERBEIN.J G Metropolitan Edison Co 00/03/31 2pp 


— 8004080716 Tech Spec Change Request 90 re period for Cycle 6 refueling 
Page 4-59 Change would be deleted upon campletion of Cycle 
5 

* Metf opal 1 tan Edison Co 00/03/31 2pp 


0004110471 Notifies NRC that as of 800326. approx 160.000 gallons of 
shloldod storage capacity for TMl-2 water will be maintained 
by reactor coolant bleed holdup tank lA of Unit 1 & lA of 
Unit 2 Util 800326 memo ro TMl-t bleed tanks end 
WILSON. R F Metropoll tan Edison Co 00/03/31 2p p 


0004110395 Responds to 000307 Itr re reactor bldg spray sys Evaluation 
determined that by eliminating sodium thiosulfate tank & 
adjusting sodium hydroxide tank concentration 6 level. sys 
can maintain spray ph between 0 5 L 11 0 
HERBEIN.J G Motri»noH fan FHJ^nn Cn nn/AdyflO in 
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HEPDCIN, Jw rietl opol 1 tan EJjsor^Co 


fiept " 
eu/04/ii 


If 


•b004l^0.15l "A-end 16 in Pept- 

nois 

♦ Metropolitan Edison «. o SO/04/11 


pro'iding addl inPo re plant 
54pp 


a004l5&446 Foruara^ nods to entl ? certificates foi environ 

protectionf in rpspcnse tc fdRC 0C<^155 request 
HERBElNi J C rtetropolltar Edisun Co I22pp 


Foruards Tech specs Change Request 92 Certificate of Svc *' 

fee en: I 

MERDEIN-J G Metropolitan Edison Co QO/OAni 2pp 


— BC04320124 Terh Specs change Request /2 levising Page 3-60 re location 
of temp detectors in i eac toi bldg 

HERUElN J G Meti opol i tan Edison Co 00/04/11 3pp 


3004220542 Foruards application to amend License DPR-50fApp Aj 
consisting of Tech Spec Cliarige Request 91 Fee end 
HERBEIN- J Q Metropolitan Edison Co 30/04/11 2pp 


a004220ii54 Forwards list of outstanding Tech Spec change requests h 
respective submittal dates Requests revioiu of list f- 
status rept for each item 

HERBEIN.J G Metropolitan Edison Co 80/04/15 3pp 


B004250367 Requests withdiawal of Tech Spec Change Request QQ for 
revision of reactor vessel pi essore-temp limits to reflect 
potential effects of atypical weld uin e possiblg used in 
vessel fabrication Existing press ui e-temp limits acceptable 
HERDEIM. J G Metropolitan Edison Co 00/04/18 Ip 


0 Inspection reports. IT Bulletins t correspondence 


B004210097 Forwards IE Insp flepts 50-320/79-30 5- 50-239/79-24 on 
791128-000104 Wo noncompliance noted 

GRIER. B H Region 1 j Philadelphia. Office of the Director 
BO/Oa/2G 2pp 

—8004210102 JE Insp Repts 50-320/79-30 fy 50-289/79-24 on 79 1 12Q-0OO1O4 
Ma^or areas inspected licensee action on previous insp 
f intf mgs . new t< revised roco/erq procedures, p lant operations, 
plant tours 4. status meetings 

MARTIN. T T . PLUMLEE, K E . VUHAS, 0 P Region 1, Philadelphia. 
Office of the Director 80/02/26 7pp 


— 8004220545 Application ho amend License DPR 50. App A, consisting of 
Tech Spec Change Request 91 
« Metropolitan Edison Co 00/04/11 Ip 


—8004220552 Tech Spec Change Request 91 replacing Pages 4-1 1 . 12. 13. 13a 
^ 27a re RCS ihser/ice insp to prOfide interim measures for 
irradiation of one reactor /essel matl surveillance 
capsule in Crystal River Unit 3 reactor 
* Metropolitan Edison Co 30/04/11 6pp 


0004150261 Foluards corrected Page 2 1-45. Amend 13* to restart rept. 
describing short-term mods 
# Metropol i tar. Edison Co 80/04/14 Ip 


— BOO41502Q7 Corrected Page 2 1-45, Amend 13, to restart rep t. describing 
short-term mods 

a Metropolitan Edison Co 80/04/14 Ip 


8004090013 Responds to IE Bulletin 79-27 le loss of non-Class IE 
instrumentation ** control power sgs bus during operation 
Mod to intercommunication sgs is being made to ensure prompt 
action Manual iratisfei contractois will be provided 
HERBElNiJ G Metropolitan Edison Co 80/02/29 2pp 


0004310115 Foruards Waste Packaging Insp Rept 79-06A on 79112&-20 No 
noncompl lance noted 

SMITH, G K Region 1. Philadelphia, Fuel Faciliig t Matei lals Bofoty 
Branch 00/03/05 2pp 


— 8004210120 Waste Packaging Insp Rept 79-06A on 79U26-2Q No 
none amp 1 lance noted Major areas inspected shipping paper & 
placarding requirements, rad lati on 1 c /c Is. removab le 
contamination !> package oxternal feature requirements 
P0 TTER.jp , BHOWN.R A Region 1. Philadelphia. Fuel Facility U 
Materials Safety Branch 79/12/12 7pp 


0004170104 Forwards Amend 17to Restai t Rept." App 7 Aj R evision 2 to 
radiation protection plan 

HERBEIN. J G Metropolitan Edison Co 80/04/14 Ip 


' — 6004170106 Amend 17 to 'Restart Rept,' App 7A. Revision 2 to radiation 
protection plan 

HERDEIN. J G . PaTTS, W E Metropolitan Edison Co 00/04/03 24pp 


S004S1033S Forwards Susquehanna Rwer data in response to NRG 600407 
request 

SKINNER. W F Pennsylvania Power f* Light Co 80/04/15 Ip 


■8004210340 "Demonstration for Brunner Island Steam El ectri c Station 
Units l-3.Vol5 1 t 2 ’ 
e EC e< 0, Inc /7/05/19 2Q0pp 


--S004210344 "Potential Effects of Brunner Island Steam Electric Station 
on Future Migrations of Ameiican Shad in Susquehanna River " 
a EG f 0. tnc 77/08/13 23pp 


80042ID347 "Probab 1 1 1 ties of Normal 8e Worst Case Conditions in 
Susquehanna River during Critical Periods for Muskellonge 
Spawning ir SmaMmouth Bass Egg Survival Development “ 

* EG G, Inc 77/09/15 I6pp 


-8004210349 "Assessment of Thermal Effects from Brunner Island Steam 
Electric Station Based on Newly Derived Ma» Weekly Average 
Temps ’■ 

* EO ^ G. Inc 79/05/31 33pp 


'8004210355 "Ecological Study of Effects of Brunner Island Steam 
Electric Station Cooling Water Intakes " 

JOHNSON. T D Roy F Weston. Inc 77/11/10 78pp 


0004210338 "Biological Survey of Susquehanna River in Vicinity of York 
Haven* PA 1978 Terminal Rept ‘ 

MURT7iC B Charles D Wurti 79/06/29 33pp 


9004070409 Ac k receipt of BOOllB 791211 Itrs informing NRC of atopt 
taken to correct vlolationH noted in IF Insp Rept 
50-209/79-18 

GRIER, n H Region i. Ph i lodo Iph i a* Office of the Director 
80/03/07 Ip 


— 8004070416 Responds to NRC 791115 I tr re vioiations noted tn tE Inep 
Rept 50-289/78-10 Corrective actions evaluation of extromilti 
dose to uhole body dose ratios in progress Extension until 
791231 requested 

HERQEIN. J 0 Metropolitan Edison Co 79/12/11 Ip 


■8004070420 Ac k review of corrective action advises that corrected 
termination Itrs sent to affected individuals 
ARNOLD. R C Metropolitan Edison Co 80/01/18 Ip 


G004020056 Forwards response to IE Bulletin /9-OlD re environ 
qualification of Class IE equipment Provides master list of 
electrical components Will submit qualification data 
within 45 days after master list submitted 
HERBEIN*J 0 Metropolitan Edison Co BO/03/ll 33pp 


8004070219 Responds to IE Bulletin 79-19, “PaeVaging of Low Lovol 
Raduaste for Transport ^ Buriat " Personnel training 
requirements will be completed by Apr 1980 Requests that 
Unit 1 raduaste be released for shipment 
MILSOM, R F Metropolitan Edison Co 80/03/31 7pp 


0004110296 Responds to NRC 800223 1 tr requesting status of actions Ail 
IE Bulletin 79-19 items essentially complete Personnel 
training requirements near completion ?< approval of three 
radwaste shipments was gained Addl status info end 
WrLGON, R F Metropolitan Edison Co 80/03/31 7pp 


8004150276 Forwards IE Info Notice 80-12. "Instrument Failure Causes 
Opening of PORV i* Block Valve " No specific action or 
response necessary 

GRIER, B H Region 1, Philadelphia, Office of the Director 
BO/03/31 Ip 


— 0004210366 "Ic 
Vicinity of 
DENONCQURT, R 


hthyofauna) t/ Creel Census/Fishing Pressure Surveys 
Brunner Island Steam Electric Station " 

F R F Denoncourt 78/05/3|i I6lpp 


in 


8004090065 Forwards IE Circular 00-05. "Emergency Diesel Generator 
Lubricating Oil Addition t> Onsite Supply " No written 
response required 

GRIER. 0 H Region 1, Philadelphia. Office of the Director 
80/04/01 Ip 
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0004110149 Forwards IE JnPo Notice 0O-13( ”GE Type SDM Control Switches 
Defective CAM Followers “ No written response required 
DRIERi fl K Region 1» Ph i ladelph la^ Office of the Dliector 
aO/04/02 Ip 


8004240315 Forwards IE Info Notice BO"l4i “Safety Suggestions From 
Employees “ No action i equired 

GRIERtO H Region 1< Ph i lad e Iph lai Office of the Director 
BO/04/02 Ip 


9004100260 Forwards IE Circular 80-07, “Problems W/HPCI Turbine Oil 
Sys “ No written response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
00/04/03 Ip 


BOO423O460 Forwards IE Du 1 let in 79-03A, ‘’’Long itud Inal Weld Defects in 
ASMS SA-313,Type 304 Stainless Bteel Pipe “ Action required 
0RJER,D H Region 1, Ph i ladelph ia. Office of the Director 
00/04/04 Ip 


B0D418O171 Forwards IE Dulletin SO-OB, ''Esam of Cotifcainmenl Linei 
Penetration Welds “ Written response required 
GRIER, 13 H Region 1, Ph i lade Iph ia. Office of the Director 
80/04/07 Ip 


8004150621 Forwards 790S21 U 22 Itrs from to DtcW ouiners group 
as partial response to IE Dulletin 79-05C Includes 
technical analysis of small treats fit impact assessment of 
RCP trip on non-LOCA events 

THDRPE,J R General Public Utilities - GPU Service Corp 80/04/09 
135PP 


6004300500 Act receipt of 000220 Itr informing NRC of steps taken to 
correct violatiens noted in IF Investigation Repb 
50-289/79'- 10 

» Region 1, Philadelphia, Reactor Construction t* Engineering Support 
Branch GO/04/10 Ip 


— 0004300506 Responds to NRC 790906 I tr re violations noted in IE 
Investigation Rept 50-209/79-10 Corrective actions re- 
examination of items not completed during 1979 insorvice 
insp exam has been scheduled for uik of Q 0021 Q 
HEROEIN.J 0 Metropolitan Edison Co eo/02/20 Ip 


6004100473 Discusses inservice insp program submitted 791026 Clarifies 
position re upgrade of ultrasonic nondestructive 
examination techniques -Sc procedures Upgrade completed w/o 
replacing callbr stds 

HERQEIN, J 0 Metropolitan Edison Co 00/04/11 Ip 


R Periodic operating reports related correspondence 


6004010444 Submits "EPA Preliminary Data Rept e003l2i 14, 17 «< 21 , “ 
prepared by Environ Monitoring Sys Lab 

SMITH, A E Environmental Protection Agency 80/03/24 Ip 


8004010490 aubmits “NRC Air Sample Results for 800305,12 t* 19,“ 
prepared by Environ Monitoring Sys Lab, EPA 
SMITH, A E Environmental Protection Agency 80/03/26 Ip 


8004070222 Submits preliminary air t< wiator sampling data for 000319-26 
BMITH, AE Environmental Protection Agency 00/03/27 Ip 


0004140420 Forwards weekly status rept for wk ending 000320 re offsite 
emergency radiological environ monitoring program Surface & 
drinking water samples had normal tritium U gross beta 
activities 

OERTZ 18 M Porter-Oerti Consultants, Inc BO/03/2B 22pp 


0004070335 Forwards “Radiological Environ Monitoring Program Annual 
Rept# 1979,“ “Hydraulic Survey" & "1979 Monitoring of Coaling 
Tower Operational Effects on Vegetation In Vicinity of 
Facility " 

HERQEINiJ. G Metropolitan Edison Go 80/03/31 2pp 


— 8004070339 "Rad lolog ica 1 Environ Monitoring Program Annual Rept for 
1979 " 

a Metropolitan Edison Co 00/04/30 90pp 


— 8004070343 "Hydraulic Survey," for Jul 1979 Three oversize drawings 
«nc 1 

a G1 Ibert/Commonwea Kh Cos, 79/07/31 20pp 


— 0004070347 "1979 Monitoring of Cooling Tower Operational Effects on 
Vegetation in Vicinity of Facility “ 

PELLEK,R R , FRIDAY, 0 P , JOHNSON, R R NUB Carp 80/02/29 32pp 


0004250395 Forwaids pieliminaiy date rrom ol-tsite emergency 
radiological environ moiiitoting piogram consisting of 
program summary U status tor w‘< of 000326-0403 
GERTZi S M Porter-Gerti Consultants, Inc 60/04/0i Hpp 


8004070332 Submits average daily readings of radiation levels as 
measured by gamma rate recorder installed at Goldsboro fire 
hail, for 000322-29 

BAST,J Envii onmentdl Protection Agency 00/04/07 Ip 


8004230493 Forwards monthly operating rept for Mar 1980 
HERDEIN, J G Metropolitan Edison Co 60/04/15 Ip 


— B004230495 Monthly operating rept for Mar 1930 

MITCHELL, D G Metropolitan Edison Co 80/04/15 5pp 


8004230375 Preliminary data lept of air f-' water sampling 

CORKERN, W D Environmental Protection Agency 00/04/ J6 ip 


S Reportable occurrences, LERs ^ related con espondenco 


0004010330 RO 00-06/lP on 000325, dur ing refueling frequency reactor 
bldg local leak rate tost of valve RB-V7. updated total 
leakage exceeded Tech Bpecs Testing Is continuing w/approx 
1/4 of test program complete 

TOOLE. R J Metropolitan Edison Co 00/03/26 Ip 


0004040336 Forwards LERs a0-005/99k-0 f, BO-OIJ/99X-0 
HERBEIW. JO Metropolitan Edison Co BO/03/27 Ip 


—8004040344 LER aO-005/99}<-0 on 800321 , Rosemount t I 52 pressure 
transmitter in limited cases exhibited output between 4 & 20 
ma w/inpui pressure over or under calibr range Caused by 
long-term degradation from submeigcnce in water 
CHAPLIN, S D Metropolitan Edison Co 80/03/27 Ip 


—8004040349 LER 80-011 /99X-0 on 000321 , Rosemount 1152 pressure 
transmitter in limited cases exhibited output between 4 & 20 
ma w/lnput pressure over or under calibr range Caused by 
long-term degradation from submergence in water 
CHAPLIN, S 0 Metropolitan Edison Co 00/03/27 4pp 


8004280632 PNS-I-00-004 on 800327, two bomb threats were received both 
stating that bomb was set foi 800320 Search conducted No 
bombs found 

(MADDEN, W , DEVLIN.J . MARTIN, W Region 1, Philadelphia. Office of 
the Director 00/03/28 Spp 


8004230406 Forwards LER 00-006/01 T-0 

HERDEIN, J 0 Metropolitan Edison Co 00/04/08 Ip 


—8004230411 LER 0O-OO6/O1T-O on B00325, during periodic reactor bldg 
local leak rate testing, canta inment isolation Valve RD-V7 
had excessive leakage Cause suspected to be seat damage 
Improved valve placed on order 

MITCHELL. 0 G Metropolitan Edison Co B0/04/0B 2 pp 


U Congrossiotial/Execut ive Correspondence 


8004000137 Responds to 600220 Itr referring to 0 Dogardus concerns re 
facility restart Hearing could not be expected before June 
1900, due to scope of pi oceed ing, tnagnl tude of intervention U 
late licensee submittal of technical matl 

DIRCKGiN J Office of the Executive Director for Operatloiie 
00/03/07 Ip 


—0004080141 Requests response to end Gi<V Dogardus 000209 Itr supporting 
plant restart 

MATHIAS, C M Senate 80/02/20 2pp 


V Operator Examinations 


0004100420 Discusses reasons for postponement of re-e xamlnati on of 
licensed personnel at facility Startup date has been 
Indefinitely postponed making testing premature Util will 
probably contest decision * 

CQLLiNBfP F Operator Licensing Branch 80/03/27 2pp 
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( , • »ire tiatertion pldns 


Q004090470 Forweirda piopo^od changes to App A of Tech Spots \ Bopp3 I 
to ‘'Supplemental Reload Ltcen^iug Qutmvttal fat' Reload A 
HOgARn.J E Boston Edison Co 80/04/03 3pp 


I r 1 ( t jss*ik ' I ■’ '>■ re otitpins for energency readiness 

t jinj ■» iST * e<;ec*eii sefore resunptioo of 

'e.eljL. pr i>i rs *„ ^ete:t reasure ^ protect 
*'4*11^1 , It i-j] t*-' i:, ^’dre cf !*?i 

rj rl i-eji >• 1 r ilJJelphia Ofrjce of the Director 


i-Je*! F ''exisei t a re j war 1 ', ccntingenc^/ plan Plan withheld 

(ref ^t 0 > 

j Cm tin f-Jisori Co l^0/O4/?2 Ip 


— 8Q04Q90472 Proposed changes to Tech 5>pet% App A.iovislTig operaiUiU 
Umtt mar average planar lineai heat-goneration rate to 
ensure LOCA limits will not be exceeded 
« Boston Edison Co BO/Ol/03 Bpp 


0tjO4tl9O47fe Cj;ipl 1 to "Supplemental Reload Licensing Bubmltt^iil fiM 
Reload n ' 

QRAWDOJirR J , KISSrE , ORIDLEV, R L General Electric Co 

NED0'&4254-1 80/03/27 lO/pp 


'• A 1 |i, -• J c a » u r ^ L ot - e *p on ie T ^ e 


* +haf lain has teen fil>»d by G Oroois * A Brooks 

a^ajrjt itii ir, r:nfi»cticri j nperation of facility 
“C^-ins anj c^^plamt efu J 

; C l 3 ts»tDr fej non Co aO' 04/17 4 pp 


Gsoerai r jrr e»p onde K 


8004100414 Forwards methods of impl ementatifir for Category A llorni 
Tft 791030 discussions of LdSsons Learned Tasti farce 
short-term rei^uii ements Confoimance necessary prior to l^o»t 
operating egeje 

AUDGOUtMltC C Boston Edison Co BO/04/04 35pp 


0004100386 Application for mob of App A Ted, Specs fto License DPR < 1 'J 
consisting of various changes in surveill^ncp roquiroments 
b setpoints Fee end 

HOWARD; J E Boston Edison Co 80/04/07 Ip 


- Fc^ponat to ?iii3'''i9 J tr requesting inro re environ effects of 

new Enql^ni nutle^r aowF>r plants Radiation ef/lypnt levels 
jetef^ineJ hy ICuFrJo ' Pipp 1 to lOIFRSO Environ info 
amtUaJe in itated LPl' <3 

DALl^iRD r* L tn,;iroTi-ienta] Projects Branch i 60/04/01 2 pp 


*-0004100309 Proposed App A Tech Spec changes re core sprat; spai guv 
break (detection setpoint hydraulic snubfa er s i o 1 oc Ir I c A 1 powef 
sqs surveillance r equ i rementa, mods to safety rollof valvfi-s U 
containment isolation valve logic 
* Boston Edison Co BO/04/07 tJ 6 pp 


Antitrust (*on esponden; e 


SvD4090q7J Response reco'*i 4 nd mg that State of MA Hu/iirjpais 79JOJJ 
withdrawal of intervention as moot be granted AnkUrusi 
Harinj nc lancer recessatn^ per ene| DDJ 80031? itr 6 due tp 

settlement between municipals 4 util 

COLOPEftC J R Antitrust Division 8 Cj/ 03 / 3 l 2 pp 


R..pon», to ;'>l02-( Ur r^or.tir, BDJ oO.ic por Atp«ic 
Energy Act Antitrust hearing no longer necessary due t© 
settlement between State of MA mumripels t util 
Certir icattf of S»t ent I 

LITVACK, S M Justice, Dept of BO/QJ/l? 4 pp 


license stage iocu-nehts t, correspondence 


W004OQC-U3 of SD3£S>t neetmg y/QE 6 

Slit core spray Spaiger ci ac <s, assoc lated 
far resuming power a*tst reryeling outage 
f(A*iAlQ*,, J (i Cpeiatuig Reactors Branch 3 


licensee in Oethesda.KD re 
analysis !i plane 

eO/03/07 16pp 


8004140310 Discusses secondary containment leak rate test Tost 
demonstrated that standby gAs treatment sys could maintain 
1/4 inch of water vacuum in secondary cont 4 inmont Tost data 
one 1 

J Boston Edison Co 80/04/07 ip 


— 80041403U ^'Secondary Containment Leak Rate Test Data " 
* Boston Edison Co 80/03/20 ip 


elimination of crackjug in reti^rn 

ippni' i?n*? J n Cn‘"«i»nt" form in ;ipr 1900 

IPrOLITO;T A Operating Reactors Cranch 3 00/04/07 Spp 


frorenrr c w P’’!'”' <^0 Startup 

wsin I ^ refueling outage Assessment of pnlDJitial for 
damage should bo provided 

QL TO»T A apsratinq Reactors Branch 3 00/04/07 4pp 


LD04070405 DiscUssb, t.HC V6U23 request that - 

'eUas® for fuel burnups above 20.000 
per metric ton Responses indicate iha- no immidia 
** required for operating reactors 
iPPDLtTQ.r A Operating Reactors Branch 3 80 /<l 3/\0 ' 


all LWR licensees assess 
20. 000 
mmediate 
s 

80/03 /to 3pp 


6004030102 Forwards ‘flwciear Da^a Link Specs." ti^du qf rfiqital 
(Pperanor*’??/''' fcF'ansmit info rrom plants to DethesSa 
ersENMUT D G Division or Operating Reactors 80/0302 5 pp 

' -dOOAOjOlie 'Nuclear Data Linit Specs ” 

’» Division of Operating Reactors 


80/02/21 


2 flpp 


Associates. Inc. GA Power 

--7 cycle . -?s\: core 
KANMON.J U Operating Reactors Branch 3 80/03/20 6 pp 

‘Si:; 

8004280167 rorward^ video ^ i 

e0/0J/3I i,”'"" '■ Of.ite o, th, Dlr.ctor 

0004080398 Responds to f<jPC fi/vns? 
un.clv.dul.. Of dfv^ll ''' 

Submits infp far Arrin^ '50101 to present 

ANDOONjnI.o q Restore Fhi 7^'D0OI to present 

Boston Edison Co 80/04/01 2 pp 


uuoniNI.G C Boston Edison Cn 80/04/15 

ANDOONINI.G C Boston Edison Co SO/04/16 6pp 

Calculations not affected ^ 

ANDOONlUt.O C Boston Edison Co eO/04/i? ip 

I. cofT„pon.,„„ 

«‘>-S^3;0O-oa on aoon7-.0 N. 

Drench eo/oa/os" Fuel Feclltty % Matarl.le 8 arvt,l 

shipment r^^ori 4 reJSlato^J ^Muuiiint 

SS'/ 'aS” ^pp *■ -'•“-'■pm., Office th. 

=“'293/00-01 «„ @00108-11 No 

sSl^^'^^t‘BFanch'"’aS!;oa^8’’‘'tJ*"’'''^' Opofotlon. Nuclaae 
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— 8004040*111 IE Insp Rept 50-293/eO'01 on BOOlOS-tl No noncomp 1 lance 
noted Major areas inspected administrative controls for 
saf e t<j'*re 1 ate d malnt. ma int ac 1 1 vi t ibs< tec hni c lan 
qualifications %t preparation for refueling 

KEHOE. D , BAUNACK'W Region 1, Philadelphia. Office of the 
Director MARTIN.T T Region i. Philadelphia. Reactor Operations 
Nuclear Support Branch 80/02/OA 9pp 


0004090395 Forwards IE Insp Rept 50'293/80**03 on 000122-34 No 
none ornp 1 1 anc e noted 

CARLSONi R T Region 1. Ph i ladelph la. Reactor Construction ic 
Engineering Support Branch 00/03/12 2pp 


8004110009 Ac k receipt of B00304 lir requesling extension of IE 
Bulletin 79'OIB data submittal date Requests 24-*h 
notification of any deviation from understanding that 
response tu Items 1.3. *. 3 uiitl be submitted bg 800317 
ORIER. B H Region 1. Ph i ladel ph ia> Office of the Director 
80/03/14 Ip 


0004240552 Advises that IE Bulletin 00-05. "Vacuum Condition Resulting 
in Damage to Chemical Veil Control Sgs (CVCS) Holdup Tanks." 
was incoircctlg sent for action No response required 
GRIER. 8 H Region 1. Ph i lade 1 ph la. Office of the Director 
00/03/17 ip 


-8004090401 IE Insp Rept 50-293/00-03 on 000122-24 No none omp 1 lanc e 
noted Major areas inspected torus mod tt inservlce insp 
TRlPPfU E Region 1. Ph i 1 ad a 1 p h i a. Reactor Construction Ia. 
Engineering Support Branch WAUTON. G A Region 1. Philadelphia. 
Office of the Director 80/02/09 6pp 


0004300602 Forwards IE Insp Rept 50-293/00-07 on 000220-23 No 
noncomp 1 1 anc e noted 

CARLSON. R T Region 1. Philadelphia. Reactoi Construction 
Engineering Support Branch SO/03/17 2pp 


0004160145 Forwards IE Insp Rept 50-293/00-04 on 
noncompliance noted* 

BRUNNER. E J NRC Regional Offices QO/02/28 


000128-31 No 
2pp 


—0004300607 IE Insp Rept 50-293/80-07 on 800320-23 No noncompUance 
noted Majoi areas Inspected activities re torus mod & 
inservice insp 

UALTOM. 0 A Region 1. Philadelphia. Office of the Director 
80/03/13 5pp 


— 0004160153 IE Insp Rept 50-293/80-04 on 000120-31 No noncomp 1 iance 
noted Major areas inspected inservice insp Implementation, 
snubber program. conta inment integrated leak rate test 
procedure S' plant tours 

MARTIN. T T Region 1. Philadelphia. Reactor Oporations Nuclear 
Support Branch KEHOE. D . HIGOINS. J Region i» Philadelphia. 
Office of the Director 80/02/25 14pp 


8004810169 Forwards IE Insp Rept 50-293/79-07 on 791009-10 No 
noncomp 1 ianc e noted 

BMITHiG H Region 1. Ph i ladel ph ia. Fuel Facilltg t* Materials Safetg 
Branch 80/02/28 2pp 


— 8004210173 IE Insp Rept 50-293/79-07 on 791009-10 No noncompliance 
noted Major areas Inspected radiation protection program. 

Including train ing. surveys, post Ing tt control facility 
tours 

KNAPP. P J Region 1. Philadelphia. Fuel Facility & Materials 
8afety Branch OALLINA.C D . THONUS, L H Region 1, Philadelphia. 
Office of the Director 00/02/27 5pp 


8004160125 Ack receipt of 000229 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-293/79-21 
BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 00/03/24 Ip 


— 8004160133 Responds to NRC 800131 Itr re violation noted in IE Insp 
Rept 50-293/79-21 Corrective actions fire protection 
operating procedures will be levised to implement 
requircinents re Tech Specs 6 0 D. 3 12 & 4 13 
ANDOONINI.G C Boston Edison Co 80/03/39 3pp 


—8004160137 Foiwards IE Insp Rept 50-293/79-21 on 791310-14 «- notice of 
violation 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Rranch 80/01/21 2pp 


— 0004160141 Notice of violation from insp on 791210-14 

a Region 1. Philadelphia. Office of the Director BO/01/14 Ip 


000*1110079 Requests lO-day extension of 45-day response period for 
Items 1.2 t( 3 of IE Ounetln /9-OlB 
ANOOONINI.O C Boston Edison Co 00/03/04 Ip 


8004090469 Forwards lE Mgt Meeting Rept 50-293/00-0& on 800207 
UnUNNERiE J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 00/03/06 Ip 


—0004090473 IE Mgt Meeting Rept 80-293/00-06 on B00207 Areas discussed 
establishment of onsite ofc for two full-time resident 
inspectors All parties concurred on adminstratlvc & 
operational consi derat ions needed to establish ofc 
martin. T T Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch MCOAUOHV. R W Region 1. Ph i lade Iph la. Reactor 
Construction It Engineering Support Branch KEHOE. D V Region 1. 
Philadelphia. Office of the Director 80/03/04 Spp 


0004280297 Forwards IE Insp Rept 50-293/79-23 4 Waste Packaging Insp 
Rept 79-O0Q on 791227-28.800104 ^ 791218. respec lively 
GRIER. D H Region 1. Ph 1 ladelphla. Office of the Director 
80/03/06 2pp 


— B0042B0300 IE Insp Rept D0-293//9-23 on 791227-28 tt Q00104 
Noncompl lance noted failure to comply w/DOT regulations 
CLEMONS, P , OALLINA.C . CROCKER. H W Region 1. Ph 1 ladelphla. 
Office of the Director 00/01/10 5pp 


— 8004280310 Waste Packaging Insp Rept 79-O0B on 791218 Noncompliance 
noted radiation levels in excess of specified limits 
BROWN.R A . POTTER. J P Region i. Philadelphia. Office of the 
Director 79/12/01 3pp 


0004010013 Forwards response to 600215 notice of violation 8* >5.000 
check for resulting civil penalty imposed Responsible 
personnel reinstructed an proper methods of radiation 
survey ing. pac kag ing S< shielding 

AWDOONINI.O C Boston Edison Co 00/03/10 3pp 


8004250156 Forwards response to IE Bulletin 79-OlD. “Environ 
Oual 1 f ication of Class IE Equipment ” Environ capability of 
electrical equipment received adequate consideration during 
design const of facility W/o end 
ANDOGNINl.G C Boston Edison Co BO/03/12 5pp 


— 0004160146 IE Insp Rept 50*293/79-21 on 79I2J0-14 None omp 1 i anc e noted 
failure to adequately Imploment fire protection operating 
procedures 

DAUNACK. W Region I. Philadelphia. Reactor Operations Nuclear 
Support Branch CHUNG. J . QLUMBERC. N Region 1, Ph i ladel ph la. 
Office of the Director 80/01/14 I4pp 


80041502*12 Forwards IE Info Notice 80-13. "Instrument Failure Causes 
Opening of PORV tt Block Valve " No specific action or 
response necessary 

ORIERiB H Region 1. Philadelphia. Office of the Director 
80/03/31 ip 


0004090037 Forwards IE Circular 0O-O5, 'Emergency Diesel Generator 
Lubricating Oil Addition t/ Onsite Supply " No written 
response required 

GRIER. Q H Region l. Ph i lode Iph la. Office of the Director 
80/04/01 Ip 


8004110122 Forwards IE Info Notice 00-13. "OE Type SDH Control Switches 
Defective CAM Followers " No written response required 
GRIER. D H Region 1. Philadelphia. Office of the Director 
00/04/03 ip 


8004240290 Forwards IE Info Notice 80-14. "Safety Suggestions From 
Employees “ No action required 

GRIERiD H Region 1. Philadelphia. Office of the Director 
80/04/02 IP 


8004180227 Forwards IE Circular BO-07, "Problems W/HPCI Turbine Oil 
8ys '* No written response required 

GRIER. B H Region 1. Ph i lade Iph ia. Office of the Director 
00/04/03 ip 


8004110050 Forwards lE DuUotln 90-07. "OWR Jet Pump Assembly Failure " 
Written response required 

GRIER. B H Region 1. Philadelphia. Office of the Diroctor 
80/04/04 IP 


8004230463 Forwards IE Bulletin 79-03A. "Longitudinal Wold Defects in 
A8ME 8A-312, Type 304 Stainless Steel Pipe “ Action requii'ed 
GRIER. B H Region 1. Ph i ladel ph la. Office of the Director 
00/04/04 ip 
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f .sy 4 iaij| I'l f if.jrjs It fijSJeMf. I u t»?n i)r Containnpnt Liner 

PenelTaMsr Well*. Wr(t»eri leipcn^e required 
GRIEH D H n^nirr ] P h i | 3 1 e J p h 1 3 . Ohfice of ♦’NP Director 
aO/O'Wi^’ Ip 


•i "!)423!j 177 ‘itja-ili respor.se ro ]£ Djllelln 00-O2 Replacenent feeduPter 
ipafQers f iroin.iJ slee Ct jcre porctased through CE-San 
Jise CA * fabricated bj MdC in Engineering during Feb 1900 
Mb ad>>erse on ^ere observed 

A’fDO^MMl G c lJC5ton tJiion Cb 00/04/ 17 2pp 


h PerioJic operating repjrt, f related r or r »»5p ondenc c 


*0^4030511 Forwardi En/non Radiological llonitoiing Repl 12, ' 1979 
r-.NDQGflIWI G c Boston Edison Co 80/04^01 Ip 


“ -Q0O4CEu524 En»iron Radiological Monitoring Rept 1?*" 1979 

SOWDO^l T I . M0G0LG6HQ, F J Boston Edison Co BO/04/30 t31pp 

SC04230497 For-uards ronthlg operating rept for Mar 1980 
MCCUIRE.P J Boston Edison to 00/04/09 Ip 


--0004230499 Monthli, operating rept for Mar 1900 
WHITMEt.OG Boston Fdison Co 60/04/03 6pp 


b Reportable occurrences LERs t related correspondence 


8004250338 Requests 24-h notification of deviation from understanding 
per 800311 telcon re rerpnt 1 nc ident> that fuel handling 
operation uill not resume until certain conditions are met* 
including concurrence tropt 1£ 

CRIER, D H Region 1. Ph i lade Iph la, Office of the Director 
80/03711 Ip 


8004150576 Foruards revised LER 80-009/04T-1 
MCCUIRE.P J Boston Edison Co BO/04/02 tp 


--S004l50SSa Revised LER 80~009/04T-l on 600310, util received analysis 
rept fron I'ankee Atomic Electric Lab indicating reportable 
Cr-51 concentrations were found in mussel samples from 
discharge canal Cause not stated 
MCLGUflHLIW. M T Boston Edison Co 60/03/16 Ip 


B004300552PN3- 1-60-005 on 800404, bomb threat uas received Search 
conducted No bomb taund 
MCMEOWfl. L , DEVLIN, J , MARTIN W 
the Director 60/01/07 Ip 


Region 1, Ph i ladelph ia. Office of 


8004140337 Forwards LER BO-010/03L-0 

MCOUIRE/P J Boston Edison Co 80/04/09 Ip 

B0-0I0/O3L-O on 600310. hydrant hose house 5 damaged wha 
hit by House wrapped around hydrant, preventing access 

e returned to sve 

MCLGUGHLIN.M T Boston Edison Co 60/04/09 Ip 

6004170184 Forwards LER SO-Oll/OlT-O 

MCGUIRE, P J Boston Edison Co 80/04/09 ip 


lia J IS #n;.n? J*'* eiamined t, jet pump beams 

FlLVt.i t have discontinuities Caused not stated 
Flawed beams 1, beam bolt assemblies reolaced 
HCinurHLlN.M T Boston Edison Co 60/04/09 Ip 


V Operator Eiaminations 


6004150158 Approves 790026 revision to requa 1 1 f icat ion progiam ra 
simulator retaining Addl changes may be required after 
revloui of other operatoi tiaining programs 
COLLINS, P F Operator Licensing Branch 80/03/27 Ip 


DOCKET 50-294 MICHIGAN STATE UNW RESEARCH REACTOR 
P Operating license stage documents A correspondence 


6004010227 Forwards Tech Specs, amended to comply ij/new format 
requirements, for renewal of License R-114 

WILKINSON, R , CARRICK, J . TERRY, S H Michigan Stote Univ 80/03/11 

Ip 


— 80040J0229 Tech Specs, amended to comply w/new format requiromonts 
« Michigan State Univ 80/03/11 y2pp 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 
F Security, medical, emei gency S fire protection plans 


0004110089 Forwards request For addl info re 790323 contingency plan 8- 
791026 Revision I Request withheld (ref 10CFR2 790) 

GCHWENCCR, A Operating Reactors Branch 1 80/02/27 Ip 


S004240-531 Forwards sys description t/ operating instructions for NRC 
health physics telephone network Sys designed for use during 
nuclear incident or AO Netuoi k may also be used for dally 
administrative or facsimilie traffic 

KEPPLER.JC Region 3, Chicago, Office of the Director 00/03/20 

2pp 


8004010357 Forwards fire protection review Items 313,3 14ll,3l& 
Revleie is duplicate of 800307 review w/mlnor paragraph 
change in Item 3 I 3 c lar i f icat t on of Item 3 I 5 

HALL.R E Brookhaven National Laboratory 80/03/21 4pp 


0OO423OJ25 Forwards evaluation of facility fire protection program 
status of incomplete items identified in 780310 tt 790413 
safety avaluationa Position on safe shutdown copabllitu 
also end ^ 

8CHWENCER, A Operating Reactors Branch I 80/03/24 S2pp 


ciT 7. I autfwmem,* ror auuH 1 1 meeting u/ut 1 

LJjyn, IL re noncoinp 1 lane e 4- piogram weaknesses identiflc 
physics program appraisal insp 
KEEPLER.J G Region 3, Chicago, Office of the Director 
ip 


in Olon 
00/04/07 


— nii^ecing u/usi 1 in nethesd 

acceptance criteria for emergency 
preparedness at site » v 

REEVES, E Operating Reactors Branch 1 00/04/08 2pp 


of fire suoD?e«lin^« U. response to NRC question re characteristic* 
*''PP^e»5lon sys For grouped cable trays in 

NAUOHTQM, W F Commonwealth Edison Co 80/04/14 2 pp 


8004230310 Forwards addl info re Item 3 I 3, 
fire protection review Sys acceptable 
HALL.R E Brookhaven National Laboratory 


gas suppression syir for 
80/04/14 2pp 


0004230367 Forwards revised security p 
(ref 10CFn2 790) ^ ^ 

PEOPLES, D L Commonwealth Edison Co 


Ian Revisions ulthha 
BO/04/21 IP 


Id 


O Adjudicatory correspondence 


ssK V";iE“??r 

ffice of Nuclear Reactor Regulation 80/08/29 2 pp 
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0004090078 Foruards FR notice & director's decision under 10CFR2 206 
denying request For prepdratlon of EIS re /Amends 44 U 4l to 
facility OLs 

DENTQNp H R Office of Nuclear Reactor Regulation 90703/13 Ip 


— GOO4O8OO03 Director's decision under 10CFR2 206 denying C Quigg 790427 
request that Oirectoi of Nuclear Reactor Regulations order 
full EIS for Amends 44 ^ 41 to OLs Amends luill not 
Significantly affect quality of human environ 

DENTON, H R Office of Nuclear Reactor Regulation 80/03/13 6pp 


— GOO4O0OO00 Notice of Issuance of Director's decision under 10CFR2 206 
denying C Quigg 790427 request that Director of Nuclear 
Reactor Regulation order full EIS for Amends 44 ^ 41 to OLs 
No basis for Issuing EIS exists 

DENTON, H R Office of Nuclear Reactor Regulation GO/03/13 Ip 


900408056S Order granting e xtensi on, unt i 1 0DO4O9, f or CommisslDn to 
elact (jhether to review 000319 denial of enforcement action 
CHILK.S J Office of the Secretary of the Commission 80/03/31 
1 P 


□004030026 Memorandum of understand ing between NRC t< FEMA re prompt 
improvement In radiological emergency planning tt 
p reparedncs s , d i s tr i b uted as Board notification 
COSSICKiL V Office of the Executive Director for Operations 
BO/04/02 34pp 


G004S80590 Requests immediate suspension of license issued by NRC 
to Comm Ed to rerack & compact spent fuel poo) to 3,112 
spent fuel assemblies 

fill 1 00, C Pollution Environmental Problems 80/04/17 3pp 


H -Osneral correspondence 


G004210336 Advises that 791106 Itr to President Carter re emergency 
plans has been referred to NRC Since Summer 1979, NRC has 
been actively pursuing program to upgrade emergency 
preparedness Forwards NRC/FEMA documentation W/o end 
DENTON, H R Office of Nuclear Reactor Regulation 00/03/31 3pp 


8004150099 Responds to B003SB Itr re operation of nuclear power plants 
In high density areas NRC is investigating special measures 
to be taken in heavily populated areas Interim measurec have 
already been ordered at sites 

DENTONrH R Office of Nuclear Reactor Regulation 00/04/01 2pp 


■GQ04190094 Advises that facilities should be shut down duo to proximity 
to highly populated areas & likelihood of serious accident 
aTERNER,J N Affiliation Unknown 00/02/23 Ip 


9004160173 Responds to B00S12 Hr re continued operation of nuclear 
power plant Addl measures should be Implemented that will 
further reduce probability of severe reactor accidents 
Licensee has been in shutdown pending completion of actions 
DENTONrH R Office of Nuclear Reactor Regulation 80/04/01 2pp 


— 8004160176 Requests that NRC not phase out facility or convert to non- 
nuclear generators Nuclear power Is source for power in US 
No nuke political arguments have no basis in reality 
LAVERTY, E Affiliation Unknown 00/02/12 2pp 


9004170342 Responds to 000206 maiigram requesting shutdown of facility 
Special measures are being considered for plants located in 
high density areas Interim measures have been ordered at 
fac 1 1 i ty, confirming commitment to public health U safety 
DENTON, H R Office of Nuclear Reactor Regulation 00/04/01 2pp 


9004210080 Responds to 000125 request re public hearing & determination 
on UC8 petition NRC considering what special measures should 
be taken to reduce probability of severe reactor accident or 
lessen consequences 

DENTDN, H R Office of Nuclear Reactor Regulation 00/04/01 2pp 


—0004210093 Requests scheduling of public hearing ic determination 
of UC0 petition re operation of facility prior to 
reactivation. Concerned for health ik safety of community 
SCIANDRA, J New York, NY 80/01/23 Ip. 


9004210193 Responds to 000207 Hr re continued operations afc facility 
NRC if investigating special measures to be taken in high 
density population areas surrounding nuclear power plants 
Interim measures have already been ordered at sites 
DENTON, H R Office of Nuclear Reactor Regulation 00/04/01 2pp 


— 8004210201 Supports continued operation of facility Reactors supply 
2071 of generating capacity for New York City tt Nestchester 
County Utils can shut off oil p lant« lowering rates V 
dependency on foreign oil 

ffUrJ Affiliation Unknown 80/02/07 ip « 


8004210208 Responds to 8U0204 Itr re continued operation of Facility 
Plants reviewed to deteimine what addl measures or design 
changes can A should be implemented to further reduce 
probability of leactor acci-dCMtt or consequences 

DENTON. H R Office of Nucleai Reactor Regulation 60/04/01 2pp 


8004250013 Responds to 600212 postcard re operation of facility NRC 
considering what special measures should be taken to reduce 
probability of severe reactor accident Confirmatory orders 
issued as interim measure 

DENTQN, U R Office of Nuclear Reactor Regulation BO/04/01 2pp 


— 80042S0030 Urges that NRC consider UCS petition ro closing of facility 
Possibility of earthquake exists w/p)ant built near fault 
Only 207> of area energy genet ated by nuclear power 
Alternatives should be considered 
ODLDHDR.F Affiliation Unknown BO/02/12 Ip 


0004250010 Responds to 000315 Itr re opeiation of Facility NRC 
considering what special measures should be taken to reduce 
probability of severe reactor accident or to lessor 
consequences Confirmatory orders issued as interim measut e 
DENTON, H R Office of Nuclear Reactor Regulation BO/04/01 2pp 


P Operating license stage documents correspondence 


0004040031 Advises of issuance of M>REG-O50B, "Interim Staff Position 
on Environ Qualification of Sa f ety-ftelated Electrical 
Equipment,'’ providing guidance re methods for compliance 
ROSS, D F Division of Project Management 00/02/05 7pp 


0004000377 Summary of Uestinghouse Lessons Learned team 900121-22 site 
visit to determine implementation status of Category A 
Lessons Learned requirements Status of each item ir 
attendance list end 

TELFORD. J T NRC Tht ee Mite Island Task Force 90/02/15 6pp 


8004110S69 Forwards Lessons Learned Task Force status re implementation 
of Category A requirements following 000121-22 visit by 
Westinghouse Util has signed confirmatory Hr 
specifying that NRC will be notified of noncompliance 
TELFORD, F T THl-2 Lessons learned Task Force 50/02/15 6pp 


8004020463 Forwards NRC safety analysis of cracking discovered in 
feedwater sys Util repair program, nondestruc t Ive inspt It 
leakage testing are adequate to insure that integrity of 
feedwater piping will be maintained 

SCHUENCER.A Operating Reactors Branch 1 60/02/25 6pp 


□004100389 Forwards modified near-site study In response to NRC 791205 
request for 60-day crash ef fot t 

PEOPLES, D L Commonwealth Edison Co DAVIS, U F Power Authority of 
the State of New York CAHILL, U J Consolidated Edison Co of New 
York 80/02/23 Ip 


— 0004160395 "Near-Site Study ■" Viewgraphs end 

e Commonwealth Edison Ca * Consolidated Edison Co of New York 
e Power Authority of the State of New Vork 90/02/25 95p p 


6004020237 Forwards Amends 52 t 49 to Licenses DPR-39 ^ DPR-46, 
respectively Amends consist of changes to license 1, appended 
Tech Specs permitting mod at spent fuel pool increasing 
storage capacity from 860 to 2.112 fuel assemblies 
SCKNENCERiA Operating Reactors Branch 1 80/02/28 2pp 


—0004020262 Amend 52 to License DPR-39, changing license Sc appended Tech 
8pecs to permit mod of spent fuel pool to increase storage 
capacity from B6B to 2,112 fuel assembties 
0CHNENCER, A Operating Reactors Branch 1 00/02/38 3pp 


— 0004020266 Amend 49 to License DPR-40, chang Ing license 8c appended Tech 
Specs to permit mod of spent fuel pool to increase storage 
capacity from 06B to 2,112 fuel assemblies Replacement pages 
of App A Tech Specs end 

0CHNENCER. A Operating Reactors Branch 1 80/02/28 6pp 


— 0004020270 Notice of issuance of Amends 52 8« 49 to Licenses DPR-39 ftc 
DPR-48, respectively % negative declaration 
SCHUENCER.A Operating Reactors Branch 1 80/02/20 3pp 


0004220192 Requests addl info re dimension of upper vessel head 
surrounding control rod penetrations Info needed to complete 
work being conducted by Los Alamos Labs re vessel 
strengthening Drawing end 

SCHUENCER.A Operating Reactors Branch I 60/02/20 2pp 


8004010004 Forwards "Evaluation of Licensee Compliance u/Category A 
Items of NRC Recommendations Resulting From Tm-2 Lessons 
Learned " All Category A requirements satisfied 
8CHWENCER,A Dperatlng Reactors Branch I 80/02/2? 2pp 
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'"-9004010006 Evaluation ot Licensee Con^pliance u/Cate^orig A Items of NRC 
Rec or-imendat ion s Resulting Troni Tm-2 Lessons Learned " 

* Division ot- Operating Reactors BD/OS/Sd llpp 


9004280217 Forwards SFf* schedule cohtcnt requirements for en.'lron 
qualification of electiica) equipment Previouslij submitted 
Info should be incorporated bq specific ref Facilities 
from IE bulletin /'P'OIB 

SChWENCERiA Operating- Reactors Branch I 80/03/05 5pp 


S004030102 Forwards "Kuclear Data LlnW Specsp " study of digital 
communication si^s to transmit into from plants to Dethesda 
Operations Ctr 

EISENHUTpD G Dii/ision of Qpeiahing Reactor* 00/03/12 5pp 


^'■8004030110 "Nuclear Data Link Specs " 

♦ Division of Opeiating Reactors BO/02/21 28pp 


9004000003 Forwards Amends 53 t 50 to Licenses DPR-39 8. DPR-40, 
r e spect we 1 V . saf efq evaluations I notice of issuance t 
ava I lab 1 1 1 tq 

8CHWENCER A Operating Reactors Branch i BO/03/13 2pp 


**-8004080005 Amends 53 fj 50 to Licenses DPR-39 DPR— 49, r espectivel y < 

Chang 1 ng, Tech Specs, App A. to increase alloiuable LOLA 
peaking factor from 1 86 to I 93, based on FCCS rsanalyeis 
GAMMILL, W P Division Of Dperating Reactois 00/03/13 7pp 


■8004080008 Satety evaluation supporting Amends 53 fc 50 to Licenses 
DPR-39 DPR"4Si respec 1 1 vbI q 

* Office of Nurlear Reactor Regulation 80/03/13 4pp 


8004100330 Responds to NRC 8OOA20 Itr re Drawing 6B6J374 Apparent 
increased thickness of upper vessel head surrounding control 
1 od penetrations does not exist Actual thickness uniform (< 

6-5/0 inches + 1/6 inches-0 inches w/o clad 
NAUOhTONrl>] F Commonwealth Edison Co QO/04/03 Ip 


3004240480 Forwards addl info re review of unresolved safety issues, 
trip rept of Lesso-ns Learned implementation team, tt task 
action plan in view of high population density surrounding 
plants 

DENTON. H R Office of Nuclear Reactor Regulation BO/04/O9 33pp 


— 0004240403 Sumiciary of Uestingho-use Lessons Learned team B0012i*'22 site 
visit to determine status of Category A imp 1 ementat i oti 
Attendance if status lists enc I 

TELFORD, J T Safeguards Standards Uranch 80/02/15 3pp 


‘0004240496 Sumniai y of Wcstinghouse Lessons Learned team B00124-25 site 
visit ro status of Category A implementation Attendance & 
status I i sts enc 1 

TELFOROiJ T Safeguaids Standards Dtanch 80/02/20 5pp 


'"0004240469 Summary of Westinghouse implementation team 800123-24 it 30 
site visit re short-term Lessons Loai-ncd requirements 
TELFORD,/ T Safeguards Standards Drench 00/02/19 8pp 


— 6004240492 Forwards evaluation of util actions taken to satisfy 
Lessons Learned Category A requirements Concludes all 
requirements satisfied Attendance list for 800121-22 site 
visit end 

SHCUENCER.A Operating Reactors Dranch I (Pre 791030) BD/02/29 

27pp 


— G 004090 01 1 "Safety Evaluation of Request for Removal ol 
Ues 1 1 rbghou s e RAD Computer Code," prepared in responsi 
util request for OL amend 

» Core Performance Dranch 90/03/31 32pp 


Conservat 1 sm 
to 


In 


—0004240504 Forwards evaluation of utU compliance w/Catagory A Lessons 
Learned requirements Concludes all requirements satisfied 
IE followup & attendance lists end 

SCHWCNCERiA Operating Reactors Branch I <Pre 791030) 80/02/21 

k4pp 


'6004080013 Notice of issuance ^ availability or Amends 53 & 50 to 
Licenses DPR~39 £< l)PR-43, rcspoc 1 1 vely 

SCHNENCER, A Operating Reactors Branch t 60/03/13 2pp 


8004140221 Summ-ary of 900221 meeting w/representatives of all 
SEP plants, utils 5 Fiankliii Research Ctr re accelerated 
program for evaluating qualification of safety-related 
electrical equipment 

NtLSONi R Plant Systems Uranch 80/03/14 3pp 


8004100102 Requests controlled set of PfriDs for each plant 
shaul-d be forwarded to attention of Region 3 incident 
response ctr within 20 days 

KEPPLER, J G Region □. Chicago, Office of the Director 
IP 


Submi tta 1 

GO/03/20 


80042J0194 Forwards request for info re containment e-nvlron conditions 
t, sys required foi accident mitigation for review of environ 
qualification of Class IE electrical equipment NRC will 
estimate time for containment temp to return to near normal 
aCHWENGER A Operating Reactors Branch 1 SO '03/20 15pp 


9004020109 Forwards response to NRC Q0022? confirmatory order to 
perform actions uithiii 30 days Westinghouse representative 
stationed ons i te, vent i I ation Intakes i e-esamined, emergency 
action levels revised h reactor operators training underway 
NAtlOHTON, W F Commonwealth Edison Co 00/03/28 9pp 


9004080214 Forwards response to immediate ectlo-n items of NRC 00022? 
confirmatory order No immediate action required In-plant 
walk-throughs will be completed prior to ne«t reactor 
startup Simulator training is in progress 
NAUGHTON^W F Commonwealth Edison Co 00/03/28 4pp 


—0004240507 forwards action plan developed in recugnition of high 
population densities surrounding sites 

DENTON, H R Office of Nuclear Reactor Regulation 90/02/21 
OOpp 


-"0004240510 Discusses Event 5 probabilities Suggests continuous 
monitoring ti readout capability of chock valve position & 
periodic tests of leak rate measureriiGnts 

TAYLOR. M A Division of Reactor Safety Research 00/Oi/lS i7pp 


S004250232 Po-rwards status of unresolved safety Issues at Indian Faint 
1 & 2, trip repts from Indian F'olnt h 2ion site visits, 
safety evaluation for Lessons Learned roqulremqnts at 
facill ties, task action plan ^ facility soclotal risk info 
DENTON, H R Office of Nuclear Reactor Regulation 80/04/09 94pp 


900424049B Formal lias plans re senes of technology exchange mootings 
re facilities' accident mitigation features activity Five 
meetings suggested Recommended meeting schedule V agenda 
Items encl 

SCHW£NCEn,A Operating Reactors Branch I 00/04/10 15pp 


0004250427 Forwards response to NUReo-037a U "Design Criteria it 
Conceptual Design Description for Technical Support Ctrs for 
Facilities" for review Util emergency plan will be submitted 
u/Uasallo County site-specific emergency plan 
FEOFLES, 0 L Commonwealth Edison Co 60/04/15 60pp 


0DO425O420 '^Design Criteria i Conceptual Design Description for 
Technical Support Ctrs for FaclUtlos, " 

a Bechtel Power Gorp (subs of Bechtel Corp > 79/12/26 32pp 


6004S50364 "Safety Evaluation of Inservice Testing Program for Pumps 
& Valves," 7B01 17-790916 

FEHRINCER.J h . RGCKWOLD, H C EG 6i Q, Inc F IN 4-6259 a0042S0-364 

80/03/31 46pp 


8004280509 Forwards revised Pago 37 to 
Commitments re TMI-2 Lessons Learned 
requ Ir aments 

PEOPLEB, D L Commonwealth Edison Co 


DL Peoples 
Task Force 

80/04/ 10 


800101 Itr concerning 
short-term 

2pp 


0004150316 Forwards tevised pages constituting Revision 13 to CE-i-A. 
OA program Revisions reflect recent organlvatlon title 
changes 

NAUGHTON, W F Commonwealth Edison Co 80/04/02 Ip 


8004290502 AppH cation for amend to Licenses DPR-39 U DPR-49, App A Tech 
Upacs eliihinatlng refs to part length rods & atmospheric 
relief valves tt revising reactor protection lyi permissive 
testing Table 4 I-l 

PEGPLE8, D L Commonwealth Edison Co 80/04/22 4pp 


—8004150326 Revised p^gea Constituting Revl 
Revisions reflect recent o rgani 2 a t i ona i 
* Commonwealth Edison Co CE-l-A 013 


s(on 13 to BA program 
title chatigas 
80/04/04 7pp 


— 80O429O5D6 Revised pages to 
rods atmospheric relief 
protection sys permissive 
* Commonwealth Edison Co 


Tech Specs eliminating refs 
valves St revising reactor 
testing Table 4 l-l 
80/04/22 45pp 


to part length 
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0 iDsppttion repoi'ts< IE Suliettns L correspondence 


8004040316 Forwards IE Insp Hepts 50-295/79-23 U 50-304/ 79-2 4 on 
7909 I O-0OO2O4 No hone omp 1 lanc e noted 

FIORELLI.G Region 3< Chicago- Reactor Construction U Engineering 
Support Branch 00/02/20 2pp 


—0004040339 IE Insp Ropts 50-295/79-22 5 50-304/79-24 on 790710-800204 
No noncomp I lance noted Major areas inspected review of 
inservice map program f’> review of licensee activities re IE 
□ u I letin 79-13 V 79-17 

DAMIELSQN-D H . KEV.Vi J Region 3. Chicago- Office of the 
Director 00/02/14 19pp 


0004100140 Forwards Waste Packaging Insp Rept 79-07A on 791212-13 No 
none amp I lante noted 

OAVia.A B Region 3, Chicago- Fuel Facility fc Materials Safetg 
Branch 00/02/22 2pp 


— 8004100400 Waste Packaging 79-07A on 00791212-13 No noncomp 1 lance 
noted Major areas inspected compliance w/DGT NRC 
regulations Including shipping paper requt romonts- rad lot i on 
levels V DOT labeling 

P8TTER/J P Region 3* Chicago. Fuel Facility f- Materials Safety 
Branch 00/02/22 6pp 


8004230157 Forwards IE Insp Ropts 50-295/90-01 SO-304/00-01 on 

B00103-0206 t notice of violation 

HEISHHAN.n F Region 3» Chicaga. Reactor Operations Nuclear Support 
Branch BO/03/04 2pp 


— Q004320165 Notice of violation from insp on 000103-0306 

* Region 3. Chicago. Office of the Director BO/03/03 Ip 


—0004320175 IC Insp Repts 50-295/80-01 50-304/00-01 on 000103-0206 

Nanc omp 1 lance noted failure to follow procedures during 
shift turnover 

LITTLE. W a . KOHLER. J C Region 3. Chicago. Office of the 
Director 00/03/03 llpp 


0004100110 Forwards IE Info Notice 00-00. "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/03/07 

Ip 


90D4140119 Forwards response to IE Bulletin 00-03. "Loss of Charcoal 
from Std Type 11. Two-Inch Tray Adsorber Cells " Visual 
examination determined that contact between casing ^ screen 
is adequate to prevent charcoal granule escape 
PEOPLES. D L Commonwealth Edison Co 00/03/20 5pp 


0004040014 Forwards corrected Waste Packaging Inep Ropt 79-07A Requests 
that rept sent on 800222 bo destroyed 

DAVlQrA B Region 3, Chicago. Fuel Facility ^ Materials Safety 
Branch 00/03/21 }p 


— 8004040019 Forwards corrected Waste Packaging Insp Rept 79-07Af on 
791212-13 No noncompliance noted 

DAVIS, A Q Region 3. Chicago. Fuei Facliiiy $. Materials Safety 
Branch 00/02/22 2pp 


—8004040023 Corrected Wasto Packaging Insp Rept 79-07A on 791212-13 No 
noncomp 1 lance noted Major areas inspected shipping paper S. 
placarding requirements. rad lati on I evels, removah 1 e 
contamination it package external features 

POTTER. V P Region 3. Chicago. Fuel Facility ft. Materials Safety 
Branch 00/02/22 7pp 


0004110555 Summary of 800118 meeting w/utll V Westinghouse in Bethesda. 
MD re Unit 1 turbine disc Insp resul ts. repair s made & plans 
for inspecting Unit 2 low pressure turbine rotor discs List 
of attendees t/ supporting matl end 

REEVES. E A Operating Reactors Branch 1 00/03/26 14pp 


0004150014 Forwards if Into NoUce 80-13. ‘GE Type SBM Control Switches 
Defective CAM Follaweis ‘ Mo specific action oi response 
requi r ed 

KEPPLER.J G Region 3 'hicajo. Office of the Director 80/04/02 
IP 


0004180030 Forwards attachments to IT Circular 80-03. "Protection From 
Toxic Gas Haiards. " inadvertently omitted from 800306 
trans.Tii tta 1 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/04/02 
Ip 


8004220093 Forwards lE Ini-o Notice 90-14. "Safety Suggestions Ft om 
Employees " Mo action required 

KEPPLER.J G Region 3. Chicago. Office of the Director 00/04/02 
IP 


□004220324 Forwards IF Ciicular 00-07. "PTOblems W/HPCI Turbine Dll 
Sy s " No written response i eqoired 

KEPPLER.J G Region 3. Chicago. Ohtice of the Director 00/04/03 
Ip 


□004230224 Forwards JE Bulletin 79-03A. "Longitudinal Weld Defects in 
ASflE SA-31?, Type 304 Stainless Steel Pipe " Action required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/04/07 
Ip 


8004220069 Forwards IE Bulletin 60-00. "Eiam of Containment Liner 
Penetration Welds " Written (esponse required 

KEPPLER.J G Region 3. Chicago. Office of the Director 00/04/09 
IP 


R Periodic operating reports 6 related correspondence 


9004140306 Kolwaids "Radwaste i Environ Monitoring Annual Rept. 1979 
WANDKEi N E Commoriuiea I th Edison Co 80/0'3/la Ip 


-“0004140322 "Radwaste i Environ Monitoring Annual Rept. 1979 
KOHL. K A Eberline Instrument Coip 00/03/19 60pp 


S Reportable occurrences. LERs related correspondence 


8004220094 PNO-77-143 Pacific Pump Co supplied facilities w/producllon 
lot of 40 pumps mfg using shafts made of inferior matl 
Cause unstated All utils w/pumps were notified NRC 
headquarters notified on 770012 

WHITT, K W Region 2. Atlanta, Office of tho Director 77/00/12 
Ip 


8004020311 Forwards I ER 80-010/03L~0 

WANDKC. N Commonwealth Edison Co 00/03/17 Ip 


— 8004020313 LER 00-010/031-0 on 800219, dur ing normal operate ion, c omponent 
cooling liquid rad monitor IRE-0017 read high alarm 
intermittently Caused by corroded detector contact pins due 
to condensation Pin replaced ft more insulation installed 
QST.F Commonwealth Edison Co 00/03/17 Ip 


Q004020369 Forwards LER QO-011/03L-0 

WANDKE. N E Commonwealth Edison Co 00/03/17 Ip 


— Q004020376 LER 00-011 /OJL-0 on B00224, while performing dally radiation 
monitor operability check. PTQ App N.Unit l passive gas 
failure radiation monl tor. tRTPRi S failed low t could not bo 
reset Caused by defective transistor ZN3639 
TRZYNA, G Commonwealth Edison Co 80/03/1/ ip 


8004230641 PNO-II 1-00-063 on 900331 . unp lanned gaseous radiation release 
occurred because of operator error in operating valves 
Preliminaiy analysis indicates release rates did not exceed 
Tech Spec limits 

DOYDi D C . KOHLER, J E Region 3. Chicago. Office of the Director 
00/04/01 2pp 


0004150159 Forwards IE Info Notice 00-12. "Instrument Failure Causes 

Opening of PORV Block Valve " No specific action or 6004580654 PNO-1 1 1-00-063A 000402, Itr from Mayoi of Waukegan. IL. 

response necessary demanded actions as result of 000331 unplanned gaseous 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/03/31 release Region 3 is continuing investigation f* evaluation 

Ip 0TRASMA,R J . HElSHflAN. R F Region 3. Chicago, Office of the 

Director 00/04/03 ?pp 

9004'060696 Forwards IE Circular 00-05. "Emergency Diesel Generator 

Lubricating Oil Addition Onsite Supply " No written 0004220506 Forwards LER 80-Oi2/03L-0 

response required WANDKE, N E Commonwealth Edison Co 00/04/11 Ip 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 00/04/01 

IP 

— 8004220596 LER 0O-O12/O3L-O on Q00312. dur mg normal power w/lD diesel 
generator in standby, be control breaker tripped Caused by 
use of 5-amp slow blow fuses in annunciator inverter Slow 
blow fuses replaced w/fast blowing fuses 
CLARK. 6 Commonwealth Edison Co 80/04/11 Ip 
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3t-'04220i?6Ly Fotgjaidi Ut uC ull O X~U 

WANDKE N T '‘■pnitTiOJiwpj I th Cdisoai Co 00/04/14 Ip 


--QOO'lL'cO'ioe Ltr^ Pi^-Ol ^/(• “0 on e-"' 0114, (J<h 1 1 e pcrfoitniirtg periodic 

radifilton ^ u r v « J I I pn ' i ^uxiiiaTi^ bldg ax ea noTiitor 
ORT-nRO ^ n.onj toT Ttai ], n±^ by f^rx-oi gr(»9teJ than i ve Caused 
bg i nstr ur, (‘Tkt Jfit* bf ni>tn'al vaxiation oi accidental reset 
OST . P C OiTiffionwii al th Ldison Co 0O''O4/14 Ip 


30-04290406 raiwarils L ER Ct* 0J4/C>3L’0 

WAtJDKEiN L Ccmmonujed 1 th. tdi>qn to 00/0 1/ IS Ip 


— 00042190496 L Ef< Su-OH/ujl-O on 0003^0. dui i ng normal operat iotp b I omer of 
containment <,ent rad monitor IPE-OOl 1 tripped repeatedli; 

Caused by noni tor vibration Replaced relays u^hich trip 
bloijBr on high or 1 ou fipkw 

OST.F Commonujealtb Edison Co BO/04/10 IP 


3004390473 Forwards LER GO-OI 5 '0-3L-0 

WANDKE.l^ E Common^tea I th Edison Co 30/04/2? Ip 


6004290403 LER 0CI-'Ol 5/OJL-O on Q00401 i dur i ng normal operat ion r au i 1 1 lary 
bldg exhaust sy^i p art i c u la ce, lad i ne rad monitor ORT-PRlSAi'D 
instrument failed • alarms acti-rated Caused bg natural end- 
of"lire of P/W 2000 nagnahelic < v e ndor- d wg er ) 

AWER*R E Uommonujea J t h Ediso-ri Co 80/04/22 IP 


DOCISET 50 296 RROWNS FLRKy NUCLEAR POWER CTATlONi OIJIT 3 


F Security, ftie-dicsl* emeiyertcy f-- firo piotectton plans 


S00415O185 Forward-s comments on 790301 safeguards continsencg pl^n & 
790901 Ro-'ision 1 Requests rsNision^ t- addl info End 
Withheld (ref IOlFRS 790) 

IPPOLITOiT A apBrating Reactors Branch 3 QO/03/27 2pp 


)l Cenera] correspondence 


3004210200 Responds bo 000204 Itr re continued operation of facility 
Plants reviewed to determjTiP what addl measures or design 
changes can f-t should be imp 1 emen ted to further reduce 
probability of reactor accident or consequences 

DENTON, H fi Office of Nuclear Reactor Regulation 00/04/01 2pp 


— 0004210233 Urges NRC Id decide in favor of continued operation of 
facility Reactors have long history of 5dfe>clean (c economic 
operation Concerned that fuel a-djustment charges uilL 
increase if plants arc shut down 
GAV R R Affiliation Unknown 80/02/04 Ip 


9004300404 Requests that public hearing S EIS be requireif for proposed 
lou level waste compaction *< incineration facility at site 
JURENKOfR c Affiliation Unknown 00/04/32 ip 


P Operating license stage documents 4 coi respondcnce 


S004020I7G Foruai tfs request foi addl info on proposed Tech Spec 
changes re control un ing dtagrans 
UAINAS, G Plant Systems branch 00/02/11 3pp 


6004240S05 "Conf i rmat i o n of Original Quai i f ica tlofi Test for 
Electrical Connectors Used at Facility,*' suppl 
D0N2QN. L L . 0UCKALEW.W H , OUGAN, D W Saudi a Laboratories 
NURE0/CR~i 1 91 00/02/29 200pp Available at NTI8 


0004070384 Discusses NflC 761123 request that all LlnlR licensees assess 
higher fission gas release ror fuel burnups above 20,000 
MW-day per metiic ton Responses indicate that no immediate 
licensing action is required for operating raactors 
iPPOLlTDiT A Operating Reactors Branch 3 00/03/10 3pp 


B004030102 Forwards "Nuclear Data Link Specs.*' study of digital 
coniniuTi icat ion sys to tiansmit info froin plants bo Oothesda 
Operations Ctr 

EISENHUT.O O Division of Opeiatiiij Reactors 00/03/12 5pp 


— 0004030110 "Nuclear Data LinV Specs *' 

» Division of Opeiating Reactors 0Q/O3/21 29pp 


6004110519 fPT wards Amends 60^55 A- 32 to Licenses DPR“33, DPfI“-92 At 
DPR-69, respective ly. safety evaJuatian notice of Issuance 
tf aval lability 

iPPOLITOrT A Operating Reactors Branch 3 00/03/17 3pp 


-0004 1 10525 Amend a 60,55 b Licensee DPR*-33, DPR-52 2. DPR-68 j 

respecti^^ly.au^horiring tempordry sCoiage of low level 
rad waste m existing coveted pavilion .outside security fence 
but insiJt> alte ejclusion area 

IPPOLlTD. T A Operating Reactors Rranch 3 00/03/17 6pp 


— 8004110537 Safety evaluation supporting Amends 60.55 U 33 to Licenses 
DPR-33 DPR~52 » DPR‘-60, respec 1 1 vely 

a Office of r-Tuclear Reactor Regulation 00/03/17 7pp 


-“0004110531 Notice of issuance b availability ot Amends 60.55 b 32 to 
Licenses DPn-33. DPR-53 5- 0PR”6B. respec 1 1 vely 
IPPOLlTO. T A Operating Reactors Branch 3 00/03/17 3pp 


6004150423 Advises that addl fiire will be needed to develop coordinated 
response to NRC request of 800215 Response will bo submitted 
by 000 501 

MILLS, L M Tennessee Valley Authority 00/04/07 Ip 


E004150557 Foiwards addl info te containment purge !« venting sys, in 
response to NRC 000226 Ifr Peg lock switches are provided on 
control ‘Witches to allow overriding primary containment 
isolation signal 

mills. L M Tennessee Valley Authority 00/04/07 3pp 


0004290020 Forwards BOO130 t 0311 Itrs to GE re proposed control rod 
drive sys mods i elated to elimination of cracking in return 
line noiiles Guidelines for mods will be discussed In NUREO" 

0619. to be issued in ‘Tor Comment" form in Apr 19B0 
IPPOLITO. T A Operating Reactors Branch 3 00/04/07 2pp 


0004230281 Forwards request for addl info re degraded grid voltage 
Also requests revised schedule for submission of design of 
long*-term mods re adequacies of station electric 
distribution sys voltages 

IPPOLITO.T A Operating Reactors Dranch 3 00/04/00 3pp 


6004230506 Foruaids info re control drive malfunctions during Cy7B h. 
79. in response to NRC OOOllO request 

MILLSiLH Tennessee Valley Authority 00/04/11 2pp 


Q004220340 App 1 icat 1 on to amend Licenses DPR“33. DPR-52 & DPR'’6B 
changing Tech Specs to allow conduct of short containment 
integrated leak rate test Fee end 

mills. L M Tennessee Valley Authority 00/04/lS 2pp 


--0OO422O349 Proposed Tech Spec revi sions. al lowing conduct of short 
containment integrated lea^ rate test 
» Tennessee Valley Authority 80/04/15 I3pp 


— '0004220150 '‘Nuclear Containment Testing for TVA Nuclear Power Plants.*' 
presented at ANS 771111-16 winter meeting 

CLARK, K N , UNITE, T J Tennessee Valley Authority 79/11/16 
46pp 


0004220523 Responds to NRC 800212 request for info needed to compare 
RETRAN code results u/s i mulator results ^ EGliQ 000317 
request for Info re LOCA ca leu 1 at i anal models Singer Co 
could more adequately address NRC request 
mills, L fl Tennessee Valley Authority 00/04/lS 2pp 


— 0004220531 Requests assistance in comparing RETRAN 8< simulator results 
for DUR plant trans ten ts/ inc identi re loss of feedwater & 
lo-ss of load DNL should be provided w/related info EOS<0 
600317 request for info encl 

FADICiS Analysis Development Branch 00/03/12 App 


6004220533 Advises that Section 316 documents re NNPDES Permit 
ALD022080 are being sent to JW Warr.H Zeller h LB Tebo, in 
accordance w/utll 000331 ttr 

EL-ASHRV.M T Tennessee Valley Authority 80/04/17 2pp 


Q Inspection reports. IE Dulletins t correspondence 


6004040174 Ac k receipt or 600124 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50*'259/79’'42, 
50”26iT/79-42 t 50-296/79-43 

ORVANT. J C Region 3. Atlanta. Reactor Construction Ci Engineering 
Support Branch 00/02/04 2pp 


— SOOAOA-O-lOl Responds to NRC 000103 Itr re violations noted in IE Insp 
Repls 50-259/79-42, 50-260/79-42 ?< 50-296/79-42 Corrective 
actions review of all previous insp data records was made to 
verify notification to DES engineer 

HILLB.L M Tennessee Valley Authority 80/01/24 3pp 
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— 80040^10185 Forwards IE Insp Repts 50-359/79-42,50-260/79-42 t 
50-296/79-42 on 791126-27 I notice of violation 

HURFHY, C E Region 3, Atlanta, Reactor Construction &c Engineering 
Support Qranch 80/01/02 2 pp 


--8004040189 Notico o^ violation from insp on 791126-27 

4 Region 2, Atlanta, Office of the Director 79/12/14 Ip 


--8004040196 IE Insp Repts 50-359/79-42,50-260/79-42 & 50-296/79-42 on 
791126-27 Noncamp 1 ianc e noted failure to report 
discrepancies to DES engineer 

HERDTiA Region 2, Atlanta, Reactor Construction & Engineering 
Support Qranch MODENOS, L Region 2 , Atlanta, Office of the 
Director 79/12/14 4pp 


8004090352 Forwards IE Bulletin 80-03, "Lose of Charcoal From 8td Type 
1 1, Two-Inch, Tray Adsorber Cells " Action required 

D'RClUUYiJ P Region 2, Atlanta, Office of the Director 80/02/06 

2pp 


8004090245 Forwards IE Insp Ropts 50-259/80-03,50-260/80-03 ft 
30-296/80-09 on B00129-31 No noncomp I iance noted 

LENISiR C Region 2, Atlanta, Reactor Operations Nuclear Support 
Qranch 80/02/19 2pp 


--8004090252 IE Insp Rep ts 50-259/80-03,50-260/80-03 fcc 50-296/00-09 on 
800129-31 No none omp 1 i anc c noted Najor areas inspected 
refueling activities 

KELLOCO, P J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 60/02/15 3pp 


8004110503 Forwards IE Insp Repts 50-259/80-07,50-260/80-07 i 
30-296/80-07 on 000205-07 No noncomp 1 ianc e noted 

BRYANT, J C Region 2i Atlanta, Reactor Construction Engineering 
Support Branch 80/02/27 2 pp 


— 8004110514 IE Insp Repts 50-259/80-07,50-260/80-07 «, 50-296/00-07 on 
800205-07 No noncomp 1 lance noted Itajor areas inspected video 
observation of core spray sys sparger & review of proposed 
actions for LER 

HERDTiA R Region 2, Atlanta, Reactor Construction Engineering 
Support Qranch VANDQORNi P K Region 2, Atlanta, Office of the 
Director 80/02/25 Spp 


0004280194 Forwards IE Insp Repts 50-259/80-05,80-260/00-05 fc 
50-296/BO-05 on 800206-00 No noncomp 1 iance noted 
QRVANTi J C Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 60/03/07 2pp 


--8004280202 IE Insp Repts 50-259/80-05,50-260/80-05 te 50-296/00-05 on 
800206-08 No noncomp 1 iance noted Major areas inspected areas 
of seismic analysis for as-built safety-related piping sys 
< IE Bulletin 79-14) 

HERDTiA Region 2i Atlanta, Reactor Construction & Engineering 
Support Qranch MODENDSi L Region 2 , Atlanta, Office of the 
Director 80/03/04 4pp 


8004020242 Ack receipt of 800204 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/79-30, 
50-260/79-30 & 50-296/79-38 

LENI 81 R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/03/11 Ip 


— 8004020249 Responds to NRC 800110 Itr re violations noted in IE Insp 
Repts 50-259/79-30,50-260/79-30 6 50-296/79-38 Corrective 
actions local leak rate test performed on normal hatch cover 
control rod drive added to ClLRT results 
MILLS, t H Tennessee Valley Authority 00/02/04 3pp 


—9004020252 Forwards IE Insp Repts 50-259/79-38,50-260/79-30 U 
80-296/79-39 on 791119-23 JU notice of violation 

LEUI 8 ,R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/01/10 2pp 


—8004020258 Notice of violation from Insp on 791119-23, 

*t Region 2, Atlanta, Office of the Director 00/01/00 ip 


—9004020263 IE Insp Repts 50-259/77-38,50-260/79-39 ^ 50-296/79-30 on 
791119-23 Noncomp I lance noted' use of temporary control rod 
driveline hatch cover during integrated leak rate test 
UPRIGHT, C.M. Region 2 , Atlanta, Reactor Operations Nuclear Support 
Branch QROOKB. E H , WHITENER,H L Region 2, Atlanta, Office of 
the Director 80/01/08 6 pp 


8004100364 Responds to !E Bulletin 79-23 Conducted sustained full-load 
oporatlonal test on Emergency Diesel Oeneretor 3A Test 
demonstrated ability of diesel generators to function 
properly over 24-h period at specified loads 
HILLS, L H, Tennessee Valley Authority 80/03/21 Ip 


BOO421O1/0 Forwards response to IE Bulletin 80-03, "Loss of Charcoal 
from Std Type 1 1 , Two-Inc h , Tray Adsoi ber Cells " Enel lists 
results of msps at facilities to determine if potential 
for loss of chaicoal incidental to handling or use ©lists 
MILLS, L t1 Tennessee Valley Authority 80/03/21 4pp 


B004280001 Supplements 800212 response to IE Oulletin 79-10 Forwards 
info re procedural controls necessary until completion of 
sys mods foi upgiading public address f* evacuation alarm sys 
as required by bulletin 

MILLS, L M Tennessea Valley Authority 00/03/25 2pp 


8004150527 Forwai ds IE Info Notice 80-12, "Instrument Failure Causes 
□pening of PQRV 6 Dlock Valve " No specific action or 
response necessary 

0'REILLY,J P Region 2, Atlanta, Office of the Director BO/03/31 

2pp 


8004000636 Forwards IE Circular BO-05, "Emergency Diesel Generator 
Lubricating Oil Addition V Onsite Supply ' No written 
response required 

□ 'REILLY, J P Region 3, Atlanta, Office of the Director 0O/O4/Oi 

app 


8004150097 Forwards IE Info Notice 00-13. "GE Type SBM Control Switches 
Defective CAM Follouiers " No specific action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 90/04/02 

2pp 


8004240274 Forwards IC Info Notice 80-14, "Safety Suggestions From 
Employees " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/02 
3pp 


8004180275 Forwai ds IE Circular 00-07, "Problems W/HPCI Turbine Oil 
Sys " No written losponse required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/03 
2 pp 


6004110021 Forwards IE Bulletin 00-07, "BWR Jet Pump Assembly Failure '* 
Written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/04/04 

2 pp 


8004230142 Forwards IE Bulletin 79-03A "Longitudinal Neld Defects in 
ABME 8A-312, Type 304 Stainless Steel Pipe " Action required 
O'REILLY, J P Region 2 . Atlanta, Office of the Director 80/04/04 
IP 


B00416044S Forwards IE Bulletin 80-00, "C»am of Containment Liner 
Penetration Welds " Uriiton response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/04/07 
3pp 


8004200170 Forwards monthly progress rept for Mar 1900 in response to 
IE Bulletin 79 - 14 , "Seismic Analysis for As-Built Safety- 
Related Piping Sys " Includes insp of drawings, p 1 pe supports 
t> floor wall penetrations 

KILLS, L K Tennessee Valley Authority 80/04/07 20pp 


B004290170 Forwards IE Insp Repts 50-259/00-12,50-260/80-10 tt 
50-296/00-11 on 000311-14 No noncomp t lance noted 

KENNA.W Q Region 2, Atlanta. Safeguards Branch 80/04/09 2pp 


—8004290177 IE Insp Repts 50-259/80-12.50-260/80-10 6 50-296/80-11 on 
600311-14 No noncomp! 1 ance noted Major areas inspected 
review of security plan, organl lat ion, access controls 6 
barriers Details withheld (ref 10CFR2 790) 

GILLESPIE, F Region St Atlanta, Safeguards Qranch TILLMAN, A 
Region 2, Atlanta, Office of the Director 80/04/07 Ip 


0004290379 Requests approval of ASME Code Cases N~234 6 N-233 for use 
on reactor pressure vessels Expeditious approval is 
necessary for use of code cases in forthcamlng preservice 
insp 

MILLS, L K Tennesseo Valley Authority 00/04/23 3pp 


R Periodic operating reports & related correspondence 


G0042404il Forwards monthly operating repts for Mar 1980 
AQERCROMBLE, H L Tennessee Valley Authority 80/04/10 Ip 


—8004240415 Monthly operating repts for Mar 1900 

THOM. T Tennessee Valley Authority BO/04/02 32pp 
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S Reportable octorpentes. LEfts related correspoiKlcrce 


aOO'l 1 00510 PNO-I I -70- t 47 on 7Q0Sl8r one of Sii air coropr-e a^ars suffered 
massive fatluie reiulbing in lapid lo;s of control air 
pressuT'O to all three units Caused b large hole in cylinder 
bead of failed c ampr es sot* Compressor uas isolated 
KLIUGERjC Region 5- Atlanta. Office of the Director 78/O0/’tB 
Ip 


8004010393 Foruards LER BO-007/03L-0 

CAU-IOU^I.J R Tonnes see Valley Author itij 00/03/20 ip 


--8004010403 LER 80-007/03L-0 on 800301. after offsita p ouer was restored 
to but tie board, short period of time elapsed before 

roclosurie of bus tie boardei feeder bleaker Apparen-t 
d I sa g reeiTient In time is still being investigated 
» Tennessee Valleg Authority 80/03/20 2pp 


80041604-52 Forwards LER 7a-OOa/OtX-l 

CALHOU^fi J R Tennessee Valley Authority 60/04/08 Ip 


— 0004180456 LER 70-008/01 X-l on 7804l5« during reactor ecram. relief vaiv'E 
l-ai Failed to reseat until reactor pressure reached 200 
psig Moderator cooldoun late evceeded 100 F allowed by Tech 
Specs Caused excessive pitot leakage 
» Tennessee Valley Authority 90/04/09 Ip 


DOCKET 50-293 COOPER NUCLEAR STATION 


F Security, medical, emergency fir® protection plans 


8004250391 Forwards change to physical security p Ian* Revi i ion 9 End 
withheld (ref lOCFn2 790) 

P1LANT>J h Nebraska Public Power district 80/03/26 Ip 


P Operating license stage documents L corr eipond once 


0004070390 Discusses NRC 761 12J request that all LWR licensees assess 
higher fission gas release For fuel burnups above 20#000 
KR-day per metric ton Responses Indicate that no immediate 
licensing action is required for operating reactors 
IPPQLITQ.T A Operating Reactors Branch 3 BO/03/lO 3pp 


0004030102 Foruards *'Nuc)par Data Link Specs,*' study of digital 
communication sys to transmit info from plants to Detbesda 
Operations Ctr 

EISENHUT.D 0 Division of Operating Reactors 00/03/12 5pp 


— 60040G0119 "Nuclear Data Link Specs " 

e Division of Operating Reactors BO/02/21 2Bpp 


0004300610 forwards NRC 00(3120 0211 itrs to GE re mods to DWR 

control rod drive sys NUREO-0619 will provide requirements 
for facilities where mods to operating reactors have 
already been performed under code requirements 
IPPQLITO. T A Operating Reactors Rranch 3 80/04/07 2pp 


9004230457 Discusses 600317 I tr re request for change in Tech Spec 
3 7 E I value for dryuell suppression chamber differential 
pressure fi om I 47 psid to 1 l psid Requests another change 
to Tech Spec to value of 1 0 psi 

PILANT.J M Nebraska Public Power District 90/04/10 2pp 


Q Inspection reportsi lE 8u)letins correspondence 


8004230192 Responds to IF Dullatin 80-01 re operability of automatic 
depressur I tat ion sys valve pneumatic supply Automatic 
depr essur 1 cat loh acc umulator sys uses soft-seat design lift 
check valves mfg by Dragon Valves* Inc 

PlLANTiJ H Nebraska Public Power District 60/01/16 2pp 


8004100093 Forwards 1£ Info Notice 80-02. "axeR Water Rod Lauer End 
Plug Wear " No specific action or response required 
SEYFRITiK V Region 4. Dallas. Office of the Director ao/Oi/25 
Ip 


8004140479 Responds to lE Oolletin 79-02 “Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " Torque 
verification of all eipansion anchors on supports for 8 5- 
Inth diameter V larger piping completed satisfactorily 
PILANTiJ H Nebraska Public Power District 80/02/05 4 pp 

8004030246 Forwards IE Insp Rept 50-598/77-19 on 791203-14 No 
nancompi ianc e noted 

tt^Snch'” so/oa'aa”" sip''*'"”' 8 '‘pp">-'= 


—800403024/ IE Insp Rept 50-298/79-19 on 791203-14 No noncompUance 
noted Major areas inspected low level waste shipments b 
packag ing 

ZURAKOWSKlrP R Region 4. Dallas, Ofnce of the Director 
nOOK.H E Region 4, Dallas, Fuel Facility t Materials Safety 
Branch 00/01/31 9pp 


8004250077 Responds to IC Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation t> Control Power Sys Dus During Operation " 
Review identified two instrument panels lacking direct loss 
of power alarms Direct alarms added 

PILANTiJ M Nebraska Public Power District 80/02/8B 2pp 


0OO421O2U Forwards IE Ihsp Ropt 50-299/80-01 on 000129-0201 . 05-07 
13-14 -L notice of violation 

MAD0EN.O L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch 80/03/10 2pp 


—8004210215 Notice of violation from msp on 800129-0201,05-07 tc 13-14 
» Region 4, Dallas, Office of the Director 80/02/06 Ip 


•8004210219 IE Insp Rept 50-299/00-01 on 000129-0201.05-07 13-14 

None ompl lance noted failure to adhere to surveillance 
procedure k, to wear required protective clothing 
WESTERMAN.T F . YANDELL. L A . SPAUOLCR, R 0 Region 4. Dallas. 
Office of the Diiector 00/02/06 I3pp 


0004280104 Foruards response to IE Dulletin BO-20, "Inadequate QA for 
Nuclear Supplied Equipment " Rept was omitted from 000319 
response 

PILANT. J H Nebraska Public Power District 90/03/19 Ip 


— 8004280106 "Supply of Improved Interference Fit Feedwater Spargers " 
e Nebraska Public Powei District 79/02/28 30pp 


8004030349 Forwards IE Insp Rept 50-298/80-02 on 800303-05 No 
none o-mp 1 lance noted 

MIND. J A Region 3. Chicago. Safeguards Branch 80/03/24 2pp 


—8004030350 IE Insp Rept 50-29B/B0-02 on 600303-05 No noncomp I lance 
noted Major areas inspected facility organiiation t- 
opei ation measurements control te inventory verification 
Details withheld iref 10CFR2 7901 

HIND, J A Region 3, Chicago, Safeguards Dranch FINLEY. A 6 
Region 3. Chicago, Office of the Director 80/03/19 Ip 


6004150333 Forwards IE Info Notice OO-l?, "Instrument Failure Causes 
Opening of PORV tt Dlock Valve " No specific action or 
response necessary 

GEYFRIT.K V Region 4, Dallas, Office of the Director 80/03/31 
IP 


8004000660 Foruards IE Circular 00-05, "Emergency Diesel Oenerator 
Lubricating Oil Addition t. Onsita Supply " No written 
response required 

SEyMiTiK V Region 4, Dalian. Office of the Director 60/04/01 

Ip 


8004110101 Forwards IE Info Notice 80-13, "OC Type SBM Control Bwitches 
Defective CAM. Followers " No specific action or response 
required 

SEVFRITiK V Region 4, Dallas. Office of the Director 80/04/02 

Ip 


8004100494 Forwards IE Info Notice BO-14, "Safety auggastlons From 
Employees " No action required 

SEYFRITiK V Region 4, Dallas. Office of the Director 80/04/02 

Ip 


80041BOI6S Forwards IE Circular 80-07, "Problems W/HPCI Turbine Qil 
Sys " No written response required 

8CYFRIT,K V Region 4, Dallas, Office of the Director 80/04/03 

Ip 


8004110006 Forwaids lE Bulletin 80-07, ' BWR Jet Pump Assembly Failure 
Written response i equlred 

SEYFRIT.K V Region 4, Dallas, Office of the Director 60/04/04 

»P 


6004230327 Forwards IE Bullottn 79-03A, "Longitudinal Held Defects in 
A8ME SA-312, Type 304 Stainless Steel Pipe " Action required 
SEYFRIT.K V Region 4, DalUs. Office of the Director 00/04/04 


8004290005 Forwards IE Insp Rept 50-293/80-03 on 600317-20 No 
noncompliance noted 

MADSEN.Q L Region 4, Dallas, Reactor Operations Nuclear Support 
Blanch BO/04/07 2pp 
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— G0042700U IE Insp Rept 50-298/00-03 on 800317-20 No noncodip 1 lance 
noted Hajor areas inspected security p Ian. phys ica 1 bamersi 
protected & vital areasiaccess control tc alarm station 
Details withheld (ref 10CFR2 790) 

CALDNELLiR A ^ EVANS, C A Region 4i Oallasi Office of the 
Director MADSEN, 0 L Region 4, Dallas, Reactor Operations 
Nuclear Support Branch 80/04/07 2pp 


R Periodic operating reports ^ related correspondence 


8004010454 Forwards “Semiannual Operating Rep t, Rad i oac tlve Effluents. 
Jul-Dec 1979 “ 

PILANTiJ M Nebraska Public Power District 80/03/21 2pp 


--8004010457 “'Bom i annua 1 Operating Rep t. Rad i oac tive Ef fluents. Jul-Dec 
1979 " 

» Nebraska Public Power District 80/03/21 25pp 


8004040396 Forwards “Annual Environ Operating Rept*l979*“ Vol 2 
rad i 0 1 og ica 1 

PILANT,J M Nebraska Public Power District 00/03/28 ip 


--8004040406 “Annual Environ Operating Ropfc 1979." Vol 2 radiological 
a Teledyne Isotopes 00/03/20 06pp 


0004090303 Forwards monthly operating rapt for Mar 1900 

LESSOR* L C Nebraska Public Power District 90/04/03 Ip 


--B004090304 Monthly operating repfc for Mar 1900 

OALLlNOERrP L Nebraska Public Power District 80/04/03 4pp 


8 Reportable occurrences, LERs related correspondence 


8004040025 PNO-W-00-013 Westinghouse Inspectors found two cracks in 
rotor disc of low pressure turbine 1 Largest crack is approx 
3 9 inches deep It extending over length of keyway Licensee 
plans to remove cracked disc at next outage 

CONSTABLE. 0 L . WESTERMAN, T F Region 4, Dallas. Office of the 
Director 00/03/17 2pp 


8004280974 Forwards LER 0O-OO7/O3L-O 

LESSOR, L C Nebraska Public Power District 00/03/29 2pp 


--8004280579 LER EO-007/03L-0 on 000310. during surveillance testing of 
standby llttuid control pumps, standby liciuid control pump ID 
would pump only 36 5 gpm at 1.215 pslg Caused by wear U 
pitting to seating surface 

DALLINOERrP L Nebraska Public Power District 00/03/25 Ip 
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F Security, medical, emergency t fire protection plans 


80040B0224 Forwards operating instructions it characteristics of NRC 
health physics telephone network Purpose of network Is 
transmission of health physics info during incident or 
abnormal occurrence 

KEPPLER.U 0 Region 3. Chicago. Office of the Director 00/03/19 

app 


Q004010336 Forwards fire protection review Items 3 1 17.3 t 25.3 2 2 
tt 3 2 6 Licensee proposed mods to hydrogen sys h reactor 
coolant pump oil collection sys are only partly acceptable 
NRC should rec^uest drawings re mods proposed in Item 3 2 2 
HALL. R E Qrookhaven National Laboratory QO/03/26 5pp 


8004020410 Forwards estimates of evacuation times for area surrounding 
plant. per NRC 791129 Itr request 

FAY. C W Wisconsin Electric Power Co. 80/03/86 9pp 


B004890428 Responds to «uo305 Itr re status of NRC review of plant fire 
protection program List re status of resolution of 
Ircomplete Items end 

0URBTEIN. 8 Wisconsin Electric Power Co 00/04/21 2pp 


0 Adjudicatory correspondence 


8004010309 Protests licensees failure to serve filings re steam 
generator tube degradation Reiterates request for relief as 
stated in 000226 Itr It requests NRC to direct licensee to 
serve documents 

FALK. K M Wisconsin's Environmental Decade 80/03/27 2pp 


0004030026 Memorandum of understanding between NRC h FEMA re prompt 
improvement In radiological emei gency planning U 
preparedness. d 1 s tr 1 buted as Board notification 
G0S5ICK.L V Office of the Executive Director for Operations 
80/04/02 34pp 


8004100122 AcV receipt of 800312 petition requesting that NRC issue 
order to show cause t> order enjoining util from returning 
facility to operatl on. due to steam generator tube 
degradation Petition will be acted upon within 45 days 
OENTQN. H R Office of Nuclear Reactor Regulation 00/04/02 Ip 


—6004100126 Notice of Wt En/iron Decode 800312 request that NRC issue 
order to show cause U order enjoining operation of facility 
because of steam generator tube degradation Petition will be 
acted upon within 45 days 

DENTQN.H R Office of Nuclear Reactor Regulation 00/04/02 Ip 


— 0004160130 Requests that NRC issue order to show cause 6 order 
enjoining operation of facility because of steam 
generator tube degradation 

FALK. K M Wisconsin's Environmental Decade 80/03/12 Ip 


I Financial information 


8004290410 Forwards Annual Financial Rept 1979 L certified financial 
s tatements 

OORT3CH. J H Wisconsin Electric Power Co 80/04/22 19pp 


—0004290425 Annual Financial Rept 1979 

MCNEER.C Wisconsin Electric Power Co 00/03/14 33pp 


P Operating license stage documents 1. correspondence 


0004040123 Notifies that description of QA program is App H to final 
description tc SAR 

FAY. C W Wisconsin Electric Power Co 00/02/25 2pp 


6004140087 Finds actions taken to repa ir. inspect test cracking found 
in feedwater sgs piping adequate until recommendations of 
owners group l< NRC Pipe Crack Study Group have been 
evaluated Safety analysis one! 

8CHWENCER.A Operating Reactors Branch 1 00/02/25 6pp 


0004030102 Forwards “Nuclear Data Link Specs." study of digital 
communication sys to transmit info from plants to Bethesda 
Operations Ctr 

EISENHUT.D 6 Division of Operating Reactors 00/03/12 5pp 


—6004030110 “Nuclear Data Link Specs " 

* Division of Operating Reactors 60/02/21 2Bpp 


0004300276 Forwards Amends 42 47 to Licenses DPR-24 h DPR-a7, 

resp octively. safety evaluation It notice of issuance & 
ava 1 lab i 1 i ty 

9GHWENCER. A Operating Reactors Branch 1 BO/03/19 2pp 


—8004300200 Amends 42 fc 47 to Licenses DPR-24 l< DPR-27r rospec tl vely , 
modifying Tech Spec qualification requirements for radiation 
protection manager 

SCKWENCER. A Operating Reactors Branch 1 00/03/19 7pp 


— B0043002B5 Safety evaluation supporting Amends 42 l< 47 to Licenses 
DPR-24 l< Dpn-27, respectively 

» Office of Nuclear Reactor Regulation 00/03/19 2pp 


—0004300287 Notice uf Issuance fy availability of Amends 42 L 47 to 
Licenses DPR-24 tk DPR-27, res pec t i ve I y 

SCHWENCER.A Operating Reactors Dranch 1 00/03/19 2pp 


8004100172 Requests controlled set of P&lDs Submittal should be 
forwarded to attention of Region 3 incident response ctr 
with In 20 days 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/03/20 
IP 


0004020326 Discusses Event 5 valve configurations at facilities in 
response to NRC 000223 request Valves will be verified 
properly closed by combination of periodic testing It 
observation Sketch showing valve configurations end 
FAYfC M Wisconsin Electric Power Co 80/03/21 3pp 


0004010319 Responds to 0OQ1O7 Itr re QA requirements for diesel 
ganerator fuel oil Adequate controls to assure quality of 
fuel oil are being Implemented 

FAY. C W Wisconsin Electric Power Co 00/03/24 2pp 
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0004240096 Pru/idcs info to clarify fijrther WRC po»ifci 0 h re containment 
Isolation (Section 2 t 4 of tiUrteG-05i78) All plants required 
to have double i-solation barriers g/o need for operator 
action. Plant doe's not meet position on tuio penetrations 
SCHNEriCER.A Operating Re^ctore Branch 1 00/04/03 3pp 

0004230293 Forurirds Amends 43 « 40 to Licenses DPR-'24 U DPR-27- 
respe'C 1 1 velg , saf e tg evaluation L notice of issuance f/ 
aval lability 

SCHlJENCERi A Operating Reectors Dratich 1 00/04/03 2pp 

— 8004280299 Amends 43 f< 40 fco Licenses DPP-24 P DPR~27. r eap oc fcive I g* 
mal-iTig minor changes to tech Specs i approving revised 
organ 1 1 abiona I structure 

SOHUEMCER. A Operating Reactors Branch 5 80/04/03 3lpp 


— 80042B0301 Safety evaluation supporting Amends 43 it 48 to Licenses 
EPR-24 DPR-27, respective !y 

* Office of Nuclear Reactor Regulation 00/04/03 2pp 


— 8004200304 Motjce of ifsuance 4. availability of Amends 43 t 40 to 
Licenses DPR-24 it DPR-27* respec t i vely 

SCHWENCER,A Operating Reactors Branch 1 00/04/03 2pp 


0004300499 Confirms schedule arranged by NC Choules re 000408 rtieoting 
at site to discuss regulatory performance of facility 
KEPPLER. J 0 Region 3. Chlragoi nffite of the Dlrncfeor 00/04/07 
Ip 


8(304220279 FartJards ’’Analysis of Capsule R From Util Facility Reactor 
Vessel Radiation Surveillance Program ” 

FAY.C U Wisconsin Electric Power Co 80/04/16 4pp 


— 0004220294 "Analysis of Capsule R From Util Facility Reactor Vessel 
Radiation Surveillance Program ” 

MAfiAR. T R Westinghouse Electric Corp WCAP~9639 79/12/31 

n2pp 


0004220475 Notifies of changes to uttd ervo 1 tage relaying for protection 
against degraded grid voltage on 4160 volt saf«giiar(i busses 
Action responds to- NRC rsqueit to upgrade circuitry upon 
review of facility 790824 V 1013 4- 000117 Itrs 
FAY.C W Wisconsin Electric Power Co 00/04/17 3pp 


0 Inspection reports. lE Bulletins & correspondence 


8004110230 Forwards IE InsP Repts 50-266/80-02 U 50-301/00-01 on 
000122-34 No noncomp 1 lane e noted 

HEISHMAN; R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/03/05 2pp 


—000411024 5 IE Insp Repts 50-266/00-02 50-301 /0O~O1 an 000122-24 Mo 

nancomp I lanc e noted Major areas Inspected plant operations 
organ I la tlon 8< admin Istra t ion. OA review audit* tt records 
WARNICK. R F NRC Regional Offices HAGUE. R U > SMITH. J 0 Region 
3. Chicago. Office of the Director 80/03/04 Spp 


9004070206 Submits staiui rep t of stress analysis S. pipe support review 
as of 000229.10 response to IG Bulletin 79-14 Analysis has 
been completed for 52 drawings it pipe supports evaluated for 
36 pipe lines 

FAYtC W Wisconsin Electric Power Co Q-0/03/07 6pp 


800410014? Foruards IE Info Notice 00-08. '’States Co Sliding Link 
Electrical Terminal Block ’* No specific action or response 
required 

HEPPLER, J G Region 3. Chicago. Office of the Director 00/03/07 
Ip 


0004030353 Responds to IE Dullstin 79-01 ra environ qualification of 
Class IE equipment Master list end compiling all sys 
required to function under postulated LOCA or high energy 
line break, accident 

FAY.C W Wisconsin Electric Power Co 80/03/12 12pp 


8004240449 Ack receipt of NRC 800310 Itr transmitting IE Info Notice 
SO-lO re Crystal River Unit 3 incident Notice will be 
reviewed by util nuclear projects ofc personnel U by plant 
supervisory personnel Results will determine further flctioti 
FAY.C W Wisconsin EUctr-lc Power Co 80/03/24 tp. 


8004240419 Responds to IE Bulletin 80-03. "Loss of Charcoal from Strf 
Type 1 1. Two-lnqhi Tray Adsorber Cells " Lists number, sys ti 
manufacturer Containment purge sys cell had loose strip 
securing screen to frame Meet insp scheduled for Apr 
FAY.C M Wisconsin Electric Power Co 80/03/26 2pp 


8004150194 Forwards IE Info Notice 00-12. "Instrument Failure Causes 
Opening of PQRV 6 Clocit Valve " No specific action nr 
response necessary 

KEPPLER. J G Region 3. Chicago. Office of the Director 00/03/31 
IP 


0004080727 Forwards IE Circular 00-09. ’'Emorgancy Diesel Oenarator 
Lubricating Oil Addition Onsite Supply " No written 
response required 

HEPPLER.J G Region 3. Chicago. Office of the Director 0O/D4/O1 

ip 


0OO415OO59 Forwards IE Info Notice 00-13. “GE Type SDM Control Switches 
Defective CAM Follawors " No specific action or response 
r equir e-d 

KEPPLER. J O Region 3. Chicago. Officf of the Director 00/04/02 
i P 


0004180065 Forwards attachments to IE Circular BO-03. "Protoc t ion From 
Tocic Gas Hatards. " inadvertently omitted from 000306 
transmi tta I 

HEPPLER.J G Region 3. Chicago. Office of the Director 00/04/02 
ip 


0004220158 Forwards IE Info Notice 00-14, "Safety Suggestions From 
Employees '* No action required 

KEPPLER. J G Region 3. Chicago. Office of the Director 00/04/02 

Ip 


0004220392 Fi^rwards IE Circular 80-07. "Problems W/HPCl Turbine Oil 
Sys " No written response required 

KEPPLER. d G Region 3. Chicago. Office of the Director 00/04/03 
IP 


6004230288 Forwards IE Bulletin 79-03A. "Longitudinal Neld Defects in 
ASME SA-3i2.Type 304 Btainless Steel Pipe ’’ Action required 
KEPPLER, J 0 Region 3. Chicago. Office of the Director BO/04/07 
ip 


0004220053 Forwards IE Dulletin 80-00. "Exam of Containment Liner 
Penetration Welds " Written response required 

KEPPLER. d 0 Region 3. Chicago. Office of the Director 00/04/09 

ip 


S Reportable occurrences. LERs & related correspondence 


8004290464 Forwards updated LCR eO-002/OlT-l 

FAY.C W Wisconsin Electric Power Co 80/04/16 Ip 


— 0004870469 Updated L£R 80-002/01T-1 on 000227. dur ing normal operation, 
indication of increasing pr imary-fco-secondary leak in A 
steam generator noted Caused by leaking tube in A steam 
generator position RL8C37 

FAY.C W Hisconsln Electric Power Co 80/04/16 4PP 


8004290470 Forward* LER 80-003/0 lT-0 

FAY.C U Wisconsin Electric Power Co 00/04/17 Ip 


—0004290479 LER 00-003/017-0 on 000400. while testing pressuriter logic 
channels* pressur i ler level channel 427 was momentarily 
failed low by ins trum.eri ta t ion control technicians Caused 

by personnel error Event discussed w/personnel 
FAY.C N i^iscansin Electric Power Co 00/04/17 2pp 


U Congress ional/Exec utive Correspondence 


0004140374 Responds to M Chartier 000107 Ur requesting facility 
shutdown until completion of needed repairs Insps. tests it 
operating limits increased to assure public health V safety 
following problems u/steam generator tube degradatiun 
0IRCK8, N J Office of the Executive Director for Operations 
B0/03/2i ]p 


—8004140379 Forwards M Chari ler 800107 Itr requesting that facility 
be shut down until needed repairs are completed 
PRDXMIRE, W Senate 00/01/17 2pp 


8004140294 Forwards NRC 800104 Itr to J Estes. In response to 791213 
request If r equastedi Lakeshore Citizens for Safe Energy will 
be Included in future meetinys re steam generator condition 
DIRCKSrU J Office of the Executive Director for Operations 
0D/O3/S5 Ip 
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DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 


H General correspondence 


3004250332 Advisee that i cspon^e to ini^uirt; re plants under const ui 1 1 
(je provided in BERa which will include THI-2 Lessons Learned 
Task Force findings Forwards Commission order defining Tm-2 
review parameters MRC 1 tr to all QBtW reactors W/n flnclB 
VAROAj S A Assistant Oirector for Light Water Reactors 80/03/22 

2pp 


B004180510 Forwards annotated sequence of 0OO22A events & simplified 
electrical circuitry schematics per 800227 request 

DENTONj H R Office of Nuclear Reactor Re{}ulatlon 80/04/01 21pp 


1 Financial information 


B004180462 Forwards Annual Financial Repts 1778 t 177®? U Repts of 
Examinations fr Audita 

BRIGHT/ R M Florida Power Corp 00/04/15 3pp 


— 8004180469 Annual Financial Rept 1770 

* Seminole Electric Cooperat i vei Inc 80/04/19 66pp 


— 9004180474 Annual Financial Rept for yr ending Gept 1977 
« OrlandOiFL 77/12/07 15pp 


—8004100478 Annual Financial Rept 1979 
« Orlando, Fi. 80/02/01 GOpp 


— 8004180484 Annual Financial Rept 1979 

a Florida Power Corp 79/02/06 31pp 


— 8004100491 Annual Financial Rept for yr ending Bept 1970 
« Leesburg. FL 79/01/26 92pp 


— 8004100500 Annual Financial Rept for yr ending Sept 1970 
e Sebring/FL 78/12/06 I47pp 


--60D4160503 Annual Financial Rept for yr ending Sept 1978 Bebrlng Util 
Commission financial statements enc 1 
« TollahasseiFL 77/06/15 129pp 


Q Advisory Committee on Reactor Safeguards reports & correspondence 


6004100908 Forwards certified minutes of ACRS Ad Hoc Subcommittee 
meeting re TNt-S accident implications 

MAJORfR K ACRS - Advisory Committee on Reactor Safeguards 
80/03/04 Ip 


— 8004100521 Discusses development of general framework for conduct of 
limited risk assessment of D&'W reactor aimed at identifying 
uni<iue risk-impacting sequences re reactor safety study 
HURPHYiJ A r TAYLQR/M A Probabilistic Analysis Oranch <Pre 
7910301 77/10/04 I2pp 


P Operating license stage documents it correspondence 


0004040009 Forwards outline of plant-specific questions to be addressed 
in addition to info required by IE Dulletin 79-27 re 000206 
reactor trip at Crystal River Sequence of events planned 
corrective actions also end 

DENTON, H R Office of Nuclear Reactor Regulation 60/03/06 26pp 


9004030102 Forwards ^'Nuclear Data Link Specs,*' study of digital 
communication lys to transmit info from plants to Rethesda 
Operations Ctr 

EISENHUT, D 0 Division of Operating Reactors 00/03/12 5pp 


—9004030110 "Nuclear Data Link Specs " 

* Division of Operating Reactors 00/03/21 28pp 


8004080002 Summary of 000304 meeting u/utiliD&W licensees re facility 
B002S6 nonnuclear instrumentation power supply failure 
resulting in 43,000 gallons of coolant escaping primary 
coolant sys into reactor bldg Supporting documentation end 
RElDiR M Operating Reactors Branch 4 80/03/13 97pp 


6004030230 Notification of 600310 msseting w/all operating BliW reactor 
licensees In BethfSda,MD to evaluate implications of Crystal 
River Unit 3 event 8, response to IE Bulletin 79-27 
RElDiR W Operating Reactors Branch 4 80/03/14 2pp 


0004100365 Fot wards pi oposed changes to Tech Specs- App A 
□RIGHT. R M Florida Power Corp 00/03/24 ip 

— 0004100367 Proposed changes to Tech Specs, App A re reactivity control 
sys 

* Florida Power Corp QO/03/24 12pp 


8004210320 Summary of 800222 meeting w/B^-W owners group in H-ethesda, Hd 
re abnormal transient operational guidelines 
SEIOEL. D L Reactor Systems Branch 00/04/02 4pp 


0004080374 Foiwards "Electrical Distribution Sys Review Summary " 
BRIGHT, R M Florida Power Corp 00/04/03 4p p 


— B0040G0380 "Electrical Distiibution Sys Review Summary " 
* Florida Power Corp 80/04/03 Ip 


8004060613 Advises that l espouse io NRC 800229 request for add! info re 
containment purge 4. vent sys will not be completed until 
000515 Delay caused by need for p lant-speci r ic analysis 
BRIGHT, R 11 Florida Power Corp 00/04/03 2pp 


8004250006 For wai ds Amend 29 to License DPR~72, saf e ty evaluation t> 
notice of issuance ^ availability 

REID, R U Operating Reactors Branch 4 00/04/03 3pp 


— B00425000S Amend 29 to License DPR-72/ rovi sing Tech Specs re 
containment structural integrity, lo incorporate guidance on 
selecting number of tendons for insp 4- detensioning 
requirements Revised pages end 

REIDiR W Operating Reactors Branch 4 00/04/03 7pp 


— 0004290012 Safety evaluation supporting Amend 29 to License DPR-72 
« Office of Nuclear Reactor Regulation 00/04/03 2pp 


— B004250015 Notice of issuance of Amend 29 to License DPR-72 
REID, R U Operating Reactors Branch 4 00/04/03 2pp 


0004250360 Summary of 600403 meeting w/uti 1 s, B4iU, NUS Corp b HcGraw-Hl 1 1 
in Dethosda.MD re draft NUHEG-0667, "Transient Response of 
D&N-Designed Reactors " 

CAPRA, R A Standard 1 1 atlon Branch 80/04/04 7pp 


8004100490 Notification of 800423 meeting w/utlls & □i'U in Bothesda.HD 
to discuss implementation of recommendations by Reactor 
Transient Response Task Force 

CAPRA, R A Standard 1 1 at ion Branch 80/04/09 2pp 


0004190307 Supplements util BOOllJ Itr re implementation of THl-a 
Lessons Learned Task Force recommendations In addition to 
hot leg vents, remote ly operable reator vessel head vent 
win be installed at CR-3 

MODRC, G C Florida Power Corp 00/04/11 2pp 


8004260351 Forwards DAW- 1607, Revi s i on 1, "Cycle 3 Reload Rept," 
justlfyin9 operation of Cycle 3 at rated thermal power of 
2544 NN Formal Tech Spec change request will be filed under 
separate cover 

DRIOHTiR f1 Florida Power Corp 80/04/14 3pp 


— 8004280354 "Cycle 3, Reload Rept," Revision I 

e Babcock Wilcox Co DAW-1607 00/04/14 90pp 


0004180239 Responds to NRC 800215 Ur re NUREG-0570 requirements 
Forwards reviews of ovorr I ow/overpressure protection for 
tanks if sys containing radioactive fluids ^ miscellaneous 
waste storage tank design 

BRIGHT, R M Florida Power Corp 00/04/19 26pp 


0004240467 forwards addl info re implementation of NURE0-097B, TNI 
short-term Lessons Learned r ecommendati ons. In response to 
NRC request 

BAYNARD,P Y Florida Power Corp 00/04/20 4p p 


G0042B0567 Application for amend to App A of License DPR-72i cons i sting 
of Tech Spec Change Request 91< Revision 1 Certificate of 
Sve end 

BRIGHT, R M Florida Power Corp 00/04/23 4pp 


— 0004280568 Tech Spec Change Request 51, Revision 1 lApp A) re 
organl lat lonal changes to QA program 
* Florida Power Corp 00/04/23 Ip 


—0004200571 Tech Spec Figure 6 2-2, "Facility Organ liatlon " 
* Florida Power Corp 00/04/23 Ip 
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{J Inspection repoi’ls, IE Hullctins 4f -c o-rro«p undone & 


8Q04090337 foiu/ards IE Qi>lletin 00-03, "Loss of Charcoal From Std Tvpo 
1 1, Tuio-lnt h r Tray Adsorber -Cells " Action re<iuired 

O'REILLV. J P Region 2 Atlanta, Qrfice of the Oirsctor BO/02/06 

2pp 

9004090351 Poruards IE Inap fiept 50-302/00-02 on 000116-16 rj 24-25 No 
none amp 1 1 d nc e noted 

BRfAIJT, J C Region 2, Atlanta. Reactor Cnnstruction 6 Engineering 
Support Branch QO/02/21 2pp 

--0004090355 IE Insp Rept 50-302/00-02 on 8001 16- IB &< 34-25 No 
noncompl lanc e noted Major areas inspected seismc analysis 
for as-built safe ti#-re lated piping sys per IE bulletin 
79-1 4 

HERDT.A R Region 2. Atlanta, Reactor Construction «i Eng i nearing 
Support Diancti NODENaS. L Region 2. Atlanta. Office of the 
Director 00/02/20 5pp 


0003240555 Requests natariied statements re util insp dP turbine discs 
for possible crack formation Statements uilL enable NRC to 
decide uhet/ier OL should be mod i f i ed ■ suspended or revoked 
IE Info Notice 79-37 w/errata sheet info request end 
E1SENHJT,D G Division of Operating Reactors 00/02/25 5pp 


8004090133 Foruards JE Insp Rept 50-302/00-05 on 000305-09 No 
honcomp 1 larc e noted 

LEWIS, R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 00/02/26 2pp 


-'9004090163 IE Insp Rept 50-302/80-05 on 000205-03 No noncompliance 
noted Major areas inspected plant operations 6 review of 
previously identified items 

MARTIN. R D Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch DYER^J A Region 2, Atlanta, Office of the Director 
aO/02/25 4pp 


0004210105 Forwards IE Insp Rept 50-302/80-06 on 900211-15 No 
n ancomp 1 lan c e noted 

LEWIS. R C Region 2. Atlanta. Reactoi Operations Nuclear Support 
Branch 00/03/04 2pp 


— 0004210113 IE Insp Rept 50-302/80-06 on 000211-15 No noncomp I i ance 
noted Major areas inspected licensee action on previous 
inspector identified i tems. i nfrac t ions unresolved items -b 
revioui of plant operations 

UPRIGHT, C M Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch BELIGLE. G A Region 2, Atlanta. Office of the Director 
00/03/03 6pp 


0004040010 Forwards response to IE Bulletin 00-03. "Uoss of Charcoal 
from Std Type 1 1, S-Inch . Tray Adsorbers “ No deficiencies or 
degradation found CR-3 filter cells sltghtlij different 
Screens fastened to frame by spot welds u/I-inch spacing 
BRIGHT, R H Florida Power COTp 80/03/ 1 7 2p p 


0004040439 Ac k receipt of 000307 Itr informing NRC of stops taken to 
correct violations noted in 1£ Insp Rept 30-302/00-07 
LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/03/iB Ip 


— S004040445 Responds to NRC 900215 Itr re violations noted in IE Insp 
Rept 50-302/00-07 Corrective actions stainless steel piping 
capp edi pi ugg ed or sealed Storing racks have wooden stripping 
installed to prevent contact of stainless (< carbon steel 
HANCOCK, J A Florida Power Corp 00/03/07 Spp 


— 0004040447 Forwards IE Insp Rept 50-302/00-07 on 900128-0201 notice 
of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/02/15 2pp 


--0004040449 Notice of violation from insp an 000128-0201 

* Region. 2, Atlanta, Office of the Director 00/02/14 tp 


--8004040452 IE Insp Rept 50-302/80-07 on 800120-0201 NoncompUance 
noted several lengths of pipe stared in warehouse were not 
capped or plugged open ends unprotected 

NESBITT, B n , UPRIGHT, C 11 Region 2. Atlanta, Office of the 
Dtrecfcar 80/02/14 4pp 

8004110562 Forwards IE Insp Rept 50-302/00-11 on 800225-28 No 
noncempl lance noted 

KENNA, W D Region 2, Atlanta. Safeguards Branch 00/03/29 2pp 



— 6004110566 IE Insp Rept 50-302/00“! 1 an 500225-20 No none omp 1 i ance 
noted Mdjor ai eas inspected vital area access, 
communicd t ions, a larm stat ions, detec 1 1 on aids & security 
organiiation Details withheld (mf 10CFR2 790) 

TOBIN. Region 2. Atlanta- Safeguards Branch BESECKER.KH 
Region 2. Atlanta, Office of the Director 00/03/25 ip 


0004210111 Updates 000229 response to IE Bulletin 79-27 Util will 
complete review f evaluation of Non-Class IE instrumentation 
I control sys as required by bulletin Rept will be submitted 
by 000426 

BRIGHT, R M Florida Power Corp 00/03/26 2pp 


8004150315 Forwards IE Info Notice 00-12. "Instrument Failure Causes 
Opening of P0ft\/ Blocl Valve '• No specific action or 
response necessary 

O'REILLY. J P Region 2. ^^tlanta. Office of the Director BO/03/31 

2pp 

0004000595 Forwards IE Circular 80-05. "Emergency Diesel Generator 
Lubricating Oil Addition /y Onsite Supply " No written 
response required 

D'REILLY,J P Region 2, Atlanta. Office of the Director 00/04/01 

2pp 

0004150090 Forwards IE Info Notice 00-13, "GE Type SDM Control Switches 
Defective CAfI Followers " No specific action or response 
requ tred 

0'REILLY,J P Region 2, Atlanta, Office of the Director 00/04/02 

2pp 

B004240259 Forwards IC Info Notice 00-14. "Safety Suggestions From 
Employees " No action required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/04/02 

2pp 


8004100274 Forwards IE Circular 00-07, "Problems H/HPCI Turbine Oil 
Sys " No written response required 

O'REILLY.J P Region 2, Atlanta. Office of the Director SO/04/03 

2pp 


8004230169 Forwards lE Bulletin 79-03A "Longitudinal Weld Defects in 
ASHE SA-312,Type 304 Stainless Steel Pipe " Action required 
O'REILLY.J P Region 2. Atlanta, Office of the Director 00/04/04 
Ip 


6004180317 Forwards IE Bulletin 80-09, "Eiant of Containment Liner 
Penetration Welds " Written response required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 00/04/07 

2pp 


0004300143 Ack receipt of 791107 Itr Informing NRC of steps taken to 
correct vloJotiuns noted in IE Insp Rept SO-302/79-24 
LEWIS, R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/04/H Ip 


—8004300151 Responds to NRC 790924 Itr re violations noted in IE Insp 
Rept 50-302/79-24 Coriecfclve actions insp scheduled for all 
accesslbl e, posted, h igh radiation areas once per shift 
HANCOCK, J A Florida Power Corp 79/11/07 Ip 


“8004300159 Ack receipt of 791018 Itr Informing NRC of steps taken to 
correct violations in IE Insp Rept 50-302/79-24 Addl Info 
requested re Item A 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 79/10/26 Ip 


—8004300164 Responds to NRC 790924 Itr re violations noted in IE Insp 
Rept SO-302/79-24 Corrective actions supervisors instructed 
not to sign clearances unless clearance log Is properly 
filled out 

8TEWA«T,W P Florida Power Corp 79/10/10 2pp 


•0004300171 Forwards IE Insp Rept 50-302/79-24 on 790702-0003 t* notice 
of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch 79/09/24 2pp 


•8004300177 Notice of violation from insp on 790702-0003 

a Region 2. Atlanta. Office of the Director 79/09/19 ip 


—8004300197 IE Insp Rept SO-302/79-24 on 790702-0803 Noncomp 1 lance 
noted failure to control high radiation area it failure 
bo properly control equipment clearance 

MARTn4,R D Region, 2. Atlanta, Reactor Operations Nuclear Support 
Branch QUICK, D , aRADFDRDfW Region 2, Atlanta, Office of the 
Director 79/09/19 13pp 
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3004220526 Responds to IE Bulletin 79-OID Action* required by Items 
4 !e 5 can be completed by 800630 Responses required by 
Items lr2 6 3 will be submitted by B00421 
flRIOHTiR M Florida Power Corp 00/04/17 2pp 


0004300331 Forwards response to IE Gullet in 79-27/ '^Losa Nnn-Claes 
IE Instrumentation 4* Control Power Sys Dus During 
Operation " Equipment necessary for cold shutdown available 
DRiOHTiR M Florida Power Corp 00/04/25 7pp 


R Periodic operating repoi ts t related corr espondenc o 


0004010469 Forwards "Pns t-Operat i onal Ecological Monitoring Program, 
Annual Rept 1979,” Vol T, Parts 1 & 2 Vol II 
ilOOREiO C Florida Powbi Corp 00/03/25 Ip 


—8004010473 "Post-Operational Ecological Monitoring Program, Annual Rept 
1979, ” Vol I, Part I 

« Florida Power, Corp 00/03/31 30Opp 


— S004010479 "Post-Operational Ecological Monitoring Program, Annual Rept 
1979, " Vol I. Part 2 

* Florida Power Corp 00/03/31 SOOpp 


‘8004010463 "Post-Operational Ecological Monitoring Program, Annual 
Rept 1979. "Vol II 

* Florida Power Corp 00/03/31 SOOpp 


0004010400 Forwards "Annual Environ Operating Rept 1979," Vola 1 !, 2 
HANCOCK, J A Florida Power Corp 00/03/31 3pp 


~-B0040l0494 "Annual Environ Operating Rept 1979," Vol 1, nonrad lo log ical 
e Florida Power Corp 80/03/31 450pp 


—6004010497 "Annual Environ Operating Rept 1979," Vol 2, rad lolog lea 1 
* Florida Power ie Light Co 60/03/31 95pp 


8004210238 Forwards monthly operating rept for Mar 1960 
aRIOHT.R M Florida Power Corp 80/04/11 Ip 


— 0004210240 Monthly operating rept for Mar 1960 

CULVER, M W Florida Power Corp 00/04/01 Spp 


3 Reportable occurrences, UERs related correspondence 


ROO4O2O310 Forwards LER 0O-O13/O4L-O 

HANCOCK. J A Florida Power Corp 80/03/11 4pp 


— 0004020323 LER QO-Ol 3/04L-O on 600304, more than two std deviations woro 
discovered between prooperai ienal study & operational study 
in metabolic function of discharge salt marshes Possibly 
caused by natural or seasonal variations 
LANCASTER, K F Florida Power Carp QO/03/U Ip 


6004090313 Forwards LER 00-01 9/03L-0 

HANCOCK, J A Florida Power Corp 80/04/03 Ip 


— 0004090315 LER 0O-O1S/O3L-O on 800306, while performing engineered 
safeguards functional test, decay heat suction isolation 
valve began to close inadvertently No apparent cause for 
event Investigation underway 

LANCASTERrK F Florida Power Corp 80/03/31 2pp 


8004290480 Forwards LER 00-01 6/01 T-0 

HANCOCK, J A Florida Power Corp 00/04/16 Ip 


--6004290480 LER 0O-O16/O1T-O on 800401, inadvertent actuation of fire sve 
deluge eys resulted in damage to auxiliary bldg ventilation 
exhaust filter AHFL-2A Caused by personnel error during 
reset of fire sve panel alarm AHFL-2A media replaced 
LANCA8TER,K F Florida Power Cerp 00/04/00 2pp 


DOCKET 50-303 CRYSTAL RIVER NUCLEAR PLANT. UNIT 4 


H Oeneral correspondence 


8004250332 Advises that response to inquiry re plants under const lulll 
be provided in BERs which will Include TMI-S Lessons Learned 
Task Force findings Forwards Commission order defining TMI-2 
review parameters & NRC Itr to all reactors W/o ends 

VAROA. 8 A Assistant Diroebor for Light Water Reactors 00/03/22 
2pp 


DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency *< rite protection plans 


00041 100S9 Foi wards request for addl mho re 790323 contingency plan ft 
791026 Revision 1 Request withheld <ret iOCFR2 790) 

SCHWENCER A Operating Reactors 0i anch 1 60/02/27 ip 


0004240531 Forwards sys doscription ft, operating instructions for NRC 
health physics telephone netwot t Sy 5 designed fur use during 
nuclear incident or AO Network may also be used for daily 
administrative or facsimile traffic 

KEPPUER. J G Region 3. Chicago, Office of the Director 00/03/20 

2pp 


8004010357 Forwards fire protection review Items 3 t 3, 3 I 4 3 l 5 

Review is duplicate of 000307 leview w/minor paragraph 
change in Item 3 13ft c 1 ai t f ication of Item 3 I 5 
HALL. R E Drookhaven National Laboratory BO/03/21 4pp 


8004230135 Forwai ds evaluation of facility fire protection program ft< 
status of incomplete items identified m 780310 ft« 790413 
safety evaluations Position on safe shutdown capability 
also end 

SCHNENCCR.A Operating Reactors Branch 1 00/03/24 22pp 


S004390039 Discusses arrangements for 00041) meeting ui/util in Glen 
Ellyn, IL re noncompHance ft, program weaknesses identified 
in recent health physics program appraisal insp 

KEEPUERrJ O Region 3. Chicago. Office of the Director 80/04/07 
Ip 


0004300508 Notification of 800417 meeting w/utll in Dethesda.MD to 
discuss meteorological acceptance criteria for emergency 
preparedness at site 

REEV68, E Operating Reactors Branch 1 00/04/08 app 


0OO422O3S6 Submits info in response to NRC question re characteristics 
of fire suppression sys for grouped cable trays in 
stairwell between Unit 1 ft' 2 cable spreading rooms 
NAU0HTQN,N F Commonwealth Edison Co 00/04/14 2pp 


0004230316 Forwards addl info re Item 3 1 3, gas suppression sys. for 
fire protection review Sys acceptable 

HALL, R E llrookhaven National Laboratory 00/04/14 2pp 


0004230367 Forwards revised security plan Revisions withheld 
(ref 10CFR2 790) 

PEOPLES, D L Commonwealth Edison Co 00/04/31 IP 


0 Adjudicatory correspondence 


0004070139 Forwards 000229 confiimatoiy order amending facility OLs by 
incorporating commitments to implement addl procedural 
measures fti design changes made in util 600222 Itr Actions 
necessary for continued assurance of public health 1, safety 
DENTON, H R Off tee of Nuclear Reactor Regulation 60/02/27 Spp 


—0004070142 Confirmatory order amending facility OLs by incoporating 
commitments to implement addl procedural measures & design 
changes agreed to in uti) 800223 Itr ft discussed in end 
DENTON, H R Office of Nuclear Reactor Regulation 00/02/29 

21pp 


8004060070 Forwards FR notice ft. director's decision under lOCFRS 206 
denying request for preparation of EIS re Amends 44 S' 41 to 
facility OLs 

DENTON. H R Office of Nuclear Reactor Regulation 60/03/13 ip 


— 0004080003 Director's decision undor 10CFR2 206 denying C Quigg 790427 
request that Director of Nuclear Reactor Regulations order 
full CIS for Amends 44 ft 41 to OLs Amends will not 
s 1 gitif Icantly affect quality of human environ 

DENTON. M R Office of Nuclear Reactor Regulation 80/03/13 6pp 


— 0004000088 Notice of issuance of Director's decision under 10CFR2 206 
denying C Oulgg 770427 request that Diiector of Nuclear 
Reactor Regulation order full EIS for Amends 44 ft 41 to OLs 
No basis for issuing CIS eilsts 

DENTONiH R Office of Nuclear Reactor Regulation 00/03/13 Ip 


8004080568 Order granting ex tens ion, unt i 1 800409. for Cammieslon lo 
elect whether to review 000319 denial of enforcement action 
CHILKr S J Office of the Secretary of the Commission 00/03/31 
tp 
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6004030026 MamoTa-nJum o-F und e-i s tan J ing be-tuicen NRC h FEHA re- prompt 
impro/efTient in radiological einot genc^ planning !< 
pr eparcd nes ^ j d 1 4 tr 1 1) uted as floard no 1 1 1 1 cat i on 
GOSSICK.LV QFFicg of tho Eieciitivo Director for Oporations 
80/04/02 34pp 


--B004250030 Urges that URC consider UCS petition re closing of facllltg 
Possibility of earthquake eiists w/plant built near fault 
□n 1 y 20/ of area enei gij geneiated by nuclear patjer 
Alternatives should be considered 
GOLDHOP. F Affiliation Unlrnoun 00/02/12 Ip 


3004280590 Requests immediate suspension oF license issued by NRC 
to Comm Ed to rerac k 6 tOApact spent fuel pool to 2> 112 
spent fuel assenblies 

QUICG’C Pollution Environmental Problems 00/04/17 2p p 


H General carr espordenc o 


6004210336 Advises that 791106 Itr to President Carter re emergency 
plans has been referred to NRC Since Summer 1979phfnC has 
been actively pursuing progiam to upgiade emorgercy 
preparedness Forieards NRC-FEliA documentation W/o enci 
DENT0N> H n Office of Nuclear Reactoi Regulation 00/03/31 3pp 


6004150085 Responds to 000220 lti re operation of nuclear pouer plants 
in high density areas NRC is investigating special measures 
to be taken in heavily populated areas Interim measures have 
already been ordered at sites 

DENTGN- H R Office of Nuclear Reactor Regulation 80/04/01 2p p 


3004250016 Responds to 800215 Itr re opoiation of facility NRC 
considering uihat special measures should be taken to reduce 
probability of severe leactor accident or to lessen 
consequences Confirmatory orders issued as interim measure 
DENTON. H R Office of Nuclear Reactoi RefluUtlon 00/04/01 2pp 


P Operating license stage documents 4 correspondence 


0004040031 Advises of issuance of NUREG-058B. “Interim Staff Position 
on Environ Oual i f i cat > on of Safety-Related Electrical 
Equipmentr '' providing guidance re methods for compliance 
ROSS. [) r Division of Project ilanagoment 80/03/05 7pp 


0004060377 Summary of Nestinghouse Lessons Learned team B0012i-32 site 
visit to determine implementation status of Category A 
Lessors Learned requirements Status of each item 6 
attendance list end 

TELFORD. J T NRC Three Mile Island Task Force 00/02/15 6pp 


— B0041S0094 Advises that facilities should be shut doun due to proximity 
to highly populated areas K. likelihood of serious accident 
STERNER. J N Affiliation Ur k noun Q0/02/2B Ip 


6004160173 Responds to 300212 Itr re coritinued operation of nuclear 
power plant Addl measui es should be implemented that will 
further reduce probability ot severe reactor accidents 
Licensee has been in shutdown pending completion of actions 
DENTON. H R Office of Nuclear Reactor Regulation 80/04/0 1 2pp 


—8004160176 Requests that NRC rot phase out facility or convert to nor- 
nuclcar generators Nuclear power is source For power In OB 
No nuke political arguments have no basis in reality 
LAVERtV. F Affiliation Unknown 00/02/12 2pp 


S004170342 Responds to Q002O6 mailgram requesting shutdown of facility 
Special measures are being considered for plants located in 
high density areas Interirv measuies have been ordered at 
fac 1 1 1 ty j corf irmirg commitment to public health 6 safety 
DENTON. M R Office of Nuc ) ear Reactor Regulation 30/04/01 Spp 


0004210008 Responds to 8001S5 request re public hearing & determination 
on UCS petition NRC considering what special measures should 
be taken to reduce probability of severe reactor accident or 
lessen consequences 

DENT0N>H R Office of (Nuclear Reactor Regulation 00/04/01 2pp 


— 8004210093 Requests scheduling of public hearing & determination 
of UCS petition re operation of facility prior to 
reactivation Concerned ror health & safety of community 
SCIANORA. J New York. NY 00/01/25 Ip 


8004210193 Responds to 600207 Hr re continued operations at facility 
NRC IS investigating special measures to be taken in high 
density pcpulatlo-n areas surrounding nuclear power plants 
Interim measures have already been ordered at sites 
DENTON. K R Office of Nuclear Reactor Regulation 00/04/0 1 2pp 


'8004210201 Supports continued operation of facility Reactors supply 
ZOV, of generating capacity for New York City 5 Westchester 
County Utils can shut off oil p lant^ I owering rates 
dependency on foreign oil 
WUrJ Affiliation Onknoiun BO/02/0/ Ip 


6004210200 Responds to 900204 Hr re continued operation of facility 
Plants reviewed to detcimine what addl measures or design 
changes can 6 should be implemented to further reduce 
probability of reactoi accident or consequences 

OENTON. h R Office of Nuclear Reactor Regulation 80/04/01 2pp 


'"-8004210223 Urges NRC to decide in favor of continued operation of 
facility Reactors ha\e long history of safe«cIeaTi %t economic 
operation Concerned that fuel adjustment charges will 
increase if plants are shut down 
GAY R R Affiliation Unknown 80/02/04 Ip 


8004250013 Responds to 800212 postcard re operation of facility NRC 
considering what special measures should ba taken to reduce 
probability of severe reactor accident Confirmatory orders 
issued as Ititerim measure 

DENTON, H R Or flee of Nuclear Reactor Reguiatlon 80/04/01 2pp 


8004110569 Forwards lessons Learned Task Farce status re implementation 
of Category A requirements following 800121-22 visit by 
Westinghause Util has signed confirmatory Itr 
specif-ying that HRC will be notified of noncompl lance 
TELFORD. F T TMI-2 Lessons Learned Task force 50/02/15 6pp 


6004020463 Forwards NRC safety analysis of cracking discovered in 
feedwater sys Util repair program, nondestructive insps & 
leakage testing are adequate to insure that integrity of 
faedwater piping will be maintained 

SCHWENCER. A Qporatin-g Reactors Oranch 1 60/02/25 6pp 


80041B0389 Forwards modified near- site study in response to NRC 791205 
request tor 60-day crash effort 

PEOPLES. DL Commonwealth Edison Co 80/02/25 tp 


— 6004100395 '‘Near-Site Study ■' Uiewgraphs end 
* Commonwealth Edison Co 60/02/25 95pp 


0004020257 Forwards Amends 32 is 49 to Licenses DPR-39 & DPR-4Qi 
respectively Amends consist of changes to license % appended 
Tech Specs permitting mod of spent fuel pool increasing 
storage capacity f i om G6B to 2»ll2 fuel assemblies 
SCKNENCER.A Operating Reac^□rs Oranch 1 80/02/20 2pp 


— 8004020266 Amend 49 to License DPR-48, chang Ing license 6 appended Tech 
Specs to permit mod of spent fuel pool to incroase storage 
capacity from 06G to 2.112 fuel assemblies Replacement pages 
of App A Tech Specs one I 

SCHNEKCERfA Operating Reactors Ilranch I 00/02/26 6pp 


— 0004020270 Notice of issuance of Amends 52 It 49 to Licenses DPR-39 & 
DPR-40. respec tively negative declaration 
SCHWEN-CER, A Operating Reactors Oranch 1 80/02/28 3pp 


6004220192 Requests addl info re dimension of upper vessel head 
surrounding control rod penetrations Info needed to complete 
work being conducted by Los Alamos Labs re vessel 
strengthening Drawing enc I 

SCHWENCER. A Operating Reactors Branch 1 80/02/20 2pp 


8004010004 Forwards "Evaluation uf Licensee Compliance w/Category A 
Items of NRC Recommendations Resulting From TMI-2 Lessons 
Learned “ All Category A requirements satisfied 
SCKUENCER.A Operating ftoactors Branch 1 80/02/29 2pp 


— 8004010006 “Evaluation of Licensee Compliance w/Category A Items of NRC 
Rec ommendailons Resulting From Tf1I-2 Lessons Learned " 

* Division of Operating Reactors 00/02/26 Hpp 


800420-0217 Forwards SEP schedule t. content requirements for environ 
qua 1 1 f icat ion of electrical equipment Previously submitted 
info should be incorporated by specific ref Facilities 
exempt from IE Bulletin 79-010 

SCKNENCERi A Operating Reactors Branch 1 0O/O3/OS Spp 


6004030102 Forwards "Nuclear Data Link Specs.'* study of digital 
communication sys to transmit info from plants to Bethesda 
Operations Ctr 

EI6ENHUT«D 0 Division of Operating Reactors 80/03/12 Spp 


— 0004030218 “Nuclear Data LinV Bpecs " 

* Division of Operating Reactors 60/02/21 28pp 



DOCKETED ITEMS 


123 


SO04OaoOO3 Foruards Aittends 33 ** 50 to Licenses DPR-39 h DPR-4a, 
r B&pec ti ve I saf etij evaluations t noticd gF issuance & 
aval labi Uty 

SCHWENCER,A Operating Reactors Branch 1 80/03/13 2pp 


— 8004000005 Amends 53 50 to Licenses DPR~39 8< DPR''4Qi r espec 1 1 velli 

c hang Ing* Tech SpecstApp Ai to inci ease alioiuable L0CA 
peaking factor from 1 86 to I 93i based on ECCS reanalgsts 
OAMHILL.W P Division of Operating Reactors 00/03/13 7pp 


-^•^8004080008 Safety evaluation supporting Amends 53 ^ 50 to Licenses 
DPR-39 U DPR-4a- respec t ive Ig 

* Office of Nuclear Reactor Regulation 00/03/13 4pp 


--8004080011 "Safety Evaluation of Roquast for Removal of Conservatism In 
Me s 1 1 i>g h ouse PAD Computer Codci " prepared in response to 
Util request for OL amend 

* Core Performance Dranch 00/03/31 32pp 


--BOO4O0DO13 Notice ’of issuance availability of Amends 53 << 50 to 
Licenses DPR'’39 6 DPR-4Bi respec t ively 

SCHHENCERiA Operating Reactors Branch 1 00/03/13 2pp 


0004140221 Summary of 000221 meeting u/represontaii ves of all 
SEP plants»otils & Franklin Research Ctr re accelerated 
program for evaluating qualification of safety-related 
electrical equipment 

WlLSQNfR Plant Systems Dranch 00/03/14 3pp 

6004100102 Requests controlled set of P&'IDs for each plant Submittal 
should be forwarded to attention of Region 3 incident 
response ctr tuithin 20 days 

KEPPUER/J 0 Region 3^ Chicago, Office of the Director 00/03/20 
IP 

6004210194 Foruards request for info re containment en^/lfon conditions 
U sys required for accident mitigation for revleui of environ 
q^ua 1 if Icat ion of Class IE electrical equipment NRC uill 
estimate time for containment temp to return to near normal 
SCHMENCER, A Operating Reactors Branch 1 60/03/SO 15pp 


6004020189 Forwards response to NRC 800229 confirmatory order to 
perform actions within 30 days Westlnghouse representative 
stationed ons i tof venti lat i on intakes re-oiamined, emergency 
action levels revised reactor operators training underway 
IfAUOHTON, W F Commonwealth Edison Co 00/03/20 9pp 


8004000214 Forwards response to immediate action items of NRC 800229 
confirmatory order No immediate action required In-plant 
walk-throughs will be completed prior to next reactor 
qtartup Simulator training is in progress 
NADOMTONfW F Commonwealth Edison Co 80/03/28 4pp 


6004SS03M “Safety Evaluation of Inservico Testing Program for Pumps 
& Valves.” 7B0117-790916 

FEHRINOER. J M , RQCKHOLD, H C CO & 0. Inc FIN A-635B 8004250364 

80/03/31 46pp 


0004150316 Forwards revised pages constituting Revision 13 to CC-t-A. 
0A program Revisions reflect recent organliatlon tltls 
changes 

NALIOMTONiN F Commonwealth Edison Co 80/04/02 Ip 


— 6004150326 Revised pages constituting Revision 13 to OA program 
Revisions reflect recent or gani lationol title changes 
« Commonwealth Edison Co CC-i-A R13 80/04/04 7pp 


8004100338 Responds to NRC 800228 Itr re Drawing 696J374 Apparent 
Increased thickness of upper vessel head surrounding control 
rod penetrations does not exist Actual thickness uniform I. 
6'"5/0 Inches + t/0 inches-O inches u/o clad 
NAUOHTQN. W F Commonwealth Edison Co 80/04/03 ip 


6004240400 Forwards addl info re review of unresolved safety Issues, 
trip rept of Lessons Learned implementation team, l« task 
action plan in view of high population density surrounding 
p lants 

DENTON. H R Office of Nuclear Reactor Regulation 00/04/09 33pp 


— 0004240403 Bummary of Westlnghouse Lessons Learned team 800121-22 site 
visit to determine status of Category A implementation 
Attendance status lists end 

TELFORD, JT. Safeguards Standards Branch 00/02/lS 5pp 


— 0004240492 Forwards evaluation of util actions taken to satisfy 
Lessons Learned Category A requirements Concludes all 
requirements satisfied Attendance list for 800121-22 site 
visit end 

SHCWENCERrA Operating Reactors Branch 1 fPre 791030} 00/02/29 

27pp 


— 8004240507 Forwards action plan developed in recognition or high 
population densities surrounding sites 

DENTON. H R Office or Nuclear Reactor Regulation 00/02/2! 
BOpp 


--8004240518 Discusses E.ent 5 probabilities Suggests continuous 
monitoring 6 readout capability of check valve position t< 
periodic tests of leak rate measurements 

TAYLDRi M A Division or Reactor Safety Research 60/01/15 I7pp 


8004250232 Foiwards status of unresolved safety issues at Indian Point 
I ^ 2, trip lapts from Indian Point 4 Zion site visits, 
safety evaluation for Lessons Learned i eqoirements at 
f ac 1 1 1 1 tes. task action plan t facility societal risk info 
DENTON.hr Office of Nuclear Reactor Regulation 80/04/09 34pp 


8004240458 Formal ires plans re series of technology exchange meetings 
re facilities' accident mitigation features activity Five 
meetings suggested Recommended meeting schedule 6 agenda 
items end 

SCHWENCER, A Opetating Reactors Dranch 1 80/04/10 15pp 


B004250427 Forwards response to NUREO-0578 “Design Criteria ^ 
Conceptual Design Description for Technical Support Ctrs for 
Facilities" for review Util emergency plan will be submitted 
w/Lasalle County s 1 te-spec i f i c emergency plan 
PEGPLE8. D L Commonwealth Edison Co 00/04/15 60pp 


— 0004250426 “Design Criteria I Conceptual Design Description for 
Technical Support Ctrs for Facilities “ 

» Bechtel Power Corp (subs of Bechtel Corp I 79/12/26 32pp 


6004280509 Forwards revised Page 37 to DL Peoples 600101 Itr concerning 
commitments re TMI~2 Lessons Learned Task Force short-term 
requirements 

PEOPLES, D L Commonwealth Edison Co 00/04/lB 2pp 


8004290502 Application for amend to Licenses DPR-39 tt DPR-40, App A Tech 
Specs eliminating refs to part length rods 4. atmospheric 
relief valves 4- revising reactor protection sys permissive 
testing Table 4 1-1 

PEOPLES. D L Commonwealth Edison Co 80/04/22 4pp 


—8004290906 Revised pages to Tech Specs eliminating refs to part length 
rods U atmospheric relief valves t< revising reactor 
protection sys permissive testing Table 4 1-1 
e Commonwealth Edison Co 00/04/22 45pp 


Q Inspection reports. IE Bulletins & correspondence 


8004040316 Foi wards IE Insp Repts SO-299/79-22 1 50-304/79-24 on 
790910-800204 No noncompliance noted 

FIORELLIiO Region 3, Chicago. Reactoi Construction 4< Engineering 
Support Dranch 60/02/20 2pp 


—0004040339 IC Insp Repts 50-295/79-22 t 50-304/79-24 on 79091 0-600204 
No noncomp I lance noted Major areas inspected review of 
inservice Insp program fy review of licensee activities re IE 
Bulletin 79-13 4- 79-17 

DANIELSON, D H . KEY, W J Region 3. Chicago, Office of the 
Director 00/02/14 19pp 


0004100140 Forwards Waste Packaging Insp Rept 79-07A on 791212-13 No 
noncompliance noted 

DAVre.A D Region 3, Chicago, Fuel Facility 4« Materials Safety 
Dranch 00/02/22 2pp 


•0004100406 Waste Packaging 79-07A on 00791212-13 No noncompliance 
noted Major areas inspected compliance w/DDT 4< NRC 
regulations Including shipping paper requirements, rad iatlon 
levels & DOT labeling 

POTTER. J P Region 3, Chicago, Fuel Facility fe Materials Safety 
□ranch 00/02/22 6pp 


0004220157 Forwards IE Insp Repts 90-295/80-01 V 50-304/60-01 on 
000103-0206 ** notice of violation 

KEI8KMAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/03/04 2pp 


— 8004220165 Notice of violation from insp nn 000103-0206 

e Region 3« Chicago, Office of the Director 00/03/03 ip 


—0004220175 IE Insp Repts 50-295/00-01 4. 90-304/00-01 on 000103-0206 
Noncompl lance noted failure to follow procedures during 
shift turnover 

LITTLE, W 8 « KOHLER, 3 E Region 3. Chicago, Officer of the 
Director 80/03/03 llpp 
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Q004100US FoTuards IE InF& Notice fiO~0B, "States Co Sliding LinV 
Electrical Tcimitiai Slock ' No specific action or r«»partsc 
r aqu l red 

KEPPLER. J G Region 3. Chicago, Office of the Director 90^03707 

Ip 


QOO^llOOa? Notifies that facility uill bo performing inservice map 
activities during refoeling o-utage Insps mill include 
volumetric surface ^ /isual maps of class i I’ 2 components 
Irtsps scheduled for 600^12 mill eitend through QOO&13 
gANDKE, t| £ Commonwealth Edison Co 90/03/13 Ip 


Q00‘1140n9 Forwards response to l£ 3ulletin 80^03* “Lass of Charcoal 
from Std Type Il.Two-'Inch Tray Adsorbei Cells *' Visual 
eiaminat 1 on deteimined that contact between casing t< screen 
IS adequate to prevent charcotil granule escape 
PEOPLES, D L Commoni^jeal th Edison Co 00/03/20 bpp 


QD04040014 Forwards corrected Waste Packaging Insp Kept 79-07A Requests 
that rept sent on 800222 be destroyed 

OAVIS^A Q Region 3, Chicago, Fuel Facility 8< Materials Safety 
□ranch BO/03/2S Ip 


— 8004040019 Forwards coirecied Waste Packaging Insp Rept 79-07A, on 
791212-13 No none omp 1 t ance noted 

DAVIS, A 8 Region 3, Chicago, Fuel Factlitg t. Materials Safety 
Dranch 90/02/22 2pp 


--GOOAOdOOSG Corrected Waste Packaging Insp Rept 79-07A <jn 7912I2'-13 No 
honcomp 1 1 anc e noted Major areas inspected shipping paper U 
placarding requiremontai r adiai i on 1 evel s> r emovab 1 e 
contamination L package external features 

POTTER* J P Region 3, Chicago. Fuel Facility t" Materials Safety 
Dranch 80/02/22 7pp 


60041 10585 Surrmai y of QOOl 18 meeting w/util h Nestlnghouse in Dethesda, 
MD re Unit t turbine disc insp resul t s • repa irs made & plans 
for inspecting Unit 2 low pressure tutbme rotor discs List 
of attendees i supporting matl enc 1 

REEVES, £ A Operating Reactors Drench I QO/03/2A i4pp 


0004130159 Forwards IE Info Notice 90-12, “Instrument Failure Causes 
Opening of PORV Ct Ulock Valve '* lio specific action or 
response necessary 

KEPPLER, J 0 Region 3, Chicago, Office of the Du actor 60/03/31 
IP 


80040906Q6 Forwni'ds lE Circular 00-05, 'Tmeigency Otesel Ocnerator 
Lubricating Oil Addition 5 Onsite Supply No written 
response required 

KtPPLER, J 0 Region 3, Chicago, Office af the Director 60/04/01 

ip 


8004150014 Forwards IG Info Notice 00-13, "GE Type 3DM Control Binicches 
Defective CAM Followers " No specific action or response 
required 

KEPPLERrJ 0 Region 3, Chicago, Officr of the Director 80/04/02 

ip 


6004180030 Torwaids attachments to IE Circular 00-03, “'Prot ec t ion From 
Toxic Oas Haiards. ' inadvertently omitted from B003D6 
transmi tta 1 

ikST’PLER. V 0 Region 3, Chicago. Office of the Director 80/04/02 

Ip 


6004230093 Forwards IC Info Notice SO-14, ''Safety Suggestions Frgm 
Employees ' No action required 

KePPLFR,J 0 Regiun 3, Chicago, Office of the Director QO/04/02 

Ip 


— 0004140322 “Padwaste t Ftwiron Monitoring Annual Rept, 1979 
KOHL, K A Ebeiline Instrument Corp 80/03/18 tOpp 


S Reportable occ urreiic® s, LCRs I toiatod con espondence 


8004210433 PN0''77-l3lA on 770/12, d uring routine testing w/facility 
tn hot shutdown, safety sys circuits uei e temporarily 
disabled Caused by inadequate mg i attention $, procedural 
controls Program of corrective action instituted 

KLINGER. G . NOLAN, F , SNIEZEK. V Region 3, Chicago, Qffire of the 
Director 77/07/28 Ip 


8004220064 PND-77-143 Pacific Pump Co supplied facilities w/production 
lot of 40 pumps mfg using shafts mado of inferior matl 
Cause unstated AH utils w/pumps were notified NRC 
headquarters notified on 770012 

MHITT.K U Region 2, Atlanta, Office of the Director 77/00/12 
Ip 


800402040/ Foruaids LER a0“0i2/03L-0 

WANDKE, N E Cominonuiea 1 th Edison Co 60/03/25 Ip 


• — 0004020412 LER 60-01 2/03L-0 on 900224, while increasing power to 80'/, 
control rod bank D rod position indicators were slightly 
greater than 12 steps above bank demand position Caused by 
instrument drift Recalibr performed 
T'NIEMI,W D Commonwealth Edison Co 80/03/25 Ip 


B004190472 Forwards LER 00-013/031-0 

WANDKE, N E Commonwealth Edison Co 60/03/28 ip 


— '8004150477 LER 80-013/03L -O- on 800227, during normal operation, m-aint 
personnel found steam generator pressure comparator 
aPC-536A“ll shifted high by I 5X Caused by defective unit 
Defoctivo unit replaced w/spare unit 
JENKINS, R V Commonwealth Edison Co 80/03/28 Ip 


6004260541 PND-S 1 1-60-053 on 600331 , unp lanned gaseous radiation rslvaie 
occurred because of operator error in operating valves 
Preliminary analysis indicates release rates did not exceed 
Tech 9poc limits 

BOyD,D C , KQHLER, J G Region 3, Chicago, Office of the Director 
60/04/01 2pp 


□004150516 Forwards LER 60-014 /03L-O 

WANDKE, N E Commonwealth Edison Co QO/04/02 ip 


—000 4150525 LER 60-014/031-0 on 600303, dur ihg normal operat ion, ma int 
personnel found steam generatoi pressure transmitter 
2-PI-315 had shifted low by 27, Defective Fisher Porter Model 
50EPi04l DCKA replaced f/ channel returned to sve 
JENKINS, R V Commanwealth Edison Co 80/04/02 Ip 


6QO420O554 PND- 1 n-B0-O63A 800402, Hr from Mayor of Waukegan, IL, 
demanded actions as result of 900331 unplanned gaseous 
release Region 3 is continuing investigation t, ovaluation 
8TRA6MA,R J , HCI8 HMaN,R F Region 3, Chicago, Office of the 
Director 60/04/03 2pp 


6004820594 Forwards updated LER 80-002 /03X- I 

WANDKC, N E Coinnvonwea Ith Edison Co 80/04/14 ip 


—6004220/02 Updated LER eo-002/03X-l on 800125, during steady state 
operation, pressure transmitters 2PT-*026 for steam generator 
2B & 2PT '546 for steam generator 8C failed high Caused by 
cold drafts freezing instrument root linos 
KURTNcU R Commanwealth Edison Co 00/04/14 2pp 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F Security, medical, emergency U. fire protection plans 


B004140490 Forwards ihfo on emergency broadcast sys including Dept of 
Commerce pamphlet enti 1 1 ed, NOAA's Ubiquitous Radio U 
'*Defehsfl Civil Preparedness Agency pamphlet entitled, 

EmergeriLy Droadcsst Sys " 

SCKWENCER, A Operating Reactors Branch i 60/02/26 24pp 


a004-0e0]e? Forwards operating instructions ^ charoc ter istics of NRC 
health physics telephone network Purpose of network is 
transmission of health physics info during incident or 
abnormal occurrence at facility 

KEPPLER.J G Region 3. Chicago, Office of the Director 00/03/19 
Opp 
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60041400B6 Confirms 000319 tol<on re arrangements far B00423 & 24 
meetings in KeujaunQB,UI ro Jicenseo emergency preparedness 
procedure capabiliti/ of public agencies Public is invited 
SCHWENCEn,A Operating Reactors Branch 1 80/03/26 2pp 


8O0430D502 Informs that certain areas of industrial security manual do 
not meet requirements of I0CFR73 55 Requests that proposed 
amends to industrial security manual be submitted for revlctu 
uithin 30 days End guidance uijthheld (ref 10CFR2 790) 

SCHWEKCER.A Operating Reactors Branch 1 00/04/03 2pp 


P Operating license stage documents t correspond enc e 


B004030102 Foriiiards '‘Nuclear Data Link Specs*" study of digital 
communication sys to transmit info from plants to Bethesda 
Operations Ctr 

EI8ENKUT*D G Division nf Operating Reactors 00/03/12 5pp 


— B004030UB "Nuclear Data Link Specs " 

* Division of Operating Reactors 00 / 02/21 2Bpp 


0004100106 Requests controlled set of PtiDs Submittal should be 
forwarded to attention of incident response ctr within 20 
days 

KEPPLER. J 0 Region 3* Chicago, Office of the Director 80/03/20 
ip 


Q004010492 Forwards info re qualification of certain equipment < coni;r o 1 
room indications of bypassed or inoperable safety-related 
equl pment, Page Ta6-17 of Tech Specs listing of current 
Tech Spec pages, In response to NRC request 

5CHR0CK, C A N1 scons in Public Service Covp 80/03/27 I4pp 


— B004010495 Page TB6-17 of Tech Specs re saf ety~ro iafced equipment f* 
listing of current Tech Spec pages 
* Wisconsin Public Service Corp 78/01/25 I4pp 


6004080337 Forwards addl info requested at 800305 meeting w/NRC re 
implementation of short-term Lessons Learned Task Force 
requirements Info Involves Tech Specs 2 I 3,2 1 6 8< 

2 1 Q 

MATHEWS, E R Wisconsin Public Service Corp 80/04/03 15pp 


8004170018 Discusses proposed installation of restraints near reactor 
vessel noiiles to limit break size of LQCA event & limit 
aiymmetrle loads to reactor vessel Restraints will improve 
safety margin while not presenting hazard 

MATHEWS, E R Wisconsin Public Service Corp 80/04/10 3pp 


6004100464 Forwards proprietary it nonpropri otary versions of 
"Structural Analysis of RCS for Postulated LOCA* " 
preliminary issue Applications for withholding end 
Prapriotary version withhold (ref lOCFRS 790> 

ANDERSON, T M Uestlnghouse Electric Corp 80/04/li llpp 


— 8004100475 Nonpropr letary version of "Structural Analysis of RCS for 
Postulated UGCA, " preliminary issue 

♦ Westinghouse Electric Corp , Nuclear Energy Systems 00/02/29 
lOOpp 


6004180420 Forwards "Reload Safety Eva luation, Cyc lo VI. Mar 1980 " 
MATHEWS, E fi Wisconsin Public Service Corp 80/04/14 Ip 


— 8004100433 "Reload Safety Evaluat Ion, Cyc lo VI, Mar 1980 " 

HOLLY, J T Wisconsin Public Service Corp 00/03/27 65pp 


G004180479 Forwards revised pages of reactor test program Revisions 
reflect results of conversations w/M Chatfcerton Program was 
successful during Cycle V startup 

MATHEWS, E R Wisconsin Public Service Corp 80/04/14 2pp 


— 0004180483 Revised pages of reactor test program 

• Wisconsin Public Service Corp 79/05/22 3pp 


0004220756 Responds to NRC 000411 request for addl info re RC8 vent 
design radiation qual i f Icat Ion of ECC8 Will Install 
reactor vessel head vent sys of C-E design Will define dose 
criteria for items w/o acceptable dose qual 1 f ication 
MATHEWS, E R Wisconsin Public Service Corp 80/04/14 2pp 


8004210327 Forwards proposed Amend 40a to Tech Specs, Sections 3 15, 
4 15 & 6-2 Proposed Amend 40a supersedes proposed Amend 40 << 
adds appropriate requirements concerning fire proboction 

sys 

MATHEWB, E R Wisconsin Public Service Corp 80/04/16 2pp 


— 8004210331 Proposed AmeT)d 40a to Tech Specs. Sec ti ons 3 15.4 J5 ^ 6-2. 
superseding proposed Amend 40 Adds i equ j rement for five-man 
fire response team* c orrec ts woidmg inconsistencies b 
deletes fire protection mod requirements 
a Wisconsin Public Service Corp 00/04/14 9pp 


O Inspection reports. IE Bulletins 4 c ot respondence 


8004100122 Forwaids IE Insp Flept 50-305/80-04 on S0020A-05 No 
noncomp 1 lanc e noted 

FlORELLI.C Region 3. Chicago. Reactoi Construction ti Engineering 
SuppoT t Branch BO/02/21 2pp 


— B004100130 IE Insp Rept 50-305/00-04 on B00204-05 No noncomp I lane e 
noted Major areas inspected actions re IC Bulletins 79-14 t- 
79-04, work procedure review t records 

DANIELSON, D H Region 3. Chicago. Reactor Construction fy 
Engineering Support Branch YIN. I T Region 3, Chicago, Office of 
the Director 80/02/21 6pp 


8004100153 Forwards IE Info Notice 00-09. "States Co Sliding Link 
Electiical Terminal Block " No specific action or i esponse 
required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/03/07 
Ip 


8004100405 Responds to IE Bulletin 79-OlB Consistent w/intent of IE 
Circular /0-O8, IE Bullet in 79-01 79**0l A, revi ew of Class IE 

instrumentation comparing qua ) 1 f i cati ons w/design specs 
or F9AR lequirements shows addl requirements were met 
MATHEW3. E R Wisconsin Public Service Corp 60/03/ i 1 Ip 


0004090420 Foruaids IE Insp Rept 50-305/00-05 on 800219-22 No 
noncompliance noted Details withheld (ref 10CFR2 790) 

HIND, J A Region 3, Chicago, Safeguards Branch 00/03/10 2pp 


— 0004090431 IE Insp Rept 50-305/00-05 on 0002t9-22 No noncompliance 
noted Major areas inspected facility organization b 
operations , previous 1 y identified items & nuclear mail 
control Details withheld (lef 10CFR2 790) 

HIND, J A Region 3. Chicago. Safeguards Branch PATTERSON. J P < 
FINLEV.A 0 Region 3, Chicago, Office of tho Director 00/03/07 
Ip 


Q004150196 Forwards IE Info Notice 80-12. "Instrument Failure Causes 
Opening of PORV it Block Valve " No specific action or 
response necessary 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 80/03/31 
ip 


9004000720 Forwards IE Circular 00-05. ''Emergency Diesel Generator 
Lubricating Oil Addition ^ Onsite Supply " No written 
response required 

KEPPLER, JO Region 3, Chicago, Office of the Director 00/04/01 
ip 


9004150061 Faruards IE Info Notice 00-13. "OE Type SDH Control Switches 
Defective CAM Followers " No specific action nr response 
required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 80/04/02 

Ip 


9004100067 Forwards attachments to IE Circulai 00-03, "Protection From 
Tonic Oas Hazards," inadvertently omitted fi om 800306 
transmi tta 1 

KEPPLER. J 0 Region 3, Chicago, Office of tho Director 00/04/02 
ip 


6004220160 Forwards IE Info Notice B0-l4, "Safety Suggestions From 
Employees " No action required 

KEPPLER, J O Region 3, Chicago. Office of the Director 00/04/02 

Ip 


8004220395 Forwards IE Circular 80-07, "Problems W/HPCI Turbine Oil 
Sys " No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/03 

ip 


6004230291 Forwards IE Bulletin 79-03Ar "Longitudinal Wold Defects in 
A8ME 8A-312. Type 304 Stainless Steel Pip© " Action required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/04/07 
ip 


0004220060 Forwards IE Bulletin 60-08. "Exam of Containment Liner 
Penetration Welds " Written response required 

KEPPLERfJ 0 Region 3, Chicago. Office of the Director BO/04/09 

ip 
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R Periodic operating reports ^ rela^^ed t oi r e s p ond enc e 


0004150354 {-oTuards inonthly operating rept toi liar 1*580 

MATHEW5i E R Wisconsin Public Service Corp 00/04/09 Ip 


'-5004150355 Honthlv Qpeiatmg rept ior rtar 1900 

RUITERiG H Wisconsin Public Service Coi p 00/01/09 5pp 


S f?eportablc occurrences, LERs * reJa*ed correspondence 


8004080457 Forwards LERs eo-Ol5/03L-0 4 30-01 6/03L-C 

MMHEW5- E R Wisconsin Public Service Corp 80/04/0! Ip 

— 3004000462 LER SO-OlS/OiL-O on SCO 303 , wb 1 1 e performing SP34-099- valve 
SI-351A would rot open Caused bg setting of 2 1/2 close 

1 1/2 open on tor<iue switch Open torque switch raised to 

2 1/2 Tested satisfactorily 

NALEPI^AjD S Wisconsin Public Sorvite Coi p 30/04/01 Ip 


— 3004030467 LER a0-0l6/O3L“O Oh 000305, while testing 10 diesel generator 
operability for iCPs on lA diesel generatDr.lB generator 
failed to start Caused by primary air start motors not 
rotating engine Motors replaced Manuf ac tur ers investigating 
NALEPKAi D 6 Wisconsin Public Service Corp 80/04/01 Ip 


00041S0524 Forwards revised LER 79-020/03>l-2 

MATHEWS. E R Wisconsin Public SerMce Corp 00/04/09 !p 


--3004150533 Revised LER 79-O20/O3/(-2 on 791207, dur i ng insp, three 
horliontal piper restiaints discovered missing on 16-inch 
SVC water header Caused by oversight between seismic 
analysis f, hanger design teams 

SAOER, D W Wisconsin Public Service Corp HO/04/09 2pp 


0004150531 Forwards supplemental LER 79-OI7/03L-0 

MATHEWS, E R Wisconsin Public Service Corp GO/04/09 Ip 


--3004150596 LER B0-017/03L-0 on 000310, dur i ng surveillance besting, 
turbine driven auciliaiy feedwater pump discharge cross- 
connect valve AFW tOD would not close from control room When 
insp acted, valve operated properly 

WALEPKA,D & Hiscqnsin Public 0ervice Corp 60/04/09 Ip 


0004220642 Forwai ds LER Q0-0i4/04L-O 

MATHEWS. E R Wisconsin Public Service Corp 00/04/16 Ip 


— 0004220648 LER BO-Ol4/04L~O 011 300310, when circulation water inlet temp 
rose above limit due to circulating water discharge drifting 
over intaie aftei wind sh i ft, second circulating -water pump 
failed to start Caused fay clogged bearing cooler flow line 
HAnCH£;M L Wisconsin Public Service Corp 80/04/17 ip 


8004230504 Forwards LEff G0-018/03L-O 

MATHEWS, E R Wisconsin Public Service Coi p 30/04/18 Ip 


— 800423058 5 1 ER 60-010/031 -0 on 300320 during normal steady state 
operation, un fami I iar odor noted in diesel generator room 
ID While looking for source, Dus 1-6 potential transformer 
disconnect cubicle dooi opened causing loss of voltage 
NALEPKA, 0 Wisconsin Public Service Corp 60/03/19 Ip 


8004290321 Forwards LERs BO-019/'03L-0 «< aO-O20/O3L”O 

MATHEWS; E R Wisconsin Public Service Corip 00/04/23 Ip 


—3004290327 LER 00-01 9/03L-0 on 300326, during shield bldg ventlUtion 
sys surveillance test i ng, cbec k dampet SD9~iaA failed to open 
f ull y , resu 1 1 irig in inability to draw vacuum in annulus 
Caused by controller setpoint drift Setpoint adjusted 
NAPLEPKAp D 3 Wisconsin Public Service Corp 00/04/18 Ip 


--3004290336 LER 80-020/03U-0 on 000326, c ontro I valve 8W 1061A failed to 
open upon removal of heat detector during charcoal filter 
heat detector test SP 08-195 Caused by dirty valve Valve 
internals cleaned ^ diaphragm replaced 

NALEPKA*D S Wisconsin Public Serslcc Corp 00/04/25 Ip 


DOCKET 30-306 PRAIRIE ISLAND NUCt^EAH STATION, UNIT 2 


F Security, medical, emergency U fire protection plans 


Q0040B0225 Submits revised schedule for implcmeatl ng fire protection 
mods 

HAVER, L 0 Noithern States Poiuer Co 30/03/31 2pp 


Q004170056 Forwards "Evatuation Time Estimates,” from areas near 
nuclear generating plant, m response to NRC 791129 request 
MAYER, L 0 Northern States Power Cq BO/04/10 Ip 


— 0004170059 "Evacuation Time Estimates ” 

* Northern States Power Co 80/04/30 I8pp 


G Adjudicatory correspondence 


&0042300BB Request foi hearing and petition to intervene re spont fuel 
pool mod License amend should not be issued until State of 
KN administrative proceedings are completed re licensee 
application for certificate or need t< environ evaluation ^ 

SENECHAL. M £ , OLSON, J F Minnesota, State of 00/03/31 5pp 


8004230'100 Notice of appearance in pioceeiilng 

SENECHAL, ME , OLSON, J F Minnesota, State of 60/03/31 2pp 


!l General con eepondence 


8004280037 Discusses KRC intervenor funding in response to 000305 Hr 
Commission decided not to initiate program to provide 
funding in 1976 Intetvenor funding Is being studied again h 
funds for pilot program have been requested far FYBl 
CHRI3TENDURV, E Healings Division 00/04/08 Ip 


— 8004280043 Requests info on availability of govt financial aid for 
interveners in racility spent fuel storage license amend 
proceed ing 

FIELDSETH.H Affiliation Unknown 00/03/05 Ip 


P Operating license stage documents fi correspondence 


8004110520 Forwards FR notice of proposed issuance of amend to Licensii 
DPR-42 It DPR-60 re spent fual storage capacity 
SCHWENCER.A Upcrating Reactors Branch i 80/02/28 2pp 


--6004110524 Notice of pi oposad issuance of amend to Licenses DPR-42 b 
DPR-60 re spent fuel storage capacity 

8CKWENCER, A Operating Reactors Uranch 1 00/02/20 4pp 


8004020070 Forwards Amends 41 fit 35 to Licenses DPn-42 Sr DPR-60, 
respectively (t notice of issuance availability 
SCHWENCFRiA Operating Reactors Branch 1 fiO/02/29 4pp 


--8004020075 Amend 35 to License DPR-60 changing App D Tech Specs by 
revising requested requirement re blowdown flow over ISO cfs 
to annual V fish impingement sampling frequency to once 
every two wks Tech Bper i eplacement pages enc I 
SCHWENCER, A Operating ftoactors Uranch 1 80/02/29 0pp 


— 6004020079 Notice of issuance t availability of Amends 41 35 to 

License 2)PR-42 (c 0PR~6Oj rcspec t i ve) y 

SCKWEMCER,A Operating Reactors Stanch 1 80/02/29 2pp 


8004030102 Forwards "Nuclear Data Link Specs,'* study of digital 
communication sys to transmit info from plants to Bathesda 
Operations Ctr 

EISENHUTrD G Division of Operating Reactors 00/03/12 5p p 


— 80040301 IG "Nuclear Data Link Specs " 

* Division of Operating Reactors 80/02/21 28pp 


GOO4O7O370 Forwards operating Instructions (t characteristics of NRC 
health physics telephone network Purpose of network is 
tratisiTki $S) on of health, physics info during incident or 
abnormal occurrence at facility 

KFPPLER,J 0 Region 3, Chicago, Office of the Director 00/03/19 

Bpp 


3004100103 Requests controlled set of Pt^IDs for each plant Bubmittal 
should be forwarded to attention of Region 3 incident 
response ctr within 20 days 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 00/03/20 

ip 


8004100406 Summary of 000221 tel con w/util re status of NUREO-0570 
implementation I terns requiring addl c lar i f icatl on subcooling 
meter V backup procedures used to determine subcooling 
use of CRTs not having seismic qualifications 
ORQTENHUIB, M Operating Reactors Branch I 00/03/21 5pp 

3004140099 Summary of 800321 meeting u/util In Dethesda,MD re fuel poe» 
eipansioti proposed by util on B00131 Addl info re unresolved 
questions will be transmitted by util end list of 
attendees 

OROTCNHUIS, M, Operating Reactors Branch 1 80/03/21 3pp 
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’B004210023 Advises that 781122 application to amond Licenses PPR-^Aa 
t PPn-60 15 pro forma 4« admin i s trat ivo in nature^ p lacing 
Unit 1 in Claes 11 fee category Refund for Class III 
overpayment ujill be processed 

MILLER, W 0 License Fee Management Branch 80/04/03 Ip 


8004150339 Foruiards addl info le implementation of short-terei Lessons 
Learned Task Force recommendations 

HAVER I L 0 Northern States Pouier Co SO/04/11 I7pp 


eOO4l0O4&4 Forwards proprietary h nohpropr i etary versions of 
"Structural Analysis of RC5 foi Postulated LOCAp 
preliminary issue Applications roi withholding end 
Proprietary version withheld <ref 10CFR2 790) 

ANDERSON, T M Westinghouse Electric Corp 80/04/11 lipp 


— 0004100475 Nonproprietary version of "Structural Analysis of RCS for 
postulated LQCA, " preliminary issue 

r» Westinghousc Electric Corp . Nuclear Enei gy Systems 00/02/29 
iOOpp 


8004100241 Foiupaids Offsite Dose Calculation Manual « Revis ion 1 
HAVER, L 0 Northern States Power Co 80/04/13 Ip 


— 8004180342 Offsite Dose Calculation Manua 1 . Revis Ian I 
* Northern States Power Co 80/04/30 ISOpp 


BOO42B0S47 Requests NRC review of proposed implementation of short-term 
Lessons Learned Task Force recommendations re Iteflh 2166, 

^'Plant Shielding Review," Item 2 1?, "Reactor Vessel Head 
Vent," Zt Item 2 2 26, "Onsite Technical Support Cfcr " 

MAVERiL 0 Northern States Power Co 00/04/25 Ip 


Q Inspection reports, IC Bulletins 6 correspondence} 


□004010131 Further responds to NRC 790123 Itr re violations in IE Insp 
Rept 50-306/70-24 Corrective actions Anker Holt snubber 
delivery scheduled for Apr 1900 S installation will be 
completed one month after delivery 

WACHTER,L J Northern States Power Co 79/12/i0 Ip 


□004030251 Forwards lE Insp Rept 50-306/00-03 on 800115-10 h notice 
of violation 

FICRCLLI,0 Region 3, Chicaga, Reactor Construction ^ Engineering 
Support Branch 00/02/16 2pp 


—8004030252 Notice of violation from insp on 000115-18 

♦ Region 3, Chicago, Office of the Director 80/02/13 ip 


—6004030255 IE tnsp Rept 50-3a6/QD-03 an 000115-18 Noncomp Uanco noted 
failure to follow nondestructive examination procedures 
KEY, U J , DANlELSaN. D H Region 3, Chicago, Office of the 
Director 80/02/13 9pp 


8004100269 Forwards IE Insp Repts 30-202/00-01 U 50-306/B0-01 on 
600102-31 & notice of violation 

HEiBHMAHi R F Region 3, Chicago, Reactor Operations Nuclear Support 
□ranch 00/03/03 2pp 


--80041002B3 Notice of violation from insp on 000102-31 

a Region 3, Chicago, Office of the Director 80/02/22 2pp 


—3004100290 IE Insp Repts 30-202/80-01 50-306/80-01 on 000102-31 

Noncompliance noted containment spray additive tank 
Isolated front containment spray sys & failure to follow 
operating procedure 

FEIERAQEND.C D , BOYD. D C Region 3. Chicago, Office of the 
Director. 80/02/22 9pp 


0004070038 Responds to IE Dgllotin 79-17, Revision i» "Pipe Cracks in 
0-tagnant Borated Water Sys at PWR Plants “ Required visual 
insp completed on Unit 1 in Feb 1900 No corrective actions 
necessary 

OlLDERTa.D E Northern Slates Power Co 80/03/07 Ip 


8004070210 Responds to IE Bulletin 79-27 outlining conclusions from 
investigation of instrument buses Design change initiated to 
replace instrument inverters w/inverters capable of 
automatic transfer to alternate ac 

OILBERTB, D E Northern States Power Co 80/03/0? 2pp 


8004100143 Forwards IE Info Notice 80-08, "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
r equlred 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 80/03/07 

Ip 


B0O404O456 Responds to IL Bulletin 79 Olfl, 'Environ dual i } icatl on of 
Class IE Equipment " Delay until 800311 approved by J Hughes 
in a002r9 telco n Evaluates components f sys qualification 
for expected operational conditions 

GILBERTS, D E Northern States Power Co 00/03/13 4pp 


8004100067 Ac k receipt of 600229 Ur informing NRC of steps taken to 
correct violations noted in IC Tnsp Repts 50 202/79-32 h 
50-306/79-26 

DAVIS, A B Region 3< Chicago, Fuel Facility i Materials Safety 
Branch 00/03/20 Ip 


— Q004100070 Responds to NRC 600207 Hr .e violations noted in IE Insp 
Repts 50-282/79-32 50-304i/ 79-26 Discusses collection of 

Xo-133 gas samples w/low level gas headers 
GILBERTS. D E Northern States Power Co 00/02/29 2pp 


8004140)99 Summai y of 600212 meeting w/ulil Wcstmghouse at Forest 
Hills Lab re results of facility steam generator insp Insp 
plugging of steam generators was acceptable % supports 
resumption of power operation Supporting matls encl 
GRATENHUIS, M Operating Reactors Branch 1 80/03/20 I7pp 

—0004140210 &T& Pages 3/4 4-1/, 3/4 4-18,3/4 4-3 I 3/44 4-4 re steam 
generator insp 

Westinghouse Electric Corp 79/0//)5 4pp 


Q004160013 Responds to IE Bulletin 80-03 le loss of charcoal from std 
adsorber colls Visual insp of charcoal filters installed 
revealed Tvo degradation or sagging Detailed visual insp of 
each filter performed annually 

GILBERTS, D E Northern States Power Co 00/03/24 2pp 


8004150184 Forwards IE Info Notice 00-1?, ''Instrument Failure Causes 
Opening of PORV h Block Val^e " No specific action ot 
response necessary 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 80/03/31 
ip 


0OO4OSO719 Forwards IE Circular 00-05. "Emergency Diosel Generator 
Lubricating Oil Addition *y OnsHe Supply " No written 
response required 

KEPPLER, J G Region 3, Chicago. Ofrico of the Director 00/04/01 
Ip 


8004190052 Forwards IF Info Notice 80-13. "GE Type SBH Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLER, J G Region 3, Chicago. Office of the Director Q0/G4/02 
Ip 


0004100035 Forwards attachments to IC Circular 80-03, "Protoctiun From 
Toxic Gas Hoxards, " inadvertently omitted from 800306 
transmitta 1 

KEPPLER, J O Region 3, Chicago, Office of the Director 80/04/02 

IP 


8004220148 Forwards IC Info Notice 60-14, "Safety Suggestions From 
Employees " No action required 

KEPPLER, J G Region 3, Chicago. Office of the Director 00/04/02 
ip 


0004220370 Forwards IE Circular 80-07, "Problems N/HPCI Turbine Dil 
Sys " No written response required 

KEPPLER.J G Region 3, Chicago, Office of the Director 00/04/03 

Ip 


8004230297 Forwards IE Bulletin 79-03A, "Longitudinal Weld Defects in 
ASME 8A-312, Type 304 Stainless Steel Pipe " Action required 
KEPPLER, J 0 Region 3. Chicago, Office op the Director 00/04/07 
ip 


0OO43OO334 Ac k receipt of 000312 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-306/00-03 
FtQRELLtfG Region 3, Chicago, Reactor Construction 8, Engineering 
Support Branch 80/04/08 2pp 


.0004300337 Responds to NRC 000216 Itr te violations noted in tE Insp 
Rapt 50-306/80-03 Corrective actions liquid penetrant 
examinations conducted during fuel outage Welds buffed 
smooth 

GILDERTS^D E Northern States Power Co 80/03/12 2pp 


B004220047 Forwards IE Bulletin 00-08. "Exam of Containment Liner 
Paoetration Melds " Written response required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 00/04/09 

Ip 
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B0i>4lB0^'96 roiwiida luseivife i Tl 1 ^p / b laitt siy^jrfnary for refueling outage 
Nuffjber on 0OO1O2-O2Q4 

MAt'ER. L O Northern States fouier Co SO/04/lii Ip 


~-80041B0307 Inservice iiisp ropt/e*an suni>nary f Of refueling outag-e 
Number 4 on 0OOJOcJ“O2O4 

HAUSEN. 0 ft I DAHLMAN. I r , RUMP 05. P J Northern States Poujier Co 

90/04/01 l^Opp 


8004230430 Forwards^ Revision 4 to “ASHE Code n £ Irservice Insp V 
Testing Program f Info- Rc-quiio-d for NftC Revieui -of Requests 
for Relief fronv ASHE Code Section X I Requ i r ejnent s 
HAVER. L 0 Northern Staffs Fo + er Co 80/04/17 2pp 


— e-0Q423O4a7 Re/ision 4 to ASHE Code XI Insewice Insp ^ Testing Program 
Info Required for NRC Review of Requests -for Relief ftom 
ASME Code Section <I Requirements 
* Northern States pk.ii'er Co 00/04/17 35pp 


R Periodic operating reports I related c orrospondenc e 


QO04I403-3V Forwairds monthly operating rep t fOT liar 1980 
MAVER.L G Noithern Slates Fower Co 80/04/10 Ip 


--S004140344 Monthly opeiating rept for Mar 1980 

HUNSTAD. A A Northern States Power Co 60/04/01 8p p 


S Repot table occ urt ei)c e s. LERs f/ related correspondence 


a004l803BO Forwards LER 80-01 J/031-0 

MAYER. L 0 Northern States Power Co 80/04/11 Ip 


-“0OO41BO3&/* LEfi 0O-O11/O3L-O on 900312. motor breaker of charging pump 33 
uould not stay closed Pump stopped Caused by failed TFK 
breaker nreaker replaced 

KyMBTAD. A A Northern States Power Co QO/04/11 Ip 


DOCKET 50-309 MAINE YANKCF ATOMIC POWER PLANT 


H Oeneral cOTTflspondence 


Q004240435 Forwards 600239 1 tr from Sensible ME Power legal counsel 
S Tupper Counsel takes issue w/NRC stated purpose for 
meeting to discuss group role in util request to enpand 
spent fuel storage facility Requests comment on. Tupper Itr 
COHEN. W 8 Senate 00/03/07 4pp 


SOO4O0O644 Discusses 8002e^5 tel con w/AF Stevens of ME Voice of Energy 
re concerns eipressed in 900109 Itr Telcon assured that 
NRC IS receptive to info from all parties concerned in 
action involving energy 

FAfRTILE.M t> Operating Reactors Oranth 4 50/03/11 tp 


— 80040S0653 Expresses concern that NRC may be giving tpo much weight to 
positions of Sensible Mf Pouci Gi oup does not represent all 
c i t i I ens o f ME 

ST£V£N5< A r Maine Voire of Energy 80/01/16 Ip 


80Q40301 12 Responds to 800116 Itr re facility concerns Forwards 
detailed outline info addressing coricerns< inc 1 uding info re 
asymmetric LPGA 1 oads . opera tor training & licensing fct Mar 
1979 radiocativB yas release 

DENTONi H R Office of Nuclear Reactor Regulation 80/03/17 3pp 


0004000339 Notifies NRC that util concurs ui/C^E owners group request 
that future correspondence re regulatory mafters be directed 
to Individual licensees 

MODDYi-D E Maine Yankee Atomic Power Co 90/03/37 2pp 


0004310049 Responds to Q0D30V Itr requesting info re enviion effects of 
New England nuclear powei plants Radiation affluent levels 
determined by 10CFR2O !> App 1 to lOCFRSO Environ Info 
available In stated LPDFS 

BALLARD, R L Environmental Projects Branch I 60/04/01 2p p 


I Financial information 


8004150290 Forwards Feim lO-K.util 19-79 annual financial rept 
HOWEiR S Maine Yankee Atomic Power Co QO/04/10 37pp 


P Operating license stage documents i cot respondence 


8004280065 Responds to 80O12B request for info re testimony before 
Public Utils Cominiasion h foni.iards LER 7B-53/01T-0, 7S1206 
backup rept list of documents on dockets for Dct 1978- 
Har 1979 t Har 1979-Mav 19/9 Request list end 

RUSSELL. W T Technical /. Admi n i s ti at i ve Support Dranch 00/02/05 
3pp 


--6004200090 Reques*^s enc 1 chronology of safety injection piping stress 
analysis b re'^lews be forwarded to Engineering Branch for 
review Refs A JTS-Fl4/4lH2f document record foi dockets for 
Oct l976"Mar 1979 f. r.ar-Hay 1979, t espec ti vely , enc 1 
KEIMIG.R R Region 1. Rh i lade 1 ph la. Office of the Director 
79/01/10 95pp 


80040301-02 Foiuards “Nuclear Data Link Specs." study of digital 
communication sys to tianscnit info from plants to Dethesda 
Dporations Ctr 

EI6ENHUT.D G Division of Operating Reactors 00/03/12 Spp 


— 0004030110 “Nuclear Data i ink Specs “ 

* Division of Operating Reactors 00/02/21 28pp 


0004080047 Responds to 000229 memo re deletion of NRC water quality 
requirements from facility DL Coitimisslon approval was not 
sought since action involvod implementation of ASLAP 
decisions Comparison of requirements of EIS & NPDES end 
CHAPAR.H K Office of the Executive Legal Director DENTON. H R 
Office of Nuclear Reactor Regulation 00/03/21 7pp 


— 8004080053 Submits questions re deletion of water quality requirements 
from facility OL Response should bp completed before further 
deletions are made to other DLs 
DRADFGRD.P A Commission 80/02/2? Ip 


8004110570 ProvidoE addl info re implementation of requirements set 
forth In Item 3 k 7a of NUREG-0578 Commitment to install 
safety-grade sys prior to BiOiOl required no later than 
15 days after receipt of Itr 

ElSENHlfT.D 0 Division of Operating Reactors 00/03/27 2pp 


G0040Q0634 Notifies that info requested in NRC 000312 Itr. re bypass 
reset of engineered safety f eatur es. ul 1 1 be submitted by 
800319 

GROCE, R H Maine Vankeo Atomic Power Co 00/03/28 2pp 

Q0D4UO434 Forwards Revision 8 to YOQAP-I-A addressing organlxation 
changes bo QA program 

HEIDER/L H Yankee Atomic Electric Co 80/04/04 ip 


— B0041 10444 OA program Revision 0 for facility oporotion 

VANDENBURGH. D C. HEIDER.L M , MOODY. D E Yankee Atomic Electric 
Co YOOAP-I-A flO/ 04/01 20pp 


8004140308 Notifies that CEN-t28. “Response of C~E N08B to Tianslents I 
Accidents*' constitutes response to short-term analysis Sj 
emergency procedure guideline requirements of NUFlCO-0570. 

Section 2 1 9 <Cl 

GROCE, fl H Maine Yankee Atomic Power Co 00/04/10 ip 


BOO410O'438 Provides status of response to NRC 000327 request for 
ccmmltment to installation of auxiliary feedwater sys i> 
safety-grade sys for automatic initiation Development of 
safety-grade sys underway 

GROCE. R H Maine Yankee Atomic Power Co 00/04/14 Ip 


8004220522 Forwards revised Section 3 4 I of “Cycle 9, Coro Performance 
Analysis " 

VANDENOUROHi D Maine Yankee Atomic Power Co 80/04/17 Ip 


— 0004220530 Nevi sed Section 5 4 1. of "Cycle 5. Core Performance 
Analysis " 

a Maine Yankee Atomic Power Co 00/04/17 35pp 


Q Inspection reports, IF Bulletins ^ correspondence 


8004180500 Forwards IC Insp Rept 50-309/80-03 on 000122-25 
No noncentp 1 iancG noted 

CARLSON, R T Region 2. Atlanta, Reactor Construction Engineering 
Support Branch QO/02/P6 Spp 


— 6004100512 IE Ifisp Rept SO-30-9/00-03 on 000122-85 No noncompliance 
noted Major araos inspected quality related activities 
associated w/i-nservlce insp program 

TRIPP. L E Region 2, Atlanta, Reactoi Construction it Engineering 
Support Branch SANDERS, W F Region 2, Atlanta, Office of the 
Director 00/02/21 5pp 
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8004230150 Forwards IE Insp Rept 50-309/79-20 on 791217-20 No 
hone omp 1 iance noted 

MARTINpU 0 Region 1# Philadelphia. Safeguards Branch 80/03/03 

2pp 


— □004230128 IE Insp Repfc 50-309/79-20 on 791217-20 No nonconp 1 i anc e 
noted Major areas inspected approved physical security plan, 
aud i t. organi zai ion. barr 1 urs, I igh tingi acc Bs-5 controls & 
alarm stations Details withheld (ref 10CFR2 790) 

DEVLIN.J W Region 1. Philadelphia. Safeguards Branch JDNSS. E 
Region li Philadelphia. Office of the Director BO/02/21 Ip 


8004090458 Forwards addl response to IE Bulletin 79-01 re environ, 
qualification of Class IE equipment Master list electrical 
component list end Qualification work sheets tt other 
missing info will be submittod by 000314 N/o end 
JOHNSON. W P Maine Yankee Atomic Potuor Co 80/03/04 2pp 


B004100422 Responds to IE Rulletin 79-14’ Field verification of valve 
uelghts. el ist ing pipe geometry. seismic support locations, 
functions L all details completed Revietp of field luork vs 
design shows differences at rate of approx 30'A 
MOODY. D E Maine Yankee Atomic Powor Co 00/03/04 2pp 


8004080430 Requests confirmation of NRC understanding that 79-Oin 
missing Item I info will be submitted 800314 h Items 2 Ic 3 
qualification work sheets by 600314 per util 800304 
telecopy 

ORIER.D H Region 1. Philadelphia. Office of the Director 
BO/03/06 Ip 


B0D4O20016 Responds to IE Rulletin 79-19 NRC 800213 Itr Training 
program required by bulletin presently underway Zt will be 
fully implemented by Jul 1980 

MOODY. D E Maine Yankee Atomic Power Co 80/03/07 Ip 


8004100406 Responds to IE Bulletin 79-14 Submits mod to Paragraph 4 of 
800304 Itr to NRC. per 800306 telcon All seismic support 
nonconformance will be restricted prior to restart 
MOODY. D E Maine Yankee Atomic Power Co 80/03/07 Ip 


8004080263 Submits response to IE DuUetln 79-27 re loss of Instrument 
control power ^ effect on ability to achieve cold shutdown 
Redundancy of info controls sufficient to achieve cold 
shutdown In event of single bus failure No mods necessary 
GROCE. R M Maine Yankee Atomic Power Co 80/03/10 Opp 


8004060351 Toruards response to IE Bulletin 79-010 re environ 
qualification of Class IE equipment Revised data re Item 1 
li updated work sheets profiles attached Missing info to be 
submitted within 90-day response period W/o enc 1 
JOHNSON. N P Maine Yankee Atomic Power Co 80/03/14 2pp 


BOD4230005 Responds to IE Bulletin BO-03 Investigation completed U 
charceal adsorber cells found adequate 

MOODY. D E Maine Yankee Atomic Power Co BO/03/ia 2pp 


B004210039 Ack receipt of 000317 Itr informing NRC of steps taken to 
correct violations noted in IE Insp flept SO-309/80-01 
GRIER. B H Region 1. Ph i lade Iphla. GPflce of the Director 
BO/03/26 Ip 


— 8004210044 Responds to NRC 000225 Ur re violations noted in IE Insp 
Rept 50-309/80-01 Corrective actions refueling machine 
operators reminded to wear protective cotton gloves unless 
special health physics surveys performed 

MOODY, D E Maine Yankee Atomic Power Co 80/03/17 2pp 


— 8004210045 Forwards IE Insp Rept 50-309/80-01 on 800121-25 8< notice of 
violation 

BRUNNERj E J Region i, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/02/25 2pp 


--8004210049 Notice of violation from insp on 800121-25 

* Region 1, Phi lade 1 ph la. Office of the Director 00/02/21 ip 


--8004210053 IE Insp Rept 90-309/80-01 on 000121-25 Noncomp 1 iance noted 
failure to comply w/radlatlon work permit requirements 
Audible count rate monitor not operating in refueling cavity 

area 

MARTIN, T T Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch, SNETLAND. P D . LAZARUS. N J Region 1. 
Philadelphia. Office of the Director 80/02/21 Ip 


6004150277 Forwards IE Info Notice 80-12, ’'Instrument Failure Causes 
Opening of PORV H Block Valve *' No specific action or 
response necessary 

DRIER, B H Region 1, Philadelphia! Office of the Director 
00/03/31 Ip 


9004090069 Forwards IL Circular 6U-05. "Emergency Diesel Generator 
Lubricating Oil Addition b Onsite Supply " No written 
response required 

GRIER. B H Region 1. Philadelphia. Office ot the Directoi 
80/04/01 Ip 


9004110154 Forwards IE Info Notice ao-lJ. "GE Type SUM Control Switches 
Defective CAM Followers " No written teiponsc required 
GRIER. B H Region 1. Philadelphia. Office of the Director 
00/04/02 Ip 


8004240318 Forwards IF Info Notice 80-14. "Safety Suggestions From 
Employees " No action lequired 

CRIER. B H Region 1. Philadelphia. Office of the Director 
00/04/02 Ip 


0004180174 Forwards IE Circular 80-07. "Problems IJ/HPCl Turbine Dll 
Sys " No written response lequucd 

GRIER, n H Region 1. Philadelphia. Office of the Du cctor 
00/04/03 Ip 


8004230459 Forwards IE Bulletin 79-03A. "longitudinal Neld Defects in 
ASME SA-312, Type 304 Stainless Steel Pipe " Action required 
GRIER. n H Region I. Philadelphia. Office of the Director 
80/04/04 Ip 


8004180194 Forwards IE Bulletin 90-08. 'Exam of Containment Liner 
Penetration Welds " Urittcn response required 
GRIER.D H Region 1, Philadelphia. Office of the Director 
80/04/07 Ip 


R Periodic operating repot ts i> related cot respondence 


8004000406 Forwards “Radiological Environ Surveillance Rept. 1979 
ORGCE, R H Maine Yankee Atomic Power Co 00/03/31 Ip 


— 8004080411 “Radiological Envn on Surveillance Rept. 1979 " 
ft Maine Yankee Atomic Power Co 80/03/23 55pp 


8004140154 Forwards “Discharge Monitoring Rept for Feb 19P0 '' 
Background Info also end re mixing zone temps recorded 
during summer of 1979 Z status of discharge license renewal 
OARRITY/J H Maine Yankee Atomic Power Co 80/04/04 3pp 


•8004140157 “Discharge Monitoring Rept for Feb 19B0 
« Malno Yankee Atomic Power Co 80/02/12 I6pp 


8004150367 Forwards monthly operating rept for Mar 1980 
MOODY. 0 E Maine Yankee Atomic Power Co 80/04/11 2pp 


— 0004150370 Monthly operating rept for Mar 1990 

DEERS. F C Maine Yankee Atomic Power Co 80/04/11 5pp 


9004280562 Forwards "Discharge Monitoring Rept for Mar 1980." submitted 
to ME Dept of Environ Protection Rept sent to NRC per 000307 
commitment Transmittal Ur end 

OARRITY.J K Maine Yankee Atomic Power Co 00/04/23 2pp 


—8004280564 "Discharge Monitoring Rept for Mar 1980 
a Maine, State of 00/03/07 6pp 


8 Reportable occurrences. LERs It related correspondence 


0004180409 Forwards LER 0O-OO7/O3L-O 

WODD.E C Maine Yankee Atomic Power Co 00/04/10 Ip 


— 0004100492 LER 0O-OO7/O3L-O on 000319. during routine power escalation 
following refueling shutdown. RKR valves RH-B t* 10 found open 
It unlocked Six addl valves found unlocked Caused by 
personnel error Operators rdnstructed on procedures 
QRINKLER. J E Maine Yankee Atomic Power Co 00/04/10 2pp 


0004210277 Forwards LER 80-008/03L-0 

WOOD.E C Maine Yankee Atomic Power Co 80/04/14 Ip 


—8004210279 LER 0O-OOa/O3L-O on 000321 . during special testing of trip 
matrix poi tlon of reactor protective sys. found one set of 
relay contacts on one matrix relay would net open reliably 
upon de-energ 1 xatlon Cause not stated 

DRINKLER, J E Maine Yankee Atomic Power Co 00/04/14 2pp 
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D Congr« s 6 s or>^ 1 /Enet u 1 1 •. e C orre^ pond er^c? 


00041402“?? Re’sponds to a<'0lll inquest FoiLdarPs NRC 000317 re^pansp to 
M Duiin&n BO&llA inq.uii^j le facility safetij 

DIRCI^S.U' J Office of the £»ecutwe Director for Operations 
60/03721 Ip 


— **0004 1 40303 Forujarda response to 6'00ll6 1 tr to Senator Cohen re facility 
safety Hardware necessary to resolve asynnetric LOCA load 
issue installed piior to restail Operator tratfuny program 
improve dias illustrated by 1007 success oi> Qc t 197? test 
DENTat>}.H R Office of Nuclear Reactor Regulation 30/03/17 3pp 


--B004 140304 Foruiards II llcjiiien BOOltfi inquiry 1 tr t e facility safety 
SNOIJE.O J House of Rep 00701/31 3pp 


DOCKET 50-311 SALEll NUCLEAR GENERATlNO STATJCII. UNIT 2 


A App I ica 1 1 on/c onstruc fc I on stage dIocuiTients 4 correspondence 


0004040031 Advises or issuance of NUREG-05B6. ‘'Interim Staff Position 
on Environ Ou a 1 1 f i c a t L on of Safety-Related Electrical 
Equipment’" providing guidance re nethods far compliance 
ROSS’ D F Division of Project llanagement Q0/02/0D 7pp 


0004040017 Submits oddl guidanco to NURE0~053e’ ■"Interim Staff Position 
on Environ Qualification of So r ety-Rolated Electrical 
Equipment " Requests review of equipment qualification 
documentation to identify degree of compliance 
RQSGi D F Division of Project Management QO/02/21 3pp 


0004230050 Requests info re auiiliary feedwater sys per Dunctlns t 
Orders Task Force review of TMt-2 accident Info should be 
provided as amend to application Submittal schedule should 
include NRC approval prior to issuance of OL f|7encl 
RQSB’ 0 F Division of Project Management e0/O37JO 53pp 


8004040472 Summai y of 000227 meeting w/app I leant at site re near-term 
OL requirements 

LICITRArE A Light Water Reactors Branch 3 Q0703/11 3pp 


8D0402025i Requests review of protection sys design for potential 
deficiencies in bypass< overr Ide U reset circuits t 
conformance u/listed critoria Use Of nonsafety grade 
monitor could degiade reliability of isolation sys 
PARRi 0 D Light Water Reactors Branch 3 00/03/13 4pp 


8004020154 Furwards add! info re shoitnose sturgeon in Delaware River 
Concludes that continued operation of Unit l>future 
operation of Unit 2 L const completion of Hope Creek units 
will not jeopardiie ecistenco of shartnose sturgeon 
REOANiW H Assistant Diiector far Environmental Projects B0703/I4 
app 


—8004020163 *'As eessenent of Impacts of Salem L Hope Creel Stations on 
Shortnose Sturgeon. Ac ipenser Qievirastrum Lesuer " 

NASNIV’M T . WlLEOIL U H Office of Nuclear Reactor Regulation 
aO/03/OS llOpp 


0004070101 Confirms points made during 8003)3 telcon w/util re test 
that simulates loss of all ac power using RC8 pump heat to 
simulate decay heat Preparation of detailed test pi ocedurcs 
requested 

PARR.'O D Light Water Reactors Rrancb 3 80/03/17 3pp 


0004100526 Notification of 800319-21,24 5. 25 site visit in Salem 
CountifrNJ to discuss control room 

LlClTRApp A Light Water Reactors Branch 3 80/03/10 3pp 


Q004U0496 Notification of 800328 meeting w/utii in Dethesda. HD to 
discuss staffing of facility 

L1CITRA,E A Light Water Reactors Branch 3 00/03/27 2pp 


8004240149 Approves secondary water chemlstiy control program far steam 
generator tube integrity Requires addl tneasures re 
installation of Insp ports tf plugging of Row I tubes prior 
to startup 

PARR, O D Light Water Reactors Branch 3 80/03/27 3pp 


6004010438 Forwards updated info re Implementation of TKl Task Force 
short-term Lessons Learned requirements Onsite technical 
support cir op enat i onal, w/commun 1 cat ions Installed as 
described in 800104 submittal 

MiTTLiR L Public Service Electric h Oas Co of New Jersey 
90/03/28 Upp 


8004010443 Forwards addl info i cques^ed ie containment purge ^ 
pressure-vacuum relief circuitry Containment ventilation 
isolation ciicuitrg nudified to include addl safety 
injection input signal 

MlTTL’ R L Public Ser.'lce Electric ^ Gas Co of New Jersey 
00/03/26 8pp 


6004010449 Ad.^ises of new Low le^el alatm on refueling water storage 
tank Alarms to be instalLod prior to low power testing 
MlTTL’ R. L Public Service Electric t Gas Co of New Joi soy 
00/03/28 2pp 


BQ04010453 Notifies of re-iriem per NRC request of Tables 1-2 & 3, II-l. 
t, VI- 1 from HUREG-0611. "Generic Evaluation of 
Feedwater Transients ft- Small Break COCA m UestihghousQ- 
Designcd Operating Plants " Lists corrections for tables 
MITTLj R L Public Service Electric ^ Gas Co ot New Jersey 
80/03/28 ap p 


0OO4O7O25O Requests citension of CPPR-53 until 001101. duo to delay th 
NRC issuance of OLs caused bg TtU accident 

MITTL’ R L Public Service Electric t* Gas Co of New Jersey 
80/03/28 app 


0004040313 Submits supplomcnt to low power test program described in 
000206 Itr Includes two addl tests re establishment of 
natural circulation from stagnant conditions %> boron mixing 
ti cooldown Test summaries one I 

MITTL. R 1 Public- Seivice Electric h Gas Co of New Jersey 
80/03/31 4pp 


0004140016 Notification of 800404 meeting w/utils in Qethesda.MD to 
discuss applicants' progress t. status in design review re 
plant shielding f/ environ qualification of equipment far 
spaces/sys used iii post-accident operations 

DUCKLGV. 0 C Light Matei Reactors Branch I DROMERICKiA W , 
LICITRA. E A Light Water Reactors Branch 3 60/03/31 7pp 


0004040282 Notifies that util plans to develop training program re use 
of installed plant sys to control or mitigate accident 
involving severe tore damage Licensed operators will be 
trained prior to full power operation 

MITTL.R U Public Service Electric S. Gas Co of New Jersey 
00/04/01 3pp 


000411030-5 Informs that mod planned to ECC0 to provide automatic sys 
for changeover from injectinn to rec Ircu let ion phase Mod 
will provide backup for noimal manual changeover operation 
Design description will be provided prior to implementation 
f1ITTL,R I Public Hervlce Electric |r Gas Co of New Jersey 
60/04/03 Ip 


Q00411043L Foi wards updated info re implementation of short-term 
Lessons Learned Task Forco requirements Evaluation will be 
performed of expected ladiatlon levels prior to Initiation 
of special low power test program 

htTTL,R L Public 8ei vice Electric h Gas Co of Now Jersey 
00/04/03 4pp 


6004110468 Notifies that util will establish onsite safety review 
group, independent of station stafftto perform Independent 
reviews of plant operational activities Training program for 
offsite technical personnel will bo instituted by Aug 1900 
MITTL, R L Public Service Electric tx Gas Co of New Jersey 
00/04/03 2pp 


0004110474 Forwards "Refueling Water Storage Tank Vortex Test," 
verifying no vortex formation 

MlTTl^, R L Public Service Electric t Gas Co of New Jersey 
80/04/03 Ip 


— 0004110475 "Rofuollng Water Storage Tank Vortex Test " 

■* Fublic Service Electric U Gas Co of New Jersey 00/04/03 
4pp 


8004110426 Siibmits info re RUBT low level alarm setpoints, in response 
to 800401 ii 02 talcons Setpoints will be set at 150,000 
gallons to Insure that sufficient vol will be available in 
RW8T to allow changeover from injection to recirculation 
MlTTL,R L Public Service Electric ^ Gas Co of Now Jersey 
00/04/07 3pp 


6004170060 Describes plans to staff licensed operator posltiens on both 
uni ts, fo ] lowing Ol issuance for Unit 2, per BD0328 
discussion w/NRC 

MlTTLrR L Public Service Electric L Oas Co of New Jersey 
00/04/09 3pp 


80042B0159 Notifiei of completion of review of util appllcalqn for 
OL Forwards proposed license 

DENTON, H R Office of Nuclear Reactor Regulation 60/04/09 I8pp 
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--8004280162 Draft safety evaluation re OL application 

a Office of Nuclear Reactor Regulation NUREO-0317 S4 80/04/00 
400pp 


0004170230 Responds to NRC 800314 biological assessment of impact of 
cantlnued operation or const of facilities Eortuards 
biological opinion t> summary of informal consultation u/NRC 
re Salem Unit 1 Bhortnose sturgeon are not in jeopardy 
LETTZEl-Lf T L Commercc< Dop t of> National Marine Fisheries Service 
80/04/15 20pp 


8004250393 Responds to NRC B00327 request that Row 1 tubes in steam 
generators be plugged prior to start of operation Util 
considers mod unnecessary Plugging Row 1 tubes would remove 
capability for early detection of onset of denting 
MITTLiR L Public Service Electric ^ Oas Co of Neui Jersey 
00/04/ 15 2pp 


F Security, medical, emergency ti fire protection plans 


8004000077 Advises that submittal date for evacuation time estimates, 
rsquested by NRC 791S26 Itr. has been postponed pending OAO 
clearance under Federal Repts Act 

ORII^ESjB K Emergency Preparedness Task Force 60/03/11 4pp 


0004240377 Responds to 000411 telcon requesting info re availability it 
adequacy of procedural guidance for supervisor of unaffected 
reactor uihen companion unit is involved in emergency 
Procedures to bo approved prior to Unit 2 criticality 
MlTTLjR L Public Service Electric ^ Oas Co of New Jersey 
00/04/ H Ip 


8004240363 Notifies that procedures for corporate mgt technical 
support are being prepared For revlsod emergency plan 
Implemantat ion procedures manual tt will be incorporated 
prior to inital fuel loading 

HITTCj R L Public Service Electric Oas Co of New Jersey 
00/04/15 ip 


0 Adjudicatory correspondence 


B004040207 Comments on irresponsible wsy Iniervonors arc being treated 
Sites case of ruling to allow Salem Unit 1 to operate 
despite no evidence that licensee could protect endangered 
shortnose sturgeon 

COLEMAN. E 0 . COLEMAN. A C Affiliation Unknown BO/03/05 Gpp 


8004100466 Notice that CJ Valore appears as attorney of record for 
petitioner 8£ Donelson. Mayor of Lower Alloways Township. 

Salem County. NJ 

VALORE. C,J Lower AUawoye Creek, NJ VALORE. C J Valoro. C 
90/03/25 Ip 


8004100583 Intervenor request for suspension or moratorium on Issuance 
of DU Issuance would permit same enlarged spent fuel pool 
that If subject of ongoing hearing 

DONELaONiS E Lower Altouays Creek, NJ 80/03/23 4pp 


8004240405 Forwards NRC confirmatory orders 

STEULO.V Office of Inspection Enforcement. Office of the 
Olrector 80/04/04 Ip 


--8004240493 Order confirming util commitment to perform review requested 
by IE Bulletin 79-27 Info required is specified in 
Attachment A 

STELLO, U Office of Inspection It Enforcement, Office of the 
Director 80/04/04 6pp 


8004IS0456 Forwards comments in opposition to Township of Lower 
Atloways Creek 000325 request for suspension of issuance of 
OL per lOCFRS 206 Delay not warranted 

WETTERHAHN, M. J Conner, Moore tt Corber 00/04/11 Ip 


— 3004130469 Comments in opposition to Township of Lower Atloways Creek 
900325 request for suspension of issuance Of OL per 
I0CPR2 206. Urges denial due to gntlmellness of petition St 
inadequacy of allegations re noncompliance w/NEPA rules 
p Public Service Electric I Oas Co of New Jersey « Conncri 
Moore U Corber 80/04/11 Bpp 


80042l029i Forwards response to Public Sve Electric ll< Oas Co of NJ 
comments ta request of Lower Alloways Creek Township for 
suspension of moratorium of issuance of OL OL should not be 
issued until conclusion of ASUB hearing 
VALORE. C J Valore. C 00/04/15 5pp 


8004260190 Forwards Director 's decision under IOCFR2 206 denying 790003 
U 31 petitions re issuance of OL Related FR notice end 
DENTON. H R Office of Nuclear Reactor Regulation 00/04/16 Ip 


— 8004260195 Notice of issuance of Director s decision under 10CFR2 206 
denying intervenoti Coleman 790Q03 t 31 petitions re 
issuance of GL 

DENTON. H R Office of t^uclvii Reactoi Regulation 80/04/16 Ip 


--0OO42BO196 Olrottoi's decision under lOCTRL' 206 denying interveners 
Coleman 790S03 f-t 31 petitions re issuance of OL Operation 
of facility would le-sult in substantial praductloTi cost 
savings to ratepayers 

DENTON. H R Office oh Nuclear Reactor Regulation 00/04/16 
40pp 


6004300583 Responds to 791010 petitions loquesting that Commission 
issue show cause oidei <*0 suspend or tevoke DL for Salem 1 
t CPs foi Salem 2 L Hope Creek J 4 2 t stay issuance of OL 
far Salem 2 Request denied W/f)irec tor ' s decision 
DENTDN- H R Office of Nucleat Reactoi Regulation 00/04/10 Ip 


— 8004300590 Director's decision under 10CFR2 206 on E A Coleman 
petition requesting that Commission issue show cause aider 
re facilities OL fy CP issuances Request denied 

DENTON. H R Office of Nuclear Reactor Regulation 00/04/16 6pp 


— 90043O059B Notice of issuance I availability of Director's decision 
under 10CFR2 206 on A £ Coleman petition requesting that 
Commission issue show cause order re facilities OL 6 CP 
Issuances 

DENTON. H R Office of Nuclear Reactor Regulation 00/04/19 2pp 


‘"-8004300600 "Assessment of Impacts of Facilities on Shortnose Sturgeon. 
Acipenser Srevirostrum Lesuer " 

MASNIK.H T . NILSON.J H UfMce of Nuclear Reactor Regulation 
00/03/31 Ip 


H General cor i e&pondenc o 


8004030123 Responds to 790916. Itr re plans to reopen TMl - 1 . nuc I ear 
plant const in NJ V nuclear accidents Plant will not reopen 
until saf ety-rc lated issues are resolved Provides info re 
plants in NJ No diseases resulted t-rom TMI 

DENTON. H R Office of Nuclear Reactor Regulation 60/03/03 2pp 


— 8004030129 Opposes rest.iit of TMI-l. const of nuclear plants in NJ V 
nuclear accidents due to health haiards risks to public 
safe ty 

FOSTER. K Affiliation Unknown /9/08/16 2pp 


P Operating license stage documents 6 correspondence 


0004230338 Confirms 000417 discussion w/DF Ross re util safety review 
group commilment to report to geneial manager of licensing 
environ within engineering fy const dept Commitment refers 
o-nly to low powoi test program ( docs not preclude mads 
ECKERT.R H Public Service Electric U Gas Co of New Jersey 
80/04/10 Ip 


B004250366 Responds to 000107 Itr re OA t equirements for diesel fuel 
oil Fuel IS supplied from day tanks which are fed from 
20,000 gallon stoi age tanks Lists Tech Spec requirements 
re surveillance of fuel 

LtDRIZZl.F P Public Service Electric it Oas Co of New Jersey 
80/04/21 Ip 


Q Inspection reports. IE Bulletins 6 correspondence 


6004060310 Submits response to IE Qullctin 79-27 re loss of instrument 
control power It effect on ability to achieve cold shutdown 
Failure analysis on c irc ui t-by-clrc ui t basis to check bus 
loads ti alarms 40'/ complete Submittal by BOlODl 
SCHNEIDER, F W Public Sevvicp Electric C. Gas Co of New Jersey 
80/02/26, app 


0004170268 Forwards IE Insp Repts 30-272/79-32 t 50-311/79-37 on 
791118-1215 Nci noncamp 1 1 ance noted 

QRUNNER.E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 00/02/26 2pp 


—8004170293 IE Insp Repts 30-272//9-32 ty 50-311/79-37 on 791118-1215 No 
noncomp 1 ianc e noted Ma |or areas inspected plant operations, 
including tours of facility.log h record revi ew. review of 
licensee events. IE circulars S bulletins h followup items 
KEIMIG.R R Region 1. Philadelphia. Reactor Operatlans Nuclear 
Support Branch JQHNSQNi D F . NQRHDLM. L J Region 1. 

Phi ladolphia. Office of the Director 00/02/20 20pp 


8004220416 Forwards IE Insp Repts 50-272/79-32 ty 30-311/79-37 on 
79U1B-121S U 800109 

GRIER, B H Raglon I, Ph i ladel ph la. Office of the Director 
80/02/26 app 



132 


DOCKETED ITEMS 


—00042204^^ IF RefJts. Z0-2r:i/ f^-3d 50-311/77-37 on 79lUe'12l5 

000109 Noncoinp 1 laiiic e not-ed di i i e d individual 

appiovfd tagging requp-^it vv o Irioule-dge of responsible shift 
sup ervi SOT 

KEIMIG, D F, JOMNSDNi I’ F F^^i^ion tr Ph i 1 ad e tph i at Reactor 
□ peratiOTis Nuclear Support Hranch f-IDRRHOl Mi L J Region 1. 
Philadelphia! Office of the Dlrectoi fl-O/OS/SO 2lpp 


Gu04240494 Responds to IF bulletin G0-n)3 Interin findings of visual 
insp indicate adsorber cells an? adequate iii/feiu exceptions 
Investigation e/aluotion are ont inu-l ng Final rept 
expected bg 800331 

SCHNEIDER F R Public F,er,Fice Electiic Gas Co of New Jersey 
aO/03/19 Jpp 


SOOAOlO^rt? Forcfards response to IC Bullet in 79— OiCi "Nuclear Incident 
at Thl-SuppJ ' Analyses re inadequate core cooling will be 
per f or/nod 

MITTLifl L Public Ser-ice Electric ! Oas Co of New Jersey 
00/03/28 Ip 


0004150299 Forwards IE Info Notice 80-12, 'Instrument Failure Causes 
Opening of PORV V Dloct Valve " No specific action or 
response necessary 

GRIERiD H Region i, Pbi lade Lph la , Office of tbe Director 
00/03/31 IP 


8004090099 Forujards lE Circular G0“05i "Crnergency Diesel Generator 
Lubricating Oil Addition V Dnsibe Supply “ Mo written 
response required 

ORlERi D H Region 1< Philadelphia, Office of the Director 
80/04/01 Ip 


8004110507 Forwards IF Into Notice "Ot Typo SDM Control Sui ich-es 

D-ofective CAM Followers ” No written i espouse required 
GRIER, D H Regiar I, Philadelphia. Office of the Director 
00/04/02 Ip 


8004240346 Forwards IE Info Notice 00-14, "Safety Suggestion^ From 
Eirployees " Mb action required 

GRIERI.D M Region 1, Phi lade Iph i ». Office of the Director 
GD/04/02 Ip 


000419013* Forwards IE Circulai 00-07. “Problems il/HPCI Turbine Oil 
Sys '■ No written response required 

GRIERiD H Region 1, Philadelphia, Office of the Director 
80/04/03 ip 


8004230455 Forwards IF Bulletin 79~03A, “Longitudinal Held Defects in 
ASHE &A-312. Type 304 Stainless Steel Pipe *' Action required 
GRIER, R H Region I, Ph i ) ade 1 p h la, Office of the Director 
8Q/04/04 Ip 


00-04130276 Foiuards IE liulletm 00-03* "Exam of Containment Liner 
Penetration (•Jelds " Mritten response required 
GRIER, n H Region li Philadelphia, Office Of the Director 
00/04/07 Ip 


S Reportable occ urt eric e s, lERs * i elated correspondence 


0OO422OOB4 PNU-77-143 Pacific Pump Co supplied facilities u/produc tion 
lot of 40 pumps mfg using shafts wade of inferior inatl 
Cause unstated All utils w/pumps were riotiflod NRC 
headquarters notified on 770012 

WHITT, K IJ Region 2, Atlanta, Office of the Director 77/00/12 
Ip 


8004100611 Ack receipt of final deficiency rept re design defect 
in auxiliary feedwater storage tank water makeup 
CARL60M, R T Region 1, Ph i lade Lph la, Reactor Construction U 
Engineering Support Branch 80/03/12 Ip 


— 8004tGD6|3 Final deficiency vept chock valve 2DB-7 failed to meet 
applicable seismic Class { loading Caused by design defect 
Addl support will be completed by 000220 

HARTlMiT J Public 5eTvico Electric *< Gas Co of New Jersey 
ao/02/lS Ip 


V Operator Examinations 


3004030257 Provides add 1 info par 800i2S request Operator licensed for 
one unit of two-unit facility must take oral written 
examination when applying foi Mcehse on second u-pit 
Applicant must scare min 804 overall to receive license 
COLLINS, P F Operator Licensing Branch 00/03/20 2pp 


DOCKET 50-312 RANCHO SFCO NUCLEAR GENERATING STATION 


F Security, medical, emergency t- fire protection plans 


0004150177 Approves 80030/ revised cable tiay firestap design far us* 
inside containment Revision ma'<es minor changes to design 
approved 70J214 Hods, will not affect performance of firestop 
in preventing propagatian of rire 

REID. R U Operating Reactors Branch 4 00/03/13 3pp 

0004170209 Forwards results of N«C 000310 site visit to review statui 
of emergency planning at facility 

REID.R N Operating Reactors Branch 4 00/04/02 6pp 

8004230528 Responds to MRC 800337 request to incorporate vital area 
analysis results into physical security plan Amend 7 to 
security p 1 an, submi t te d 791 210, includes analysis results 
Requests voriFicatian of receipt of all five copies 
MA7TIM0E. J J Saciamento Municipal Utility District 00/04/21 

2pp 


G Adjudicatory correspondence 


9004090187 Order granting extension of time until 000319 for MRC to 
file briefs 

DEANE, R H US Court of Appeals 9th Circuit FREEMAN, K D 
California, State of 80/02/21 Ip 


0004110074 Apologizes foi not giving testimony at Sacramento haarirgs 
due to prior committnents Hods should incorporate 
state-of-the-art in safety of design ?< operation 
HAMMERrTJ Af fi 1 i a t ion Unknown 80/03/10 2pp 


0OO4OBO7O5 Forwards licenser testimony by RA Dieterich in response to 
CA Energy Commission Issue 5-2 W/o encl 

BAXTER- T A Shaw, Pittman, Potts L Trowbridge 90/03/11 Ip 


80040204S4 rurwards Commission 000306 order re Met Ed mg t competence 
issues which may be relevant to proceeding 
LEifIS, S H Hearing Branch 2 00/03/17 Ip 


0004030329 Forwards ACRS 800311 itr re Bulletins ii Orders Task Force 
rec ommenda 1 1 ons, wh ich may be relevant to proceeding 
LEWIS, S H Hearing Branch 3 00/03/20 Ip 

--8004030333 CamireAts on Bulletins t< Orders Task Force recommendations as 
result of 800306-00 ACRS 339th meeting Action plan review 
underway 

PLESS£T,fi 8 ACRS - Advisory Committee on Reactor Safeguards 
00/03/11 3pp 


0004010272 Forward* list of NRC admitted testimony which sheuld be 
found following Transcript 1163 Requests that list b« 
inserted in record of 800408 session 
LEWIS, 6 H Nearing Branch 2 00/03/24 2pp 


0004010362 Request* that itr t/ end newspaper article be included ih 
BOOSIS hearing record Protests misleading testimony of util 
engineer Request* Emergency Preparedness Review team rept 
1P8ER,H W Affiliation Unknown 00/03/25 2pp 


8004080362 Forward* technical documents in response to ASLD request to 
be informed of B0D326 incident analyses & implications 
MUR£0-C)667 re B6W apparent designed plant sensitivity will 
be transmitted othen final 

LEW18,8H Hearing Branch 3 60/03/25 2pp 


8004080414 Forwards INP0-NA9C "Analysis U Evaluation of Crystal River - 
Unit 3 Incident," as followup to 800329 Itr Forwards NUREC- 
0654, Vol 1 "Rept of Bulletins t Order* Task Force, '* for info 
to ASLQ t* parties W/o end 

LEWIS, 5 H Hearing Branch 3 60/03/26 Ip 

8004000339 Forwards MUREG-0645, Vol II, to ASLB it parties per Cole i* Shon 
request* W/o end 

LEWIS, 3 H Mearlng Branch 3 80/03/27 ip 


80042300'90 Forwards Commission 80Q321 memoraiidum & order re 
c on* ideratiiin of Class 9 accidents beyond design basis In 
Black Fox Station proceeding 

BAXTER, T A Shatu, Pittman, Potts 6 Trowbridge 00/03/27 2pp 


8004080322 Rasponds to CA Energy Commission 000321 request of D Mann 
for certain documents Crystal River event documents were 
provided in 300325 t 36 transmittals Mr Wing studies are in 
planning) stage Task 0-34 documents end W/o encl 
LEWIS. S H Hearing Branch 2 00/03/20 2pp 
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Q0ft4170l09 Foriifarrfs notice of vi olation* no t ice of proposed imposition 
of civil peneltiea t/ order modift/ing license re operation of 
plant u/portions of ECCS in degraded conditions resulting 
from personnel erioTS in implementing operating procedures 
6TELL0/ V Office of Itispection h Enforcementi Office of the 
Director 80/04/01 2pp 


— 8004170H5 Notice of violation from insp in Feb 1930 of Licence DPR-94 
Noncomp 1 lance noted tuo valves in HPl cross'-connect line 
closed t. reactor critical iti/onig one htPl pump operable 
contrarg to Tech Specs 

* Office of inspection Enforcement# Office of the Director 
B0/O4/01 app 


>0004170121 Notice of pi oposed imposition of civil penalties Util should 
pag civil penalties or protest bg written anstuer within 
80 dags 

* Office of Inspection f* Enforcementi Office of tho Director 
80/04/01 Ip 


— 0004170129 Order modifying Licence DPR-54 to Include b implement 
administrative proceduie^ requiring independent verl f ication 
of valving line-ups b equipment operability when safety" 
related equipment is i emovod or placed into sve 
STELLQj V Office of Inspection b Enforcement, Office of the 
Director 80/04/01 5pp 


8004030026 Memorandum of understanding between NRC S. FEMA rc prompt 
improvement in radiological emergency planning U 
preparedness# d istr ibutod as Doard notification 
GOSSiCKiL V Office of the Eiocutlve Director for Operations 
00/04/08 34pp 


0004110142 Forwards NRC testimony of HL Canter re 8M1>0 competency to 
operate facility Supplements NRC testimony of AD Johnson & 

00 Zuetiig on Friends of the Earth Contention II 1(d) A8LQ 
Question 32 

DLACK#fi L Hearing Dranch 1 QO/04/03 2pp 


8004110191 NRC testimony of ML Canter re SMUD competency to operate 
facility Supplements NRC testimony of AP Johnson b OD 
Zwetiig on Friends of the Earth Contention Illld) ^ ASLP 
Question 38 Prof qualifications oncl 

CANTER# H U Region 9# San Francisco, Office of the Dirtfctor 
aO/04/02 lOpp 


0004140402 Forwards Apr 1980 "Transient Response of DC<N Designed 
Reactors," draft N(JRE0-0667 NRC witnesses will bo able to 
address rept during 800400 testimony E examinallon N/o end 
nLACK, R L Hearing Qranch 1 00/04/03 2pp 


H Oeneral corrospondance 


7906290054 Responds to 790411 Itr on reactoi saf oty# c lar 1 fij ing 
concerns re Davis-Dosse shutdown t geologic faults near 
Diablo Canyon 

ElBENHUTiD 0 Division of Operating Reactors 79/05/S2 8pp 


0004030263 Expresses confidence in Util mg t exp ert 1 sc# pub 1 Ic 
consciousness b sense of accountability Supports continued 
operation of plant 

FLYNN, F Affiliation Unknown 80/02/27 Ip 


0004140122 Responds to 791227 Itr by forwarding PA Emergency Myt Agency 
booklet, "Nhat You Ehould Know About Nuclear Incidents " 

Specific info may be obtained from Sacramento County Ofc of 

Emergency Sves President Carter 791807 statement end 

DENTON# H R Office of Nuclear Reactor Regulation 80/03/03 13pp 


0004040001 Requests nuclear development to provide for ayriculfcural 
future demands in addition to development of all energy 
sources if proven not detrimental to environ Sites facility 
as model nuclear plant Supports continued operation 
WILCOX. L Affiliation Unknown 00/03/07 Ip 


0004030012 Demands Immediate shutdown of plant, before realities of 
nuclear accident become reality In CA 

aCHASERiH I SCHWEID, S , KLEIN, B Affiliation Unknown 00/03/15 
3PP 


P Operating license stage documents 4c correspondence 


7909190134 Forwards revised radiological effluent Tech Specs which 
include requirements of NURE0"O478 

HATTIKOE, J J Sacramento Municipal Utility District 79/05/15 Ip 


— 7905190137 Revised radiological effluent Tech Specs including cold b 
hot shutdown b. protection instrumentation logic 
It Sacramento Municipal Utility District 79/05/30 300pp 


8004040005 Forwards outline ot plant-specific questions to be addressed 
in addition to info required by I£ Dulletin 79-27 je 800206 
reactor trip at Crystal Ri^er Sequence of events b planned 
corrective actions also encl 

DENTQN. H R Office of f(uc lear Reactor Regulation 80/03/06 86pp 

B004030102 Forwards ''Nuclear Data Lini, Specs," study of digital 
communication sys to transmit info trom plants to Qethesda 
Operations Ctr 

ElSENHUTrD G Division of Operating Reactors 0O/O3/J2 Spp 


— 6004030110 "Nuclear Data Lint Specs " 

» Division of Oporating Reactors 00/02/21 8Gpp 


8004030230 Noti f i ca t ion of 000318 meoeting w/all operating Di,W reactor 
licensees in nelhesda,hD to evaluate implications of Crystal 
River Unit 3 event S- response to IE Bulletin 79-27 
REID#R W Operating Reactors Dranch 4 80/03/14 2pp 


0004080677 Notification of 800337 meeting w/O&W, DQE b util in Dethesda, 
MD to discuss lead test assemblies using U mill tailings 
SANDS, S P Reactor Safety Branch 80/03/10 2pp 


6004020449 Discusses hydraulic snubber surveillance performed during 
1960 refueling outage Tesiirig of Qrinnel snubbers not needed 
during followon teats Rebuilding i> testing of Failed 
snubbers fulfillod Tech Specs lequirements 
REID.R W Operating Reactors Branch 4 80/03/19 3pp 


0004100115 Forwards results of NRC-sponsored vital area analysis for 
util for Info i action Requests notification of revisions 
within 30 days of receipt of Itr Enel withheld 
(ref 10CFR2 790) 

REIDiR W Operating Reactors Branch 4 80/03/27 3pp 


6004100241 Forwards Amend 29 to License DPR-54# sa f e ty evaluation b 
notice of issuance & availability 

REID#R W Operating Reactors Dranch 4 00/03/31 3pp 


— 8004100246 Amend 29. to License DPR-54# tei mlfiat i ng ECCS exemption to 
lOCFRSO 46 for fuel loading used during Cycle 4 
REID.R U Operating Reactors Branch 4 00/03/31 27pp 


—8004100251 Safety evaluation supporting Amend 29, to License DPR-54 
« Office of Nuclear Reactor Regulation 80/03/31 13pp 


—0004100255 Notice of issuance 6 availability of Amend 29, to License 
0Pn-S4 

RE1D#R N Operating Reactors Branch 4 00/03/31 2pp 


6004810388 Summary of 0OO2P2 meeting w/flS'W owners group in BethesdaiMd 
re abnormal transient oporational guldelinos 
6£tOEL#D L Reactor Systems Branch 80/04/02 4pp 


0004290368 Summary of G004Q3 meeting w/ufcl Is, PVW# NU8 Corp b Mc(5raw-Hill 
in Dethesda#MD re draft NUREO-0667# "Tiansient Response of 
B&W-Desi gned Reactors " 

CAPRA, R A Standard 1 latl on Branch 60/04/04 7pp 


0004160490 Notification of 00(5483 meeting w/utils b DteW in Dethssda#MD 
to discuss implementation of recommendations by Dt,W Reactor 
Transient Response Task Force 

CAPRA, R A Standardliallon Branch 80/04/09 ?pp 


6004150439 Responds to NRC request for info to suppl 791017 response to 
NRC re grid voltage degradation Info will be submitted by 
800429 

MATTIMOErJ J fiacramento Municipal Utility District 80/04/08 Ip 


8004160234 aubmits addl info requested by NURCG-0570 post- 
implementation review team re Category A ?, 0 items 
MATTIMQE, J J Sacramento Municipal Utility District 80/04/11 
91pp 


0004210314 Notifies of fulfillment of conditions stipulated In order 
for mod of license which required licensee to adopt b 
implement adminl strat i ve procedures for independent 
verification of valving lineups b equipment operability 
MATTIMQE, J J Sacramento Municipal Utility District QO/04/14 
2pp 


8004220566 Withdraws 80030B commitment concerning Part D, Item 9 of NRC 
000226 Itr re proposed mod of auxiliary feedwater sys 
Operating Procedure A 5t Approval would Imply plant could 
be safely shutdown w/o offsite power or diesel generators 
MATTIMQE, J J Sacramento Municipal Utility District flO/04/14 
2pp 
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&00<>31042.J ForiuarJs lE Irisp Rept 50-3l2/Q0v08 on 
none o(iip 1 lii tic e noted 

‘^jPEUCERrG G Regiop 5, San Fr^iictsco. Reactor 
Enqinoeijng Suppoit Branch QO/03/21 2pp 


B00304-OS Ha 
Const! uc t ion 


s. 


Revises 50<>107 if*SFon5e to f4Uf*E45-(>57B Categorij A* Item 
2 2 P bion^ite t«<hnicil soppoT t ctr.ie intorint 
c on^tun 1 c at ) 0 n % operations 

MATTlUHlE J J Eatiamento Munir ipal Utiliti^ District 00/04/17 3pp 


G00429033B Foiuaids Re•.l^>lon V to inservica testing program Submits 
program changes request for relisF 

MATTiMOEr J J Sacramento hitnicipal Utilitg District BO/OA/l? 

2pp 


— 8004290524 Revision I to mtervite testing program re A6ME code class 
valve testing reqgirementt 

* Sacramento Municipal Utilitg District 00/04/17 Upp 


'*“8004210423 IE 1 nsp Rept 50-312/00-00 on 800304-05 No none omp I 1 anc e 
noted Major aieas inspectc^d taLtivitlcs performed in response 
to It Bulletin 79 02. "Pipe "Support Base Plate Design Using 
toncrelB Expansion Anchoi Bolts " 

DQDDS.R T Region 5. San Francisco. Reactor Cons true tion f* 
Engineering Suppoit Bi Anch NARBUT , P p Region 5, San Franc iaco. 
Office of the DliffCtor 00/03/20 5pp 


8004210231 Acl receipt 0l 000312 Itr 
correct vlolobions noted in IC Insp 
BOOK, h E Region 3. San Franc iscoi 
Branch 50/03/35 Ip 


informing NRC of steps taken to 
Rept 50-312/00-02 
Fuel Facility V Materials Safety 


Q Inspection leportt. IF Bulletins f correspondence 


B004040054 Forwards Ifc Insp Rept 50-312/79-29 on /91213 No 
noncomp I ianc e noted 

BOOK. H E Region 5. San Francisco. Fuel Facility tt Materials Safety 
Branch 00/02/52 2pp 


"-8004040055 lE Insp Rept 50-312^79-29 on 79i2l3 No itontomp I lance noted 
Major areas inspected one shipment of lou level radiwaste for 
d isposa 1 

BOOKrH E . PECK. C C Region 5. San Francisco, Fuel Facility U 
Materials Safety Branch THOMAS. R D Region 5. San Francisco. 
Office of the Directoi 80/02/21 4pp 


"8004210537 Responds to NRC 800221 Itr re violations noted in IE Imp 
Rept 50-312/Q0-O2 Collective actions Malnt Procedure M-112 
revised to lequire two i nsp s . c lean Ing s U completlnn Of 
chccVlist of Items per week 

IpIALDRIDGE. U< C Sacramento Monicipsl Utility District 80/03/12 

2pp 


--8004210241 Toiuiaids tC Insp Rept 30-312/00-02 on 800121-23 i. notice 
uf violation 

QOOI^.H E Region 5, San Francisco, Fuol Facility 8( Materials 
Safety Branch 60/02/21 ?pp 


—8004210243 Notice of via] aF ion from insp on 000151-25 

• Regiofi 5. San Fianclsco. Office of the Director Q0/02/SO 


G0042aOUB Foruards IE Insp Rept 50-312/B0-05 on 000130-0201,12-15 I* 
17-lG No none omp I i ance noted 

SPENCER. 0 h Region S> San Francisco. Reactor Construction U 
Engineering Support Branch 60/03/04 2pp 


--8004280180 IE Insp Rept 50-312/QO-03 on BOO 1 30 -0201. 12-15 U. 17-16 No 
none omp I ia.nce noted Major areas inspected licensee 
activities pertormed in response to IE DulUtin 79-02 & 
activities performed for inservice insp for 1900 
DODDS, R T Region 5. San Francisco. Reactor Construction t 
Engineering Support Branch NARDUT.P P Region 5. San Francisco. 
Office of the Director 80/03/03 7pp 


>8004210240 IE Insp Rept 50-315/00-02 on 800121-25 Noncompliance notes! 
total chlorine c one on ti a t ion in plant effluent exceeded 
limit 

0QDR.H E Region 5, ^Jan Francisco. Fuel Facility ^ Materials 
Safety Drench FJGK. R F Region 5, San Francisco, Office of the 
Director 80/05/20 I2pp 


8004260514 Fortuards IC Insp Rept 50-312/80-04 on 0002 1 2'' 1 5. 28-29 8, 
0303-07 No nencomp 1 lance noted 

CREN8. J I Region 3, Ban Francisco. Reactor Operations Nuclear 
Support dranch ZWFTZIO.O D Region 5. San Francisco. Office of it* 
Director GO/03/26 2pp 


0004210226 Forwards IC tnsp Rept 50-312/80*01 on BOOl n-DA No 
noncompliance noted 

CRENS.O L Region 5. Ban Francisco. Reactor Operations Nuclear 
Support Oranch 80/03/10 2pp 


— 8004210229 IE insp Rept 50-312/00-01 on 500117-26 No tioiicomp I lance 
noted Major areas Inspected progress in completion of 
required ftro protection mods, major maint 4. surveillance 
performed durihg lefueling outage 

rAUuAENOCRRV', P Region 5. San Francisco, Reactor Operations 
Nuclear Support Bianch ZNETZIO. 0 II Region 5, San Francisco* 
Office of the Director 80/03/07 4pp 


B004040126 Ack receipt of 000227 Itr mforaiing NBC of steps taken to 
correct violations noted in IE Insp Rept 50-312/79-17 
SPENCER, C 8 Region 5, San Francisco. Reactor Construction 
Engineering Support Branch 80/03/17 ip 


•8004040139 Responds to NRC 800801 Itr re violations noiaid in IE Insp 
Rept SO-D 12/ 79— 17 Corrective actions revisions in Procedure 
MT 017 were approved 800202 K ihsp data has been reviewed 
according to revised acceptance criteria 

WAlBRIDGE.W C Sacramento Municipal iitility District 60/08/27 

2 pp 


--8004040146 Forwards IE Insp Re 
27i i QOOllQ-il notice of 
SPENCER. 0 S Region 5. Ean 
Engineering Support Branch 


pt 50-312/79-17 on 790724-23,0801-08.20. 
V i Q latior 

Francisco. Reactor Construction & 

80/02/01 2pp 


--8004040151 Notice of violation fram insp on 
SOOllO-U 

#■ Region 5, Ban Francisco* Office pf the 


790724-25. 000 i -02, 20, 27 t* 
Director 60/01/31 Ip 


—8004040161 IE Insp 
e00Ii0**|1 Montort 
criteria columns 
Fastener s 
DODOS, ft 7 ftegl 
Engineering Qupp 
Franqiscpi Offic 


Rept 50-^312/79-17 on 790724-23, 0001 -OS. 20, 27 
pUance noted failure to fill In acceptance 
on data sheets for insp of concrete 

an S, San Francisco, Reactor Construction t. 
ort Branch NARBUT.F D , HAiaT,DP Region 
e of the Director BO/Oj/31 9pp 


S 




Qon 


-'-0004260226 IE Insp Rept 50-312/80-04 on 000212-15, 26-29 h 0303-07 lla 
noncompliance noted Majoi areas inspected status of 
completion of selected fire protection mods, comp I oilon of 
required mods 9. maiiii dui ing refueling outage 
FAULKENBCRRY, 0 Region 3. Ban franc Isco, Rooefcov Operations 
Nuclear Quppopt Drench ZWETZIO, O n Region 5, Bop rrancisco, 
Office of the Director 00/03/23 app 


8004150210 Forwards If Info Notice 60-12, “Instrument Failure Causat 
Opening of PORV f- Qlock Valvu " No specific action or 
response nccessciTy 

CNGEUKEN, R H Region 5, 8an Francisco, Office of the Director 
00/03/31 ip 


8004100100 Foriuards 1C Ciicular 00-05, '’Emergency Diesel Oenerator 
Lubricating Oil Addition >j Onsilo Supply “ No luritten 
response rpq.ulred 

ENOELKEN.H H Region 3* San Franctsetj, Office of the Oireclor 
60/04/01 ip 


0OO4UO115 Feruiords IE Info Notice 80-13, "GE Type 8DM Control Switfbe* 
Defective CAM Folloiiters " No specific action or response 
required 

ENGELKEH, ft H Region 5, ban Francisco, Office of the Director 
60/04/02 Ip 


0004220030 Forwards IE Info Notice 80-14. ''Safety Suggestions From 
Employees " No action required 

EN0ELKEN,n il Region 5. 3an Francisco, Office of the Director 
60/04/02 Ip 


8004180155 Forwards lE Circular 80-07, "Pioblems W/l-lPCI TgrbJne Oil 
Sys *’ Nq uirltien response required 

ENOELKEN.n K Region S, Ban Francisco, Office of the Director 
90/04/03 i p 


G00423O36O Forwards IE Bulletin 79-034, "Longitudinal NeU Defects in 
A6ME GA-312, Type 304 Stainless Bteel Pipe “ Action required 
ENQELKEN,R H Region 5, Gan Francisco, Office of the Director 
60/04/04 ip 


8004300425 Ack receipt of 800319 itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-312/90-03 
GREUS.O L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 60/04/04 Ip 
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— 8004300433 Responds to WRC 1 tr ro violations noted in I£ Insp R©pt 
90-312/00-03 CorroctiVG iictions appropriate Individuals have 
been made cogniiant of prompt reporting requiiements 
MATTlHQEfJ J Sacramento tWnicipal Utility District 00/03/19 
2pp 


— B004300439 Forujards IE Insp Rept 50-312/80-03 on 000102-31 ic notice of 
violation 

CREUSf J L Region 5< San Francisco. Reactor Operations Nuclear 
Support Dranch 80/02/20 2pp 


— 0OO4>3OO44Q Notice of violation from insp on 800102-31 

* Region 9i Ban Francisco, Office of the Director B0/02/2& Ip 


— Q0043D0453 IE Insp Rept 50-3t2/80"-03 on 800102-31 Noncomp I lance noted 
RQ not reported at proper time 

CANTERrH L , 0'RRIEN,J P Region 5. San Francisco, Office of the 
Director PAULKENQERRY Region 5, San Francisco, Reactor 
Operations Nuclear Support Oranch BO/02/26 12pp 


9004220190 Foruards IE Qulletin BO-00, "Exam of Contalnnient Liner 
Penetration Kelds " Uritten response requiied 

ENOEUKEN, R H Region 5, San Francisco, afflce of the Director 
aO/04/07 Ip 


R Periodic operating reports t/ related con ospondence 


8004160266 Forwards monthly opeiating rept for Mar 1900 

RGDRIOUEZjR J Sacramento Municipal Utility District 80/04/03 

Ip 


— B004160270 Monthly operating rept for Mar 1900 

GOLGMBO.R H Sacramento Municipal Utility District 00/03/31 

app 


8 Reportable occurrences, LERs 1 related correspondence 


8004070312 Forwards LER 00-015/011-0 

MATTIMOE, J J Bacramenlo Municipal Utility District 80/03/25 

app 


— 6004070316 LER 0O-O15/OIT-O on 000312, dur ing vifiual Insp of cycle 3 
discharge fueltapprox 4 inches of cladding discovered 
missing from fuel assembly 1C47 Caused by cladding defect on 
one pin Insignificant amounts of fuel dispersed 
CQLOMDO, R U Sacramento Municipal Utility District 60/03/25 
IP 


B004140397 Forwards LER eO-016/03L-0 

MATTIMOE, J 0 Sacramento Municipal Utility District 00/04/03 

2pp 


—0004140405 LER 0O-O16/O3L-O on 000310, while performing IE Oulietiii 
79-14 ronulrements, se j smic analysis of supports 18-50Q52-tA, 
i8-S0062-lA tfi lS-23626-1 indicated seismic stress would 
exceed allowable limit Supports modified 

CDLOMnOiR W Sacramento Municipal Utility District 80/04/03 

IP 


9004210259 Forwards LER 0O-O17/O3L-O 

MATTlMDEfJ J aacramento Municipal Utility District 00/04/10 
2PP 


—8004210262 LER 80-01 7/03U-0 on 000322. after manually opening BFV-25003 
several turns to Increase level m pressurl i er, valve failed 
to close electrically Caused by excessive wear to shaft 
clutch clutch gear Defective parts replaced 
CQLQMDO. R U Sacramento Municipal Utility District 00/04/10 
Ip 


6004390485 Forwards LER 00-01 B/03L-0 

MATTIMQE, J J Sacramento Municipal Utility District B0/04/U Ip 


— 9004290491 LER 80-018/03L-0 on 800324, pressur i ler gas sample valve, 
SFV-72S02 failed to close Caused by wire separation In valve 
control circuitry Mire reconnected to terminal lug 
COLOMDOiR W Sacramento Municipal Utility District 80/04/11 
Ip 


6004220731 RO 00-23 on 600414, manager of nuclear operations was 
Informed of receipt of Dresser Industries notification Itr 
Implying that no representation will be provided concerning 
valve reliability operation Cause unstated 

RODRIQUEZ, R J Sacramento Municipal Utility District 00/04/15 

ip 


9004290454 Forwaitis LER 80-021/04T-0 

HATTIMQEiJ J Sacramento Municipal Utility District 00/04/21 
3pp 


— B004290465 LER 80-021 /OlT-0 on 000318, rev i eui of previous mon>th plant 
effluent records indicated that effluent pH exceeded 8 5 for 
approx 3-h Caused by canal pumping station being out of sve 
for approx two months 

COLOMDQ. R VI Sacramento Municipal Utility District 80/04/21 
IP 


0004300421 Advises that RO 00-20 in 000417 Itr incorrectly identified 
NAMCO switches on safety-related valves as functional during 
accidents Switches utiliied only roi light indication 
RO 80-20 will be deleted from LER file 

MATTIMOE, J J Sacramento Municipal Utility District 80/04/23 Ip 


T Hearing bransciipts on non-ant i ti u^t matters 


0004090257 NRC testimony re ASLB question concerning CA Energy 
Commission Contention 1-2 on natural circulation If reactor 
coolant pumps tiip as result of main feedwater loss, core can 
be adequately cooled by natural circulation 
NORIAN, P E Analysis Branch 80/03/01 8pp 


0004100542 Testimony of U Nix.CA Energy Cammi ss ion, re controlled 
filtered venting 

MIX.D California, State of 00/03/11 23pp 


0004240457 Transcript of 000408 evidentiary hearing in Sacramcn to, CA 
Pp iaiO-1375 

« Atomic Safety and Licensing Board Panel 00/04/08 166pp 


0004220774 Transcript of 800410 meeting in Sacramento, CA Pp 1569-1793 
Atamlc Safety and Licensing Board Panel 00/04/10 224pp 


0004220407 Transcript of 600411 meeting in Sacramenta, CA Pp 1794-1904 
* Atomic Safety and Licensing Hoard Panel 80/04/11 190pp 


8004250237 Transcript of Q00414 meeting in Sacramento, CA Pp l9B5-2iS9 
e Atomic Safety and Licensing Board Panel 00/04/14 I74pp 


B00425O24S Transcript of 000416 hearing in Sacramento, CA Pp 2344-2562 
n Atomic Safety and Licensing Hoard Panel 00/04/16 2iOpp 


Q004250241 Transcript ot B00417 hearing In Sacramento, CA Pp 2563-2796 
» Atomic Safety and Licensing Hoard Panel 00/04/17 234pp 


DOCKET 50-313 ARKANSAS NUCLEAR OKF. UNIT I 


r Security, medical, omergoncy ^ fire protection plana 


8004010306 Advises that all fii e protection mods will be complete by 
BOlOOl except Unit 2 Items 3 14 3 10 Hardware mods for 

Item 3 16 scheduled for Mar 190] cold shutdown Smoke 
detector sys for item 3 14 will be Installed when complete 
TRIMDLE, 0 C Arkansas Power ?« Light Co 60/03/86 2pp 


8004220427 Submits info ro mod pei'formed on reactor coolant pumps, fire 
protection Item 3 15 Seventeen photographs end Drawings 
available in Central Fites only 

TRiMQLE.D C Arkansas Power 4 Light Co 00/04/16 2pp 


— 8004S20431 "Motor Assembly " List of components end 
e AUls-Chalmers Corp 70/12/30 7pp 


— 0004220436 "9000 Horsepower Reactor Coolant Pump Motor Outline 
« A1 Hs-Chalmers Corp /0/09/02 ]p 


— 0004220440 "High Pressure Oil Lift Sys Picture '* Sheet I List of 
components encl 

•»» A1 1 1 s-Cha Imers Corp 70/03/12 5pp 


— 8004220447 *‘C ircul at i ng Oil Sys Picture " Sheet 1 List of components 
enc 1 

a A1 1 ls**Chalmers Corp 70/03/04 4pp 


—8004220450 "Backstop Lubrication Sys Picture " Sheet I List of 
components end 

■* A1 1 Is-Chalmers Cnrp 70/00/03 4pp 


— 8004220453 "Lower Bearing Oil Ptplrig Picture " List of components end 
* A1 1 1 s-Chalmera Corp 69/11/24 3pp 
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— EJ0O432O454 'Upper P^^Ting -Oil Piping Picture “ Li3t of cortiponents end 
» (*^1 J i 9 -Cha 1 ruers Corp 5pp 

— 0OO422O45ii "Piping i I n 5 tr-u m e ri t a 1 1 an Diajram Contial Rod Drivt* f* 
h i 9 C e 1 I P n.eou ; Coolanl Pi^mp ConnectiQiis " 

■* Beclitol Corp AbOO 7‘?/10/25 Ip 


H (general corre^parKience 


3004170240 Req,uesl3 that util be required to sulimit EIS before 
authentic i granted to expand nuclear uiaste /uel storage 
pools at ■site Prior EI5 i nso r f ic len (r 
PETERS, ti Ahniiation Unknoii.'n 0O/Q4/O9 


I Financial i nf orma t tor 


8004220535 Annual Financial Rep t 1979 

# Hiddlc South Ui 1 1 1 1 1 os . Inc 79/12/31 40pp 


G004150235 Forwards Annual Financial Re|it 1979 

TRIMDLE. n C Arkansas Pouer f Light Co 60/04/10 Ip 


--B0041 50239 Annual Financial Rept 1979 

» Ariianaas Power ^ Light Co 00/04/10 46pp 


P Opeidting license stage dociJments correspondence 


0004110508 Suismariies uaLld'Oiun re i dent i r'lj tng seismic Category I piping 
safe tg-^rela ted sgs attached to ar in dose prosimitg to 
cancrete b 1 oc I uialjs Numbers are pt e ] mi narg & mai^ he 
adjusted upon survey completion on 000130 
TRIMBLE. D C Arliansas Pawer t Light Co 00/01/28 Ip 


B00404000S Forwards ou'tline of plan i~spec i f tc ctuestions to be addressed 
in addition to irvfo req.uired by IE Qulletin 79-27 re 80020i 
reactor trip at Crystal River Sequence of events & planned 
corrective actions also end 

DENTON. U ft Office of Nuclear Reactor Regulation flO/03/06 2dipp 


3004070160 Forwards Mf?C evaluation of acti-ons taken to satisfy Category 
A requirements o'f TMI-2 Lessons Learned All Category A 
requirements have been rnet sa 1 1 sfac tori ly u/exc ep tlon of 
r tern 2 1 7a for Unit 2 

REID*R W Operating Reactois Branch 4 BO/03/10 2pp 


“~0004070165 "Evaluation of Licensee Compliance W/Category A Items of NHC 
Recortifnenda 1 1 ons Resulting from TMI-2 Lessons Learned " 

* Opsrating Reactors Branch 4 60/03/31 14i>p 


6004070170 'Evaluation of Licensee Compliance ll/Category A Items of NRC 
Recommendations Resulting from TMl-2 Lessons Learned " 

* Operating Reactors Branch A B0/B3/3t t3pp 


8004030102 Forwards "Nuclear Data Link Specs." study of digital 
c ommunicat 1 on sys to transmit info frem plants to Dethesda 
Operations Ctr 

EISENHUT.D (? Division of -aperating Reactors 00/03/12 9pp 


— 8004030110 ’'Nuclear Data Link Specs 

* Division of Operating Reactors fiO/02/Sl 2app 


iftcation of Q0031B meeetlng u/a 1 1 operating OSiW reactor 
BethesdaiND to evaluate implications of Crystal 
event i< response to IE Bulletin 79“'27 

ing Reactors Branch 4 30/03/14 2pp 


^Mw-rw i I nespOTios to NRC 000225 generic questions re Westinghouse 
low pressure turhJne rotors Actions necessary to minimlie 
stress Corrosion cracking will not be known until 
Wastlnghouse identifies causes of cracking 
rRll1DLE.^» C Arkansas Power i Light Co 80/03/24 Ip 


3004 S 10559 Provides addl info re imp 1 ementat i an of requirements sot 
forth in Item 2 1 7a of NUREO-OS/B Commitment to InstaU 
safety-grade sys prior to aiDlOl required no later than 15 
days after receipt of Ur 

EISENltUTrD 0 Division of Operating Reactors 00/03/27 2pp 


6004030209 Provides descriptions of long-term Lessons Learned changes 
to plant shielding 1. modified sampling lys to mlnimlie 
personnel eiposure during worst case accident conditions 
TRIMDLE. D C Arkansas Power S Light Co 00/03/31 7pp 


0004070207 Foriuards proposed change to Paragraph 15 2 2 constituting 
Revision 5 to APL-^TOP-IA. ”QA Manuals Nonconforming Matl. 

Parts nr Components '* 

TRIMBLE, D C Arkansas Pouior / Light Co 00/03/31 Ip 


— 0004070403 Proposed change to Paragraph 15 2 2 of "QA Manuals 
Noncontorming Matl. Parts or Components " 

* Arkansas Power 1 Light Co ALP-TQP-IA 00/03/31 2pp 


0004150304 Forwards brief description of safety evaluatinn for design 
changes completed in 1979 which require safety evaluation 
per IOCFR50 59 Mods include emergency coaling pond change, 
firehouse station addition increase of sprinkler coverage 
TRIMBLE. D C Arkansas Power t- Light Co 00/03/31 Spp 


0004170006 Forwards description of safety evaluation for design changes 
completed in 1979 

TRIMBLE. D C Arkansas Power & Light Co 00/03/31 6pp 


8004240506 Requests adrfl info re once-through steam generator auxiliary 
reedwater thermal s lee ve/col lar weld attachments Cracking 
reported at weld attachment between collar 6 thermal sleeve 
MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 80/04/01 2p p 


— 0004240511 Advises that B6W prepared 6 transmitted to affected utiU 
info re failure discovered at weld attachment between collar 
^ thermal sleeve on auxiliary feedwater noiiles of steam 
generator NRC should contact utils for info 
TAVUOR. J M Babcock 6 Wilcox Co 80/03/17 Ip 


8004210326 Summary of 000222 meeting u/Q6W owners group in BethBBda.ftd 
le abnoimal transient operational guidelines 
SEIOEL.D U Reactor Systems Branch 60/04/02 4pp 


8004070344 Informs that Section 2 6 3, Revision 5 of QA manual re dieiel 
generator fuel oil meets Tech Spec requirements per 000107 
request 

TRIMDLE.D C At karts as Power 5 Light Co 00/04/03 ip 


0004220700 Requests Class III fee re 800115 reactor vessel surveillance 
program Payment should be remitted within IS days after 
receipt of I tr 

MILLER, W 0 License Feo Management Branch 00/04/04 Ip 


8004250360 Summary of 600403 meeting w/uti Is. B8«W. NUB Corp l< McOraw-Mili 
in Bethesda. MD re draft NUREC-0667. "Transient Response of 
DLW-De signed Reactors “ 

CAPRA. R A Standard 1 lation Branch SO/04/04 7pp 


R004180490 Notification of 000423 meeting u/utils & B&W in Bethefrda.HD 
to discuss impl pmentat ion of recommendations by B('W Reactor 
Transient Response Task Force 

CAPRA, R A Standard i tab 1 on Branch 00/04/09 2pp 


8004160165 Forwards Class III fee for review of 800115 reactor vessel 
surveillance program, por NftC 600213 1< 0404 Itrs 
TflfHOLE. D C Arkansas Rower t Light Co 00/04/11 2pp 


8004210148 Supplements 000110 Itr re Lessons Learned Task Force 
implementation of RCS venting Dtil will install remotely 
operated reactor vessel head vent provided acceptable vent 
location can be found 

TRIMBLE. D C Arkansas Power & Light Co B0/04/U Ip 


0004290137 Forwards safety evaluation of inservice testing program 8« 
relief request 

IrlANG.A Plant Eystems Branch 00/04/11 ip 


— 6004290138 Safety evaluation of inservice testing program Util should 
be granted relief From ASME Section XI requinemonts, 

* Plant Systems D^ranch 60/04/11 i7pp 


0004220471 Provides clarification re test to show effect* of various 
single pouei failures Subsequent to power supply upgrade, 
test will be performed to verify non-nuclear instrumentation 
sys design ^ power supply design mod 

TRIMBLE, D C Arkansas Power U Light Co 00/04/16 Ip 


0004290517 Forwards safety sequence diagrams, event trees developed frOfS 
safety sequence diagrams aui-lllary diagrams en behalf of 
D&<W owners group, in response to NRC 6002S2 request Diagrams 
withheld (ref 10CFR2 790) 

TAVLOft, JH Babtock «. Uilco* Co 00/04/16 2pp 
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80&4S403HO Advises that 500416 commit^ncnt to perform tests to shou 
various single poujar failures for NNI-X t NNI-Y cabinets 
have been changed Per conversations u/G Visaing, test toill be 
per-forried involving 120 VAC transfer suitch (louer loss 
RU£TER«D A Arkansas Pou/er t Light Co 80/04/1G 4pp 


B0£>45*?0244 Responds to B00327 Itr concerning Lessons Learned Task Force 
implementation re automatic initiation of emergency 
feedufater Specifics of proposed design are still under 
evaluation NUREO-0667 rc<iul rements may need incorporation 
TRIMBLE, D C Arkansas Po(jer R Light Co 00/04/23 Ip 


Q Inspection reports, IE Bulletins t correspondence 


BC040901S1 Foruards IE Insp Repts 50-313/B0-01 &> 30-360/00-01 on 
000107-10 Sc notice of violation 

KADSEN, 0 L Region 4, Dallas. Reactor aperatlons Nuclear Support 
Branch QO/OS/Ol Spp 


— 0004090193 Notice of violation from insp on 600107-10 

* Region 4, Dallas. Office of the Director 80/02/01 2pp 


—0004090159 IE Insp Repts 30-313/80-01 SO-360/QO-O1 on 000107-10 

Noncomp I lancQ noted data sheets recorded relay setting only 
tt did not contain sufficient info S' callbr Xp testing program 
for protective relaying uias deficient in procedures 
SPANGLER. R 0 , SHITH, R , WCSTERMAN, T F Region 4, Dallas, Dffice 
of the Director 00/02/01 6pp 


6004100315 Forwards IE Insp Repts 50-3l3/a0-02 50-348/00-02 on 

79IS22-B0012 1 t< notice of violation 
HADSEN, 0 L NRC Regional Offices B0/O2/0B 2pp 


—0004100324 Notice of violation from Insp on 791322-000121 
* NRC Regional Offices 80/02/06 Ip 


— OD04100335 IE Insp Repts 30-313/80-02 S* 50-368/80-02 on 791222-B00121 
Noncompl lane o noted failure to adhere to requirements of 
tost procedure 

JOHNSON, W I) , C ALLAN, L J , WESTERMAN. T F NRC Regional Offices 

80/02/06 0pp 


G004250044 Confirms 800131 telcon re status of structural analysis of 
concrete block walls supporting Seismic Categorij 1 pipe 
hangers per IE: Dulletln 79-02 AnalijsLs shows five hangers 
are structurally adequate for inertia forces V hanger load 
TRIMBLEiO C Arkansas Rower I Light Co SO/02/12 3pp 


0004040007 Forwards 1C Imp Rop ta SO-313/79-24 U 50-360/79-23 on 
791109 No none omp 1 iance noted 

MADSEN, 0 L Region 4. Dallas, Reactor Operations Nuclear Support 
Branch 00/03/26 2pp 


— B004040094 IE Insp Repts 50-313/79-24 & 50-368/79-23 on 791109 No 
noncomp 1 i anca noted Major areas Inspected current NRC U DOT 
regulati one, current requirements of waste burial firms, 
instructions 6 operating procedures U audit program 
HARRISON. M C Region 4, Dallas. Office of the Director 
DROWN, 0 D Region 4. Dallas, Fuel Facility U Materials Safety 
Branch 00 / 01/16 4pp 


0004090143 Ack receipt of B00222 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rapts 50-313/00-01 
50-360/00-01 . 

HADSENi 0. L Region 4, Dallas. Reactor Operations Nuclear Bupport 
□ranch GO/03/08 ip 


— 8OO4O9O140 Raeponds to NRC Itr re violations noted in IE Insp Repts 
50-313/00-01 t 50-360/80-01 Corrective actions comprehensive 
program under developmont for scheduling U performance of 
relay insp & testing Program will be completed by Nov 1980 
TRIMBLE, D C Arkansas Power Light Co 80/02/22 3pp 


9004250293 Forwards IE Insp Repts 50-313/80-04 50-368/00-04 nn 

800131 V 0201 No noncompHance noted 

BR0HN,0 D Region 4. Dallas, Fuel Facility U Materials Safety 
Branch, 00/03/17 2pp 


—0004250299 IE Insp Repts 50-313/80-04 U 50-369/80-04 on 800131 & 0201 
No noncomp 1 lance noted Major areas inspected practices of 
licensee health physics personnel maint contracted 
p ersanne 1 

BRaWN,0 0 Region 4, Dallas. Fuel Facility 8( Materials Safety 
Branch WESTERMAN, T F , JOHNSON. W D Region 4, Dallas, Office of 
the Director 80/03/13. Bpp 


B004010416 riDtiftes that response to 1£ DuUetin 79-27 re loss of ac 
power supply to non-nuclear instrumentation buseSrWill be 
provided by 900401 Delay caused by expansion of review to 
include Crystal River-? event 

RUETER. D A Arkansas Power Light Co 00/03/27 ip 


S00415D231 Forwards IE Info i,lotice 80-12. "Instrument Failure Causes 
Opening of PORV Block Valve ' No specific action or 
response necessary 

BEYFfllT.K V Region 4, Dallas. Office of the Director 80/03/31 
tp 


6004080666 Forwards IE Ciicular 80-05, 'Emergency Diesel Generator 
Lubricating Oil Addition t< Onsite Supply " No written 
response required 

SEVFRIT.H V Region A, Dallas, Office of the Director BO/04/01 
1 P 


S004110097 Forwards )E Info Notice 00-13. "GE Type SQM Control Switches 
Defective CAM Followers '' No specific action or response 
required 

SEYFRIT.K V Region 4. Dallas, Office of the Director 00/04/02 
1 P 


8004180493 Forwards IE Info Notice 00-14. "Safety Suggestions From 
Employees " No action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 00/04/02 

Ip 


0004100159 Forwards IE Circular 80-07, "Problems W/HPCI Turbine Oil 
Sys *' No written response required 

SEYFRIT.K V Region 4, Dallas, Qftice of the Director 00/04/03 

Ip 


8004230324 Forwards IE Bulletin 79-03A. "Longitudinal Held Defects in 
AfiME SA-312, Type 304 Stainless Steel Pipe " Action required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 00/04/04 

tp 


R Periodic operating reports 6 related correspondence 


8004010216 Forwards "Intake Impingement Monitoring for Feb |90O 
TRIMDLE, n C Arkansas Power V Light Co 80/03/25 Ip 


— 0004010217 '‘Intake Impingement Monitoring for Feb 1900 
« Arkansas Power 6 Light Co 00/03/22 llpp 


0004210217 Forwards monthly operating rept for Mar 1980 
TRIMBLE, 0 C Arkansas Power ^ Light Co 00/04/11 Ip 


--8004310220 Monthly opeiating rept for Mar 1900 

BRAMLETT.L S Arkansas Power K Light Co 00/04/11 Spp 


Q004290361 Forwards results of impingement monitoring at facility 
in take, during Mar 1900 

TRIMBLE, D C Arkansas Power ft, Light Co 80/04/25 Ip 


— B004290366 Results of Impingement monitoring at facility intake, dur inj 
Mar 1900 

•» Arkansas Power 6 Light Co 00/04/22 20pp 


3 Reportable occurrences, LERs ft related coi resp ondertce 


7aii 100176 Describes 700916 event at subj facil auto transfer of 
auxiliary loads on both units to startup transformer i42 w/ 
consequent overload Recommends licensee be advised of 
nonconformance w/OOC-|7 U modify his design 
ROSA, F Power 0ys terns Branch SATTERFIGLO. R Electric, 
Instrumentation 8c Conti ol Systems Branch 70/11/01 Gpp 


8004200487 RO 30-313/80-007 on 800315, DftW notified util decay heat 
pooips contain mating wear rings of unequal hardness value 
Mating wear rings could gall ft’ lock up Bft'U recommends 
replacement Decay heat pumps arc functioning normally 
a 'HANLON, J P Arkansas Power ft Light Co 00/03/17 2pp 


8004020349 Forwards LER 80-007/01 T-0 

TRIMDLE, D C Arkansas Power ft Light Co 00/03/28 Ip 


— B004020353 LER 0O-OO7/OIT-O on 800314, BfttW advised that mating wear 
ringft on double suction pump could cause pump failure 
during accident conditions Caused by failure to document 
design revision on pump design drawings 
SHIVELY, C N. Arkansas Power ft- Light CO 00/03/28 tp 


8004140328 Forwards LER e0-008/03L-0 

TRIMDLE, D C Alabama Power Co 80/04/07 ip 
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-■'0004 1 '10333 LFht So-OOS/O^L -0 on -000306- d u r i ng sciheduled surveillance 
lest or CV-»’i»i7 .a I v e raile-rf to fi&se lemate 

eledtric-flllij b«j v^ilve tirnding in closed posstion 

Valve sterj ropactretf i proper operation verified 
DR^^riLETT L 5 4Uba(Ti«< ^“Odjer Co B0/D4/07 Ip 

0004150630 Foruaris UtR Q(J“005/03L-0 

TRIMOLE/D C Arkansas Power K Light Co SO/04/07 Ip 

60Q41S0641 LER 00-005/031 '0 on S00306i dur Irt g scheduled Surveillance 
test ot P7-/I, stean suppi.^ vdJvo CV-^tl? failed to close 
remote e lecti l cai ly Caused by valve binding in closed 

pdsition Valve stent rp'paciieii 

BftAf<L£TT,L S Arkansas Poujor J. Light Co 00/04/07 Ip 

6004140354 Forwards LER e0~Ol0/03L-O 

TRIHBLE'D C Alabama Ppuer Co 00/04/05 Jp 


— e0O41403&O LtR QO-010/03L'0 on 600307- sys reviews per IE iJulUtm 79-'l4 
found hangers xn^jperatU Causa not stated Hangers repaired 
^^mods made by revision to DCP 0 O-D”lgO 7 List of han^OTs 

QRAMLCTT-L S Alabama Power Co 00/04/08 2pp 

0004150541 Foruards LER 0O-O1O/O3L-O 

TRiri 3 LE-l> C Arkansas Power i. Light Co 80 /O 4 /OQ Ip 


J Insurance t indemTiity i n f oi mat i on 


Q0tJ4l4O3'^4 Fiji-jards Endorsement 35 to MAELU Polity MF'79. Endor s ements 
42 t 43 ►o ^JELIA Policy rJF-206< Endors emcn t 3 to MAELU Dinder 
XQ“45 j EndorseiTient 4 to MAELU Binder Xt}-64i End di s emeu t 3 to 
tJEHA Binder EB~45 t Endorsement 4 to NELIA Binder £0-44 
HUNTER. R S Indiana Michigan Electric to 80/D4/03 9pp 


P Operating license stage documents i correspondence 


8004020457 Forwards NRC safaty analysis of tracking dlscoveiod In 
•»ys kitil rgapair program, noiidestruc t ivtf Insps & 
leakage testing are adequate to insui e that integrity of 
feedwater piping will be maintained 

SCKWENCER,A Operating Reactors Branch I 80/02/25 6pp 


0004150130 Forwards request for addl into re raviau of 791207 retluost 
for amend to reflect proposed mods to aunliary feedtuater 
sy S 

SCHWENCER/A Operating Reactors Branch I 00/02/27 3pp 


0004030102 Forwards "Nuclear Data Link Specs," study of digital 
communication sys to transmit info from plant* to Bethesda 
Operatjons Ctr 

ElSENJfUT'D 0 Division of Operating Reactors 80/03/12 5pp, 


■8004i50S49 LER e0-OlO/O3L-O on 900307, 
fiuliet;?? 79-J4- attached list of* hang 
inoperable Affected hungers wert» mod 
utiftif] tirire lioit per Tech Specs 
DfiAfiLETT,L S Arkansas Power 4- Ligh 


b-aseii on sys rev 
er* found to be 
ified i/or repai 

t Co 80/04/08 


lews per 
red 

2pp 


IE 


8004230471 Forwards LER 0O-OO6/O4L-O 

TRfNDLE, 0 C Arkansas Power fc Light Co 00/04/16 Ip 


""^^San-Mar^iglo 90-006/04L-0 on 0OD31 0, dva rag© gross rploase rate for 
^an Mar 1900 found to be 4 37. of jnai perm » fib it 
concentration, exceed ing Tech Qpecs Major Portion caused by 
reactor bldg purge in Jan 

DRAMLETT, L S Arkansas Power t Light Co 00/04/li Ip 


8004290374 Forwards lER 80*-008/C3L-0 

TfllMBLErD C Arkansas Powier 4 Light Co 80/04/22 Ip 


-'-8004290305 LEf? 00-003/031-0 on P00324 
tast, bi^pass flow W4 s observed to be 
CV-2126 in closed postion Caused by 
replaced & valve provfd operable 
BRAMLETT, L G Arkansas Power 2< Lig 


while performing 
loro dup to failu 
blo-wn control fus 

t Co 00/04/22 


surveiJ I ante 
re of 
e Fuse 

if 


--0004030110 "Nuclear Data LinJ Specs " 

* Rivision of Operating Reactors 00/02/21 3Bop 


0004210415 Advises that facilities will be using IfodeU CNh-BOA, 7- ICO, 
CNSI-21-JOO h C N3I - 1 4 - 1 95-H for shipment of radioactive 
matls 

DOLAN. J E Indiana V llichigan Electric Co 00/03/17 Ip 


8004240462 Approves review re potential boron dilution incidents at 
facilkty-per 770915 1 tr about incident involving contents of 
spray additive tank FSAR analysis represents most limiting 
case f/Q further action necassary 

SChUENCER.A Operating Reactors Branch 1 00/03/19 2pp 


8Q041Q0165 Requests that uncontrolled set Qf PLiDs be placed on 
controlled distribution list for any future revisions 
Revisions should be forwarded to attention of Region 3 
Incident responso ctr 

KEPPLER, J 0 Region 3, Chicago, Office Of the Director GO/O3/20 

Ip 


8004010325 Advises that no Event S valve conf igurat ions eixst 
facility, in response to NRC D00223 Ur Lists valve 
configurations used at facility 

DDLAN.J E Indiana ^ Michigan Electric Cq 00/03/24 3pp 


^ NUCLEAR POWER PLANT, DNlT I 

J.' i' Mrs protection plans 


8004300012 Forwards sys description L oparatie 
h»albb physics telephone network Sus desidtio 
nuclear incident or AO Network mau also be u 
facsimllle traffjff 

KEPPUER.JC Region 3, Chicago. Office of ^ 


instruction* for NfiC 
for use during 
d for dally 

director ao/03/SO 


0004080544 Forwards evacuation 
infe request Time raquirerf Co 
homes under adverse 4, favorab 
2 -h after nail f 1 cation 4 -h 
DOLAN, J E Indiana I Michiga 


bine 
eva 
Ic c 
for 
n El 


estlpnates in response 
cuatc schools U nurtihg 
■onditions assumed to be 
hospitals 

ectric Co 60/04/01 


to 


21 


NRC 791129 


PP 


0004010420 Requests permission to use divers to cut studs for 
replacement of racks in spent fuel pool Dose calculations 
coffiputed under two separate conditions Hai obsorvad dose 
would be 0 7 man-roms 

DOLAN, J £ Indiana 4( Michigan Electric Co B0/03/S4 Spp 


Q0040I0486 Advises that upgraded radiation monitoring channel* Insid* 
con Cat naient wi 1 1 be installed during first outage of 
sufficient duration subsequent to equipment delivery Reset 
foature does not affect position of control room dampers 
DOLAN. J E Indiana !t Michigan Electric Co 60/03/25 2pp 


8004240456 Approves use of divers for removal of anchor holts 
spent fuel mods Increase Insignificant No change to 791016 
safety evaluation necessary 

SCHNENCER.A Operating Reactors Branch 1 00/03/25 Spp 


8004030204 Forwards addl info to util 000310 Ufi Item 2 1. B b re 
Interim method for determining plant release* 

MALONEY, 0 P Indiana ^ Michigan Electric Co 80/03/27 6pp 


8004080534 Forwards responses to NRC 800227 Itr re mods to facility 
auxiHary feedwater sys li requests for addl Info tancarninj 
util response to NRC 79(030 Itr 

MALONEY, -0 P Indiana 8? Michigan Electric Co 00/03/20 4pp 


8004150309 Forwards ETA Eng Ineer ing, Inc Mar I980i "Summary Rept 
Comparing Thermal Plume Measurements w/Modeling Predictions" 
i' facility NPDE0 permit 

HUNTER, R G Indiana 4< Michigan Electric Co 00/04/03. 2pp 


— 8004130920 "Summary ftept Comparing Thermal Plume Measurements 
aj/liudel Ing Prediction* " 

■* £TA Engineer ing , Inc 00 / 03/31 53 pp 
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— 3004150531 NPDES Permit Ml 0005027, i ssued to IH h MI Power Co 
COURCHAINE.R 3 Michigan, State af 74/12/27 llpp 


Q Inspection reports, IE Bulletma A correspondence 


8004040392 Poruiards Haste Packaging Insp Rppfc 79-06A on 791126^20 
No noncompl lance noted 

I>AVia,A IJ Region 3- Chicago, Fuel Facility K Materials Safety 
Branch 00/02/13 2pp 


— 0004040399 Waste Packaging Inap Rept 79-OiA on 791136-20 No 
none omp 1 lance noted Major areas inspected shipping paper Ct 
DOT placarding ret^ui remants, rad lati on 1 eve 1 s, r emovab le 
CQfi tarn 1 nation t external packaging features 

POTTER. J P . DROWN, R A Region 3, Chicago, Fuel Facility t* 
Materials Safety Branch 80/02/13 4pp 


800<1040436 Forwards IE Insp Repts 50-315/80-02 t 50-316/80-02 tin 
791201-800111 it notice of violation 

FEISHMAN.R F Region 3, Chicago, Reactor Operations Nuclear Support 
Dranch 00/02/16 5pp 


— 8004040440 Notice of violation from insp on 791201-000111 

« Region 3, Chicago, Office of the Director 00/02/11 Ip 


—6004040444 IE Insp Repts 50-315/00-02 fy SO-31Z,/0O-O2 on 791201-000111 
Noncompliance noted standing orders not reviewed by licensed 
operators, as required 

MASSEiR E , DQYD, D C Region 3, Chicago, Office of the Director 

80/02/11 6pp 


8004040268 Forwards IE Investigation Rept 90-315/80-03 on 791217 it 
800109-10 No noncomp 1 lance noted 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/02/20 

2pp 


—8004040299 IE Investigation Rept 50-318/00-03 on 791217 U 000109-10 No 
noncomp 1 lance noted Major areas investigated allegations 
concerning improper welding techniques It security 
p r oceduros 

EOYD.D C » NORELIU0. C E . NAS&E, R Region 3, Chicago, Office of 
the Director 00/02/18 0pp 


0004070411 Responds to Item 1 of IC Bulletin 77-O10, "Environ 
Qua 1 1 f ication of Class IC Equipment " Items 2-8 will be 
addressed before end of 90-day period Master list 
attached U/o end 

DOLAN, J E Indiana tn Michigan Electric Co 00/03/07 3pp 


000410-0116 Forwards IE Info Notice 00-00, "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

HEPPLEM,J 0 Region 3. Chicago. Office of the Director 60/03/07 

ip 


B004300611 Fpruards response to IE Bulletin 00-03, "Loss of Charcoal 
from Btd Type II Two-Inchr Tray Adsorber Cells " Rivet 
spacing problem does not apply at facilities No evidence 
found of defective cells or casing-screen separations 
DOLAN, J £ Indiana it Michigan Electric Co ao/03/25 3pp 


8004140404 Advises that Investigation Repts 50-315/79-27 it 50-316/79-27 
were forwarded w/lncorrect rept numbers Correct numbers are 
90-315/79-27 80-316/79-25 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/03/26 
IP 


8004180162 Advises of error in 800102 IE Insp Repts 50-319/79-27 «t 
50-316/79-27 Corrected repts are 50-315/79-27 it 
50-316/79-25 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 00/03/26 
IP 


8004100172 Ack receipt of 800312 Itr informing NRC of steps taken to 
correct violations noted In IE insp 

HEI8HMAN, R F Region 3r Chicago, Reactor Operations Nuclear Support 
Branch. 80/03/27 Ip 


— 8004180181 Responds to NRC 800216 Itr re violations noted in IE insp 
Corrective actions method for standing order receipt 8, 
review has been changed requiring each reviewer to Initial 
particular sheet 

HUNTER, R 8. Indiana i Michigan Electric Co BO/03/12 2pp 


8004150193 Forwards IE Info Notice 80-12, "Instrument Failure Causes 
Dpenlng of PORV it Block Valve " No specific action or 
response necessary 

K£PPLER*J 0 Region 3, Chicago, Office of the Director 80/03/31 
IP 


G0040B0717 Forwaids IE Ciicular 00-05, Emeigency Diessl Generator 
Lubricating Oil Addition '/ Onsite Supply '' No written 
response required 

PEPPLCP, J G Region 3, Thicago, Olfice of the Director BQ/04/01 
IP 


0004150011 Forwards IE Infa Notice SO-lJ, "GE Type 9QM Control Switches 
Defective CAM Followers ' No specific action or response 
r equ IT ed 

VEPPLER, J G Region 3, Chicago, Office of the Director 00/04/02 
ip 


8004180010 Forwards attachments to IE fncular 00-03, "Protection From 
Toxic Gas t+azaids," mad yer tent ly omitted from 000306 
transmi tta I 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/04/03 
ip 


0004220090 FoTwards !£ Into Notice 80-14, "Safety Suggestions Fiom 
Employees " No action tequiiod 

KEPPLER, J G Region 3, Chicago, Ofrice of the Director 00/04/03 
IP 


8004220339 Forwar'ds IE Circular BO-0/. ‘Problems U/HPCI Turbine Oil 
Sys " No written response required 

KEPPLER.J G Region 3, Chicago, Oftlco of the Director 00/04/03 

ip 


8004230211 Forwards IE Bulletin 79-03A, "Long i tud i na I Held Defects in 
ASME SA-3l?rType 304 Stainless Steel Pipe " Action required 
KEPPLER, J C Region 3, Chicago, Office of the Director 00/04/07 

ip 


0004280396 Responds to 000211 IE Bulletin 00-04 "Analysis of PWR Mam 
Steam Dreak w/Continued Feedwater Addition " FSAR analyses 
adequately address concerns 

DOLAN, J E Indiana !< Michigan Electric Co 00/04/00 3pp 


6'00422C129 Forwards IE Bulletin 00-OB, "Czarn of Conta iriment Liner 
penetration Welds " Written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/04/07 

Ip 


R Periodic opeiating reports 4< related correspondence 


Q004110445 Forwards "Semiannual Radioactive Effluent Release Rept, Jul- 
Dflc 1979 " 

DDLAN. J E Indiana f/ Michigan Electric Co QO/03/04 Ip 


—8004110449 "SemlanfiuaJ Radioactive Effluent Release Rept,Ju)-Dec 1979 
# Indiana Michigan Electric Co 80/03/04 Olpp 


8004080304 Notifies that annual environ operating rept for 1979 xs 
being forwarded under separate cover 

MALONEY,© P Indiana i Michigan Electric Co 60/04/02 Ip 


0004150360 Forwards monthly operating lept for Mar 1900 

SHALLCn^D V Indiana ^ Michigan Electric Co 60/04/00 Ip 


—8004150371 Monthly operating rept for Mar 1900 

OILLETT.W T Indiana it Michigan Electric Co 80/04/02 7pp 


3 Reportable occurrences, LERs ^ related correspondence 


9004220084 PN0“77-’l43 Pacific Pump Co supplied facilities w/produc 1 1 on 
lot of 40 pumps mfg using shafts made of inferior matl 
Clause unstated All utils w/pumps were notified NRC 
headquarters notified on 7/0812 

WHITT, K W Region 2, Atlanta, Office of the Director 77/08/12 

Ip 


0004070427 PNQ“I I I-BO-049 on 000314, 1 icensee notified inspector that 
small unexplained radioactive release via auxiliary bldg 
stack was in progress Caused by leaking relief valve 
Failed fuel sys isolated 

DOYD, D C . HELBHMAN,« F Region 3. Chicago, Office of the Director 
80/03/14 2pp 


0004070192 PNO- 1 1 1 -00-052 on 6D03l7» pert ions of plant demlneraliied 
water sgs found rad luacti vely contaminated Probably caused 
bg siphoning following use of temporary line to add 
deminerall xed water to spent fuel storage pit 

BQYD, D C . DUBRY.N E , ' ilETSHHAN, R F Region 3, Chicago. Office of 
the Director 00/03/17 2pp 
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0004090030 PND- 1 r I-Q0“049 m an C0031 4. Rpg i on 3 recei>/ed notitication of 
unplanned i « d i oac 1 1 release Caused b i| relief valve 
lifting in in-lirtc failed rucl detection S»|S due to 
o' erthro tt 1 1 nu of d own i tr eam 

UQYD- D C i HEISHH/iN. R F Region 3, Chicago. Ofrjce of the l>lrector 
eO/03/17 IP 


0004040059 P^'0•* I 1 1' fiCr-OSZ A 000317 investigations revealed contaminated 
tap to be located outsidr aujiliaig b-ldg Personnel have been 
instructed that uster trctn that source is not for human 
consumption * tap has be^n ap p r opt i a te Ig tagged 

30YD. D C i DUDRY N L > HCiaHlIAN R F Region 3, Chicago, Office of 
the Director 00/03/19 Spp 


S00414043S Forwards LtP &U“004/03L-0 

smaller, D ^ Indiana Michigan Electric Co B0/04/oa Ip 


--fl004l40444 LFR BO-0O4 /OjL-O on 0003 1 1 . wh i 1 e per f or m I rig scan sequence, 
one or two detectors in use for axial power distribution 
monitoring ^gs became inoperable Caused bg component 
failure Alternate scan used fonou-ing detector limit entry 
* Indiana * Michigan Electric Co QO/04/OB 2pp 


0004230433 Forwards LFRs 00-005^ 03L-0 ^ 80-O0t/03L“0 

S-HALLER, D V Indiana * Michigan Electric Co flO/04/10 Ip 


“-S004230444 LER 80-005/03L-0 on Q00321 , d i s covered that Unit 1 duel 
power d i sfr 1 but I on (non i toi mg sys P“250 ana) power 
distribution monitoring sys limits were incorrect Caused by 
personnel using Unit 2 FD Kfi) limits in computer program 
DELONS, & D Indiana ’•> Michigan Electric Co 6D/04/1B 5PP 


--S00423044/ uEft flO-OOb/ODL -O or □00324, dur i ng surveillance test, Unit ) 
iSO-tt elevation airlocV door leakage of 130CFH uas found No 
cause tor leak, found Retest performed u/sati sfac tory 
results 

DELONG. S D Indiana I Michigan Electric Co 0O-/'O4/16 Ip 


0004290417 RO on 8004 1 2> dui i ng tilling pf chemical vol ti control sgs 
holdup tank w/ d i mi re r a i i r e d* water, holdup tank inadvertently 
pressuri red over safety valve setpoint of I? pels Xe-133 ^ 

I-ISI released trom vent 

SMALLER, D t* Indiana i- Michigan Electric Co 00/04/32 Spp 


P Operating license s>age documents conespondence 


Q004020457 Foruaids NRC safely ana 1 y s i s of cracking discovered in 
feedwater sys Util repaii pi ogrami nondestructive insps L 
leakage testing are adequate to insure that integrity of 
feedurater piping will ba maintained 

SCHUENCERi A Operating Reactors Dranch I BO/02/23 fcpp 


3004150138 Foi wards lequest for addl info re revleur of 791207 request 
for amend to reflect proposed mods to auxiliary feedwater 
sys 

SCKWEMCERkA operating Reactors Dranch 1 BO/02/27 3pp 


0004030102 Forwards “Nuclear Data Link Specs." study of digital 
communication sys to transmit info from plants to Dethesda 
Operations Ctr 

EISENHUT. D O Division of Operating Reactors 00/03/12 Spp 


— B004030118 "Nuclear Data Link Specs " 

V Division of Operating Reactors 00/02/21 20pp 


Q004S10415 Advises that facilities will be using Models CNij-BOA. /-tOO, 
CNSI’2l-300 t/ CNSI -14- 195-H for shipment of radioactive 
mat Is 

DOLAN. J E Indiana t Michigan Electric Co 00/03/17 Ip 


0004220012 Summary of 000306 meeting tu/Qrauin Dover I represanlat Ives re 
turbine design features Vendor rcpts enc 1 

NIOOINTON. D Operating Reactors Branch I (Pre 791030) BO/03/ I / 

4pp 


—8004220017 "1160 MW Turbine for Facility " 

HQ8SLI.U Brown Boven Corp (subs Brown Bouveri ii Co ,Utd I 
CH-T 060030 C 00/03/17 18pp 


— 8004220023 "Melded Rotors for Steam Turbines " 

* Brown Boven Coi p (subs Brown Qouveri It Co ■ Ltd > CH-T <360 
072 E 00/03/17 6pp 


— 8004220027 “Rotors for Large Steam Turbines " 

MQMNi A Drown Dover t Corp (subs Brouin Douveri & Co .Ltd > CM T 
060 053 E BO/03/17 14pp 


DOCKET b0-3l6 DONALD C uaDi- NUCLEAR PCMER PLANT. UNIT 2 


F Secuiit'y- medical, emergency i fire protection plans 


G0043000I2 Forwaids sys description. ^ operation instructions for NRC 
health physics telephone netwofk Sys designed for use during 
nuclear iiuident or AG Netwoi k may also be used for daily 
admi n i 5 tra 1 1 VB or facsimilic tiarfic 

AEPPLER. J C Region 3, Chicago Office of the Director 00/03/20 

2pp 


0004080544 Forwards evacuation tioie estimates in response to NRC 791129 
info request Time roquned to evacuate schools V nursing 
homes undei adverse tavoiablc conditions assumed to be 
2”h after no i f i ca tier / 4~h for hospitals 

DOLAN. J E Indiana 6 Michigan Electric Co 00/04/01 21pp 


B004150507 FoTwards piuposed changes to firu protection Toch Specs to 
reflect mods made to plant per requitemenis of 790731 
safety evaluation Tech Spec changes were reviewed it 
approved 

HUNTER. R S Indiana J Michigan Electric Co 80/04/09 Ip 


--8004150510 Proposed changes to eire protection Tech 8pecs Changes 
reflect mods made to plane per requirements of 79073J fire 
protection safety evaluation 

HUNTER, R T, Indiana ♦. Michigan Flectric Co 00/04/09 lipp 

0004230369 Forwards re.iied sategoard contingency plan Plan withhold 
(ref 10CFR2 790) 

RDLAN, J E Indiana Z, hlchlgan Power Co 80/04/21 Ip 


— 0004220034 “Last-Stage Dlados of Large Steam Turbines " 

HOHMi A « MQVACEK. P Rroun Dover i Corp (subs Drown Douveri L 
Co .Ltd > CH-T 060040 E 80/(53/ 1 7 12pp 


— B004220039 “Some Aspects of Water Chemistry in LWR Power Stations ” 
DODMER. II flrown Boven Corp (subs Drown Douveri b Co .Lid ) 
CH-T 030 043 E 00/03/17 Bpp 


Q004240462 Approves revieu re potential boron dilution incidents at 
facility.por 770915 Itr about incident involving contents of 
spray additive bank FSAR analysis represents most limiting 
case No further action necessary 

SCHNENCER.A Operating Reactors Dranch 1 80/03/19 2pp 


G00410016S Requests that uncontrolled set of PSiIOs be placed on 
controlled distribution list for any future revisions 
Revisions should be forwarded to attention of Region 3 
incident response ctr 

KEPPLEfl.J G Region 3, Chicago. Office of the Director 80/03/20 

Ip 


8004010325 Advises that no Event 5 valve configurations exist at 
facility, in response to NRC 600223 Ifcr Lists v*lve 
configurations used at facility 

ODLAN. J E Indiana A Michigan Electric Co 80/03/24 3pp 


0004010420 Requests pormlssion to use divers to cut studs for 
replacement of racks in spent fuel pool Dose calculations 
computed under two separate conditions Max observed dose 
would be 0 7 man-roms 

DOLAN. JE Indiana f- Michigan Electric Co 80/03/24 2pp 


J insurance t indemnity information 


8004140324 Forwards endorsement 35 to MACLU Policy MF-79, Endorsements 
42 ic 43 to UELIA Policy NF-206. endorsement 3 to MAELU Binder 
XS-45. Endorsement 4 to MAELU Binder Xfl -64* Endorsement 3 to 
NELIA Binder ED-45 L Endorsement 4 to NELlA Binder ED-64 
HUNTER, R S Indiana Z Michigan Electric Co SO/04/03 7pp 


8OO4D10486 Advises that upgraded radiation monitoring channels iniide 
cantalnmetib will be Installed during first outage of 
sufficient duration subsequent to equipment delivery Reset 
feature does nob affect position of control roam dampers 
DOLAN, JE Indiana Zt Michigan Electric Co 80/03/25 2pp 


8004240456 Approves use of divers for removal of anchor bolts during 
spent fuel mods Tncreose Insignificant No change to 791016 
safety evaluation necessary 

SCHMENCER*A Operating Reactors Branch I 80/03/25 2pp 
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B004030204 Forwards addl info to util 000310 Itr, Item 2 1 0 b re 
interim method for dcteroitntng plant rcleosetf 

MALONEYiQ P Indiana «< Michigan Electric Co 00/03/27 d>pp 


SOO4O0O52O Respond? to NRC B00i27 Itr requesting fee submittal for 
review of documents in 791219 Itr Fed already paid OIbcussqs 
setfimic qua 1 if 1 cat ion items 

MALONEY^G P Indiana t- Michigan Electric Co 00/03/20 3pp 


0004060534 Forwards responses to NRC 600227 Itr re mods to facility 
auxiliary feedwater sys requests for addl info concerning 
util response to NRC 791030 itr 

MALONEY,© P Indiana Michigan Electric Co 00/03/20 4pp 


60040B0367 Forwards addl info requested by NRC 790109 Itr, re analyses 
of containment temp response to postulated main steam line 
hrealiB 

MALONEY, 0 P Indiana ^ Michigan Electric Co BO/04/01 2lpp 


G004160016 Returns WCAP-9566 Uestinghouse proprietary rept is not 
necessary for NRC review of util proposed Tech Specs changes 
to power peaking limits \4/o end 

aCHWENCEfti A Operating Reactors Drench 1 80/04/01 2pp 


0004170170 Requests submittal of Class III fee per NRC 000129 Itr 
advising classification of 791210 amend application 
Response required within IS days of receipt of Itr 
MlLLERiW D License Fee Management Branch 80/04/01 Ip 


0004150509 Forwards ETA Eng i ncer mg • Inc Mar 1980# "Summary Rept 
Comparing Thermal Plume Measurements w/Modeling Predictions" 

& facility NPDE8 permit 

MUMTER'R B Indiana t Michigan Electric Co 80/04/03 2pp 


**-0004150520 "Summary Rept Comparing Thermal Plume Measurements 
u/Modellng Predictions *' 

M ETA Eng ineer ing, Inc 80/03/31 53pp 


—0004150531 NPDE8 Permit MI 0005027, i ssued to IN & Ml Power Co 
COLPRCHAfNE. R J Michigan, State of 74/12/S7 llpp 


0 Inspection reports, IE Bulletins fc correspondence 


8004040392 Forwards Naste Packaging Insp Rept 79~0i,A on 791126-20 
No nencomp L lane e noted 

DAVI6,A Q Region 3, Chicago, Fuel Facility It Materials Safety 
Branch 00/02/13 2pp 


--0004040399 Wa-ste Packaging In«p Rept 79-06A on 791126-20 No 
non camp 1 lance noted Major areas inspected shipping paper t, 
DOT placarding requirements, rad iatlon 1 evel s, removab le 
cantamlnatlDn external packaging features 
POTTER, J P • BROWN, R A Region 3. Chicago, Fuel Facility << 
Materials Safety Branch 00/02/13 4pp 


0004040436 Forwards IE Insp Repts 50-315/00-02 Zt 50-316/80-02 on 
791201-800111 fc notice of violation 

HEI8HMAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/03/16 Spp 


— E004040440 Notice of violation from insp on 791801-000111 

s Region 3, Chicago, Office of the Director 00/02/U Ip 


—8004040444 IE Insp Repts 50-315/80-02 «, 50-316/80-02 on 791201-800111 
No-ncompl lance noted standing orders not reviewed by licensed 
operators* a« required 

MAS6E, R E , DOYDi D C Region 3, Chicago, Office of the Director 

80/02/11 6pp 


8004070411 Responds to Item 1 of TE Bulletin 79-010. "Environ 
Qua 1 i f Icatlon of Class IE Equipment " Items 2-5 will be 
addressed before end of 90-day period Master list 
attached, W/o end 

DQLAN, J E Indiana ^ Michigan Electric Co 80/03/07 Opp 


8004100116 Forwards IE Info Notice 80-00, "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

KEPPLER.J Q Region 3, Chicago, Office of the Director 00/03/07 

If. 


8004300611 Forwards response to IE Bulletin 80-03, "Loss of Charcoal 
from 6td Type 11 Two-Inch, Tray Adsorber Cells " Rivet 
spacing problem does not apply at facilities No evidence 
found of defective cells or casing-screen separations 
BDLAN, E, Indiana U Michigan Electric Co 80/03/25 3pp 


8004140404 Ad,,ises that Investigation Rept*i 50-315/79-27 fj 50-316/79-27 
were forwarded ui/ 1 neon ec *■ rept numbers Correct numbers are 
50-315/79-27 /. 50-316/79-25 

KEPPL-ER. J G Region 3. Chicago, Otrice of the Director 00/03/26 

Ip 


0004150162 Advises of error in 000102 1C Insp Repts 50-3 J 5/79-27 L 
50-316/79-27 Corrected repts are 50-315/79-27 !!, 

50-316/79-25 

KEPPLER.J G Region 3, Chicago, Office of the Director 60/03/26 
Ip 


8004180172 Ac k receipt ot 000312 Itr informing NRC of steps taken to 
correct violations noted m IE Insp 

HEISHMAfj, R F Region 3, Chicago, Reac toi Operations Nuclear Support 
Branch 00/03/27 ip 


-•0OO41BOIB1 Responds to NRC 600216 Itr re violations noted in IE insp 
Corrective actions method for standing order receipt 6 
revrieuJ has been changed requiring each leviewer to initial 
partibUlar sheet 

HUNTER, R S Indiana t Michigan Electric Co 80/03/12 2pp 


0004150153 Forwards IE Info Notice 80-12, ^'Instrument Failure Causes 
Qpening of PQRV I Block Valve “ No specific action or 
response necessary 

KEPPLER.J G Region 3, Chicago, Office of the Director 80/03/31 

ip 


80040B07I7 Forwards IE Circular 00-05, "Emergency Diesel Generator 
Lubricating Oil Addition t- Onsite Supply " No written 
response required 

KEPPLERf J 0 Region 3, Chicago. Office of the Director 00/04/01 
Ip 


B0041500LI Forwards IE Info Notice 00-13, "GE Type SBM Control Switches 
Defective CAM rotloucrs " No specific action or response 
requlr ed 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/04/02 

ip 


8004180018 Forwards attachments to IE Circular 00-03, "Protection From 
Toxic Gas Haiards, " Inad vor tent ly omitted from 600306 
transm i ttal 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/04/02 

Ip 


8004220090 Forwards IE Info Notice 80-14. "Safety Suggestions From 
Employees " No action required 

KEPPLER, U 0 Region 3, Chicago, Office of the Director 80/04/02 

ip 


000422033^ Forwards IE Circular 00-07, "Problems M/KPC I Turbine Oil 
Sys " No written response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/04/03 
ip 


8004230211 Forwards IE Bulletin 79-03A, "Longi tud Inal Weld Defects in 
ASME SA-3l2<Type 304 Stainless Steel Pipe " Action required 
J^EPPLER, J G Region 3, Chicago, Office of the Director 80/04/07 
ip 


8004281 
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— S004l503i5 nonthl4j operating rept far Mar 19Q0 

GILLETT.I'* T Indiana f ftichlgan Electric Co- 80/04/02 9pp 


3 Reportable* occorrenceSj LEtts * related coiTespondente 


Q004220004 PKD-77-'l43 Par 1 nc. Pump Co supplied facilities w/production 
lot of 40 pufT'ps (nfg using shafts nade of inferior matt 
Cause unstated All uljls w/punps were notified 14RC 
headnuarters notified on 770B12 

WHITT. K II Region 2. ^Mlanta. Office of the Director 77/0B/12 
Ip 


3004070192 PNO-l 1 1-80-052 on 80031 7. por 1 1 ons of plant demineral i led 
water sgs found rad loac t ive Ly contaminated Probablg caused 
bg stphoning PoHowing use of teffiporary line to add 
demitieral 1 ted water to spent rue! storage pit 

OOYD.D C . DUflRY.N E . HElSHMAN. ft F Region 3. Chicago* Office nf 
the Director 00/03.^17 2pp 


00040401^57 PNO-III-aO 052A 800317 investigations re/ealed contaminated 
tap to be located outside auxiliary bldg Personnel have been 
instructed that water from that source is not for human 
consumption I tap has been appr opr late 1 g tagged 

DOYD. D C . DUflRY, N E . HE19HMAN ft F Region 3. Chicago. Office of 
the Director 80/03/19 2pp 


8004010476 Forwards L£R 80-01 1/03L-0 

SMALLER. D V Indiana Michigan Electric Co 00/03/31 Ip 


— 8004010461 LER 80-OU/03L-0 on 600223. during wecklij turbine testing, 
reduction in RCS pressure occurred Pressure dropped below 
min Tech Spec limit Caused by tripped supply breakers 
resulting in inoperable heaters DreaVers reset 
MURPHY. C E Indiana f' Michigan Electric Co SQ/03/2I Ip 


8004010493 Forwards LER 80-01 2/ODL-O 

SMALLER. 0 V Indiana f/ Michigan Electric Co 80/03/35 Ip 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 1 


r Security, medical, emei geneg t hire protection plans 


S00417031& Forwards summary of G0O221 meeting ui/util re LNO contlhgiriy 
plan.M Woh I tiip repl It request for addl info necessary to 
complete review of site emergency plan 

REID. R W Operating Reactoi s Drench 4 60/03/31 2pp 


— 8004170318 Summary of 800221 meeting ui/util in Qethesda.MD to dlicusi 
LPN contingency plan Heviaw will be completed concurrentlg 
w/emergency planning re>^iew Agenda encl 

CONNER. e L Operating Reactors Branch 4 00/03/31 5pp 


— 8004170323 Forward* ai tides te methane detection using lasori 
Recommends laser fence idea Sys would act as continuous 
fence under all conditions except heavy fog W/o end 
NOQDMAN. 0 P OTE Sglvania. Inc <subs of Oeneral Telephone K 
Electronics Corp > 79/12/26 Ip 


0004000391 Forwards Revision b to modified amended security plan IMan 
withheld (ref 10CFR3 ;90) 

EVANS. V R Baltimore (}as b Electric Co 80/04/02 2pp 


S004230483 Forwcirds input for fire protection review. Item 3 2 2 re 
emergency lighting Recommends NRC approval of liconsee 
proposals contained in 79lli3 Jtr Submits recommendations 
re proposal to change trom I 5-h units to 0~h units 
HALL. R E Drookhayen National Laboratory 60/04/14 Ip 


H General correspondence 


8004040300 Objects to radioactive discharges from units Officials 
irresponsible not concerned w/public interest People must 
take immed i ate. uni f - 1 ed action to gain control over environ 
lives 

REMMO.E Affiliation Unknown B0/02/i5 2pp 


■8004010500 LER BO-012/031 -O on B00305. w-h » 1 e performing surveillance 
test. steam generator water level low-low trip bistable found 
to trip at 11 0S7 narrow range instrument span Cause 
unstated Bistable recalibr I returned to sve 

RISCHLING.U L Indiana fy Michigan Electric Co 00/03/25 Ip 


8004080510 Forwards LERs 80-013/03L-0 & 80-0I4/03L-0 

SMALLER. D V Indiana 6 Michigan Electric Co 80/04/03 tp 


P Operating License stage dacomonts I correspondence 


80040S0437 Advises that FR notice of consideration of proposed imtnl io 
facility spent fuel storage pool has been filed for 
publication Notice i elates to util Q00115 request to permit 
1« 760 In lieu of 1.360 fuel assemblies to be stored 
REID.R N Operating Reactors Branch 4 80/02/20 2pp 


■8004060559 LER dO-OiB/OGL-O on G00307. d ur tng norma) operat ion. c irc ui t 
breaker for R-ll !< R-12 sample pump tripped Caused by 
failure of rubber spider in Lo.ejoy L-tOO coupling Complete 
coupling replaced t> air sampler tested 

NIZNERrD 0 Indiana ^ Michigan Electric Co 80/04/02 Ip 


— 80040Q0545 LER 80-014/03U-0 on 000216. d uring surveillance test, 
proiimity switch for D main turbine stop valve fell off 
mounting bracket Caused by threads in mounting bracket 
being stripped Hole letapped to larger sire 

RISCHLINO. J L Indiana t* Michigan Electric Co 00/04/02 Ip 


6004230430 Forwards LER 00-01 5/03L-0 

BHALLERi D V Indiana Michigan Electric Co 60/04/15 Ip 


— 8004000440 Notice of consideration of proposed mod to facility ipent 
fuel storage pool 

REID.R W Operating Reactors Branch 4 00/02/20 4pp 


0004040091 Forwards Amends 42 6 23 to Licenses DPR-53 it DPR ’69 
respoc tive 1 y . sa f ety evaluation %. notice of issuance tt 
ava liability 

REID.R W Operating Reactors Branch 4 00/03/10 3pp 


—0004040096 Amends 42 tf 25 to Licenses DPR-53 & DPR-69 resp a« 1 1 v» I y. 
deleting satisfied License Condition 2 C(3)i *'6tBam 
Generator Water Level Rise Rate. “ for Unit 2 it deleting 
satisfied license condition re LNO traffic for both 
RElD.n U Operating Reactors Branch 4 00/03/10 2pp 


—"8004230432 LER SO-OIS/OBU-O on 000325. dor i ng auxiliary feed pump retest 
auxiliary feed valve FM0~22S for steam generator 2 did not 
operate Caused by armature lead from 1 Imltorque valve 
operator being pulled out of wire lug New lug crimped 
DRDMN. H 6 Indiana t Michigan Electric Co 00/04/15 Ip 


6004230351 Forwards LERs 60-01 6/03L~0 fy eo~017/03L-0 

BHALLERiD V Indiana f Michigan Electric Co 80/04/J8 Ip 


--G004230355 LER 80-Ot6/O3L“O on 000322. wh i 1 e performing routine panel 
insp. opera tor discovered cast RHR pump suction breaker 
lMO-310 open Cause not determined Operators have been 
alerted to keep close watch an panel indicators 
MURPHY. C E Indiana A Michigan Electric Co 00/04/10 IP 


—8004530357 LER 00 017/03L-0 on 000321 . dur i ng 
trip ir throttle valve tripped V could not 
defective reset solenoid Coil replacement 
linkage reset manually New coil & linkage 
RlBCHLlNG.d L Indiana Michigan ELectri 


normal opera t Lon. TDAFP 
be reset Caused by 
not effective Trip 
adjus ted 

c Co 60/04/ 1 a 2pp 


8004290417 RO on 000412, during filling of chemical vol (c control sys 
holdup tank w/d Imi nei al ued water, holdup tank Inadvertently 
pressunxed over safety valve setpoint of 12 psig Xe-133 4. 

1-131 released from vent 

SMALLER. D V Indiana I Michigan Electric Co 60/04/22 2pp 


— 6004040105 Safety evaluation supporting Amend* 42 L 25 to l.lcenie* 
DPfl-93 1 DPR-69 respectively 

■* Office of Nuclear Reactor Regulation 00/03/10 7pp 


— OOQ4O40IG? Notice of issuance U availability of Amend* 42 it 2S to 
License* DPR-53 I* DPn-69. reipec ti vely 

REID.R It Operating Reactor* Branch 4 80/03/10 2pp 


8004030102 Forwards ^'Nuclear Data Link Specs.'* study of digital 
communlca t i on ty* to transmit info from plants to Bethesda 
Operation* Ctr 

EI5ENHUT. D 0 Division of Operating Reactors 00/03/12 5pp 


—90040301 le 
a Oivifi 


"Nuclear Data Link Specs 
on of Operating Reactor* 


00 / 02/21 


20pp 


6004100300 Submit* add! info re auto initiation of auxiliary of 
feedwater sye NRC 791030 Hr stated implementation of Item 
2 1 7a ehort-term required NRC approval Design must be 
verified before implementation 

EIBENHUTt 0 0 Division of Operating Reactor* 00/03/27 Opp 
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80040104^3 Submits addl infa re pi oposed design changes to satisfy 
r e<iu i remeTt ts for duxiliarij fsoduiater sgs Auxillarg feedurater 
fj $team turbine sys uill be oiodified bg 030101 Foruards 
piping ( i net rumentat 1 OT 1 K> logic diagrams 

LUMDVALL^ A E Baltimore Gas Electric Co 80/03/23 3pp 


' — 0004010467 ’’Piping Instrumentation Diagiarti Auxiliatg Feeduater Sus 
* Bechtel Corp 6750 80/03/18 Ip 


-"0004010471 ''Auxiliary Fceduetei Actuation Bysi" preliminary dratijings 
* Bechtel Corp 80/03/21 tp 


0004240244 Act receipt ot 790703 application if GOOlld 1 tr re spont fuel 
pool mod Results of preliminary revieuj determined that Class 
IV foe is required for Unit 1 rather than Class 111 Requests 
prompt remittance 

DIGOEin M License Fee Managoment Branch 00/03/28 Ip 


8004090465 Discusses action taken to correct spurious high power t 
temp monltor/lou pressure trips on Channel A of reactor 
protection sys Single channel version of reporting 
identification symbol transmi tiers ordered 
LUNDVALt.A E Dnltlmore Oas e< Electric Co 80/03/31 2pp 


8004230177 Requests addl info to complete LOCA review of util 790409 
application for partial-loop operation Info required re high 
U low density f ue Is* Incl ud mg initial clad Inside <gap 
region) tt outside oxide thickness data 

RElDiR W Operating Reactors Branch 4 80/03/31 Spp 


Q0040903S9 Forwards addl fee for upgt ad i ng< from Clasq III to Class IV» 
of 790903 amend request to replace existing spent fuel racks 
u/hlgh capacity racks 

OLSDMf n C Baltimore Oas f' Electric Co 00/04/03 2pp 


Q004100227 Forwards response to NRC 0DO225 request for addl info re 
facility containment purge sys design Includes info re 
electrical resetj overr id e tc bypass 

LUNDVALL. A E Baltimore Oas ^ Electric Co 80/04/07 t4pp 


8004200194 Foirwards evaluation concluding that imp 1 e(nentat ion of 
Leesont Learned Task Force Category A i equlremonts at 
facilities la acceptable Evaluation does not address Tech 
8pecs re limiting conditions for operation 
RElDfR W Operating Reactors Branch 4 80/04/07 lOpp 


8004290029 Discusses 791030 Itr to HR Denton Notifications per Tech 
Specs 23A7orS3D0 should include dose assessment 
Illustrating compliance ui/40CFRl?0 

FlElDrR W Operating Reactors Branch 4 80/04/08 2pp 


8004170238 Forwards response to questions contained in NRC 790027 t- 
0921 Itrs re proposed spent fuel pool mods Requests that 
NRC allow storage of 1830 fuel assemblies Instead of 1760 
assemblloa as originally requested 

LUNDVALL« A E Baltimore Oas t Electric Co 80/04/14 3Bpp 


8004220782 Responds to request for addl Info re util 790703 license 
amend request Makeup rate to spent fuel pool from 
deminera I i jter tank Is 32S gpm Makeup rate from two refueling 
water tanks Is tf390 gpm 

ASHrFl F DAltimore Oas t- Electric Co 80/04/10 Ip 


0OO42GO43S Difitcusses redirecting efforts of Operating Ejiperience 
Assessments Committee to avoid overlap w/efforts of Plant 
Operations Safety Review Committee Described changes meet 
Intant of NUREG-057D S' will be Imp lamented immediately 
LUNDVALLi A E. Baltimore Oas «' Electric Co 00/04/22 2pp 


8004000335 Submits response IF Bulletin 79-27 re loss of instrument 
control poujer I effort on ability to achieve cold shutdown 
Mods to cold leg temp loops will allow one panel indicator 
for each loop temp for single invot tei loss 

LUNDVALL, A C Oaltimore Gas < Electric Co 90/02/26 3pp 


9004090243 Forwards 45 day response to IE Bulletin 79-OlD W/o enc I 
master list of sa f e tg — i e latod electrical equt pment^ sy s 
component evaluation uarksheets h tabulation of sve 
c end 1 1 |l ons 

LUNDVALL. A E Baltimore Gas * Electric Co a0/03/u3 2pp 


9004200200 Fo'rwards Waste F^ickaging Insp Rept 79-07A on 79l2l£-l3 
No noiicomp I lanc 0 noted 

SlUTH.GH Region K Philadelphia, Fuel Facility b Materials Safety 
Urarich 80/03/05 2p p 


— 0004280286 Has te Fackaging Insp Rept 79-07A on 791213-13 No 
none omp 1 lanc e noted Major areas inspected shipping paper 
r equ { rements r DOT placarding requ irements. rad latl on levels 
b removable c on tamina t ton 

WDODRUFF,« L . PEERV. W W < POTTER. 1 P Region 1, Ph i I ade 1 p h J a , 
Office of the Director 00/01/18 7pp 


0004100265 Forwards correspondence u/Amphenol Space \ Missile Sys I 
vendor rept re space electrical penetration test data in 
response to IE Bulletin 79-01 Util considers rept 
unacceptable due to lack of detail U/a encls 
DHATIA.P Daltlmoie Gas b Electric Co 80/03/06 Ip 


8004090324 Ac k receipt of 800227 Itr informing NRC of steps takers to 
correct violations noted in IE Insp Repts 50-317/79-24 b 
S0-3ta/79“23 

GRIER' D H Region 1, Ph i lade Iph ia. Office of the Director 
00/03/08 1 p 


— 60040G0333 Responds to NRC 000213 Itr re violations noted in IE Insp 
Repts 50-317/79-34 U SO-310/79-23 Corrective actions design 
b. installation of curbing for Wasting Neutrakiiing Tank 12 
in pirogreas Cc comple-blon expected by 000329 
LUNDVALL' A E Halt I more Oas b Electric Co 80/02/37 3pp 


— 0004090341 Forwards IE Insp Repts 50-317/79-24 b 50-318/79-23 on 
791210-11 notice of violation 

ORIER'B H Region 1« Philadelphia' Office of the Director 
80/02/13 2pp 


— 0004000344 Notice of violation from insp on 791210-11 

» Region 1. Philadelphia' Office of the Director 80/02/07 Ip 


—8004080352 tE Insp Repts 50-317/79-24 b 50-318/79-33 on 791210-11 
Noncompliance noted several syt components including acidi 
caustic day Lank s^ caust ic pumps b piping sys were corroded 
SHANBAKY.M II . KOTTAN. J J Region i' Philadelphia' Office Of the 
Director DORESiR O Region I' Philadelphia. Fuel Facility b 
Materials Safety Branch 80/03/07 Bpp 


000404029'! Describes conformance of insorvice insp program to deviation 
from AOriE Boiler b Pressure Vessel Code. Section XI. 1974- 
1979 Forwards "Long-Terni Inservice Exam Plan for Class 1. 

Class 2 & Class 3 8ys t Components." Vo 1 l-3i final plan 
LUNDVALL. A E Baltimore Oas b Electric Co 80/03/29 10pp 


0 Inspection reports. IE Bulletins b correspondence 


8004220441 Responds to 1£ Bulletin 80-04. "Analysis of Steam Line Break 
u/Conttnued Feedwater "Forwards results of analyses 
assessing ability of containment to withstand effects of 
break inside containment W/o encl 

UUWDVALL.A E Baltimore Oas S< Electric Co 80/02/18 Ip 


800409013? Advises that nq NAMCO EA10O limit switches are in stock or 
on order re IE Bulletin 79-28 

LUNDVALLi A E Baltimore Oas b Electric Co 80/02/21 Ip 


0004030311 Responds to IC Bulletin 79-87. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation " 

Vol tmeters. potential indicators b alarms exist In control 

room to alert operator to Id®*- uf power to bus 

LUNDVALL# A E Baltimore Oas b Electric Co 80/02/26 3pp 
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0004H01?‘t Forwards IF Info Notl'f BO-tTi. "GE T|/pe -SQM Control Suiitches 
Defective GAM Followers ‘ No uiiitten response required 
CRIER, B H ftejLon I J-"!! i 1 ade ipji i a, Otrice ot the Directoi 
S0/0*l/D2 Ip 


8004240293 Forwards IF Into Notice BO 14, ''Sarpty So^qeatior^s Froiu 
Emplovees ' No ac* l-ori lequired 

GftlER.B H Region 1, Philadelphia, Office of the Director 
60/^04/02 Ip 

8004180257 Forwards IE Ciicwldi ac.J-07 'Prffblens U/HPCI Turhine Oil 
Sys " No urltten rptpon'se rcinireJ 

GRIER, C H Region 1 Philadelphia. Office of the Director 
80/04/03 Lp 


e00423D3<?4 Forwards IE Bulletin 79-03A, "Longitudinal Weld Defects in 
AStfE SA-3t2, Tqpe 304 Stainless Steel Pipe " Action required 
GRIER, C H Region I, Philadelphia, Office of the Director 
00/04/04 lp 


3004180117 Forwards IE KulleMn 00-06, "Esacn of Contair/nsnt Liner 
Penetration Welds '■ Written response required 
GRiER, D H Region 1, Ph l lade 1 p hla. Office of the Director 
80/04/07 Ip 


P Periodic operating repoi ts I i ela^-ed correspondence 


6004210192 Forwards “Norm ,dd i o 1 og i c ^ 1 Environ -Monitoring Rep t/ Jan-Dee 
1979 " 

LUNDVALL, A £ Baltimore Gas Electric Co 00/03/14 lp 


--6004210197 ‘*Nonr ad 1 0 1 og 1 ca I EnN i ron Honitoring Rcpt»Jan-Dec 1979 " 
e Baltimore Gas t Electric Co * Academy of Natural Sciences of 
Philadelphia 80/03/31 400pp 


8004070275 Forwards, “Radiological Environ Mom terms Program* Annual 
Rept, 1979 " 

LLNDVALL.A E Baltimore Gas /■- ElectriL Co 00/03/28 Ip 


— 0OO4O/O27i6 "Radiological Environ Monitoring Prog ram* Annual Rept»1979 
BARTAL^L J . RAFl.A , RE 1 CKER 14 E C Baltimore Gas b Electric Co 
80/03/31 SOpp 


0004250406 Forwards monthly opaiating repts for Mar 1900 Correction to 
Feb 1930 monthly operating rept requested 
MERSON. 8 0 Baltimoie Gas 2* Electric Co 30/04/15 lp 


--3004250407 Monthly operating repts toi Mar 1980 

MERSON, S D Sal ti more Gas K Electric Co BO/04/14 IQpp 


S Reportable occ ut renc es, LERs 5 related correspondence 


S004010430 Forwards LFR 80-013/03L-0 

RLSSELL^ L B Baltimore Gas t* Electric Ca EcO/03/23 lp 


--8004010435 LfcR 00-013/031.-0 on 600225. wh i I e performing surveillance 
test, channel D containment high pressui e tiip setpoint was 
less conservative than value given iti Tech Spfcs Caused by 
failed signal isolator l-F/e-53l3D 

HEiaEL.R P , R!2zn.p G Baltimore Gas tr Electric Co 00/03/25 

2pp 


8004000500 Forwards LER BO-002/04T-0 

RUSSELL, L B Raltimore Gas I Electric Co BO/04/03 lp 


“'8004080507 LER 80-002/047-0 an 800322, i nstan taneous hourly average for 
condenser temp rise observed in excess of Tech Spec limit 
Caused 6y operator tr,a t i'ent i on to temp rise across condenser 
ir environ conditions 

HEIBEL.R P Baltimore Gas ! Elec+ric Co 00/04/03 2pp 


8004130606 Forwards LCR 80-01 4 ,'03L- 0 

RUSSELL. L D Baltimore Gas Z Electric Co 80/04/10 lp 


— B004150620 LER 00-01 4/03L-0 on EOO^IO. dur i nQ surveillance testing, 
reactor core dram tanl quench tant oxygen sample valves 
failed to shut on safety injection actuation signal Caused 
by carrosjon on output relay terminals 

LAGIEWSKI,.J S , Rizzo, P C Qaltimore Gas L Electric Co 00/04/10 

2pp 


0004170219 Forwards LER BO-020/G3L-0 

RUSSELL. L B Da Iti more Gas i Electric Co 00/04/14 Ig 


— 0004170221 LER 80-020/OjL- 0 on 600314, while operating at 907, power. Tin 
marsh,^!] discoveied tire barrier penetration between cable 
spreading room turbine bJdg not sealed w/Flamastlc fire 
retardant matl Caused by inaccessible location 
WENGER, L O , DUFF IMG TON, D C Baltimore Gas 4^ Electric Co 
00/04/14 2pp 


6004210323 Submits info in confirmation of B00415 conversation u/RE 
Architiel ro generic deficiency h FEAR, Section 14 3 
concerning boron dilution incident Operating procedures will 
be changed to require min 2/ shutdown margin 
DAVIS. S M Baltimore Gas f< Electric Co 00/04/16 Ip 


0004220700 Forwards LER 80-021/04T-0 

RUSSELL, L B Baltimore Gas t Electric Co 00/04/16 Ip 


— 0004220719 LER 80-021/041-0 on 800404, dur i ng preventive maint for 
draining condensate from fuel oil storage tank, operator 
drained oil instead of watei Caused by epoiator inability 
to discern difference between oil V water through builseye 
DENTON, R t Baltimore Gas ♦- Electric Co 00/04/16 2pp 


0004220614 Forwards LER 00-01 5/03L-0 

RUSSELL, L D Daltifliore Gas t Electriv Co 00/04/17 lp 


— S004220621 LER a0-0l5/O3L-O on 000317, steam generator auxiliary feed 
pump 11 was taken out of operation Caused by slghtglass 
being broken by opeiator taking oil sample for analysis 
Broken glass replaced 

KUSEDY, D C , HErBEL.R P Baltimore Gas Electric Co 00/04/17 
IP 


0004290372 Forwards LER eO-005/03L-0 

RUSSELL, L B Baltimore Gas t Electric Co 00/04/25 Ip 


— 6004290377 LER 00-005/051-0 on 000325, during normal opei ation. c ontro-l 
roam air cond i tiorniig Unit 12 tripped Caused by failure of 
diaphragm on unipresscre valve Valve replaced V unit 
returned to avc 

LAGIENSKT.J S . PENCE, W D Baltimore Gas 4; Electric Co 00/04/25 
lp 


0004290392 Forwards LER 80-01 6/03L-0 

RUSSELL, L 0 Baltitnorc Gas t Electric Co 00/04/25 lp 


— 8004290389 LER 0O-O16/O3L-O on B00325, during surveillance testing, 
Channel A wide range nuclear instrument did not respond in 
calibr mode Apparently caused by failure of channel 
preamplifier Power supply replaced w/spare 

LAOlEWaKLJ S . RIZZO, P G Baltimore Gas U Electric Co 0O/O4/S4 

2pp 


6004290433 Forwards updated LER 79-052/03X-1 

RU9SELL, L B OalbimOte Gas 6 Electric Co 80/04/25 ip 


— 00-04290438 Updated LER 79-052/03X-1 on 790928, containment gaseous & 
particulate rad loact i /i ty monitoring sys failed due to loss 
of sampling pump Caused by normal enJ-of-llfe failure of 
graphite particles depositing on bearings 
PENCE. W 0 Baltimore Gas t Electric Co 00/04/25 lp 


0004290440 Forwards updated LER 00-01 l/03X-t 

RUSSELL, L Q Baltimore Gas t Electric Co 00/04/25 lp 


--B004990447 Updated LER 80-01 1/03X-1 on 800208, w/RCS at 130 degrees b 
25i0 p«la, shutdown cooling suction header relief lifted Zt 
failed to reset Caused by personnel error Valve reset 
DAVIS.S M , HUSEBY, D E Baltimore Gas V Electric Co 00/04/23 
2pp 


8004290459 Forwaids LER a0-0l9/O3L-0 

RUSSELL, L D Dallimore Gas Electric Co 00/04/25 ip 

—8004290472 LER BO-019/03L-0 on 800327, dur ing normal operation. chanr-» I » 
Loss of load trip occuired intermittently Caused by 
auxiliary master trip relay end-of-Hfe type failure 
UAOIEUoKI.J B , RIZZO, P G Baltimore Gas ?. Electric Co a0/04/!?5 

2pp 


0004290475 Forwards LER 00-022/017-0 

RUSSELL, L 0 Qaltimore Gas f Electric Co 80/04/25 lp 


—0004290404 LER 80-022 /OlT-0 on 800415. util informed nf possible 
daficiency in TSAR Section 14 3, boron dilution incident, for 
case when RC8 is drained to hot leg u/17 shutdown margin 
Cause not stated Procedures changed 

DAVIS, S M Daltimors Gas ^ Electric Co 00/04/25 2pp 
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0004290490 Forwards LER ao-Ol7/03L-0 

RUB3ELL' L B Baltimore Gas t Electric Co BO/04/25 Ip 


— B004290499 LER aO'Oi7/OaL-0 on 000326, resul ts of surveillance test 
indicated that ECCS e^chaust filter train charcoal did not 
domonstrate removal efficiency of 90/, or higher for 
radioactive methyl iodide Caused by aye of filtexs 
HEIBELiR P , HAUER, R Baltimore Gas t, Electric Co 00/04/25 Ip 


DOCKET 50-318 CALUEflT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


f Security, medical, emergency *, fire protection plans 


0004170316 Foruard* summary of 800221 meeting u/util re LNO contingency 
plan,K Woh 1 trip rapt ^ request for addl info necessary to 
complete revleui of site emergency plan 

REID, R V Operating Rcactois Branch 4 BO/03/31 2pp 


— 8004170318 Summary of 800221 meeting ui/utij in Dethosda,MD to discuss 
LPM ciont ingoncy plan Revicui ui 1 1 be completed concurrently 
w/emergency planning revieui Agenda oncl 

COMNERiE L Operating Reactors Branch 4 SO/03/31 5pp 


-“9004170323 Forwards articles re methane detection using lasers 
Recamrrends tasor fence idea 0ys uould act ds continuous 
fence under all conditions except heavy fog W/o oncl 
WOODMAN, D P GTE Sylvania, Inc (subs of General Telephone t 
Electronics Corp ) /9/12/26 ip 


8004000391 Forwards Revision 6 to modified amended security plan Plan 
withheld (ref 10CFR2 790) 

EVANB, U R Baltimore Gas Electric Co 00/04/02 2pp 


8004230493 Forwards input for fire protection review, Item 3 2 2 re 
erriBroencg lighting Recommends NRC approval of licensee 
proposals contained in 791113 Itr Submits r^commendat 1 on & 
re proposal to change from 1 5-h units to B-h units 
HALL<R E Brookhavon National Labor atory 00/04/14 Ip 


H Oenerai correspondence 


OOD4040300 Objects to radioactive discharges from units Officials 
Irresponsible not concerned w/publlc interest People must 
take irnmed late, uni fi ed action to gain control over environ 
1 ives 

RENMO, E Affiliation Unknown 80/02/15 2pp 


P Operating license stage documents it correspondence 


□004080437 Advises that FR notice of consideration of proposed mod to 
facility spent fuel storage pool has been filed for 
publication Notice relates to util 000113 request to permit 
1,760 In lieu of 1,368 fuel assemblies to be stored 
REID, R W Operating Reactors Branch 4 00/02/26 2pp 


-''0004090440 Notice of consideration of proposed mod to facility spent 
fuel storage pool 

REIDiR W Operating Reactors Branch 4 00/02/20 4pp 


8004040091 Forwards Amends 43 25 to Licenses DPR'-SS DPR“69 

r espec b Ively, safety evaluation U notice of Issuance & 
aval lab n i ty 

REIDi R W Operating Reactors Branch 4 80/03/10 3pp 


—800404009* Amends 42 25 to Licenses DPR-SG & DPR-69 r esp ec t Ivo ly , 

deleting satisfied License Condition 2 C (3>r *'8tea(n 
Generator Water Level Rise Rate,'* foi Unit 2 L deleting 
satisfied license condition re LNO traffic for both 
RElDiR W Operallng Reactors Branch 4 00/03/10 2pp 


‘0004040105 Safety evaluation supporting Amende 42 25 to Licenses 

DPn~53 DPR-69 respectively 

Office of Nuclear Reactor Regulation 00/03/10 7pp 


— 0DO4O4O1O9 Notice of issuance ^ availability ttf Amends 42 2S to 
Licenses nPR-53 it nPR~69, r espec tive ly 

RETDtR W Qperating Reactors Branch 4 60/03/10 2pp 


0OO4O3O1OS Forwards "Nuclear Data Link Specs," study of digital 
communication sys to transmit info from plants to Bethesda 
Operations ctr 

EI8EMHUT, D 0 Division of (Jperating Reactors 80/03/12 5pp 


— 0004030119 "Nuclear Data Llnlt Specs " 

* Division of Operating Reactors 00/02/21 2Bpp 


8004100300 Submits e,ddl infci i t< auto initiation oi- auxiliary of 
feedwatei sys NRC 791070 1 ti sta»cd imp 1 smenta 1 1 on of Item 
2 1 7a short-term requned NRC approval Design must be 
verified before implementation 

EISENHOT. D G Di/ision of Opciating Reactors 00/03/27 3pp 


8004010463 Submits addl into re pioposed design changes to satisfy 
requirements for auxiliary feedwater sys Auxiliary feeduater 
«« steam turbine sy s will be modified by 030101 Forwards 
piping t/ ifis ti umen tat loti fy logic diagrams 

UUNDVALL, A E Baltimore Gas ' Electric Co GO/03/20 3pp 


— 9004010467 "Piping t (nstrumentat l an Diagram Auxiliary Feedwater Sys 
* Bechtel Corp 6750 80/03/10 Ip 


— 6004010471 "Auilliavy feedwater actuation Sys," preliminaiy drawings 
* Bechtel Corp 90/03/21 Ip 


0004240244 Ack receipt or /90703 application K flOOllS 1 tr i e spent fuel 
pool mud Results of preliminary review deteimmed that Class 
IV fee IS required for Unit 1 rather than Class MI Requests 
prompt remittance 

DIGOS, R M License Fee Management Branch 80/03/20 )p 


0004010212 Forwards revision to &vc Data Hems G 2,0 3 0 4 of 

Attachment 3 to 0003 1 G Itr re West inghouse low pressure 
turbine disc insp 

QLSON, R C Daltlmore Gas h Electric Co 00/03/29 2pp 


90040B046S Discusses action taken to com act spuiious high power & 
temp monitor/low pressuie trips on Channel A of reactor 
protection sys Gingle channel version of reporting 
id ent 1 f i ca ti un symbol transmitters ordered 

LUNDVALL,A E Baltimore Oa^ 5 Electric Co 00/03/31 2pp 


B004230177 Requests ^>ddl info to complete LOCA review of util 790405 
application far parLtal-loop operation Info required re high 
tf low density f uei s , inc 1 uding initial clad inside (gap 
region) & outside oicidc thickness data 
REID,R W Oporailng Reactors Branch 4 00/03/31 2pp 


0004090359 Forwards addl fee for upgrad mg, from Class III to Class IV, 
of 790903 amend request to replace existing spent fuel racks 
w/high capacity racks 

OUeON^R C Qaltimoro Gas II Electric Co 00/04/03 2pp 


0O«O41OO227 Foriuai ds Tesponse to NRC 000225 request far add! info re 
facility containment purge sys design Includes info re 
electrical r css t, overr ide t/ bypass 

LUNDVALL,A C Baltimore Gas t Electric Co 80/04/07 14pp 


0004260154 Forwards evaluation concluding that implementation of 
Lessons Leai ued Task Force Category A requirements at 
facilities is acceptable Evaluation does not addtesa Tech 
Specs re limiting conditions far operation 
REIDiR N Operating Reactors Branch 4 80/04/07 lOpp 


8004250025 Discusses 791030 1 ti to HR Denton Notifications per Tech 
Specs 23A7or23B8 should include dose assessment 
illustrating compliance W/40CFR190 

REIDiR W Operating Reactors Branch 4 00/04/00 2pp 


B00417023B Forwards response to questions contained in NRC 790027 & 
0921 Urs re proposed spent fuel pool mods Requests that 
NRC allow storage of 1030 fuel assemblies instead of 1760 
assemblies as originally requested 

LUMDVALL, A E Daltimore Gas & Electric Co 00/04/14 3Bp p 


0004220782 Responds to roquost for sddl info re otil 790703 license 
amend request Makeup rate to spent fuel pool from 
demineral 1 ier tank is 325 gpm Makeup rate from two refueling 
water tanks is t.390 g pm 

ASH, R F Raltlmoro Oas i Electric Co 80/04/10 Ip 


8004200433 Disveusses redirecting efforts of Operating Experience 
Assessments ComniiitPe to avoid overlap w/efforts of Plant 
Operations Safety Review Committee Described changes meet 
intent of NUnEO-0578 2, will be implemented immediately 
LUNDVAUL, A E Baltimore Gas i Electric Co 80/04/22 2pp 


Q Inspection r«porta> If- Bulletins V correspondence 


8004220441 Rrsponds to IE Bulletin 0Q-O4> "Aiialy si s of Gleam Line Break 
Ill/Continued Feodwater "Forwards results of analyses 
as-sessing ability of containment to withstand effects of 
break Inside c o-ntal nmetit N/o encl 

LUNDVALL.A E Daltimore Gas t Electric Co 00/02/12 Ip 
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8004090 1 3<7 Advices that no Ef’^lSO limit tuHtches are »ii atoci' or 

on order re IE Bulletin /9-e?Q 

LONDVALL.A E Baltimotc Gas f Elec»riu Co 007 02/21 Ip 


0004030311 fJesponds to IE 3EilU*in 79-2/, "Loss of llofi-Class IE 
Instrumentation t, Contt ol Power Sijs Bus Dui inil Operation 
Vol tmetorsr potent tal indicatois ^ alaims etist i-n control: 
room to alert opei ator to loss or powei to bus 
LUNDVALU- A E Baltlrtiore Gas ^ Electric Co 00/02/26 3pp 


8004030335 Submits response to IE DvUetm 79-27 rn? loss of instrument 
control power ^ effect o-ti abilit>g to achieve cold shutdoiun 
Mods to cold leg temp loops will allow one parial indlcafor 
for each loop temp for single liwcrrer loss 

LUNDVALL-AE Daltlmo'e Gas f Electric Co 00/02/26 3pp 


Q004090243 Forwards ^IS'-dai^ i espon^e to lE Uullefcin 79*^013 If/o encl 
master list of sar et<|“re 1 ated electrical equi pment r sys 
component c/aluation cjoitsheets t tabulation of svc 
c oMd 1 1 1 ons 

LUNO^ALL/A E Baltimore Gas * Electric Co 60/03/03 2pp 


8004230260 Forwards Waste FacVagin? Insp Kept 79~07A on 791212-13 
No noncomp 1 1 anc 0 noted 

SMITH, 0 H Hegion 1. Ph j I adeJ ph i a- Fuel Facilitgr 5 Materials Safetij 
Branch 30/03/05 2pp 


—3004260260 Waste Packaging Insp Re*pt 79-07A on 791212-13 Wo 
noncompl lance noted Major areas inspected shippin-g paper 
requM ementSi DOT placarding requirements! radio 1 1 on levels 
t/ removable contami nab ion 

WOODRUrF-fi L . PEERV.W W , POTTER, I P Region 1, Philadelphia. 
Office of the Directof 00/01/18 7pp 


B004100265 Forwards correspondence w/Amphenol Space !< Missile Sys 6 
vendor ispt re space «loctitical penetiation test data In 
response to lE Bulletin 79-01 Util considers rapt 
unacceptable due to lack of detail N/o ends 
DHATlAfP Baltimore Gas Jk Electric Co 80/03/06 Ip 


GOO4080324 Ack receipt of 800227 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/79-24 (, 

50-3 1 8/79-23 

ORIER.D H Region ), Philadelphia' Office of the Director 
eO/03/OB ip 


—8004080333 Responds to NRC 800213 Ur re /lolabions noted tn IE Insp 
Bspts 50-317/79-24 \ 50-318/79-23 Corrective actions design 
h installatiDn of curbing for Wasting Neutialiting Tank 12 
m progress completion expected bg 800229 

LUNDVALL^ A E Baltimore Qas !> Elective Co 80/02/27 2pp 


— B0040B0341 Forwards IE Insp Repts 50-3J 7/79-34 K 50-310/79-23 on 
791310-11 A, notice of violation 

GRIER, Q H Region l< Philadelphia, Office of the Director 
BO/02/13 2pp 


- -800408034 4 Notico of violation Fran insp on 791210-11 

« Region I, Philadelphia, Office of the Director 30/02/07 Ip 


--SOO4O0O352 IE Insp Repts 50-T17//9-24 * 50-318/79-23 on 791210-Jl 
Noncomp 1 lance noted »e,/eral sqs components includins acid, 
caustic day tanks, caustic pumps ^ piping sgs were corroded 
SHANDAKV»M H , KOTTANr J J Region 1, Phi ladelph la, Office of the 
Director BORES. R J Region 1, Ph i ladelphia,- Fuel Facility & 
Materials Safety llranch 60/03/07 Bpp 


0247 Forwards IE Info Notice 80-12, ''Instrument Failure Causes 
) of PORV ^ Block Valve *' No specific action or 
e necessary 

H Region I, Philadelphia* Office of the Director 

1 ]p 


orwaids IE Circular 30-05* "Emergency Diesel Generator 
' *'-** ‘ - Onsite Supply " No written 

lelphia, Dfficf of the Oirretor 


ice 0O-i3. "GE Type SBM Control SuJitChes 
luitttefi lesponse required 

I. Office of the Director 


Q00434039J Forwards IE Info Notice 80-14 "Safety Suggestions From 
Employees " No action inquired 

DRIER, B H Region 1* Philadelphia, Office of the Director 
80/04/02 1 p 


8004100257 Fotujatds IC fircula' 00-07, 'Problems W/HPCI Turbine Oil 
Sys " No written response required 

GRIER. B H Region 1, Ph i 1 adelpb l a. Office of the Director 
80/04/03 Ip 


8004230394 Forwards IE Bulletin 79-03A, "Longitudinal Wold Defects in 
ASHE SA-3J2. Type 304 Stairless Steel Pipe " Action required 
GRIER. D H Region 1. Ph i lade 1 ph la. Office of the Director 
00/04/04 Ip 


8004100117 Forwards IE Bulletin 80-08. ' Eiam of Containment Liner 

Ponetratioi) Melds " Written response required 
ORIER.O H Region 1. Philadelphia. Office of the Director 
80/04/07 Ip 


R Periodic operating reports related correspondence 


0004210192 Foruatds "Konrad lolog leal Environ Monitoring Rept, Jan-Dee 
1979 " 

LUNDVALL, A E Baltimore Gas t Electric Co 0O/O3/i4 Ip 


—8004210197 "Nonrad loiog 1 cal Environ Monitoring Rept,Jan-Dec 1979 " 

^ Saltimo -1 e Gas K Electric Co * +*cademy of Natural Sciences of 
Philadelphia 80/03/ Jl 400pp 


8004070275 Forwards. "Radiological Environ Monitoring Program, Annua 1 
Rept. 1979 " 

LUNDVALL, A E Daltimore Gas Electric Co 00/03/28 Ip 


— 8004070376 "Rad io 1 og i cal Environ Monitoring Program, Annual Rept, 1979 " 
DARTAL, L J , RAFI.A , REICHERT. E C Baltimore Gas 6 Electric CO 
80/03/3 J 50pp 


0004290406 Forwards monthly operating repts for Mar 1980 Correction to 
Feb 1980 monthly operating rept requested 
MERSON, S D Daltiiriore Gas & Electric Co 80/04/15 Ip 


— 8004250407 Monthly operating repts for Mar 19B0 

riERSON, 8 D Baltimore Gas «< Electric Co 80/04/14 IBpp 


S Reportable occurrences, LERs U related correspondence 


8004010439 Forwards LER 80-01 0/03L-0 

RUB6ELL.L 0 Baltimore Gas i Electric Co 80/03/24 Ip 


—0004010448 LFR 80-01O/03L-O on 800224, during surveillance testing, 
control element assemblies 31 V 34 dropped Into cord Caused 
by fault IN timer module Module replaced 

LA0IEU5KI, J S , BAUER. E R Baltimore Qas U Electric Co 80/03/24 
2PP 


8004010342 Forwards LER 80-00 1/03L-0 

RUSECLL. L B Baltimore Gas Electric Co 60/03/25 Ip 


— 8004010351 LER 80-001/03L-0 on 000225. a t though low pressure safety 
injection pump 21 was placed out of sve for paint, 
coti tairiment spray pump 31 t/as disassembled Caused by 
verbal communication error 

DAVIS, 8 M . PENCE, W D Baltimore Gas 1 Electric Co 80/03/25 

ip 


8004010376 Forwards LER 60-019/02L-0 

RUSSELL, L Q Qaltimore Gas k Electric Co 80/03/35 Ip 


— 0OO4OIO393 LER 80 019/02L-0 on 000312, luhi ] e performing QC insp, cable 
A3Y0939P was found incorrectly routed, which violated cable 
separation criteria Caused by personnel not following 
designed routing of cable Temporaty cable installed 
BAUER. E R Baltimore Gas I Electric Co 80/03/35 Ip 


0004010380 Forwards LER 00-01 5/03L-0 

RUSSELL, L B Baltimore Gas t Electric Co 80/03/35 Ip 


"-8004010389 LER ao-015/OlL-0 on 000327, during maint, control element 
assembly 44 dropped into core Caused by electrician 
accidentally grounding prime 15 volt power supply Faulty 
backup powoi supply was changed 

LAGIENSK],J S , BAUER. E R Baltimore Oas & Electric Co 80/03/25 

2pp 


G004010364 Forwards LCR 80-<kl6/03L-0 

RU88ELL,L B Baltimore Gas I Electric Co 80/03/28 Ip 
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— 0OO4O1O36B LER 80-016/03L-0 on 800303* emerg encij diesol generator 21 
uas placed out of bvc after li failed to reach rated speed 
during start test Caused by diesel generator governor slou 
response Governor replacediall governors inspected 
DAVISi S li * HUBEDY* D E Baltimore Gas Electric Co 00/03/20 
IP 


0004000480 Foruards LER 0O-On/O3L-O 

RUaSELLpL B Baltimore Oas 4 Electric Co 80/04/02 Ip 

— 0004080488 LER 00-0 1 3/03U-0 on 000303/ channe 1 ZF pressure input signal 
for steam generator isolation 22 uas bt^passed Caused by 
signal isolater 2 6/E-1023C being out of calibr due to 
nonlinear i esponse 

HCIUELiR P I RIZZO/ P G Baltimore Gas L Electric Co 00/04/02 
3PP 

0004150403 Forwards LER B0-Oi7/03L-0 

ROSSELLpL B BaltlmOie Gas t Electric Co 80/04/10 Ip 


— 8004150486 LER 0O'O1//O3L-O on 800316. sal fcwa ter sve water heat 
exchanger 22 was taken out of sve Caused by need to 
repair tube leak Tiibe leak found U plugged 

HEIDEL.R P / PENCE. W 0 Baltimore Gas 4« Electric Co 00/04/10 
IP 


8004150624 Forwards LER ao-Ol0/O3L-O 

RUSSELL/ L B Haltlmurc Oai* K Electric Co 60/04/10 Ip 


— 0004150638 LER 60-018/03L-0 on 60031 1 , dur i ng routine Irtflp louf/uatch 
stander noticed leak weld on 23 charging pump suction relief 
valve causing degradation of sys designed to contain 
radioactive fluid Caused by vibration-induced metal fatigue 
DAVIS/ 8 M / HUSEQY. D E Baltimore Gas & Electric Co 00/04/10 
Ip 


8004210323 Submits info In confirmation of 600415 corwor sat 1 on w/RE 
Architiel re generic deficiency A. FBAR. Section 14 3 
concerning boron dilution incident Operating procedures will 
be changed to require min SK shutdown margin 
DAVIS/ 8 ri Baltimore Gas A. Electric Co 00/04/16 Ip 


0OO422O74S Forwards LER a0“02t/03L-O 

RU98ELL, L B Qaltimero Gas 4 Electric Co 60/04/10 Ip 


— 0004220759 LER 0O-O21/O3L-O on 000310. during performance of 
surveillance tost 23/ saltwater pump did not start upon 
receipt of safety actuation signal Caused by faulty pin 
Pin replaced 

HEIDEL/R P / RIZZD.P 0 Baltimore Gas & Electric Co 60/04/16 

2pp 


90042S0411 Forwards LER 0O-O2O/O3L-O 

RUaSELL/U 0 apltimoro Gas ti Electric Cp 60/04/10 Ip 


— 8004250417 LER 0O-O2O/O3L-O on 000320. dur i ng surveillance testingt 
channel D high power went into trip condition Malfunction 
stopped before cause could be determined 

LAOIEWSKI/P 0 Baltimore Gas 4/ Electric Co 00/04/18 Ip 


0004290345 Forwards updated i £R 79-001 /03X~1 

RUSSELL, L B Baltimore Gas 4 Electric Co 80/04/25 Ip 


— B004290350 Updated LER 79-00i/03X-l on 790106, RC8 had unidentified 
leakage of I 546 gpm, exceed ing Tech Spec Caused by cracked 
weld located on socket weld downstream of second Isolation 
valve Meld repaired 

HUSE0Y/ D E / DAVIS, 8 M BaUimove Gas 4/ Electric Co 60/04/23 

2pp. 


0004290410 Forwards updated LER 79-003/01 X-2 

RUSSELL/ L D Baltimore Gas t Electric Co 80/04/23 ip 


'—8004290416 Updated LER 79-003/01 X-2 on 790120^ reactor coolant pump 2aA 
lower seal temp alarm activated & 2 gpm increase in leak 
rate noted Reactor manually tripped Caused by cracked weld 
on seal pressure sensing line Seal assembly replaced 
CARROLL/ J D , HUaEDY, D E OaUimore Oas 4< Electric Co 00/04/25 
ip. 


docket 50-320 THREE MILE ISLAND NUCLEAR STATION. UNIT 2 
C Utility Environmental Report (ERl/ amends ti correspondence 


0004210072 FOIA request on behalf of UC3 for document* re venting of 
Kr-S5 gas from facility containment 

LEAS/ J Union of Concerned Scientists 00/03/13, 2pp 


G004210069 Responds to FOIA request tor document* ro venting or Kr-SS 
gas t-Tom facility containment Documents listed in app are 
being placed in Wash i ng ten, DC PDR 

FELTON. J h Division of Rul«.s arid Records 00/04/09 ?pp 


F Security, medical, emergency I cire protection plans 


8004030)62 Forwai d s index of recomjriiendfltion s appropriate for FEMA 
responsibilities ie emeigency picpaiedncss planning around 
riucluap poorer plar/t^ 4. federal role in responding to power 
emerg enc I os 

GRIMES, P Emergency Preparedness Task Force 00/03/12 4pp 


Q0041001>50 Forwards Revi*!.ioii 6B to modified amended physical security 
plan Flan withheld (ref tOCFR2 /90) 

HERDEIN. U O llotropol i tan Edison Co 00/04/02 Ip 


3004300409 Advises that s td market weather a ) ej t monitor is sufficient 
for use in notifying p ub 1 ic. regard 1 ess of on— off switch 
HCRBEIN/JG Metropolitan Edison Co 00/04/25 Ip 


G Adjudicataig correspondence 


/90G300622 Opposes leopcning of TMI 6 nuclear power in general because 
of risk of genetic damage bg high energy subatomic 
partic I es 

STOKELY.MF Af f 1 1 lat i on Unknowrr 79/08/23 Ip 

6002040360 Critic lies waste removal V decontamination efforts at Till 
Charges (JRC w/abuse of public opinion 4 f ea I i ngs/ coverup t> 
insensitivity to problems caused by nuclear power 
JONES. D Affiliation Unknown BO/01/25 7pp 


600409019S Explains circumstances involving 800222 sve of DNWL 
draft repfc re measurements of ui'dST ground mining radon 
releases 4 NRC testimony of RM Nilde re same rept Hissing 
Rage 6 one) 

DORDCNICK. B M Hearing Branch 4 0O/O3/OiJ 4pp 


0004140061 Requests public hearing to evaluate proposed Tech 8pecs/App 
A to License DFR-ZO, NUREG'0432 Will determine whether Tech 
Specs are sufficient to protect public health 6 safety for 
duration of cleanup opciations Certificate of Sve enc 1 
JOHNBRUO. J H Environmental Coalition on Nuclear Power 80/03/15 
4pp 

— 0004140067 rmergency request foi public hearing prior to alteration of 
current experimental & operational status of TMI-2 rot in 
accordance w/Tech Specs. App A Serious Tech Specs violations 
have resulted In current degraded reactor core 

KCPrORD/C R Environmental Coalition on Nuclear Power 79/04/27 
5pp 

— 6004140076 Supplements 790427 emei gcticy request for public hearing 
Receipt of petition has not been acknowledged by Director 
of Nucleai Reactor Regulation Suppt is subrrittad due to 
continuing crisis caused by 790328 accident 

KEPFQRU, C Environmental Coalition on Nuclear Power 79/03/16 
9pp 


0004090056 Director's decision under 10CFR2 206 denying R Gary 800227 
petition in which installation of cryogenic traps before 
radioactive gas venting, was roquesiod NUREO-0662 of Mar 1900 
considered A. recommended solution to issue 

DENTON/ H R Office of Nuclear Reactor Regulation 00/03/10 2pp 


8004110078 Roquest for hearing b petition for leave to Intervene in 
evidentiary hearings on proposed Tech Specs Tech Specs may 
be inad equate. re sul ting in unusually large radiation 
releases Cortiflcato of Sve encl 

LOCHSTET/WA AFfi I iat i on Unknown BO/03/16 4pp 


0004140111 Forward* Director's decision under 10CFR2 206. Request for 
action dtd 600227, deni ed Petition dtd 800225 under 
consideration 

DENTON.H R Office of Nuclear Reactor Regulation 80/03/10 Ip 


—8004140117 Director's decision under iOCFR2 206 denying request that 
NRC require installation of cryogenic trap* before planned 
venting of radioactive gas from TMl-2 

DENTON. H R Office of Nuclear Reactor Regulation BO/03/10 3pp 


0004110104 Requests hearing to determine whether Tequlrements set 
forth »n proposed Tech Specs are necessary L sufficient tq 
protect public health b safety Tech Specs do not take into 
account Jiaxards posed by continuing accident at TMl-2 
SHOLLY, 8 C Affiliation Unknown 80/03/21 2pp 
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tjC040'?0‘»6‘- rtuti n u» irr- T-^ard >-or letPipt or Uao5 7 5 jninute serjes 
naps rftC Eihibit ) pre . rwc^i^od as Eihifcit 2, 

Transcript <’*17 Paiti^s tut cbje'tiaii to notion 

Certiricdte at S c onu 1 

CHANDLER L J Hear 109 I'TaFfh I *lpp 


Qj042200CQ Response in oppcsition to Enviion Coalition oh Nuclear Poiuer 
B03315 petition for heai mg t tor participation re Tech Spec 
an end Urjes prr-pt asiijr^'ent or i-iELB early scheduling of 
prehearing ror,rerence certiticate of S^c enc J 

SlLDEPG J fc DENNSTEJN, L> I Metropolitan Edison Co SIL8ERG, J £ 
ShaWi Pirtnan Potts * Trowbridge 80^03/'3l 9pp 


EOO4O0O574 Order granting NRC unopposed notion to reopen record for 
receipt 0 # Erhibit 4 Order ta'<en w/o UR Johnson 
participation 

DISHQP c J Atonic Satety and Licensing Appeal Panel 00/04/01 
ip 


8004250373 Requests review *' reconsideration of 000407 Director's 
decision under lOCFfig 206 denying 800225 petition Interests 
of public health demand that cleanup be started at facility 
GARY.R Affiliation UhVnoun 00/04/18 2pp 


0004200222 Order granting er tension until 000507 for Commissi cm to 
elect whether to levieu Director's 800407 decision denying 
enforcement action under 10CFR2 206 Certificate of 8vc enc 1 
CHILK.S J Office of the Setrelary of the Commission 00/04/23 

2pp 


H General cat r espondenc e 


7900210247 Ack 790412 receipt of water sensor catalog Suggests that 
industrial t utility users would be more appropriate 
rec ip i ents 

DENTON, H R Office of Nucleai ftedttoi Regulation 79/06/26 ip 


SD0403Q026 NarioranduiTi of understanding between NRC & FENA re prompt 
itipro^ement in radiological emeigency planning K 
preparedness distributed as Soai d notification 
GORSICK-L V Office af the Eiecutive Director for Operations 
CAMri,F Federal E’"ei gency Mahcigement Agency 00/04/02 34pp 


0004220102 Response in oppOHttMrt to UA Lochstet B0031B request for 
hearing / for intervention re Tech Spec amends Urges prompt 
assignment of A5LQ ^ cat ly schedule of prehearing conference 
to determire issue Certiticate of Sve enc I 

SILDER:^,J E < BERNSTEIN D L Metropolitan Edison Co SILBERGi J E 
Shaw Pittman. Potts h Trowbridge 80/04/02 ISpp 


0004220405 Response to HA Lochstet request for hearing i« petition to 
intervene Petition fails to meet code requirements re 
assertion of interest whuh may be affected by proceeding 
W/Carti f icate of Sve 

BERNSTEIN. D I Metropolitan Edison Co BERNSTEIN. 0 L Shaw, 
Pittman. Potts <- Trowbridge 00/04/02 I5pp 


0004090390 Response in support of Environ Coalition on Nuclear Power 
600315 request for hearing re Ofc or Nuclear Reactor 
Regulation B0021 1 order Although def 1 c lent. peti tlon may be 
cured by filing required contentions U/Certi f icate of Bve 
BORDENICK.D M Hearing Branch 4 BO/04/04 7pp 


-’7900210253 Forwards catalog sheets le water IpncI sensors Suggests 
application in leactor installations 
GRUENSFELLDER, H \K F Indus trl es. Inc 79/04/12 3pp 


8004000106 Submits Yorlt County Board of Assistance resolution 
recommending that disastei evacuation plans for nuclear 
accidents be lequlred to include adequate provisions to meel 
needs of indigent V handicapped 
SlPErL W York. PA /9/12/19 Ip 


8004020227 Responds to 790919 Itr expressing concern re NRC 
participation in decision to place reactor in operation 
NRC monitoring activities of reactor const Beyond licensing 
requirements, commerc la 1 operation is corporate decision 
VOLUKER.R H TMI-2 Opai at 10 ns /Support 80/02/05 2pp 


—0004020234 Expresses concern re NRC participation in docislon to place 
reactoT in operation ^ NRC monitoring activities of reactor 
const Ltp of 791024 to Met Ed expressing concern re Unit 1 
restart end 

EDMONSON, L 0 Affiliation Unknown 79/09/19 6pp 


0004070200 FOIA request for info re facilities St damage duo to 
earthquakes at Indian Point 

Q£BAS,P 0 Affiliation Unknown GO/02/10 Ip 


0004090396 Response in support of WA Lochstet 800310 request for 
hearing 6. petition to intervene, per Ofc of Nuclear Reactor 
Regulation 8002 t 1 order Although partially deficient, 
petition nay be cured Certificate of Sve end 
DORDENICK, D H Hearing Branch 4 00/04/04 6pp 


8004210005 Response stating no present opposition to SC Sholly 000321 
request ror hearing re interest in Tech Spec amend 
proceeding Urges prompt assignment of A5LB i early 
scheduling of special prehearing conference 

SILDERG. J E , BERNSTEIN.D L Metropolitan Edison Co 8ILBER0, J E 
Shaw, Pittman. Potts t Trowbridge 00/04/07 4 pp 


>04230004 Director's decision under iOCFR2 206 denying R Gary 000225 
petition in which certain actions re radiation monitoring 
6 emergency planning were requested Decision will constitute 
final action unless Cornission institutes review in 20 days 
DENTON. H R Office of Nuclear Reactor Regulation 60/04/07 6pp 


8004300500 Forwards Director's decision denying 000225 request for 
action re radiation monitoring t emergency planning at site 
DENTON, H R Office of Nuclear Reactor Regulation 00/04/07 ip 


”0004300519 Advises that two requests for action have been received from 
R Gary re radiation monitoring 6 emergency planning at site 
Both requests have no legal foundation V Director's 
decision should be issued immediately 

MURRAY, J P Office of the Executive Legal Director 00/03/10 


0004150226 Motion for extension until 000430 Jk 0526 per parties' 
agreement to submit post-hearing V reply memoranda; 
respectively, re aircraft crash probability issues 
Certificate of Sve end 

CHANDLER, L J , TREBY, 6 A Hearing Branch I 00/04/11 3pp 


0004150499 Forwards adjudicatory hearing 
document re NPDES Permit 0009920 
HERBEIN. J Q Metropolitan Edison Co 


stipulation of 
80/04/11 4pp 


settlement 


0004040300 Objects to radioacti/e discharges from units Officials 
Irresponsible U not concerned u/publlc interest People must 
take immcd late, uni f led action to gain control over environ t* 

1 ives 

RENNO, E Affiliation Unknown 80/02/15 2pp 


0004040307 Opposes release of radwaste water into Susquehanna River 
FORREST, Z Affiliation Unknown 00/02/15 Ip 


800404030B Objects to use of Susquehanna River as dumping site foi 
radioactive matls Urges NRC to find other methods of 
disposing of waste 

OPPENHEIM. L Affiliation Unknown 00/02/15 Ip 


6004020266 At k receipt of 000215 Itr commenting on programmatic EI8 re 
decontamination t/ disposal of wastes from 790320 accident at 
site Comments will be considered Statement << name have 
been added to statement mailing list 

SELLS, D E Environmental Projects Branch 2 00/02/25 Ip 


8004020217 Responds to 790610 Itr expressing concern for annual insp of 
pressure relief valve Maint schedule provides for 
pressuriier relief valve testing approx once yearly during 
refueling outage 

DENTON/H R Office of Nuclear Reactor Regulation 00/02/28 Ip 


-’-'0004020221 Expresses concern for annual insp 
OINTECK.P Affiliation Unknown 79/06/10 


of pressure relief valve 
tp 


8004040225 Responds to 790502 Itr requesting info re accident Several 
groups organlted to identify safety concerns Compliance 
w/recommendat ions re reactor design analysis ?< operations 
will be required of nuclear plants 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/20 ip 


'3004040234 Requests info re accident 

CONNER, D E Affiliation Unknown 79/09/02 ip 


8004300020 Determi nation deciding that TMI-2 accident does 

SntimlirEJleJirAJtTp occurrence within meanir 

I t ^ Commission regulations 

AHEARNE, J F Commission BO/04/16 22pp 


0004040247 Responds to 790723 comments on effects of accident Avoraoo 
exposure of population within 90 mile radius 0 # tMI was 
approx 4 mrom Max exposure to any individual was less than 
100 mremruhlch is less than normal annual expoiure 
DENTON.H R Office of Nuclear Reactor Regulation 00/02/28 2 pp 
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— 0004040257 Comments on effects of accident 

SNVDERi I E Affiliation Unknoun 79/07/23 4pp 


6004020456 Responds to 791207 Itr re facility licensing fy discusses 
preparation of action plan for i n>p 1 eniant: Ing safety 
oh jec 1 1 ves 

DENTDNi H R Office of Nucleat Reactor Regulation 00/03/03 Ip 


“**0004020458 Rectuests re^e valtiatl on of licensing moratorium L suggests 
individual revieui of proposed facilities 
MARCHAMD^ R Matchand Construe tion. Inc BO/03/03 Ip 


0004020461 Responds to 791203 Itr to President Carter expressing 
concern over moratonurn on issuance of CPs V OLs Discusses 
transition period during implementation of Kemeny Commission 
recommendations re TMI investigation DOE 000125 memo end 
DENTON# H R Office of Nuclear Reactor Regulation 00/03/03 2pp 


— 6004020465 Forwards JA Lehman 791203 Itr to President Carter discussing 
moratorium on issuance of CPs V DLs White House 791227 
transmittal t EM Loggins (Gulf States Utils Co) 791119 Itr 
re moratorium encl 

RATHKOPF.C L Energy. Dept of Q0/0I/2S 7pp 


0004030019 Responds to 791207 Itr le facility licensing ^ discusses 
preparation of action plan for implementing safety 
objectives 

DENTON# H R Office of Nuclear Reactoi Regulation 00/03/03 Ip 


— 8004030033 Urges lifting of licensing moratorium 
FISHER# J R Affiliation Unknown 79/12/07 Ip 


8004030022 Responds to 791231 Itr re facility licensing ^ dicusses 
preparation of action plan for implementing safety 
oh jec t ives 

DENTON# H R Office of Nuclear Reactor Regulation 00/03/03 Ip 


““0004030028 Requests rovei'sal of licensing moratorium & expeditious 
handling of nuclear energy development 
IRRY#8 C Affiliation Unknown 79/12/31 Ip 


8004030035 Responds to 791221 Itr re facility licensing t discusses 
preparation of action plan for implementing safety 
objectives 

DENTON# H R Office of Nuclear Reactor Regulation 00/03/03 ip 


"“8004030038 Urges recognition of nuclear tnd-usti‘g Initiative since 
accident removal of licensing freeie 
JEANES#J W Affiliation Unknouin 79/12/21 Ip 


0004030052 Responds to 791128 Ur to President Carter expressing 
concern over moratoi' lum on issuance of CPs 3^ QLs Discusses 
transition period during imp lemontat ion of Komany Commission 
recommendations re TMI investigation DOE 000122 memo end 
DENTON. H R Office of Nuclear Reactor Regulation 00/03/03 2pp 


""8004030054 Foriiiards LF Kogow 771120 I ti to President Carter discussing 
moratorium on issuance of CPs & OL s White House 791213 
transrrtittal enci 

RATiMOPr.C L Energy. Dept of 80/01/22 3pp 


0004030061 Responds to 791126 Itr to President Carter expressing 
concern over moratorium on issuance of CPs ft OLs Discusses 
transition period during implementation of Kemuny Commission 
recommendations re TMI investigation DDE B00123 memo end 
DENTON# H R Office of Nuclear Reactor Regulation 00/03/03 2pp 


— 8004030065 Forwards GM Henry Itr to President Carter discussing 
moratorium on issuance of CPs S. OLs White House 791204 
transmittal encl 

RATHKOPF.C L Energy# Dept of 00/01/25 3pp 


8004030007 Responds to 791206 Itr to President Carter expressing 
concern over moratorium on issuance of CPs ft# OLs Discusses 
transition period during implementation -of Kemeny Commission 
recommendations re TMI Investigation DOE 000122 memo end 
DENTON, H R Office of Nuclear Roactor Regulation 00/03/03 2pp 


— 0004030093 Forwards RE Putfark 791206 Ur to President Carter 
discussing moratoT lum on issuanco of CPs ft, OLs White House 
791213 transmittal end 

RATHKOPF.C L Energy. Dept of 80/01/22 3pp 


8004030123 Responds to 790816# Itr re plans to reopen TNI-1. nuclear 
plant const In NJ ft# nuclear accidents Plant oilll not reopen 
until saf Bty“re latod issues are resolved Provides info re 
plants in NJ No diseases resulted from Teil 

DENTON. H R Office of Nuclear Reactor Regulation 00/03/03 2pp 


—0004030129 Opposes restart of Tt1I-t« const of nucleai plants in NJ ft# 
nuclear accidents due to health haiai ds ft# risks to public 
safety 

FOSTER, K Affiliation Unknown 79/00/16 2pp 


6004040211 Responds to 791118 Ut to President Carter expressing 
concern ovei mai atoi lum on issuance of CPs ft QLs Discusses 
transition period during imp 1 ement A i on of Kemeny Commission 
recommendations re TMI investigation DOE 800122 memo end 
DENTON# H R Office of Nuclear Reactor Regulation 80/03/03 2p p 


— 0004040237 Forwards P Stark 791118 Ur to President Carter discussing 
moratorium on issuance of CPs ft OLs White House 791213 
transmittal ft- Ssn Diogo Union news aiticlcs encl 
RATHKOPF.C L Enei gy. Dept of 80/0 J/22 6pp 


8004040314 Responds to 791113 Itl to President Carter expressing 
concern over moratorium on issuance of CPs ft QLs Discusses 
transition period during imp lementa ion of Kemeny Commission 
recommendations re TMI investigation DOE 000125 memo end 
DENTON# H R Office of Nuclear Reactor Regulation 60/03/03 2pp 


— 0004040245 Forwards WR Renault 791113 Ur to President Carter 
discussing moratorium on issuance of CPs ft OLs White House 
791203 transmittal end 

RATHKOPF.C L Energy, Dept of 00/01/25 3pp 


6004040215 Responds to 791101 Ur to President Carter expressing 
concern over moratoi lum on issuance of CPs ft OLs Discusses 
transition period during imp 1 emeniai on of Kemeny Commission 
recommendat ions re TMI investigation DOE 600122 memo end 
DENTON# H R Office of Nuclear Reactor Regulation 00/03/03 2pp 


-“6004040248 Forwards M Russ 791101 Itr to President Carter discussing 
moratorium on issuance of CPs ft OLs White House /91213 
transml t ta 1 encl 

RATHKOPF.C L Energy . Dept of 80/01/22 4pp 


6004040318 Responds to 7911?? Ui to President Carter expressing 
concern over moratoi lum on issuance of CPs 4 DLs Discusses 
transition period during imp lementai on of Kemeny Commission 
recommendations re TMI investigation OQE 000125 memo end 
DENTON. H R Office of Nuclear Reactor Regulation 00/03/03 2pp 


— 0004040265 Forwards FM Stasiesky 791129 Ur to President Carter 
discussing moratoi ium on issuance of CPs ft OLs White House 
791327 transmittal end 

RATHKOPH.C L Energy, Dept of 00/01/25 4pp 


8004040319 Responds to 791121 Ur to President Carter expressing 
concern over moratorium on issuance of CPs ft OLs Discusses 
transition period during imp lementa ion of Kemeny Commission 
recommendations re INI investigation DOF 600122 memo end 
DENTON, H R Office of Nuclear Reactoi Regulation 00/03/03 2pp 


— 6004040253 Forwaids El Nugent 791121 Ur to President Carter discussing 
moratorium on issuance of CPs ft QLs White House 771213 
transmittal enc 1 

RATHKOPF.C L End gy, Dept of 60/01/22 3pp 


B004040320 ftespoTids to 791115 Ur to President Carter expressing 
concern over maratorium on issuance of CPs ft DLs Discusses 
transition period during imp I ementa i on of Kemeny Commission 
recommendations re TMI investigation DOE 600125 memo enc I 
DENTON, H R Office of Nuclear Reactor Regulation 80/03/03 2pp 


—0004040250 Tor wards WR Bledsoe 791115 Ur to President Carter 
discussing moratorium on issuance of CPs ft OLs White House 
791304 transmittal ft Engineering News Record 791101 article 
one I 

RATHKOPF.C L Energy# Dopt of 00/01/25 6pp 


8004040323 Responds to 791121 Ur to President Cartor expressing 
concern over moiatorium nn issuance of CPs ft DLs Discusses 
transition period during imp lementaion of Kemeny Commission 
recommendations re TMI investigation DOE 600125 memo end 
DENTON, H R Office of Nuclear Reactor Regulation 80/03/03 2pp 


**"6004040263 Forwards EM Page 791121 Ur to President Carter 
discussing moratorium on issuance of CPs ft OLs White House 
79)204 transmittal ft P 'Unch ft J Udy article 'Personal 
Transportat ion Safety Evaluation of Evidence." end 
RATHKOPF.C L Energy, Dept of 00/01/25 6pp 


6004220159 Responds to 800115 Ur Forwards Presidential statement on 
radwasto Two private nuclear energy liabUity insurance 
pools paid I3th annual refund of premium reserves to util 
policyholders NRC committed to public safety 

DENTOMfH R Office of Nuclear Reactor Regulation 00/03/03 6pp 
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— e004220lfc2 neecl to retuniB facility licensing NcujSfidper 

article enc I 

flAYMONO. L W Af fil la* 1 on Unknown 00/01/15 Sp p 


G0040300/0 Rp%poT»«Js to Itr to Pre&idont Carter evpres^ing 

concern over moratorjum un issuance of CPs OLs Discusses 
transition period during implementation of Kemenij Commission 
Tetomrtipndations le TMI i nvcs tigpi ion. D0E 800122 memo end 
DEMTOW. H fi Office of Nurlear Reactor Regulation QO/03/05 2pp 


--G0040300/1 Foiwards LJ btgslinger 7911JA Itr to President Carter 
discussing moratorium on issuance of CPs i OLs Uhite House 
791213 tiansmi ttal enc 1 

RATHKOPF. C L Energy. Dept of 00/01/22 4pp 


S004040202 Responds to 791 12B Ui to President Carter expressing 
concern over moratoi lum on issuance of CPs t DLs Discusses 
transition period during imp lementa i on of Kemony Co/nmissi on 
r ecommendat 1 ons re TMI t nvest i gation. DDE 800122 memo end 
DENTON. H R Office of Nuclear Reactor Regulation BO/03/05 2pp 


--B004040233 Forwards 0 Esser 791120 1 ti to President Carter discussing 
moratorium on issuance of CPs f, QLs White House 791213 
transmittal I J Cook article ‘ Dn Failure of Oovt“' end 
RATHHOPF.C L Energy. Depfc of BO/01/22 9pp 


0OO4D4O>121 Discusses transition period duiing implementation of Kemeny 
Commission recommendations ro TUI i nvest i gat 1 on. in response 
to 791123 Itr to President Carter expressing concern over 
moratorium on issuance or CP V OL DOE 800122 memo end 
DENTQNi H R Office of Nuclear Reacto-r Regulation BO/03/05 2pp 


— 9004040431 Forwards JO Neigand 791123 Itr to President Carter re 
moratorium on issuance of CP << OL Vlhite House 791203 
memo transmitting Itr encl 

RAThKOPF. C L Energy. Dept of 90/01/22 3pp 


9004020127 Responds to 800123 Jtr commenting or programmati c Elfi re 
decontamination ^ disposal of raduastes Comments ui 11 be 
considered in preparation of statement 

SELLS. D E Environmental Projects Uraiich 2 90/03/10 ip 


B004030265 Responds to 000121 Iff expressing concern re radu/aste 
disposal if emeigency response Preparation of programmatic 
EI6 on decontamination f/ radwaste disposal underlay Ltr 
enc 1 

SELLS. 0 E Environmental Projects Dranch 2 90/03/10 Ip 


90040902^8 Responds to 800207 ltr commenting on programmatic EIS re 
decontamination 2< disposal of raduiastes Comments lui 1 1 be 
considered In preparation of statement 

SELLS. D E Environmental Projects Uranch 2 00/03/10 Ip 


— B004090274 Comments on piogrammatic CIS rc decontamination L disposal 
of raduiastes Statement should consider interstate agreements 
between. MD» PA t NRC to assure cooperation in monitoring 
across state lines ^ in Susquehanna River 
KDWALCZYK.W J A f f 1 U a 1 1 on Un k noun 80/02/27 2pp 


3004090276 Responds to B00218 ltr commenting on programmatic EIS re 
decontamination f. disposal of radwastes Comments luill be 
considered ui preparation of slatoffient 

SELLS, D E Environmental Projects Dranch 2 B0/03/J0 Ip 


•8004090279 Submits comments mode at BO021S meeting in Oaltimore.MO re 
programmatic EIS on decontamination f disposal of raduiastes 
Important factors, such as NRC i. util author i ty. have not been 
sufficiently examined 

KfllEMELHEYER.H Kr i emlmey er, H 8O/O2/i0 Ip 


0004110096 Expresses concei n o.^er possible effects of release -of 
krypton gas from racilitg 

PETRILLO.H Affiliation Unknown 00/03/11 2pp 


3004030153 Responds to 600306 tequest for EIS re dec ontami nat Ion 5< 
disposal of raduiaste resulting from facility incident DEB 
has not been published Scheduled issuance is In June 1980 
Copies will be forwarded 

SELLS, DE Environmental Projects Branch 2 00/03/12 Ip 


-0004030156 Requests 2 fopies of EIS for altei native waste proposal for 
radwaste from facility incident 

MERCURI.J Uestern Washington State College 90/03/06 Sp 


3004220136 Act receipt of 791106 itr cnttcixing nuclear pouer safety 
rorwards 771207 press release re Kemeny rept on THI Also 
forwards 791207 fact sheet re Pres 1 don ti aL response to 
Kemeny Conmiission recommendations 

DENTONiH R Office of Nuclear Reactor Regulation 00/03/03 16pp 


--G0O422O143 Forwards JG Sinclair 791.106 ltr tq President Carter for 
reply Ltr misdirected to DOE 

RATHKOPF.C L Energy, Dept of BO/Ol/22 3pp 


8004040230 Ack receipt of D Burgess B002 1 5 comments for programmatic 
EIS on decontamination f dispposal of raduaste from TMI 
accident Comments considered in preparation of EIS 
5E1 LS. D E Environmental Projects Uranch 2 90/03/17 Ip 


80D42Q0267 Comments on ‘■Fnviion Assessment for Decontamination of Bite 
Containment Qldg Atmosphere " Public hearing would be in 
order before final action. Expeditious action needed, but not 
at cost of public health safety 

CRUMLEY. J J Af f I I lation Unknown 00/03/18 Ip 


8004210361 Responds to Itr re pernanent shutdown of f ac 1 1 1 ty . c leanup 
of waste ( payment of expenses concerning accident Dry 
wastes are packed in steel drums ff shipped to buna! sites 
UtlL customers do not pay for facility restoration 
DENTON. H R Office of Nucleai Reactor Regulation 80/03/19 2pp 


— 0004210391 Opposes reopening of Unit 1 Expresses concern re mg fc 6 
storage of waste matls V payment of incurred costs 
KELLY, P Affiliation Unknown 79/09/14 ip 


8004210396 Ac k receipt of J trs re facility Public hearing to be 
conducted to determine whether Facility should be operated 
Will conduct review of technical info on restait Forwards 
Commission order W/o encl 

DENTQNfH R Office of Nuclear Reactor Regulation 00/03/19 2pp 


8004220112 Responds to 791227 ltr to President Carter Forwards 
Presidential statement on Kemeng Commission rept Every 
effort being made to protect public health 6 safety at all 
nucleai power plants 

DENTON. H R Office of Nuclear Reactor Regulation 80/03/19 4pp 


— 8004220124 Forwards D Funderud 791227 ltr to President Carter for 
reply Ltr misdirected to DOE 

RATHHOPF.C L Energy, Dept of 80/01/25 3pp 


8004220166 Responds to 790617 ltr re Unit I Every effort being made to 
protect public health V safety at all nuclear power plants 
currently operating or planned for operation Restart hearing 
has not yet begun 

DENTON. H R Office of Nuclear Reactor Regulation 00/03/19 Ip 


— 8004220171 Requests adherence to regulatory directives 

PHILLIPS.L n . PHILLIPS. V Affiliation Unknown 79/06/17 Ip 


6004220102 Responds to encl 790522 ltr to President Carter requesting 
facility shutdown Every effort being made to protect public 
health i safety at all nucleai power plants In operation or 
planned far opeiatlon 

DENTON. H R Office of Nuclear Reactor Regulation 00/03/19 4pp 


6004220185 Responds to 791002 ltr to President Carter urging that 
Americans be informed of useful lessons manifested by 
Kemeny Comnnssion study Forwards Presidential public 
statement on Kemcny ropt 

DENTONrH R Office of Nucleai Reactor Regulation 80/03/19 4pp 


--8004220191 Forwards FL ricHillan 791002 ltr to President Carter for 
reply Ltr misdirected to DOE 

RATHKOPF.C L Energy, Dept of 80/01/22 3pp 


QQ04240270 Responds to 790815 ltr to Hendrie re concerns of polluting 
environ through CPICOR-11 sys Method is limited to 
decontamination of waste water Processing will not remove 
all radioactivity 

DENTON, H R Office of Nucloar Reactor Regulation 00/03/19 Ip 


B0D424O282 Expresses concern re use of EPICOR-Il sys to process water 
when NRC admits use will involve exposing plant workers to 
radiation t release Xe-133 tt 1-131 to environ 
GILBERT, R 8 Affiliation Unknown 79/08/15 Ip 


8004240441 Responds to 790B15 ltr expressing concern re pollution of 
environ by use of EPlCOR-II sys 0ys ui H clean water in 
auxiliary bldg to extent that no further risk will be posed 
Environ assesetnent will be issued prior to disposal 
DENTON. H R Office of Nuclear Reactor Regulation 00/03/19 2pp 


— 8004240447 Expresses concern re plans for disposal of contaminated 
water at TMl-2 Use of EPICOR-II sys will pollute environ & 
expose workors to radiation 

GILBERT, R S Affiliation Unknown 79/00/15 Ip 
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0004250111 Roaponds to 79050B Itr 4 neuapciper column re accident 4 
advises that ho Pu uos released 

DENTONi H R Office of Nuclear Reactor Regulation 80/03/19 2pp 


80042002^0 Responds to 790006 lir suggcstinig uays to improve security 
at facilities * advises that compliance w/lOCFR73 55 & ANSI 
18 17 protects against sabotage 4 unsatisfactory personnel) 
respectively 

DENTON) H R Office of Nuclear Reactor Regulation 80/03/19 2pp 


— 60042G026B Urges mandatory internal program be set up to screen 
potential employees far saboteurs -4 incompetents 
GORDON) L Affiliation Unknouin 79/08/06 Ip 


0004280273 Responds to 790502 Itr to President Carter re accident 4 
forwards NUREG'^OSSB) "Popu lat ion Dose t Health Impact of 
Accident" S« NUREO-0600 "Investigation into 000320 Accident 
by IE " W/o end 

DENTONjH R Office of Nuclear Reactor Regulation 80/03/19 3pp 


0004280279 Responds to 790423 Itr to President Carter re health effoecs 
of accident t> advises that NRC investigators concluded 
offsite collective radioactive dose was minimally risky 
Summaries of NUREO-0550 f/ 0600 end U/o one I 

DENTGNr H R Office of Nuclear Reactor Regulation 80/03/19 4pp 


0004200209 Responds to 790416 Itr urging permanent shutdown of facility 
6 advises that public hearing 4 technical review will take 
place before restart Licensee's authority to operate Unit 2 
suspended by 790720 order 

DENTDNiH R Office of Nudear Reactor Regulation 80/03/19 3pp 


—0004200303 Urges permanent closing of facility to avoid nuclear 
destruc t ion 

NEIDIO.M Affiliation Unknown 79/04/16 Ip 


8004SB0323 Responds to Itr to Commissioner Hendrie re dumping of 
radioactive water Into Susquehanna River Releases of 
contaminated water are not currently permitted except for 
liquids containing law or nondete c tab le radiation levels 
DENTON) M R Office of Nuclear Reactor Regulation 00/03/19 2pp 


—0004280337 Opposes dumping of radioactive water into Susquehanna River 
NRC action represents malicious disregard for wen''tieing of 
humanity Urges proper permanent disposal of radwaste 
BOSSERiM A Affiliation Unknown 00/03/19 Ip 


0004280527 Responds to postcard urging permanent closing of facility 
advises that no radiation Induced deaths have occurred 
Notifies of public hearing & technical review planned before 
restart Forwards 790009 notice of heaving M/o end 
DENTON) M R Office of Nuclear Reactor Regulation 00/03/19 3pp 


-0004280532 Urges permanent closing of facility expresses fear re 
health effects of accident 

HEITNULLER)H Affiliation Unknown 79/06/11 Ip 


0004280535 Responds to 790320 request for publications re accident 
investigation 4 discusses repts 4 availability Bummaries of 
NURBO-0600 it OSS0 end W/o end 

DENTONrH R Office of Nuclear Reactor Regulation 00/03/19 3pp 


— 8004200540 Requests rept on accident investigation when available 
KINOLE/K Affiliation Unknoun 79/03/28 2pp 


8004200542 Responds to 790410 request for info re NRC dotis-ion to 
license facility on 781230 it advises that Met Ed was issued 
OL several months prior to full generation 

DENTON) H R Office of Nuclear Reactor Regulation 80/03/19 2pp 


— 8004200545 Protests NRC decision to license facility on 701230 to save 
util taxes it requests access to subj info 
E0TRADAiP San Uuis Ob Ispo. CA 79/04/10 2pp 


8004290064 Responds to 790510 Itr to NRC re faciility accident In May 
I977i NRC adapted resident inspector program Inspectors are 
presently assigned to approx 30 sites Nuclear plants are 
equipped w/numerous alarms 4 automatic shutdown equipment 
DENTON) H R Office of Nuclear Reactor Regulation 80/03/19 5pp 


— 0004290068 Requests info re facility accident) including presence of 
govt inspectors at nuclear fad 1 i 1 1 «S) e f fee tiveneis of plant 
warning sy S) respons t b 1 1 Ity for accident 4 actions taken by 
foreign countries in post-TMI period 
YURLSrCH. D Affiliation Unknown 79/03/10 2pp 


8004290076 Responds to I ti te disposal of radioactive water rrom TMl-2 
Release of contamlhated water Into Bus qu aha mi a Rii^er is not 
currently pei m i t ted) ex c ep t for liquids containing low or 
nondetec tab 1 c levels o-f- rad i oac 1 1 v i ty 

0ENTQN)H R Office of Nuclear Reactor Regulation 00/03/19 2pp 


— 8004290003 Opposes releases ot radioactive water from TMl-2 into 
Susquehanna River NRC is trying to save nuclear industry w/o 
regard to interests of public 

BROUDE/N Affiliation Unknown 80/03/ 19 Ip 


0004070350 Opposes proposed lelease of ladioactive gases into 
atmosphere i water into Susquehanna River 
WALTERS, E Environmental Policy Center 80/03/20 2pp 


0004210406 Requests that no action bo taken before facility status is 
changed to locovery mode 

MANFRED, K f1 Af f 1 1 la 1 1 on Unknown 80/03/20 Ip 


0004140091 Forwards requested copy of NRC comments on Heidelberg Rapt 
June 1977 i Dec 1978 memos on stiontium monitoring also 
end W/o encls 

VOLLMER, R H Tm-2 Operations/Support 00/03/21 Ip 


0004210402 Responds to 790610 postcards opposing resumption of 
operation of facility F/ery effort being made to protect 
public health it safety at all nuclear power plants currently 
operating or planned for operation 

OENTDN) It R Office of Nucleai Reactor Regulation 00/03/22 Ip 


— 0004210403 Protests reopening of facility 

MASTER) N Affiliation Unknown 79/06/18 Ip 


8004210356 Responds to 790904 Itr ie Telcaso of Kr-851 from facility 
Util "Safety Analysis i‘ Environ Rept" states that optimum 
choice for i elease of Kr-931 is atinosphcnc dispersion 
through controlled purging of reactor bldg atmosphere 
DENTGN)H R Office of Nuclear Reactor Regulation 00/03/24 2pp 


— 0004210360 Opposes reopening of facility V release of Kr-05 into 
atmosphere Requests plans for disposal of waste 
LEQNARD)J Af fl 1 la tl on Unknown 79/09/04 Ip 


8004210363 Responds to Hi re holding of public hearings on facilities 
Commission has ordered that public hearing be conducted to 
determine whether Unit 1 should be operated Will conduct 
review of technical info on restart 

DENTON) li R Office of Nuclear Reactor Regulation 00/03/24 2pp 


--0004210373 Expresses conviction that public hearings must be held in 
communities uiithln 25-(nile radius of facility site 
LVONB) E Aff i liati on Unknown 79/07/23 2pp 


6004210398 Responds to 000222 Hr inquiilng whether ECC8 for PWRs have 
been changed after TttI incident Short-term requirements 
Implemented for PWRs, none of which is "more powerful safety 
injection sys 

MATTSON) R J Division of Systems Safety 00/03/24 ip 


—8004210399 Inquires whether FCCS for PWRs have been changed following 
TMI ac c 1 dent)) 1 ist of changes) reasons i analytical basis 
it repts on changes 

W£fiD)R E Affiliation Unknown GO/02/22 Ip 


8004280342 Responds to 791630 Hr to NRC re TMt NRC has ordered 
public hearing to determine whether TMI-i should be 
restarted Licensee authority to operate Unit 2 was suspended 
by NRC 790720 order 

DENTQN)H R Office of Nuclear Reactor Regulation 00/03/24 2pp 


— 0004200350 Opposes leopening of TMI due to health hazard posed to 
area residents Requests info re plans to dispose of 
radioactive water which flooded reactor Water may freeze in 
winter i> burst containmemt walls 
OAMOINO)M Affiliation Unknown 79/06/30 4pp 


800426035? Responds to end 790404 Hr to President Carter re facility 
After chemically inert noble gases entered auxiliary ^ 
fuel handling b 1 dgi, r e 1 ease to atmosphere was inevitable All 
licensees required to leak-test sys outside leactor bldg 
DENTON. K R Office of Nuclear Reactor Regulation B0/03/24 4pp 


8004200550 Responds to 790401 mailgram supporting UC6 position for 
immediate evacuation of residents within 30 mile radius of 
TMI it shutdown of other D^W PWRs Radioactive releases did 
not warrant evacuation Doses averaged less than on jet trip 
DENTONrH R Office of Nuclear Reactor Regulation 80/03/24 3pp 
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--0OO426O553 UC^ pa^iMon i-ot jmnipd»««te evacuation at residents 

ulthin DO iTiile radiUv of Till *j shutdoi<ir> of all PWRs 

* Friends United for 5afe Ener^ij ^9/04/01 2pp 


S0042B054i5 Responds to 7'/&5u? Itr to President Cartel re facility 
restart A, advises that public hearing f> technical reviow 
u-lll first La^e place kuetisve ts conducting feasibility 
studies re Unit 2 i eco/ery 

OENTOWi H Ofncc of Muclear Reactor Regulation 00/03/24 3pp 


0004150407 Forwards comments re NRC draft environ assessment for 
decontamination of reactor bldg atmosphere Environ 
assessment iaeVs perspective i eqwir ed for public to 
understand significance of proposed action 
FREnRlCKSQN. C Af f i 1 lat i on UnVnouin 00/03/23 4pp 


8004180442 Forwards NUSEG-OS'?! "Environ Assessment for Use of EPICOR-II 
at TMl, Unit 2 " W/o end 

VOLLMER.RH TMI-2 Operations/Support 60/03/25 Ip 


8004210319 Forwards HlJREG^059t "Environ Assessment For use of EPICOR- 
1 1 at TUI. Unit 2 ' ^f/o end 

VOLLMER. R H TMl-2 Operations/Support 80/03/25 ip 


800421032-4 Forwai ds WUREO-0591 ’‘En.iion Assessment for use of EPICOR- 
II at TMI.Unit 2 ' W/o end 

VOLLMERvR H TMI“2 Operat i ons/Suppor t 80/03/25 Ip 


8004210322 Forwards NUfiEO-'Ob^J "Enviror Assessment for Use of EPICOR- 
II at TMI.Unit 2 " W/o end 

VOLLMER.R H TMI-3 Operati ons/Suppor t 60/03/25 Ip 


0004210333 Forwards NUREG-059t 'Environ Assessment for Use of EPICOR- 
n at TMI.Unit 2 " W/o end 

VDLLKERfR H TMJ-2 Operati ons/Sup per t 60/03/25 tp 


9004210337 Forwards NUREO-0391 "Environ Assessment for Use of EPICOR- 
II at TMI.Unit 2 " W/o end 

VOLLMER.R H TMl-2 Op era 1 1 0 ns /Su p p OT t 80/03/25 Ip 


BOO421O330 Forwards NUReG-039 I "Environ Assessment for Use of EPICOR- 
II at TMI. Unit 2 " W/o end 

VOLLMER.R H TMl-2 Dperati ons/Suppor t 80/03/25 Ip 


8004100574 Responds to 79ufal5 Ht restai t up of reactor Roth Units 1 !< 
2 shut down Unit 2 where accident occui'red will ba shut down 
for some time NRC hearings to ascot tain safety of Unit 1 
will be conducted before startup 

DENTON. H R Office of Nuclear Reactor Regulation BO/03/27 tp 


--8004100570 Requests info re startup of Unit 1 NRC should bo 
investigating competence of util to have reactor license 
Presidential Commission rept should be studied Questions NRC 
concern for safctij 

HOSTETTEft.J J Affiliation Unknown 79/04/15 Ip 


G004100581 Responds to 7V12I2 1 ti re computers t safety side used in 
nuclear power plants Digital computers used for mofiitoring 
operations % core protection calculatoi sys provides 
protection functions 

BENTON. H R Office of Nuclear Reactor Regulation 00/03/27 Ip 


8OO41OOS02 Requests itifo re reliability op computers that control 
nuclear plants *•> safety sfcds since accident 
BRADS^iAW. H Affiliation Unknarun 79/12/12 tp 


8004020324 Comments on EIt» re decontamination ** cleanup activities Coat 
should not be significant factor in selection of cleanup 
processas or methods 

H01.TAN.A A Affiliation Unknown 00/03/28 2pp 


8004070340 Requests NRC deny uiil right to release Krypton gases from 
damaged reactor People are acpected to pity owners re 
costly cleanup fj' alloia furthrx crippling of environ 
AHENGERtL Affiliation Unknown 00/03/28 2pp 


8004100573 Responds to 791214 Hr to President re vieiu on nuclear 
energy Carter 79ia07 statement encl Radiation doses 
resulting from accident will not cause detectable addl 
cases of cancer 

DENTONrH R Office of Nuclear Reaclor Regulation aO/0-3/20 


--0004100575 Forwards misdirected Harry 791214 Itr to President re views 
on nuc 1 ea r energy 

RATHKOPFiC L Energy. Dept of 80/01/25 3pp 


0004040294 Ui g e s permanent closuxe Recommends using util as training 
site tor evperi mortal equipment ii decomnissioning 
proc edures 

TEETS.T A . TEETS. R A Affiliation Unknown 60/03/29 Ip 


8004040320 Ack receipt of BOGUS Itr re statement of policy V notice of 
intent to prepare programatic EI5 EIS not yet received t 
final decision to dump radioactive gases tx liquids set for 
800408 Protests release ^ recommends entombment 
PRQSSj I D Roswell Park Memorial Institute 00/03/31 3pp 


8004090357 Urges NRC to provide educational matls in effort to educate 
public on nuclear energy Educated public is only way for 
fair decision re future of nuclear enai gy. restart of TMI-1 i 
cleanup of TMI-2 

SNYDER. M 0 Affiliation Unknown 80/03/31 2pp 


0004240253 Responds to 000209 Itr to HR Denton Documents published by 
or funded by NRC are in public domain W/o enc 1 
HUREO/CR-1093. "TMI Telephone Survey" «< NUREG/CR- 1 2 i 5, 

"Social t' Economic Effects at Till " 

ERNST. M L Division of Site Safety i- Environmental Analysis 
80/03/31 Ip 


B004280S58 Advises that name of THI organiiation has been changed to 
TMI Program Qfc D Snyder is piogram manager in Dethesda U 
JT Collins IS deputy program manager at THI Official 
correspondence should reflect change 

COLLINS. J T NRC Three Mile Island Task Force 80/04/01 4pp 


3004020379 Requests consideration of certain factors in preparing E18. 
including public mental S' physical health effect of low 
level radiation on radio S television transmission of 
radioactive releases on photographic matls 
HHITCOMO.D Affil iat ion Unknown 00/04/02 6pp 


8004220173 Ack receipt of Itr re financial situation of General Public 
Utils NRC does not requlate rates charged by electrical 
utils NRC is conducting hearing to determine whether TMl-J 
can be restarted while TMr-2 cleanup proceeds 
OILIN^KV.V Commission 60/04/02. Ip 


-“8004220181 Urges NRC to expedite rate relief requested by General 
Public Utils tn return TNI-l to sve Unfair treatment accarded 
to General Public Utils has encouraged demonstrators 
LESH. L Affiliation Unknown 60/03/24 Spp 


6004190400 Submits suggestions re implementation of EIS Board of 
c i ti 2 ens. consisting of persons unknown to NRC. doctors, 
veter 1 nar ians it physic is ts> shou Id participate in preparation 
of EIS No krypton should be vented into atmosphere 
KUEHNLE.O Afflliatlan Unknown 80/04/03 2pp 


S004290049 Responds to 790823 Itr re nuclear fission Si biological 
effects of radiation EPA. Occupational Safety Health 
Administration !h MRC are responsible for regulating 
oxpocure to radiation or radioactive rnatl 

DENTON. H R Office of Nuclear Reactor Regulation 80/04/03 2pp 


8004150372 Urges funding so that independent specialists can review 
comment on all EIB Comments on NilREO-0652 EIB was announced 
eight months after facility accident Alternative to venting 
should have been developed in Apr 1979 
HD88LER.D E Affiliation Unknown 80/04/06 3pp 


8004250283 Responds to B00317 congressional referral of Itr re util 
failure to accept loan of cryogenic processing sys from 
Limerick facility rather than purging to atomosphore Purging 
chosen for expedience 

DENTDNi H R Office of Nuclear Reactor Regulation 80/04/07 2pp 


B0041B0431 Responds to 800214 Itrs re meteorological monitoring 
Monitoring program fully operational during TMl-2 incident 
Activities underway to enhance response capability It review 
developmenit of deployable instrument package 

DENTON. H R Office of Nuclear Reactor Regulation 60/04/08 3pp 


— 8004190439 Expresses concern for public safety following discharge of 
radioactivity into atmosphere Company atmospheric sounding 
techniques which track wind field containing radioactivity 
could provide info crucial to public safety 
OILMOREi D M Deukers Laborator ies. Inc BO/02/14 2pp 


8004140368 Comments on NURE0~0662 Criticizes selection of ANLS as 
contractor for TMI £18. inadequate public participation 
proecs s. insuf f ic lent consultation 8( absence of mechanism for 
independent review of purge proposal 
DURGESB, D Affiliation Unknown 80/04/09 2pp 
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Q004170040 Comments on Addendum 2 to f-lURC:C-0662 Supports rapid cleanup 
of TMl-2. inc 1 ud ing prompt vonting of Kr-8S Criticizes NBC 
for failure to make decisions quicklij ^ communicate 
adeiiuatelij to public 

HQUARDr A B Affiliation Unknown 80/04/09 Ip 


8004150470 Forwaids updated svc copy distribution list for facilities 
Notifies that OK Hovey has replaced RF Wilson as director 
of Unit 2 

ARNOLD^ F< € Meti opal i tan Edison Co 00/04/10 5pp 


8004220569 Comments on NBC "Environ Assessment for Decontamination of 
ThI-2 Reactoi Bldg Atmosphere " Opposes venting doe to lack 
of trust in NRC to ensui e that public interest is primary 
consideration in decisionmaking 

RICHTER, T Affiliation Unknoiun 00/04/14 2pp 


8004220410 Expresses opposition to venting of krypton gas Util has 
not researched all methods h presented intelligent 
explanation for each method Reasons for using venting 
presented only after public plodding 
QE9EL,K A Affiliation Unknoun 00/04/15 Spp 


8004230514 Comments on "Environ Assessment of TMl Reactor Bldg 
Atmosphere " Technical explanations of alternatives txitl 
make no difference on attitudes of residents near facility 
Strategy to regain credibility should be foremost Issue 
QUARANTELLi, E Ohio State Unlv 00/04/16 2pp 


0004290168 Responds to F0IA request for repl le inventory of TMI 
containment raduiastes disposition planned for each 
inventory Forwards documents listed in App A Ui/o ends 
FEtTON, J M Division of Rules and Records 80/04/17 Ip 


7900010475 Forwards 790515 Itr re Thl incident 
SHANK. N J Affiliation Unknown 79/07/20 tp 


>7900010479 Expresses appreciation for HR Denton's assistance during 
TMI incident Opposes plant reopening 

SHANK, R D , SHANK. M J Affiliation Unknown 79/05/15 Ip 


I Financial information 


8004030241 Forwards update to util 000219 Itr ro projected 1980 cash 
flow f or ecas t, r ef lec ti ng recent rate relief Company is able 
to meet max retrospective premium 

HERBEIN. J 0 Metropolitan Edison Co 00/03/31 3pp 


8004090477 Forwards supplementary financial snfo in support of TMI-1 
restart proceedings 

HAFER/F D General Public «*filities ~ GPU Service Corp 60/04/03 
i40pp 


--8004090478 Transcript of PA Public Util Commlesion 800213 hearing in 
Harr Isburg, PA Pp 1,9*3-2.143 

SHANAKAN, S Pennsylvania, State of RUSSELL, S D , SELTZER, A M 
Ryan, Russell V tlcConaghy 00/04/03 I02pp 


—8004090479 Transcript of PA Public Util Commission 000227 hearing in 
Harrisburg, PA Pp 2, 494-2, D27A 

SHANAHAN. S Pennsylvania, State of RUSSELL, 8 D . SELTZER. AM 
Ryan, Russell S* McConaghy 00/04/03 37pp 


—0004090400 Transcript of PA Public Util Commission 000220 hearing in 
Harr 1 sburg, PA Pp 2,528-2,682 

SHANAHAN, S Pennsylvania, State of RUSSELL, S D . 5ELT7ER, A M 
Ryan, Russell «< McConaghy 80/04/03 156pp 


—0004090401 Transcript of PA Public Util Commission 000318 hearing in 
Harrisburg, PA Pp 3,217-3,419 

GHANAHAN, 6 Penney 1 vanla. State of RUSSELL, 8 D , SELTZER. AM 
Ryan, Russell %> McConaghy 00/04/03 S04pp 


— 0004090402 Annual Financial Rept 1779 

* General Public Utilities - GPU Service Corp « Jersey Central 
Power ^ Light Co # Metropolitan Edison Co 80/04/03 44pp 


— 0004090403 "Proposal to Conduct Analysis of Strategic Options for 
JCPe,L " 

* Arthur Young Co 00/02/29 ISSpp 


— 0004090484 ’'TMI-2 Coal Burning Plant Summary of Study of Converting 
TMI -2 to Fossil-Fooled Plant " 

« Oi I bert/Commonwea 1 th Cos 00/02/25 I3pp 


0004280630 Forwards Net Ed rertined Annual Financial Rept 1979 
General Publjc Utils Corp certified Annual Financial Rept 
1979 f certified 'Uniform Statistical Rept, 1979 " 

HERBEIN, J 0 Metropol I fan Eiison Co 80/04/22 Ip 


— -8004200633 Certified Annual Financial Bepf" 1979 
a Metropolitan Edison Co 60/03/0/ 27pp 


— 8004280630 Certified Annual Financial Rept 1979 Certified "Uniform 
Statistical Rept, 1977' enc 1 

»• General Public Utilities * GPU 5er»lce Carp 80/04/22 7lpp 


0 Advisory Committee on Reactor Sateguards reports correspondence 


0004030260 Forwards certified minutes of 790905 ACftS meeting of Ad Hoc 
Sub c cmmi t tee on TMI Accident Implications for attachment to 
790927 minutes 

TAM, P ACB5 • Advisorij Commilloe on feactor Safeguards 79/11/13 
IP 


— 8004030264 Summary of AFRS 790905 Ad Hoc Subcommittee on TMI Accident 
Implications meeting 

a ACRS - Advisory Committee on Reactor Safeguards 79/11/07 
SOpp 


0004100500 Forwards certified mirutes of ACR3 Ad Hoc Subcammi itee 
meeting ie THl-2 accident implications 

MAJOR. R K ACRS - Advisory Committee on Reactor Safeguards 
00/03/04 Ip 


— 0004100512 Certified summary of ACRS Ad Hoc Subcommittee 791105 
meeting in Wash ing ton, IK, re implications of TMl-2 790320 
accident for plant des i gn, po 1 1 cy t criteria 

* ACRS - Advisory Committee on Reactor Safeguards 00/01/00 

a2pp 


— 0004100519 Discusses sensitivity studies of Q6W reactor designs to 
transients i accidents 

DENTON, M R Of flee of Nuclear Reactor Regulation 79/10/25 2pp 


— 0004100521 Discusses development of general framework for conduct of 
limited risV assessment of B^W reactor aimed at identifying 
unique r i sk-impac ting sequences re icactor safety study 
MURPHY, J A , TAYLOR. M A Probabilistic Analysis Branch (Pre 
791030) 79/10/04 I2pp 


--0OO41OO53O Forwards tesponse to question raised during ACRS 
Subcommittee 791003 meeting re TMI-2 implications for 
potential pressuriier pressure boundary failure if 
prossuiizer huaiors become uncovered U overheated 
MATTSCINp R J Division of Aystems Safety 79/1J/05 7pp 


Q004100375 Forwards certified minutes of ACRS Ad Hoc Subcommittee 
791003 meeting re Tf1l-2 accident implications 

MAJOR, n ACRS “ Advisory Committee on fleactor Safeguards 00/01/04 
3pp 


—0004100301 Certified summary of ACRS Ad Hoc Subcommittee 79i003 
meeting in Was h i ng ton, DC re THl-2 accident implications for 
plant design 

e ACRS " Advisory Committee on Reactor Safeguards 79/12/07 
I9pp 


P Operating license stage documents ^ correspondence 


0004040231 Advises that util presently reviewing proposed interim 
solid radwaste staging facility Will forward proposal by 
800331 

WILSON. R F Metropolitan Edison Co 00/03/03 ip 


8004040310 Discusses proposal for removing balance of plant diesel 
generators as bactup sources to cir‘culating water ^ 
condensate pumps Scheiiule for removing diesel genorators 
from SVC is early Apr 19B0 

WILSON, R r Metropolitan Edison Co 00/03/04 6pp 


0004040321 Responds to JT Collins 800130 comments re personnel air lock 
contamination control facility design description Radiation 
monitor installed in ante room t monitors part icuia te, iod me 
& noble gas activity 

WILSON, R F Metropolitan Edison Co 00/03/04 2p^> 


0004040005 Forwards outline of plant-specific questions to be addressed 
in addition to info required by IE Bulletin 79-27 re 600206 
I eactor trip at Crystal River Sequence of events ^ planned 
corrective actions also end 

DENT0M,H R Office of Nuclear Reactor Roguiation 80/03/06 26pp 
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» ■ ' 4 i M, n > *■ . . 7 * 1 * • ♦ I I ji ji, ,»(> 1 4 t- 1 J ter 

's'-r,* jI r. 1 ► r t >1 h-»r.^-*u t o »■ ine s^tot 

1 ♦ MO' 1j»^ »e' 07.5 flio'ities to be 

lo.w ,15 t3r»u II rluliJ streai 

1 ► .- t »r ; li' f’l 03'0V 2p p 


' ' '•404(j H * t'e-; e-7> 7 i t » n thrse r>a(Ji-i5te packages o# 

I i rH,it. lirit**- I, t I I t Jii-tin, of shipnent bdn 

I I J w ♦ T«r. ; at - Jjir ^ ' ttansport received 

trai I r,.*raitmi, ,,if Is ijji"**'’ 

vJ 4 h ~ M 5 ' r 'pq 3 I f III till T CO '03/07 3pp 

uC«^40^C 'll **L k re' k-if* r i»pt „r Oa ernoi s i, o ti.u s s i ofi on TMI Commenda 

Cc -niivi r *•'- ers fdr iir,i tiass -ork 

kitfiOnif 1 ri’i-Msi f 3p 

^‘10 '4w/C''l‘’ r ■■ T j 7 i -. I 5 ' T *Troi 3 Co“"ns5iori on TMl W/o end 

i U W f’cnr 1 j 1 at i a i*d*e of 60/02/26 Ip 


r*" r>4 1 001‘ '*/ f-3r*i3id7 in^ijiri^ 5 Jloi'’ion ot licensee performance re 
*’C502ll l/CJj p-et iefi-g * dL02i3 33 mnor gaseous leak Addl 
revjej will b>* d^jiie dwiMij si‘b ae g<jent monitoring activities 
♦'ortain .iiea f-tanmei jta ivt / to enrorcemenl actions 
CC'L-L If 3 I T tftlwenl Treatopfik Systems Branch 00/03/10 25pp 


G0ij40a0ltl f'jiwatda hRC TMl ueekly status rept ticiuid effluents from 
1341-1 released to Sus guef' irm* Ri.'etiatter processing were 
ujitnin limits specified ir Tech Specs No litjuid effluents 
uiere dis'hatjed fro-i TlTl“C 

C0LL1N3 J T TM I '2 Op e r a 1 1 ins ^ Sup p or t 00/03/U 4pp 


0004070061 P e ' or Tiend s au t h ot i ra 1 1 on or controlled purging of reactor 
tkldg I that licensee be directed to propose method for 
purging o^er shqrtei lime petiod than Currently proposed 
60 days 

DENTON ft P Office of Nuclear Reau^or Regulation SBCy-B0-l32 
BO/03/11 5pp 


8C04O2O476 Eoruard* marked-up replacement pages to Draft 3a of action 
p I jHi ref lect mg change m Task I D 3 from Decision Group B 
to C-clarifying that education requirements portion of Task 
I A 2 1 IS Group C I submitting nisSing Task 102 
MATTSONiR -j Division ok Systems Sarety 80/03/12 37pp 


Guu4lOo4^o Formal ds i on-men t / r e sd u 1 1 o ri re pioposed Surveillantfl 
Procedure ‘U03-M22, secondary svc dosed cooling tJaler pump 
operability test Requests that proceduios be levised to 
pjovide more definiti'-o acceptance criteiia 

COLLlflS. J T Effluent Tro»Jtfrierit Systems Branch 00/03/21 5pP 


0004100385 Responds to RF Wilson 000321 Ur re request to enter reactor 
bldg prior to purging Enti y denied until util provides 
documentation shosJUig vOh» a inmeiit atmosphere luill sustain 
life in event of malfunction of respiratory equipment 
COLLli'S.J T Dwision of Site Safety t Environmental rtnalysU 
aO/03/25 5pp 

8004100502 Denies 000321 tequest le permission to enter redctOT bldg 
prior to purging Util most piovide documentation to shniu 
that centainment atmosphere tn 1 1 sustain life Addl data 
required re eiistenue of tofic contamirianls 

COLLINS. J T Effluent Tieatment Systems Dranch 00/03/25 Dpp 


8004160034 Forwards 800324 Itr rept from GL Pollack of MI Stalo Un I v re 
alternatives for handling krypton in containment as 
desci ibed in NRC environ assessment 
GILIHSKYiV Commission 00/03/26 Ip 


— B004J60037 Discusses alternative methods foi removing Kr-Q5 fi om 
atmosphere of reactor bldg Dost niethod is selective 
absorption process sys Second best method is cryogenic 
process sys 

pollack. 0 L Michigan State Uriiv QO/03/24 6pp 


8004170299 Forwaidsipei 000326 te 1 c on . SECY-flO- 1 32 ?« environ assessment 
re dec on tarn i na 1 1 on of reactor bldg atmosphere l4/o ends 
VOLLMER.n H TMI 2 Op era 1 1 ons /Sop p or t 80/03/26 Ip 


8004210342 Forwards NUREG''0662. "Env i t on Assessment for Deconiami nat I on 
of TKl-2 Reactor Dldg Aimosphei o. " Addendum 1 (' FR notice 
Public comment period oipires 600411 

VOLLMER.R M TMI-2 Op era 1 1 on s /Supp or t 80/03/26 4pp 


‘8004210346 Notice of issuance 6 ava 1 1 1 b 1 1 1 tij of Addendum 1 to 
NI;RE0-0662/ “Envi ron Assessment for Dacontamlnat ion of TMI-2 
Reactor Bldg Atmosphei e " Comments due by 800411 
VOLUMERi R H TMI-2 Qp era 1 1 on s /Suppor t 80/03/25 2pp 


BDD4O3O102 Forward* "Nuclear Data Link Specs." study of digital 
cofrmuTiication sys to transmit info from plants to Bethesda 
Operations Ctr 

ErSENHUT.DG Di7isjoii of Operating Reactors 80/03/12 5pp 


'80O4030UB Nuclear Data Link Specs ” 

-• Oivisiofi Of Operating Reactors 00/02/21 28pp 


8004030272 Forwards nmend N* to license DPR-7a revising App D Tech 
Specs re operation of EFlCOR-H filtration f, ion exchange 
decontamination sys to d ec on tartii na t e intermediate level 
radwaste in aunliary bldg 

VDLLKcR R H lMl-2 Op ei at i on $ /£,up por t 80/03/12 4 pp 

--3004030279 Amend 10 fo License DPR-73 revising App B Tech Specs re 
dperaUan of EPiCQR-n filtration 6 iqn exchange 
d ec a n t ami na 1 1 on sys to decontaminate intermediate level 
r-Aduaste in auxiliary bldg 

l/OLLMER fi H TMI-2 Opera 1 1 on s 'Supp or t 90/03/12 lOpp 

^^DPR^73^^ Notice of issuance i- availability of Amend 10 to License 
VOLLMER R K TMI-2 Operations/Suppoi t 80/03/12 3pp 

8004030128 Ac k receipt of /91219 Ur to Lieutenant Governor Scrantonr 
transmitting York Tounty Board of Assistance resolution re 
special provisions in nuclear e.'acuation plans for indigent 
& handicapped LRC endorses enr 1 NLIREO-OD?^ U/o end 
GRIJiCS. D K Assistant Director for Engineering Projects 
30yO'l/l2 Ip 


— 8004210351 "Environ Assessment for Decontamination of TMP*2 Reactor 
Dldg Atmosphere. " Addendum 1 

* Tf1l-2 Opet at I ons /SuppoT I * Office of Nuclear Reactor 
RegulaUon NUREG-0662 ADD I 80/03/31 4pp 


S004040304 Notifies that llS kV iiitortie has been classified as 
acceptable backup source for balance of plant equipment 
electrical power supply Forwards request for c lass i f i cat ion 
of 230 kY power supply as backup source 
WILSON/ R F Metropolitan Edison Co 80/03/20 43pp 


60Q4250102 Responds to util 800304 request re removal of balance of 
plant diesel geneiotors Accepts proposal requests addl 
design info to complete safety evaluation 

COLLINS. S T NRC Three Mtlo Island Task Force 80/03/20 4pp 


0004020068 "Environ Assessment for Decontamination of TMI'-2 Reactor 
Bldg Atmosphere " 

* TMI~2 Operalions/Suppopt NUREO-0662 80/03/31 72pp 

S004040375 Comments on NLiREQ~0662 re environ assessment of reactor bldg 
decontamination purging containment bldg best available 
option Recommends detailed spec of motenrological 
limitations prior to final purge approval 
WAGNERi H N Maryland. State of 80/03/31 7pp 


8004070301 Forwards results of reactor containment bldg air samolei 
analysed for Sr-S? ?< 90 ^ 

MILSDNiR F Metropolitan Edison Co 80/03/31 2 pp 


8004090176 FDl A request foi records re TM U2. l nc 1 ud ing DL application, 
CP .application f. amends rr « un, 

ErlCELWARDTi T U Peterson. Ross t Schloerb ^ Seidel 00/03/13 Ip 


900410-0499 Submits ePA preliminary data rept on 
for 0O'O3O5‘'12 Gamma rate recorder data enci 
SMITH, A e Environmental Protection Agency 


air & water sampling 
80/03/13 2pp 


8O0j0lO34-t Supports use of data f i om Channel AM-S for quantification 
of radiojas releases Errors involved in averaging data from 
t6raB monitors greater than from one AM-5 calibr is 
tracifable to N3S krypton xenon stds 
WILSON. R F Metropolitan Edison Co 80/03/21 3pp 


800407031S Advises that capacity of approi 160.000 gallons of Unit 
water will be maintained by one reactor coolant bleed holdup 
tank in each unit Tanks will remain empty, per NRC 
requirements 

WILSON. R F Metropolitan Edison Co 80/03/31 Ip 


2 


NUREG-0568, Revi s i on l.SuppI 
end 

FELTON, J ri Division of Rules and Records 


NUREG‘-056S, Revision I W/o 
ao/03/31 ip 


8004110471 Notifies NRC that as of 800326, app rox 160,000 gallons of 
shielded storage capacity for TMI-2 water will be maintained 
by reactor coolant bleed holdup tank lA of Unit 1 a, lA of 
Unit 2 UfeU 60032S memo re TMl-l bleed tanks end 
WILSON, R F Metropolitan Edison Co 00/03/31 3 pp 
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8004280244 Forwards consultant rept le venting Kr-85 from reactor bldg. 
r(}q.uested by V Gilinsky U/o end 

COLLINS. J T rJRC Three Mile Island Task Force 90/04/01 Ip 


— 80042602&0 Forwards repfe on venting Kr-85 froni reactor bldg (MI State 
Univ> 

OILINSKY.V Commission 00/03/26 Ip 


0004240472 Forwards G Pollaclc 800331 rept re suitability of 
selective absorption process ays for removing Kr-05 from 
atmosphere of TMI-2 reactor bldg Rept based on visit to ORIIL 
selective absorption sgs pilot plant 
GlLlNSKYjV Commission SO/04/03 Ip 


— 8004240479 Submits rept re suitability of selective absorption process 
sys for remdving Kr-B5 from atmosphere of TMI-2 reactor 
bldg Rept based on visit to ORNL gaseous diffusion plant 
Absorption process would work well 
POLLACK. G L Michigan State Univ 00/03/31 6pp 


0OO416O179 Forwards Revision 7 to ’'Mini Decay Heat Removal Sys Design 
Criteria Document '' 

HOVEYiO K Metropolitan Edison Co BO/04/07 Sp 


—6004160184 Revision 7 to "Mini Decay Heat Removal 8ys Design Criteria " 
SHILLMAN. 0 R . DUNFERD. E F Metropolitan Edison Co 00/02/26 
15pp 


8004170023 Notifies that recommendations for long-term solid radwasto 
staging facilities will be delayed until 000531 
HOVEY.G K Metropolitan Edison Co 00/04/07 Ip 


6004240490 Forwards status rept for uk of 000329-0404 Processed Imuld 
effluents from TMI-l released into Susquehanna River were 
within Tech Spec limits No liquid effluents wore 
discharged from TMI-2 

COLLINBiJ T TMl-2 Qperati ons /Support 00/04/07 4pp 


8004250271 Forwards tables containing demographic 8t Income data for 50 
mile region around TMI Significant differences emerge in 
30-40 tt 40-50 mile rings 

KALTMAN. M Cost Denofit Analysis Qranch 80/04/07 Spp 


8004300273 Forwards TMI Program Ofc weekly status rept for 600329-0404 
COLLINSjJ T TMI Program Office 00/04/07 Spp 


6004150436 Requests NRC further considorati on approval of THI-S 
reactor bldg entry on 000415 Present data suggests that 
orygen deficiency exists in containment atmosphere No data 
exists to preclude presence of toxic contaminants 
HDVEYrO K Metropolitan Edison Co 60/04/08 6pp 


6004160290 Forwards technical evaluation rept. "Bubmergod 
Oeminoranxer Sys." describing ion exchange process for 
decontamination of water In containment sump 4^ RCB 
Decontamination required for continued recovery operation 
HOVEY 0 K Metropolitan Edison Co 00/04/10 2pp 


—0004160298 Technical evaluation rept. ''Submerged Demineral 1 lat i on Sys " 
a Metropolitan Edison Co 00/04/30 72pp 


6004170039 Informs of necessity to locate new tima office manual brass 
alleys in area now occupied by NRC Forwards drawing showing 
locations NRC could be moved Requests preference indication 
by B004 17, Drawing available in Central Files only 
KOVEYi 0 K Metropolitan Edison Co 80/04/10 2pp 


8004150446 Forwards mods to end permits 4i certificates for environ 
protec tion. in response to NRC 000125 request 
HERDEIN. J Q Metropolitan Edison Co 00/04/U 122pp 


— 8004210340 "Demonsti a 1 1 on for 3rui'ner Island Steam Electric Gtatiori 
Units 1—3. Vais I 4. 2 " 

* EG * G. Inc 77/05/19 200pp 


— 0004210344 “Potential t^fects of Drunner Inland Steam Electric Slatlun 
on Future Migrations of American Shad in Susquehanna River ' 
a EG V G. Inc 77/08 M3 21pp 


-“0004210347 "Probab 1 1 1 1 1 es o^ Normal &■ Woi st Case Conditions in 
Susquehanna River dui mg Critical Periods for Muskellunge 
Spawning 4^ Smallmouth Hass Egg Survival ft Development “ 
a EG 4 G. Inc 77/07/15 lopp 


— 0OO421O34'9' “Assessment of Thermal Effects from Brunner Island Glo.im 
Elect! ic Station Based on Newly Derived Mai Weekly Average 
Temps " 

e EG ft G. Inc 79/05/31 33pp 


*--0004210355 “Ecological Study of Effects of Drunnet Island Steam 
Electric Station Cooling Water Intakes “ 

JOHNSON, r D . PHOENIX, DR RoyF Weston. Inc 77/U/lB 7Bp p 


— B0042103SB "Biological Survey of Susquehanna River in Vicinity of Vox k 
Haven. PA 1976 Terminal Rept " 

WURT2, C D Charles D Wurtr 79/06/29 33pp 


— 8004210366 "Ichthyofaunal ** Creel Census/Fish ing Pressure Burvoye in 
Vicinity of Drunnei Island Steam Electric Station " 

DENQNCaURT, R F R F Dononcourfc 78/05/31 161pp 


B004220677 Supports Bureau of Radiological Health review of NURE(}~066^ 
Venting of Kr-S5 in containment bldg to atmosphere under 
controlled release is prudent t proper course NRC should 
provide definitive controls 

VILLFORTH. J C HEW, Dept of. Food t Drug Administration 80/04/16 

2pp 


8004240399 Responds to NRC 600328 Itr re hydrogen control sys filter 
housing negative pi essure rating Filter housing not designed 
feq meet ANSI/ASMC 509 requirements issued in Bee 1976 
Imposition of requirements considered inappropriate 
HOVE Vi 0 K Metropolitan Edison Co 60/04/16 2pp 


B0042S03/B Forwards App Subsection G to comments on £16 for 
decontamina 1 1 on of TMI-2 reactor bldg atmosphere Section 
had been omitted from original 

MQLHOLT.a Public Interest Law Center of Philadelphia BO/04/16 

6pp 


0004250433 Forwards comments on NUREO-0662, "Environ Assessment for 
Decontamination of Reactor Bldg Atmosphere ft. Addenda " 

Small roleasos will occur during each airlock ^ roactor 
bldg entry Loss restricted access to reactor bldg required 
HOVEY.G K Metropolitan Edison Co 00/04/18 4pp 


0004250356 Responds to 800321 t 28 meetings re requirement to protect 
MOHS Filter housing currently being changed to stotntess 
steel Filter will bo located in shielded cask In present 
position on oast side of pump 

HOVEY.G K Metropolitan Edison Co BO/04/21 2pp 


0OO429O2B9 Forwards comments on Addendum 2 to environ assessment for 
venting of facility containment atmosphere Concludes that 
reduction o-f venting time for removal of Kr-85 gas will 
result In higher overall psycho ) og icai stress 

MOLHQLT. 6 Public Interest Law Center of Philadelphia 80/04/21 


0004170040 confirms NRC 000419 meeting w/UCS at Mldd latown, PA 
Anticipates rocolving clarification of intent of several 
questions re relevancy to issue of venting containment 
aRNOLDjR C Metropolitan Edison Co 00/04/11 Ip 


8004170239 Forwards comments re environ assessment for decontamination 
of reactor bldg atmosphere 

MOLHQLT.Q Public Interest Law Center of Philadelphia 80/04/14 
225pp 


8004300303 Forwards TMI Program Ofc weekly status rept for 800405-11 
COLLINS. J T TMI Program Office 80/04/14 Spp 


0004210335 Forwards Susquehanna River data In response to NRC 000407 
request 

SKINNER, U F Pennsylvania Power ft( Light Co 00/04/15 Ip 
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i t -*► » . . V J. * i.4 on 791 I?0'aOOlO4 

’j 4 ■<» I t ,* ►fi .J « • V* artijr on pr«.{Ou4 in*p 
»j I ^ . 1 , rr, proct.;ur«^ p Unt operationsr 

j< '»< »*•>«•), 1 

'* -p t ' tr > L r < - V P Region J. Ph i ladelph 

> fii 4 ^ . -pp 


r 1 - . .t , ’ i , - - ^ ■ '-ZO /y-27 an 791002-05 ♦> 09- H Wo 

' - J I e r T * 

I ' .. I eji 1 jla-ielpf-id PeJctor Operations Wuclear 
, ' t 1 - 1 ‘ ' J .'r p 


0004010444 Submits "EPA Preliminaiy Data fiopt 0003l2jl4dl7 & 31. " 
prepared by Environ Monitoring Bys Lab 

SMITMiA E environmental Piotection Agency 00/03/34 Ip 


G004170344 Forwards status rept for tuk of 80031S“3i 

COLLINS. J T THI-2 Op ora 1 1 ons /Sup p or t 00/03/34 4pp 


8004010490 Submits "NRC Air Sample Results for 000305. 12 t 19. 
prepared by En/iron Monitoring Sy 5 Lab. CPA 

SMITH, A E Environmenta 1 Protection Agency 80/03/2A Ip 


i\ : .'i In, ’e,-* ■" - H ' 77-3, on ^91002-05 t> 09-U No 

' -iljir r areis irispe'ted three allegations 

••t o»»- '4»vJ p.Minj ,r electrical cables during I97i 

' i » » f 1 '■ i < i 

t « t i Fniladflpria Reactor Operations Nuclear 

jyii ' J ' ‘ .r .« 0 Rejion l Philadelphia. Office of the 

I I'e • ' 1*' ',7 


^ HiiSj:' *1 »j ir I ,j M e 1 1 n 79 19, “Pactaging of Lou Level 

' r Tri-^sp Tt » 'urial Personnel training 
• i I'i'r' 4 Jill Si j-rleted bj .<pr 1930 Requests that 
’It 1 ’•e2„44te te -elHjsej t-cr shipnent 

o; ij»af. Esisor, Co PO/03/31 7pp 


4JI 4 ..] R«i-;r 3 i P, , Itr requesting status of actions All 

1» a„lJ»ti » If items essentially corplete Personnel 
t-alri ij r«^ , 4 remen ^ 5 near cc'-pletion V approval of three 
-a;uai*e sh p^erti -as gamed Addl status info end 
hRE". w f “e’^T :pol I tar Edison Co 80,03/31 7pp 


0004070222 Submits preliminaiy air t> ujater sampling data far 000319-26 
SMITH. A E Environmental Protection Agency 00/03/27 Ip 


0004140420 Forwards weekly status ropt for wk ending 000320 re offsiio 
emergency radiological environ monitoiihg progt'flm Burface 8. 
drinking water samples had normal tritium ff gross hota 
activities 

GERTZ,S M Porter-Oertr Consultants, Inc 00/03/30 22 p p 


0004070335 Forwards "Rad lo 1 og i ca 1 Environ Monitoring Program Annual 
Rapt, 1979. *' "Hydraulic Survey" f " 1979 Moiu to? 1 ng of Cool iiig 
Tower Operational Effects on Vegetation In Vicinity of 
Facility " 

HERDEIN, J G Metropolitan Edison Co 30/03/31 2pp 


--0OO4O7O339 "Radidlog lea 1 Environ Monitoring Progiam Annual Rept for 
1979 " 

* Metropolitan Edison Co 60/04/30 90pp 


-'41,1^ £, F'r,/ar3» It- Into Notice 80-12 "Instrument Failure Causes 
^’pemr g cf PO"*'/ f, Cloci "'alve No specific action or 
■response retessar^ 

3 H Pejicn I Philadelphia Office of the Director 
ej, 03.31 ip 


— 6004070343 "Hydraulic Survey," tor Jul 19/9 Thi oo ovorsi lo druuinqs 
enc 1 

* Cl Ibert/Commonwea 1 th Cos /9/07/31 SOpp 


F^r.arcs Waste Packaging Insp Rept 80-06 on 300126-0201 No 

jCnc .-p 1 la-c a roleo 

'U- 7 vir saf.tv 


t;,'42t'020 Wsite Paikaging Insp Rept 00-06 on 600126-0201 No 
r:r- 0 ",p J larce roted Major areas inspected proper vehicle 
^''tegrity t package labeling 6 marking 
^ F-rancisco. Fuel Facility i Materials 


—8004070347 "1979 Monitoring of Cooling Tower Operational Effects on 
Vegetation in Vicinity of Facility " 

PELLEK.R R . FRIDAY, 0 P , JOHNSON. « » NUS Corp 00/02/2? 32pp 


0004110362 Forwards results of reactor bldg air samples ana 
000130-0213 for 8r-69 ^ Sr-90. in accordance u/utll 000104 
commitment 

WILSON. R F Metropolitan Edison Cq 60/03/31 2pp 


y r » d far 


6004260230 Forwards TMI weekly status rept for 000322-26 

COLLINS. S T NRC Throe Milo Island Task Force 00/03/31 |p 


Circular 80-05i 'Energency Diesel Generator 


jRlER Q H Pegicn 
'3D,04':i ip 


Ph 1 lade Iph la. Office of the Director 


s'"**'"' 

I 1 C 91 FR fl u n untten response required 

^ 3 / 04 /.y ^ Philadelphia. Office of thJ Director 


the Director 


-39^1ER.B H 

eo/a4/c2 


^Region [ Ph i lade Iph la. Office of 


3416C260 Forward! IE Circular 80-07 
S«1ER response required 

'■ ■•’’’•’-'•'’PM*, off.c, », 


Problems M/HPCI Turbine Oil 
the Director 


ftSnEirt-JiarTjJJ’so, 


status, environ ^ effluent info, major actl vli 1 es, fuluro 


svolutlons 6 public affairs Info 
tt NRC Three Mile Island Task Force 


00/03/31 3pp 


describing permanent radiological onviron 
monitoring program ^ program rept for 1979 Continuous 

fo 7 i!i-flsT^?r"f ^ ®"''»>'on radiation monitors will be used 
for Kr- 0 S monitoring W/o ends 

RESSLEH.W C General Public Utilities - GPU Service Corp 00/04/01 


I r- •-'•Iiai y uaca trom offsltfl emerge 
gical environ monitoring program consistliio of 

GERTrs 000320-0403 ® 

Porter-Oorti Consultants. Inc 00/04/01 


14pp 


BAST.J Env,ro„„,nt 4 i Hrot.ctlon Ajonc^ 00/04,07 Ip 


Rept for Por.od Ending aOoaoT' " nL:/;"''" '' •’ ' ' 

HOREY.O K Metropolitan Edison Co 60/04/19 Ip 




°a0033?^" Rocovery Quarterly Progress Rept for Period Ending 

300 p^'^ ^ Metropolitan Edison Co TMI-II-RR^6 60/04/30 


000319-0410 sample data collected in vicinity of 

CORKERN, w D , SMITH. A P 

6pp aMJTH/A e Environmental Protection Agency 


00/04/16 


8004230375 Preli 
CQRKERNdM D 


minary data rept of air 
Environmental Protection 


<< water 
Agency 


sampling 

00/04/16 


Ip 
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S Reportable occurrente^j LfRs ^ related correspondence 


8004070103 PNa-TMI-80-008A on 6003] D, 1 i censee intends to commence 
preparations to enter containment personnel airlock 2 
Airlock atmosphere rad loac ti ^ri ti; has been anal^ied ?c will 
be pui ged Containment integrity will be maintained 
CONTEiR J . FASAND,A N Region I, Ph i ladel ph la. Office of the 

Director CDLLINB^ J T Office of Inspection Enfarcementi Office 

of the Director 00/03/05 Ip 


8004020072 PNO-TMI-00-01 4 seal rings for outer door to personnel 
airlock 2 failed leak test conducted following entry of 
personnel Into airlock per PNQ-TMl-ao^-OlO Seals replaced* 
door adjusted i seal retested successfully 

CONTE, n J , FASANO.A N Region 1. Philadelphia. Office of the 

Director COLLINS, J T Office of Inspection C* Enforcement, Office 

of the Director BO/03/14 2pp 


8D04020012 RO 00-10/lP on Q00314, f al iawi ng use of outer door for first 
entry into airlock* leak test of seals failed to meet 
acceptable criteria Airlock declared inoperable Door seal 
replaced V ui/addt shims successfully leak tested 
UlLSON. R E Metropolitan Edison Co 00/03/17 Ip 


8004020094 PNO-TMl -00-01 5 on 6003181 emp loyee left site in ambulance 
experiencing pains near right kidney Individual was not in 
controiled area at time of event 

CONTEiR J , FASANQiA N Region 1* Philadelphia, Office of the 

Director CaLLlNS*^ T Office of Inspection &• Enforcement/ Office 

of the Director QO/03/18 Ip 


0004020077 PNO-TMI-80-0t6 on 000320', 1 1 censee plans emergency drill 
implementing emergency plan Onsite staff will monitor drill 
w/assistance from Region 1 

CONTE/R J I FASANO/A N Region 1. Philadelphia. Office of the 

Director COLLINS, J T Office of Inspoctiofi U Enforcement, Office 

of the Director 00/03/19 Ip 


8004020097 PNO-TMl-BO-017 on 000320/ several local air particulate 
monitors in auxiliaiy bldg alarmed Makeup sys leak suspected 
for high reading Preparations underway to locate & isolate 
leak Press release planned by util 

HAVERKAMP.D R / FA9AND, A N Region 1. Philadelphia, Office of the 
Director CDLUNS/J T Office gf Inspection it Enforcement, Office 
of the Director 00/03/20 Ip 


8004040336 Forwards LCRs G0-009/99X-O ft BO-011/99X-O 
HERDEIN/v^ 0 Metropolitan Edison Co 00/03/27 Ip 


—8004040344 LER 0O~OO5/99X-O on 000321 / Rosemount 1152 pressure 
transmitter in Jlmitod cases exhibited output between 4 it 20 
ma w/input pressure over or under calibr range Caused by 
long-term degradation from submergence In water 
CHAPLIN* S D Metropolitan Edison Co 80/03/27 Ip 


— 0004040349 LER 80-01 l/99X“0 on 000321 , Ros emount 1152 pressure 
transmitter in limited cases exhibited output between 4 & 20 
ma w/input pressure over or under calibr range Caused by 
long-term degradation from submergence in water 
CHAPLIN/ S D Metropolitan Edison Co 80/03/27 4pp 


0004280632 PN0-I-0O-OO4 on 800327/ two bomb threats were received both 
stating that bomb was set for 000328 Search conducted No 
bombs found 

MADDEN, W / DEVLIN. J / MARTIN. U Region I, Philadelphia, Office of 
the Director 00/03/28 2pp 


8004140372 Forwards LER 0O-OO9/O3L-O 

NILSDNiR F Metropolitan Edison Co 00/04/03 Ip 


— 3004140377 LER 0O~OO9/O3L-O on 000305, dur ing recovery mode operation, 
w/emergency diesel generator A down for ma ink. emergency 
diesel generator 0 was tested for operability Oenerator 
would start but could not be loaded Caused by open switch 
CHAPUlNi 8 D Metropolitan Edison Co 80/04/05 3pp 


8004250377 Forwards LER 80-010/01L-0 

HOVEYrO K Metropolitan Edison Co 80/04/12 Ip 


—8004250309 LER 0O-OtO/OlL-O on 800314, using outside personnel air lock 
entry door, door seals were tested Leakage exceeded rate 
criteria Personnel air lock entry declared inoperable 
Caused by use of personnel door after one yr of nonuse 
CHAPLIN, a D Metropolitan Edison Co 80/04/11 Hpp 


8004290510 R0-e0-l4/iP on 000422. boric acid mix tank liquid found to 
contain higher boron concentration than Tech 8pec limit 
On 000424 boric acid mix tank declared operable following 
demineralized water addition to bring concentration down 
HAVEViO K Metropolitan Edison Co 80/04/24 2pp 


T Hearing tianscripts or, non -antitrust matteis 


8004300612 Transciipt of /91025 telephone interview le participation in 
b knowledge or industry support efrort ic TMI-2 Pp 1-30 
ACKERMfiH, N Techfiology for Fnergy Corp 79/10/25 32pp 


0004020076 Tianscript of 800129 public meeting m Harr i s b ur g . PA le 
EIS on decon tamina 1 1 on *•> cleanup oP radwasto 
* TMl-2 Operat lons/Scj ppor t 80/01/29 67pp 


8004040235 Foi wards corrected transcript Page 552/553 for hearing in 
Harr i sburg . PA 

SMITH, J International Verbatim Reporteis, Inc 00/03/11 2pp 


Q004020140 Transcript of 000312 brief mg le enviroii assessment for 
decontamination of TMl-l bldg atmosphere in Wash » ngton, DC 
Pp t-5l 

s Comrission 80/03/12 5lpp 


8004000001 Transciipt of 000330 meeting in Daltimore.MD re scope or 
pr agramm.it 1 C EIS on decont^niinat i on & disposal of raduiastes 
resulting from accident 
« Commission 60/03/20 200pp 


6004140472 Transcript of 800401 meeting of ACRS Subcommittee on TMl-2 
Action Plans in llethasda,MO Pp 1-285 

* ACRS - Advisory Comniitee on Rcactoi Safeguards 60/04/01 
290pp 


8004140474 Transcript of S00402 meeting of ACRS Subcommittee on TMl-2 
Action Plans in nothesda.MD Pp 1-197 

* ACRS ' Advisory Committee on Reactoi Safeguards 00/04/02 

200pp 


8004150323 Transcript gF ACRS Subcommittee on Till Accident Implications 
000409 meeting in Nash i rig ton. DC Pp 1 '147 

« ACRS - Advisory Committee on Reactor Safeguards 80/04/09 
147pp 


U Congress lonal /Eiocut i ve Correspondence 


80040603/5 Ac k receipt of 800303 I tr providing comments for 
programmatic EIS an decontamination V disposal of radwastes 
resulting from facility 790328 accident Comments will be 
considered in preparation of statement 

MULLER, D R Division of Site Safety 4* Envii onmental Analysis 
00/03/19 Ip 


--80040S0260 Comments on pi ogrammati c EIS on deconbaminat ion & disposal 
of radwastes resulting from Facility 790320 accident 
Supports statement No actions should bo permitted at site 
until irnpact on Busquehanna River is determined 

QAUMAM, R E Mouse of Rop , Merchant Marine b fisheries 80/03/03 
Ip 


8004220659 Comments on NRC approach re contaminated waste disposal from 
TMI No wastes should ba loleased into Susquehanna River 
until completion f roview of EIS NRC must consult w/stale 
officials re any activities taken prior to EIS review 
SAR0ANE9, P Senate 80/03/20 2pp 


0004140270 Discusses NRC Special Inquiry Oi oup review of questions on 
util conduct re info ttansfer dui mg 1979 accident No direct 
evidence found to indicate info withheld intentionally IE 
will complete investigation 
AHEARNE.J F Commission 80/03/21 3pp 


DOCKET SO-321 EDWIN I HATCH NUCLEAR PLANT, UNIT I 


0 Adjudicatory correspondence 


8004290460 Forwards NRC confirmatory orders 

8TELLO, V Office qf Inspection t/ Enforcement, Office of Ibe 
Director 00/04/04 Ip 


— 8004290466 Order confirming ulil commitment to perform review requested 
by IE Bulletin 79-27 by 000626 Info loquircd outlined in 
Attachment A 

STELLO, V Office of Inspection h Enforcement, Office of the 
Director 80/04/04 5pp 


— 0004290477 Order co-nfirming util commitment to perform review requested 
by IE flullotin 79-27 by 600626 Info required contained in 
Attachment A 

STELLO, V Office of Inspection V Enforcement, Office of the 
Director 80/04/04 5pp 
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t'? '* li I ' ' r r€’‘»p '‘r Jenn* 


4'.~M]rii ij, -j.* t il’ »h-ji jU LI--R licensees assess 

ij*®! 'li I ■■ j -I ’ t I ■ f >• * je I above 20 000 

’■> ;et »t I Tfjr r*-i| ii . injirjte ♦ha I no inmediate 

li e 1 T j r ) 1 iTi'v r^f r 1 -peratiri] reactor 

UFL''ITt> 1 i]»>rj'ir, firatt.r- 1 GO/ 'J 3/10 3pp 


’ i 4 i /1 I ' 1 ir Lin "peus. studj o* digital 

dM'fi ^ + 1 ’j ♦' ir I' i t inrc rroT plants to Dethesda 
•jper 0 * i vTi ' * T 

Tm Opcta^mg ffeactors 60/03/12 5pp 


'-04ij^jllt3 Nj It-jr Da’ j L ni jpe^s 
♦ '"u^jsiipi I', rea»,lors LO'yavi SSpp 


D- = CTite- *) r pri-nan^ caolart 3<,S pressure isolation 

valves It, rv*sprnse rj fjN' bOOHHJ l»r re potential for LDCA 
foruatJa ■jlietc’-e* ol p tr e t r a t i o rt s ejhibtting Event 5 valve 
lonfigura’iin f^jr n unit 

LJlC’tR 11 ^e:rsii P? ler '''3 00/03/Jl Spp 


. j42vC05‘i P'rudnK GjOI-^ t 03ll Itrs to GE re proposed control rod 
drive 5j^ I’liJs leld^ed ta ellrmation or cracking in return 
line roj/Jes Guilelinei rur nods uiill be discussed in 
M»RbO 0^1 P, to be issued in F3 t Lcnnpnt ' forn in Apr 1960 
irrOLlTf) T A fjperatir; fJeactors Oranch 3 BO/04/07 2pp 


♦-'juAi 5 vj 5G Guoniits inro ve control rod op erab 1 1 1 , 1 n response to 

NBC rGDllO Iti I'uring rept 1 /7C to Dec 1979 no instances 
occurred or »-oniiol rod» ratling to insert fully Only 
ralfunctions uero nitrogen c-sitridge valve leaks 
UlCrEB.W H Georgia Poaer Co 00/04/00 Ip 


PQQ4250390 Foruiards rept re substantial safety haiard in RHR svc water 
pump motors coclirg watctr supply line Loss of RHR cooling 
water u-iuld result in eiceeding safety limit specified in 
Tech •Ipeci Cooling sys uill be separated into two divs 
MCCWARf D L Southern Co Services. Inc GO/04/15 4pp 


Q Inspection reports* IF Hulielins correspondence 


QO04090349 Forwards IE DjlUtin 60-03* ' Loss of Chat coal From Std Type 
ll*Tuio~Inch Trey Adsorber Cells ' Action required 

O'RElLLf. J P Region 2 Atlanta Office of the Director 60/02/06 

2pp 


“-G004U90049 IE Insp Repts 50-3*^! /80-01 f 50-366/60-01 on SOOlOB-ll 
Honcomp I lance noted failure to rollow surveillance 
procedures 

UPR1GHT*C M Region 2* Atlanta* Reactor Operations Nuclear Support 
Branch NOON. D T Region 2. Atlanta* Office of the Director 
aO/02/05 6pp 


0004110565 Submits lesponse to IE Hulletin BO-03* ''Loss of Charcoal 
From Std Type 1 1, Two-Inch* Tray Adsorber Cells " All fillers 
are in good condi tion* a 1 1 sci eens are stable t housing 
frames are solid No carbon lost through screens 
UIDNER*14 A Georgia Power Co 80/03/21 3pp 


0004150198 Responds to IE Bulletin 80-03 re charcoal adsorbei colls 
Insp of all Util I ventilation sys indicate that all 
filters are in good condition Util 2 uses deep bed type 
carbon niter beds rathei than cells 
WIDNER.U A Georgia Power Co 80/03/21 3pp 


8004170298 Responds to lE Bulletin 79-2// "Loss of Non-Class IC 
Instrumentation '/ Conti ol Power Sys Dos During Operation “ 
Review of emergency proc edures* required by Item 2« is now 
scheduled tot completion by 000626 
NlDNERiU A Georgia Power Co G0/03/P6 Ip 


8004150521 Forwards IE Info Notice SO-12* '‘Instrument Falluio Causes 
Opening of PORV ft Dlock Valve ‘ No specific action or 
response necessary 

O'REltLY/J P Region 2, Atlanta* Office of the Director 80/03/31 
2pp 


0004080624 Forwards IC Circular 00-05* "Emergency Diesel Oonoratqi 
Lubricating Oil Addition f* Onsito Supply *' No written 
response required 

0'REILLV<J P Region 2* Atlanta* Office of the Director 00/04/01 

2pp 


8004150065 Ack receipt of 800211 Itr informing NRC of stops taken to 
correct violation noted in IE Insp Ropts 50-321/79-37 
50-366/79-41 

LEUlSiR C Region 2* Atlanta* Reactor Operations Nuclear Support 
Branch 80/04/01 Ip 


—9004150072 Responds to NRC 800117 Itr re violation noted in IE Inap 
Rept 50-321/79-37 t 50-366/79-41 Corrective actions existino 
radiation work practices ft procedures reviewed U modified 
NIDNER*I4 A Georgia Power Co 80/02/11 2pp 


0004010112 Partially responds to IE Bulletin 79-OlB, "Environ 
Qua 1 1 1 1 cation of Class IE Equipment " Class IE components 
listed including environ analys 1 s. inadequate qualification 
data ft test ♦ aenrient tenp profiles W/o end 
WICNER W a Georgia Power Co 80/02/00 2pp 


PD04220215 Forwards IE ftepts 50-321/80-08 ft 50-366/80-08 on 
800221-22 Mo none omp 1 1 anc e noted 

BRYANT* J C Region 2* <*tlar>ta. Reactor Construction 6 Engineering 
Support Branch 00/03/04 2pp 


--8004220221 IE Insp ftepts 50-321/80 08 ft 50-366/80-08 on 000221-22 
noncompl lance noted Major areas inspected followup on items 
of noncomp I lance re 10CFR21 

BROWNLEE* V L CONLON T E Region 2 Atlanta* Office of the 
Director 80/03/04 3pp 


C004090032 Ack receipt of 0CO31O Ur informing NRC of steps taken to 
noted in IE insp Repts 50-321/80-01 U 

SO-366/GD~0 k 

«vcl«r Svpp.rt 


-tf004M0035 ftespprd, t, l,RC 000205 Ur re v.oUtlop. nated , 
epts 50 3?*/0O-Ol ^ 50-366/00-01 Corrective octiona data 
Sheet revised to relorate tire pump fuel level checks ft 
assignment sheet levised to u^e HNP-2-9503 
NISNER. W A Georgia Pouci Co 80/03/10 Ip 


-*-0004090036 Forwards 
800109-11 ft notice 
LENI6>R C Region 
Branch 80/02/05 


IE Irsp Repts 50-321/80-01 ft 50-366/80-01 on 
of violation 

2^^Atlanta* Reactor Operations Nuclear Support 


*-8004090041 Notice of /lolation 
« Region 2* Atlanta* Office 


rron insp on GOOIOB-U 
of the Director 80/02/05 


Ip 


•8004150079 Forwards IE Insp Repts 50-321/79-37 ft 30-366/77-41 on 
791110-1207 ft notice of violation 
LEW1S*R C NRC Regional Offices 00/01/17 ?pp 


riuitiviuri riom insp on /71X10-1207 

* Region 2* Atlanta* Office of the Director 80/01/13 ip 

8004150096 IE Insp Repts SO-32 1/79-37 ft 50-366/79-41 on 791110-120/ 
Noncomp 1 lance noted radiation work petmlte were not 
approved ft posted prior to work contrary to procoriores ft 
Tech Specs 

0*UrL”of thr^n, RDOEnS.n F Raglm S, Atlanta, 

Office of the Director 80/01/15 5pp 


'"t a®“*3 Ur informlnj NRC a* atap. taken to 

noted In IE insp Repts SO-321/G0-04 ft 

50-366/80—04 

Oraici.'’ So/Sd/i?" ORoratians Nuclear Support 


Rept, 5O-301/BO-Od « 366/00-0,1 Correctiv; action. aJtu 
foreman ft operators involved were relieved of duties foi 
special training 

HIDNERaW A Georgia Power Co 00/03/13 ip 


Insp 


791213-800104 ft notice of violation 


Braif;" ‘oo/S2/!r Op.rat.on. Nuclear Bupport 


-8004150147 Notice of violation from lusp on 791212-800104 
« NRC Regional Offices 80/02/13 Ip 


-8004150155 IE Insp Rept 50-321/00-04 ft 50-366/00-04 on 791212-000104 
Noncompliance noted HPC I sys not proven operabirar ^ 04 

required by Tech Specs 

“aSci.” '^rqoerI‘rV' “P"-*’!”"* Nuclear Bupport 

aS/SI/13 ®pp " Wflc. Of the Dlr.ctSr 
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000^150093 Forwards IE Info Notice BO-13, 'GE Type SQM Control Switches 
Defective CAN Fclloweis " No specific action or i esponse 
required 

0'REILLV,J P Region Atlanta, Office of the Director 00/04/02 

2pp 


0004240265 Forwaids IE Info Notice S0'14. “Safety Suggestions From 
Employees “ No action required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/04/02 

2pp 


8004160303 Forwards IC Circular Q0'07> “Problems U/HPCI Turbine Oil 
Sys “ No written response required 

O'REILLY, J P Region 2- Atlanta, Office of the Director QO/04/03 

2pp 


0004110011 Forwards IE Dullotin 80-07* “OWR Jet Pump Assembly Failure 
Written response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/04/04 

2pp 


80042301/3 Foiwards IE nullotin 79-03A ''Longitudinal Wold Defects in 
ASME SA-312, Type 304 Stainless Steel Pipe *' Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/04 
IP 


6004180436 Forwards IE Bulletin 80-08, “Eiam of Containment Liner 
Penetration Wolds “ Written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/04/07 

2pp 


0004230467 Submits info in response to 800121 Itr re lE Bulletin 80-02 
Documentation associated w/receipi ^ installation of 
sparger assemblies & mods is on file at plant site 
WIDNER.U A Georgia Power Co 80/04/16 4pp 


6004280452 Updates 800346 response to lE Bulletin 7^-OlD "Environ 
Qualification of Class IE Equipment “ Enough Info re Dechtol 
equipment will be available by 800801 to provide ■meaningful 
response Info needed fiom OE will be complete by B01226 
WiDNERiW A Georgia Power Co 60/04/21 2pp 


R Periodic operating reports S' related correspondence 


8004010321 Forwards “Annual Environ Surveillance Rept for CY79 " 
MANRV, M Georgia Power Co QC/03/20 Ip 


—8004010326 "Annual Environ Surveillance Rept for CY79 
a Georgia Power Co 80/03/28 GOOpp 


B0041S036Q Forwards monthly operating rept for Mar 1980 
MANRY, N Georgia Power Co 00/04/10 Ip 


■0004150390 Monthly operating rept for Mar 1900 
RODEN, J W Georgia Power Co 00/04/10 Spp 


0004150399 Forwards monthly operating rept for Mar 1930 
MANRY, M Georgia Power Co 80/04/10 Ip 


—8004150404 Monthly operating rept for Mar 1980 
RODEN, J W Georgia power Co 80/04/10 5pp 


S Reportable occurrences, LERs 4^ related correspondence 


8004010474 Forwards LER 0O-O25/O3L-O 

MANRY, M Georgia Power Co 80/03/25 Ip 

— 8004010477 LER a0“025/03L'’O on 800301, during normal operat i on, reactor 
core isolation cooling pump discharge flow switch found out 
of spec, Caused by instrument drift Barton Model 209A flow 
switch recalibr 

NIXiR T Georgia Power Co 60/03/25 2pp 


— 8004040436 L El^ 00 -027 'L’ Jl -w sn t,uu3l0, du, i n j review of surveillance 
sc hedu ) e, d I aco e d i 3 J b 1 ic < monitoi vuTtctional test 
calibr not peifoimed uii + bjn ’■equiied interval Caused by 
pcisonnel o,/eraight igu r >'e 1 1 lant e acceptably performed 
NI/iR T Georgia Po«^er Co 00/04/01 2pp 


0OO4O7OP81 Forujards LF.fi 00 -020,031-0 

f1ANR/,t1 Georgia Powei Co ftO, '04/01 Ip 


— 6004070233 LER 30-028/ 'j 3U-0 on G00313 * I/, during full power operation 
secondary containment iritegrity mooientarily violated at 
164 rt elevation I ea-c t 01 bldg airlock' Caused by design 
deficiency Design change request has been written 
COGGIN, C L Georgia Pow-er Co 00/04/01 3pp 


0004220713 Forwaids LER 80-029/03L-0 

MANRV, M Georgia PoiiueT Co 30/04/15 Ip 


— 8004220721 LER 80-029/031. 'O on 800322, dur ing normal surveillance, 
generatoi in43“S001C Failed lo start ♦, reach rated speed 
within 12-s Caused by bent shutdown solenoid operating rod 
in engine governor f* failed governoT booster servo 
NlX.R T Georgia Power Co 00/04/14 3pp 


8004220675 Forwards LER 80-031 /03L-0 

MANRV, M Georgia Power Co 00/04/17 Ip 


—8004220664 LER aO'03t/03L-0 on 600330, while operating at 99 37 of rated 
MNT,mdin stach radiation monitor sample pump failed Cause 
attributed to moistuie swelling cai bon ^anes in pump, locking 
pump Sampling procedure will be revised 
ROGERS, W H Georgia Power Co 00/04/17 2pp 


8004220669 Forwaids I ER 80 030/03L-0 

MANRY, M Georgia Power Co 00/04/17 ip 


--B004220710 LER 80-030/0'3L'0 on 000330, w/mod c switch in run position 
reactoi at 2,432 MNT, d a s i, overed analyier D ot primary 
containment hgdrogen > oiygen analgicr inoperable Caused by 
personnel error Pt ob I em coircctcd Analyier returned to sve 
NIX,R T Georgia Power Co 00/04/17 2pp 


8004280570 Forwaids I ER Q0-032/03L-0 

MANRY, M Georgia Power Co QO/04/22 Ip 


■8004280566 LER 0O-O32/O3L 0 on 000402, dur mg normal operat I on, pr imar y 
containinent oxygen concentration exceeded Tech Spec limit 
Caused by air in Icai^age across seals of torus to drywelJ 
delta pumps Pump seals greased h in-leakage stopped 
n Georgia Power Co BO/04/22 2pp 


8004230562 Forwards LER QO-034/03L-0 

MANRY, M Georgia Rawer Co 80/04/22 Ip 


—8004230509 LER 80-034/03L-0 on 600403, dui i ng steady state power 
opeiatton on Unit I •, cold shutdown on Unit 2, fire water 
level on both waiei tanks was discovered below Tech Specs 
Caused by valve trip at no» th end of IB cooling tower 
Nli.R T Georgia Poujoi Co 30/04/22 2pp 


DOCKET 50-322 SHDREHAfi NUCLEAR POWER STATION 


A App 1 icat lon/construc 1 1 on stage documents V correspondence 


6004040031 Advises of issuance of NJREG-0500, ''Interim Staff Position 
on Environ Qualification of Baf ely-Relaled Electrical 
Equipment,' providing guidance re methods for compliance 
ROBS, D F Division of Project Management 80/02/05 7pp 


8004040017 Submits add 1 guidance to NURLO -0583, "Interim Staff Position 
on Environ Qua 1 1 f 1 ca t von of Satety Related Electrical 
Equip, Tient " Requests review of oquipnenl qualification 
documentation to identify degree of compliance 
ROSS, D F Division of Piojocl Management 00/02/21 3pp 


6004020354 Forwards LER 80-020/03L-0 

MANRY, M Georgia Power Co 80/03/27 Ip 8004020466 Notification or 800326 4 27 meeting w/r epresentat ives from 

Mark II owners group in San Jose,CA to discuss Mark II 
Create Test Program, 4T c /o tests foreign tests 

— 0004020359 LER Q0-O20/03L~0 on 600308, during normal operat ion, 160 ELTAWILA, F Containment Systems Branch 00/03/10 12pp 

gallons of radwaste was released to river w/o prior 
analysis per Tech Specs Caused technician error 

Reanalysis showed ET6 nob exceeded 8004030122 Notification of G00326-27 meeting w/Mark II owners group, 

ROGERS, W H Georgia Power Co 00/03/27 2pp NRC consultants 4- OE in San Jose.CA to discuss Mark It 

Creare test program, 4T c/Q 6 foreign tests Topics are 
proprietary Agenda end 

8004040416 Forwards LER QO-027/03U-0 ELTAMlLA, F Containment Systems Branch 80/03/10 12pp 

MANRY, H Georgia Power Co 80/04/01 Ip 



160 


DOCKETED ITEMS 


c004040W‘I C-u IT -ji a I Dr 0i.» i=e' ’ in«.Jlirig II o*jT*ers group re status 

Ot sfr^eTciJ Il'h3 teim pruj»*»Ti t a s S irii-lu^ing Iasi'S A 17j 
M lA ' last rpMtrj ytiliiatian a( fuieign test data 
ELTiMJlLA F i. 0 r tai riiTiprul Si; stem a fiTarTth 90/03/ iB 104pp 


fl004i3‘103l4 Forijjaids reapLUise tu rjiiC 790 *j 14 into ie<lue5t5 re traffic 
patter ■*' aci.*>ss to iDatriuteJ ^ unresti luted areas 
CiDplogees enter plant irii jugN oti * s/i bldg Figures 
indicating Trafri'' patt»>ir>s * plant diagrams enc I 
f*av/^F>ftO J P Lcnj l-land Light i tig Co 80/03/31 22pp 


3o0414o 439 Request- s'lpmH Lnd pehal+ of Util Oroup tor Regulatory 
^pplicatiorsiibjt NRu- i>^i»tL' RE TRAN* computer cod-e Code uiiLl 
be used Tpr traiisient analysis i suppoitiyP activities 
required for plant mod or reload licensing 
VALENTE-J V long Island Lighting Co 80/04/01 Ip 


0004220620 porujard* re»pon<e5 to NRC Requesii 331 31 N 433 1 Plant 
radiation protection program coiH plies iii/Reg Ouides 0 0 h 
8 10 ujy certain ciceptioTi's Piogren^i doe^ not include spericfic 
measurement '•gs Hand 5- Foot nioniitors oi e unnecessary 
NQVARROrJ P Long Island I ighting Co 90/04/11 6pp 


0004300064 Suirmarii of 80u3?i!>'37 meetings u/Mai >( 11 ouners group in San 
Josei CA le discujsion of l4pC concerns on data frpm Creare 
tests * roroign Full--.' *lu ♦ e> » t prograais • relationships u/ 

Karlf II designs 

ELTAWTLAjF Containment Systems branch 50/04/14 32pp 


rl00430'/049 tio 1 1 f 1 {. at 1 oil if IjOC5l'S- 09 meeting u/Zutil in Long Island.NV 
to e/aiuate status of fC-nst estimated fuel load date 
RlLSOrl J R L ight Uater Reactor s Ihanch 4 00/04/15 6pp 


F Security, msdical, ^meigency • rue protection plans 


aCiO'10B0077 Ad/ises that subrnittal date roT e/acuation time estimates, 
requested by |,1RC 7912^6 Jtrihas been postponed pending GAD 
clearance under Federal Repts Act 

GRlKES,fli K Emergency Pr oparednes s Task Forte 80/03/11 4pp 


C Adjudicatory correspondence 


0004010??! Opposes opera* ion of plant due to inadequate evacuation 
plan 

3CHILL£RilJ Affiliation Unknomi 80,'O3/l9 Ip 


900404013'*? Demands site ne pi be licensed No plans pr evacuation 
possibilities eiist tot east end or Long Island surveys 
shou util does not iieed plant 

IfLElM, P l; Ar r i 1 la t 1 on UninO'-un 00/03/33 2pp 


8004010520 Opposes granting of license ta operate plant due to 
inadequate evacuation plan 

BRINI'I^AN, T J AfriJiatjon ■ijnknoujn 00/03/15 Ip 


6004030026 Memorandum of understanding faetujeen NRC 4 FEMA re piompt 
improvement j tv radiological unergeiicy planning t 
prepar edne^s , d I str I butrd as lloai d notification 
GOSSICK.L V Df+ice of the Enecutive Piroctor for Oper;>tions 
aO/04/02 34pp 


8004230051 Ad/ises that NRC position re consideration of Class 9 
accidents us 11 be subirntled lu ACUD luhen evaluation is 
comp 1 cted^ in lesponse be 800305 order Fortuaids Commission 
800321 i ASLAB 00040] orders, as interim info 
HOfiDENIChiD M Hearing Ilranch 4 00/04/08 2pp 


Lijtj4070l22 Protests nuclcur power due to concern of uiaste disposal 
TUTHILL E iifriliation Unknown 00/02/29 Ip 


'i Inspection reports IF Bulletins t correspondence 


G'0O4 100072 Forwards IE In-p Rept 50-322/79-23 on 791210-800113 Ho 
noncomp 1 1 anc e noted 

BRUNNER £ J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/02/11 3pp 


— 6004100077 IE Insp Rept 50’?22/79-23 on 791210-000113 No noncompliance 
noted Major areas inspected u/ork activities t preopera 1 1 ana 1 
testing , incl ud ing touis of rac 1 1 i ig< test ul tness ing^ OA 
activities b environ monitoring 

KtSTERi H B Region 1, Ph i lad el p h la^ Reactor Dperations Nuclear 
Suppoit Dran-ch HlGi5lN3. JC Region 1, Ph i ladelphia^ Office of 
the Director 80/03/06 7pp 


BOOI090004 Responds to IE Bulletin 79-20 to defects in certain NAMCO 
Model CAIQO senes switches Affected switches procured per 
I£ Bulettn 70-04 Keturnud for rework 

NOVaRRO, J F Long Island Lighting Co 00/02/19 Ip 


0004210146 Forwards lE In,p Rept 50-322/80-03 on 800120-0201 No 
noncomp 1 i^incc noted 

BRUNNER, E J Region J, Ph i lade Iph la, Reactor Operations Nuclear 
Support Branch 00/02/25 2pp 


-0004210151 IE Insp Rept 50-322/80-03 opi 30012S-0201 No noncomp J lane o 
noted Major areas inspected preoperat lonal test program, 
including imp 1 ementat i on, status, proc edui e review & 
verification ^ followup on previous items 

CAF’HTOM, D L Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch TRObKOSKi.W M . NICHOLAS, H H Region 1. 
Philadelphia, Office of the Director 00/02/21 Hpp 


0004070)14 Ack receipt uf 600221 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-322/79-16 
BRUNNER, E J Region 1, Ph i lade { ph la. Reactor Operations Nuclear 
Support Branch GO/03/04 2pp 


-'"0004070)17 Responds to NRC 000121 Itr re violations noted in lE Insp 
Rept 30-322/79-16 Corrective actions replaced caps, covers ^ 
plugs Space heaters in Panels 1H2UPNL10 U lH2mpNL26 
re-energ I f ed % battery room cleaned 

NQFFORD, A N Long Island Lighting Co 60/02/21 3PP 


—80040/0120 Forwards IE Insp Kept 50-322/ /9-16 on 791001-1106 & notice 
of violation 

BRUNNER, E J Region 1> Ph 1 1 ad e ] ph i a, Reactor Operatioris Nuclear 
Support Branch 60/01/21 2pp 


— 8004070121 Notice of violation from insp on 791001-1106 

» Region 1, Phi 1 adelph la, Ortice of the Director 79/12/11 2pp 


-’0004070123 IE Insp Wept 50-322/79-16 on 791001-1106 Noncomp 1 ianco 
noted Failure to provide suitably controlled conditions for 
activities affecting quality 

KISTER.H D Region I, Ph i lade Iph la, Reactor Operations Nuclear 
Support Branch !UG<51NS, J C Region 1, Philadelphia, Office of 
the Director 79/12/1) 0pp 


80040904)4 Advises that IE Bulletin 00-05, "Vacuum Condition Resulting 
in Damage to Chemical Vo I Control Si/s (CVCS) Holdup Tanksi " 
was incorrectly sent for action No response required 
GRIER, B H Region 1. Philadelphia, Office oF the Director 
80/03/17 Ip 


0004150274 Forwards IE Info Notice 80-12, "Instrument Failure Causes 
Opening of PORV Block Valve " No specific action or 
response necessary 

GRIER, D H Region ), Philadelphia, Office of the Director 
80/03/3) Ip 


B004090063 Fot wards IE Circular BO-05, “tmergency Diesel Oeneratpr 
Lubricating Oil Addition V Onsite Supply " No written 
response required 

GRIER, B H Region 1, Philadelphia, Office qf the Director 
00/04/01 Ip 


8004110140 Forwards IE Info Notice 80-13, "GE Type SBM Control Switches 
Defective CAM Followers '* No written response required 
GRIER, B H Region )< Philadelphia, Office of the Director 
00/04/03 1 p 


0OO424O3i3 Fqru/ards IF 
Employees " No action 
GRIER, R K Region 1> 
80/04/02 ip 


[nfo Notice 80-14, '^Safety Suggestions 
r equi red 

Philadelphia, Office of the Director 


From 
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0004100179 FoTuards IE Circular' S0-07i “Problems IJ/HPC I Turbine OiS 
Sys ” No uirltten response required 

OPJERiQ H Region 1* Phlladelphia« Office of the Director 
SO/04/03 Ip 


0004110053 Foruards IE Uulletin 80-07, “DWR Jet Pump Assembly Failure 
No uritten response required 

DRIER, 6 H Region t, Philadelphia, Office of the Director 
00/04/04 Ip 


9004230491 Forwards IE bulletin 79-034, **LQng itud ina 1 Weld Defects in 
ASME 0A-312i Type 304 Stainless Steel Pipe " Action required 
GRIER, D H Region 1, Ph 1 lad e 1 p h i a i Office of the Director 
00/04/04 Ip 


90041B0161 Forwards IE bulletin 80-09, "Exam of Containment Liner 
Penetration Nelds " Written response T'cquired 
ORIERjD H Region 1, Ph i ladelph la. Office of the Director 
00/04/07 Ip 


T Hearing transcripts on non-ant i trust matters 


8004100440 Comments on proposed rule 10CFR50 issue ef emergency 
planning has been prime concern of county as intervenor in 
CP proceedings foi facilities Regulations may not adequately 
protect public health t/ safety 
LIKE. I Suffolk County. NV 80/OS/S& 13pp 


DOCKET 50-323 DIABLO CmVCU. NUCLEAR POWER PLANT. UNIT 2 


A App 1 icati on/cons true 1 1 on stage documants & correspondence 


6004040031 Advises of issuance of NUREG-O500f “Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment." providing guidance re methods for compliance 
RQS8. D F Division of Project Management 80/02/05 7pp 


8004040017 Bohmita addl guidance to NURE0-0Sa8. "Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment " Requests review of equipment qua 1 1 f 1 cation 
documentation to identify degree of compliance 
ROSS, D F Division of Project Management 80/02/21 3pp 


6004230058 Requests info re auxiliary feedwater sys per Bulletins L 
Orders Task Force review of TMI-2 accident Info should be 
provided as amend to application Submittal schedule should 
Include NRC approval prior to issuance of OL W/encI 
RQS9. D F Division of Project Management 80/03/10 53pp 


80040i043i> Forwards addl info re refueling water storage tanSt capacity 
in response to 790720 request FSAR commitments i( Tech Spec 
limit is 350.000 gallons Possibility for 2X error exists in 
indication of tank level 

CRANE. P A Pacific Oas t> Electric Cej 00/03/20 6pp 


8004010437 Forwards Draft 2iRevlslon 2 of proposed ET9 for facility, 
in response to NRG request 

TIDRICK.O A Pacific Gas U Electric Co 00/03/21 Ip. 


— 8004010441 Draft 2. Revision 2 of proposed ET8 for facility 
* Pacific Oas |< Electric Co 80/03/31 21pp 


8004080466 Forwards nonpropr i etary version of response to NRC 790912 
Itr re tube wear Application for withholding proprietary 
info ^ Westinghouse supporting Itrs encl 
CRANE, P A Pacific Oas t Electric Co 80/03/25 34pp 


8004020283 Advises that work of R Lesley re offshore faults does not 
impact conclusions contained in Suppl 4 of safety evaluation 
concerning possible connectian between San Bimeon Hosgri 
fault zones 

DEVINE. J F Inter lor. Dept ef. Geological Survey 80/03/31 Ip 


8004040281 Forwards response to short-term Lessons Learned Task Force 
requirements Five oversize drawings encl 
CRANE. P A Pacific Oas & Electric Co 80/03/31 35pp 


8004140016 Notification of 800404 meeting u/utlls in Bethasda, MD tu 
discuss applicants' progress status in design review re 
plant shielding << environ qual i f Icat i on of equipment for 
spaces/sys used in post-accident operations 

BUCKLEY, D C Light Water Reactors Branch I DROMERICK. A W . 
LICITRAiE A Light Water Reactors Branch 3 80/03/31 7pp 


0004240240 Responds to 771115 tclegraiQ to F Press, sc i ence advisor to 
President Kemenij CommibSion lept on TMI accident is bsijig 
incorporated into NRC ruction Plan Applicants will need to 
implement r ec ommendat i ons prior OL issuance 
R05S, D F Division of Project (lanagement 00/04/01 5pp 


0004240520 Discusses potential design deficiencies in bypa ss, ovorr ide x. 
reset circuits of engineered satety features Cites specific 
e xamp les, saf e ty significance f criteria to be satisfied 
Protection sys design conformance response due by B00405 
STQLZ, J F Light Water Reactors Branch I 80/04/01 5pp 


6004080443 Forwards press clippings purpoiting bo state NRC position to 
Chumash Indians' access to facility Util is willing to meet 
t/ discuss issue Access question derived from possible 
application of Native Arncrican Religious Freedom Act 
PETERS.R J Pacific Oas Electric Co 00/04/03 4pp 


0004150435 Forwards diaft " Archaeo I og ica 1 Resources Mgt Plan " Plan 
cavers ai oa north of plant in area designated SLO-2 
PETERS, R J Pacific Gas fy Electric Co 90/04/07 2pp 


— 8004150441 Draft "Archaeological Resources Mgt Plan 
«• Pacific Gas h Electric Co 90/04/30 45pp 


8004150337 Forwards comparison of NUREG-0611 recommendations for 
auxiliary feedwater sys to design f /oi operation of facility 
sys 

CRANE, P A Pacific Gas fy Electric Co 60/04/00 Rpp 


80041602S3 Responds to NRC request for addl info re secondary water 
chemistry control forwards admin i sti ative operating C< 
chemical analysis procedures Procedures Include schematic 
diagrams indicating sampling point locations 
CRANE, P A Pacific Gas t Electric Co 00/04/09 2pp 


— 6004160256 Operating Procedure F~5, Revision 1, "Chemical Control 
Limits " 

a Pacific Gas f. Electric Co 80/02/01 42pp 


— 8004160259 Chemical Analysis Procedure A-2, Revision 2, "Secondary ( yi In 
S ampling Schedule " 

* Pacirlc Gas t< Electric Co 79/12/04 Bpp 


—8004160260 Chemical Analysis Procedure E-6, "Secondary Sys Sampling 
e Pacific Oas t Electric Co 00/01/08 5pp 


— 8004160264 Administrative Procedure G- 12. Revi s Ion 2. "Resoiiitlon 6 
Reporting of Plant Problems " 

* Pacific Oas t Electric Co 78/03/06 12pp 


—8004160267 Admi nistrat i /o Procedure C~20l , Revi si on 1. "General 
Requirements foi Chemical h Radiochemical Control Programs " 
* Pacific Gas 4 Eloctiic Co 75/11/24 3pp 


— 6004160271 Suppl to Administrative Procedure C-20. "Chemistry Data 
Review ft Record Mgt Descriptions of secondary water 
chemistry control program encl 
* Pacific Oas ft Electric Co 75/11/24 12pp 


8004170076 Forwards Revision 3 to response to NURE0-057a re shoi L leidi 
Lessons Learned Task Force recommendations 
CRANE, P A Pacific Ga s ft Electric Co 80/04/09 29pp 


BOO4L50343 Forwai ds Revision 4 to facility response to short-term 
Lessons Learned Task Force requirements 
CRANE.P A Pacific Oas f. Electric Co 80/04/11 21pp 


8004220406 Responds to NRC 800228 Itr requesting addl info requlrod In 
evaluate mgt ft technical resources available at PGftE 
Facilities Advises that 800321 telcon w/J Powers of 
Teknekron relayed requested info 

CRANE.P A Pacific Gas Flectrlc Co 90/04/15 Ip 


8004220692 Reissues Revision 2 to response to NUREG-0578 Also f orwai d t 
modified instructions foi Revision 2 insertion into manual 
ft eight administrative procedures previously sent to review 
group Oversize drawings encl 

CRANE.P A Pacific Gas ft Electric Co 80/04/18 33pp 


—8004220697 "General Authorities ft Responsibilities of Bhift Foreman 
* Pacific Oas ft Electilc Co 00/03/27 2pp 


— 8004220704 "Plant Staff Organization ft Responsibilities for Normal 
Operations," Revision 2 

* Pacific Oas ft Electric Co 00/03/27 3pp 
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-“a00'l2207la 5ert» <1 t hor i r j cs * R&sp ons iti i I i t ic s of Nuclear Plant 
Operators.' f<ev>ts»or 2 

» Pacific Qss * £li»rtti Co 80/03/2/ 5pp 


900422(>7£7 <5ua i i M i 5 r / Tiaininj of Shift Technical fidviaor (Shift 
Eng I fleer i " 

*» Peicirit Gas > riectric ^.o i30/03yi2/ 2p p 


-^6004220^37 A /ai lab 1 1 1 i 'j * fJo+ 1 1 j ca <■ i an or Off-djCg Personnel." 
fle«lsien 2 

<» Pacific oas ! Elertrir Cj 80/0 3/27 2pp 


.3jO 109O133 pGaponse bg j ^ i rW jn+-ei,enor5 j n opposition to Commissioner 
Hendrie derision to hear proceeding E* parte communication 
IS sufricient roi uii Ihd raual > per case ] ai/J. regard ] oss of bias 
against or in rav'or or paftg petision should be retracted 
FLEJSCHAXER. 0 Fleisuhaker. D 5 PHILLIPS. JR Center for Lain in 
the Public Interest G0/03/2C* tlpp 


— 0004090137 Response by joint intervenois in opposition to Commissioner 
Kennedy decision to hear pioceeding Ei pai te communication 
IS sufficient for ui *• hdi aural . per case lau. regard less of bias 
against or in favor or party Certificate of Sve end 
FLEISCHAUER- 1) FleischaKer, D S PHILLIPS, J R Center for Laui 
in the public Intel est 00/03/26 I4pp 


'8C042?O7'l4 'Re)to«ing Hatch l&hift Tor no./er ) , Revision 3 

■* Pacific Oas t Electi it Co 80/03/27 2pp 


•-S0C422O751 'Control Romti Access ' 

* PaciMc Gas ?/ Electric Co 80/03/31 2pp 


8004230107 Forwards JSCb Circular 795 containing conclusions re 
adjudicated issues, per ASL AO direa-tive to provide new info 
i f re levan t A nat 1 

FLCISCHAKFf?,D I I ei schak er, 0 5 GO/03/26 Slpp 


— S00422071’5 "Overtime t Emergency Relief Restrictions “ 
» Pacific Gas V Electric Co GO/03/31 2pp 


8004200373 forwards Revision 5 to i esponse to NUR£G-057Q Charges result 
from questions hij flRC revieiuers preparing SER 
CRANE, P A Pacific Gas Electric Co 00/04/22 Bpp 


r SecwTjly, medical, emergency i> rire protection plans 


8004240304 foi wards draft lept. "E/acuation Timee Assessment Studg, 
in response to WRC 791226 request Rept will be reissued ijj/ 
possible minor changes by 600523 

LOCKE’R r Pacific Oa s ^ Electric Co 00/04/11 Ip 


-'* 3004240309 "Evacuation Times Assessment 0tudy " 
« PRC Systems Services Co 00/04/30 102pp 


0004000556 Petition by Joint Intervanors for review of JH Buck decision 
to remain membei of ASLAll le seismic appeal Prior 
involvement in facility seismic, concerns may joopardiie 
ability to maintain total impaTtiality W/Certi f icate of Sve 
FLEISCHAKER/ 0 rleischoker- D S PHILLIPS, J R Center for Law in 
the Public Intel est GO/03/28 Bpp 


0004210322 notion by Joint Intervenors to reopen record ro seismic 
issues it environ qualification of saf ety-re lated equipment 
Neu info invalidates /«SLB evaluation of Hosgri seismic 
fault W/Cei ti f Icato of Sve supporting tfocumentation 
FLEISCHAKER, D Ft ei schaker , D S PHILLIPS, J Center for Law in 

the Public Interest FLEISCHAKER, D San Luis Obispo Mothers for 
peace S0/03/2B IBpp 


-0004210325 Affidavit indicating thoi facility design accel orat ions, 
velocities & displacements are not established as 
conservative values for M-7 5 design earthquake Supporting 
documentation enc 1 

SRUHE, J N California, Univ of, San Diego 00/02/29 43pp 


G Adjudicatoiy cort espond once 


Q004020I33 Request by joint intervenors for Commiasion early 
intercession ot recon^ti tut i on or ASLO, re seismic issues 
Urges di equal i f i cat i on of JH But. k due to prior involvement 
Requests oral argumeTii on issue Certificate of 0vc end 
FLE 1 9CHAKER . D Tl ti sc b akeir. 0 S PHILLIPS. J R Center for Law tji 
the Public Interest QO/03/13 23pp 


0004090030 Request by joint i n tervenoi s, to stay 600403 oral argument re 
seisnic issues Adequate time should be given to Comnussior 
to e/aluate joint inter^-enors request for early 
intercession or reconstitution of ASLAB 

PLEISCHAKER. B S Fleischaier, D S PHILLIPS. J R Center for Law in 
the Public Interest tJO/-03/l3 4pp 


-■*6004216329 Affidavit advising of recent investigations indicating that 
Hosgn tc San Simeon lones represent continuous b 
throughgoing fault sys Chart end 

LESLIE, R 0 California. Unlv of. Santa Crux 80/02/20 7pp 


—8004210393 Affidavit demonstrating that independent review pf safety 
related equipment qual 1 f Icat i on program should bo conducted 
prior to DU issuance 

HllOIlARD.n B HMD Technical Associates 80/02/S6 I3pp 


— 8004210395 “Preliminary Rept on Gtr ong-Motlon Records from Imperial 
County 8vcs Bldg '' 

KOJAHN/C . RaOSDALC. J 1) Affiliation Unknown 00/02/26 18pp 


Q004080712 Notifies of appe^ffeiice o>n behalf of applicant at oral 
argument re intervenors exceptions concerning earthquake 
issues, per ASLAD 800225 order Certificate of Sve end 
NORTON. B Bruce Morton 80/03/14 3pp 


8004030015 Opposes operation of facility CA is not safe place tp build 
power plants due to seismic activity 
SNAPF, C Affiliation unknown 80/03/15 Ip 


8004090033 Advises of appearance on behalf of Oovenor of State of CA.at 
800403 hearing Cor 1 1 f tca'^e of Sve end 

BROWN, H H Hill Christopher S- Phillips 00/03/17 4pp 


8004220001 Forwards notice of appearance pf author, PC Valentine 
A Baldwin on behalf of San Luis Obiapo Mothers for Peace 
Intervener JP Taylor prpf qual i f i cat ions end 
JONES, V I Jones, Brown Clifford 00/03/17 I3pp 


0004090454 Order denying Joint Intervenors BOO320 petition for review 
of JH Buck 800324 memorandum stating intention not to 
disqualify from participation JH Duck prior involvement at 
CP stage does not require d i squa I i f i cation 

CHILK.S J Office of the Secretary of the Commission 00/04/01 
3pp 


0004030026 Memorandum of understanding between NRC & FEKA re prompt 
impravement in radiological emergency planning U 
preparedness, d i s trib uted as Board notification 
OQSSICK.L V Office of the Erecutivo Director for Operations. 
00/04/02 34pp 


8004210100 Memorandum to counsels re Joint Intervenors 791024 motion 
requesting Commissioner Hendrie's dlequal 1 f icatlon 
Intervenors have presented no new info proving bias or 
appearance of bias Eel f-d t squa 1 1 t icat ion not required 
HENDRIE. J Commission 80/04/09 2pp 


8004020086 Response in opposition to joint intervenors B00313 request 
to stay oral argument te seismic issues Urges denial of 
joint intervenors 800313 request for Commission early 
intercession or ASLAB reconstitution H/Cer ti f i Cate of Bve 
KETCHEN,E 0 Hearing fli anch 4 00/03/21 20pp 


8004230091 Advises that applicant response to joint intervenors 800328 
motion to reopen evidentiary hearings is due an 000424 & 

NRC response on 800305, per 600403 stipulation approved by 
ASLAB 

KE7CHEN, E Q Hearing Branch 4 80/04/09 3pp 


8004000681 Order re Joint { nterveniars ' 600313 motions Commission shall 
not intercede in seismic proceeding JH Duck should publish 
decision by G00403 Oral argument denied 

CHfLKrS J Otflce of the Secretary of the Commission 00/03/31 
2pp 


30Q4020020 Forwards affidavit of nondisclosure 4* protective order 
draftsrper ASLA9 800225 first prehearing conference order 
Advises that parties were unable to agree on certain 
provisions Encloses list oi HRC witnesses re security issue 
STAENBUROjM R Regulations Division 80/63/24 17pp 


0004240541 Ack receipt of Anson 000325 Itr distributed to all parties 
for consideration 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/04/09 

Ip 


— 0004240545 Forwards map indicating inner evacuation area Expresses 
concerns re escape routes during meltdown event 
AM30N,W D Affiliation Unknown 00/03/25 6pp 
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800421016B Order gianttng a x t oni un tt 1 000415. for Commission to act 
to revieu ALAB-983 

CHtLK. 6 J Office of the Secretary of the Commission BO/04/10 

Ip 


BOO423OO90 Order leporting 000402 second prehearing conference re 
procedures ^ schedules for receiving security plan evidence 
License© physical security plan is entitled to confidential 
treatment per end protective order li affidavit 

BISHOP, C J Atomic Safety and Licensing Appeal Panel BO/04/11 
23pp 


— 80042J0103 Protective order le licensee security p Ian, res tr ic ting San 
Luis Obispo Mothers for Peace access to protected info per 
one I affidavit of nondisclosure to bo executed by counsel & 
experts 

BALZMAM, R S Atomic Safety and Licensing Appeal Pane) 00/04/03 
7PP 


8004220371 Response in opposition to POLE 000414 application for stay 
of ASLAD 600411 order re disclosure of sanitlxed version of 
security plan Applicant failed to shou that util uill be 
irreparably harmed from disclosure W/Cer tl f 1 cat© of Sve 
DAVISfL D Hearing Branch 4 00/04/10 12pp 


H General correspondence 


7906290854 Responds to 790411 Itr on reactor saf e ty , c lar if y ing 
concerns re Davis-Desse shutdown L geologic faults near 
Diablo Canyon 

CI5ENHUT, D 0 Division of Operating Reactors 79/09/23 2pp 


0004040346 Forwards articles from Los Angeles Times re analysis of util 
financial problems aggravated by commitment to large coal 
U nuclear power plants 

RBEi D Environmental Defense; Fund 00/02/37 7pp 


0004030010 Requests permanent denial of 01. 

ANSHUTZ,T L Affiliation Unknown 00/03/00 Ip 


8004030000 Urges licensing of power plants ready or near ready for 
operation Reliable power reserves at state in CA 
TERRELL, □ D Affiliation Unknown 00/03/10 Ip 


8004030100 Urges release of hold on licensing plant for operation Area 
may suffer brownouts tn blackouts if plant not licensed 
within one or two months 

MORRIS, E W Affiliation Unknown 00/03/10 ip 


60040S0290 Responds to 000207 mailgram to President Carter re validity 
of rumor concerning 600531 issuance of OL to facility NRC 
has no knowledge of rumor L no such decision has been made 
NRC Is preparing action plan to complete licensing reviews 
DEMTONrff R Office of Kuclear Reactor Regulation 00/03/17 2pp 


0004110303 Opposes nuclear power plants due to extreme danger to 
population resulting from meltdown Winds In area of 
facility would quickly spread radiation over SS-mile radius 
NRC should expand evacuation area accordingly 
ANSONiU.D Affiliation Unknown 80/03/25 9pp 


I Financial Information 


6004100233 Forward# Annual Financial Rept 1979 

CRANC. P A Pacific Oas C< Electric Co 80/04/03 Ip 


—0004100244 Annual Financial Rept 1979 

» Pacific Oas ^ Electric Co 00/02/22 43pp 


Q Inspection reports^ IE Bulletins L correspondence 


6004200016 Forwards IE insp Rep ts 50-279/00-02 U 50-323/00-01 on 
RDOSll-id L 20 No noncomp 1 ianCB noted 

BPENCERrO 8 Region 9i San Francisco, Reactor Construction & 
Engineering Support Branch 00/03/04 2pp 


—0004200022 IE Insp Repts SO-275/00-02 L 50-323/80-01 on 000211-14 (c 20 
No noncomp 1 lance noted Major areas inspected const ft mod 
ac t ivitl esi inc lud ing licensee actions on previous findings* 
deficiency repts item* IE bulletins t. circulars 
HAVNE0*R C Region 9, 9an Francisco* Reactor Construction ft 
Engineering Support Branch KaRRlLL, P J « KIRBCH^D F Region S* 

San Francisco* Office of the Director 00/03/04 7pp 


8004150205 Forwards IE Info Notice 8U“l2, “Instrument Failure Causes 
Opening ot PORU V Block Va We “ No specii-ic action or 
response necessary 

ENOELKEN, R H Region 5. San Francisco. Office of the Director 
00/03/31 ip 


6004100101 Forwards IE Circulai 00-05. “Fmoi gency Diesel Generator 
Lubricating Oil Addition Onsite Supply ” No written 
response required 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
00/04/01 Ip 


G004110I11 Forwards IE Into Notice 60-13. “GE Type SBM Control Switches 
Defective CAM Followers '' No specific action or response 
required 

ENGELKEN. R H Region 5, San Francisco, Office of the Director 
80/04/02 Ip 


8004220030 Foiwatds IE Info Notice BO-14. “Safety Suggestions From 
Employees “ No action required 

ENGELKEN. R H Region 5. San Francisco, Office of the Director 
80/04/02 Ip 


0004180140 Forwards IE Circular 80-07, Problems W/HPCl Turbine Oil 
Sys " No written response required 

ENGELKEN. R H Region 9* San Fiancisco. Office of the Director 
00/04/03 ip 


8004230379 Foiwards IE Bulletin 79~03A. "longitudinal Weld Defects in 
ASME SA“3l2,Type 304 Stainless Steel Pipe " Action required 
ENGELKEN* R H Region 5. San Francisco, Office of the Director 
00/04/04 Ip 


6004220176 Forwards IE Bulletin 60-0B, “Exam of Containment Liner 
Penotratlon Uelds “ Untten response required 
ENGELKEN* R H Region 5, San Francisco* Office of the Director 
80/04/07 Ip 


B Reportable occurrences* LERs t related correspondence 


8004220084 PNO-77-143 Pacific Pump Co supplied facilities w/produciion 
lot of 40 pomps mfg using shafts made of inferior ma t 1 
C4use unstated All utils w/pumps were notified NRC 
haadquorters notified on 770012 

WHITT,K W Region 2, Atlanta* Office of the Director 77/00/12 

tp 


T Hearing transcripts on non-ant 1 trust matters 


8004140451 Transcript of 800403 hearing in San Luis Obi 9 po*CA re 
earthquakes Pp 1-179 

« Atomic Safety and Licensing Board Pane) 80/04/03 iQOpp 


U Congress lona 1/Exocu t ive Correspondence 


8004030013 Requests comments on end NM McOiIl Itr re failure by NRC L 
other govt agencies to properly handle responsibilities 
LAGOMARSINO* R J House of Rep 80/03/09 4pp 
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H General coi respondence 


Q0043004'l& Disco&ses ut ) 1 1 1 ti^g • on iTiterim basi s> qu^l i f led plant 
personnel as sKift technical advisors ujhile regular shift 
technical advisors are undergoing tiaining Pragrdmi to be 
fullg implemented bg BlOtOl 

UTLEY, E E Carolina Pouer ^ Light Co BO/0A/a5 Ip 


— 8004250412 Tech Specs 2 Q 4 7 0 tor fire barrier penetration seals 
H» Carolina Power ^ Light Co 00/04/22 lOpp 


0004280497 Submits suintnarg of rtiin critical power ratio limits error 
corrected bg Amend 49 to License DPn-^}2 h util corrective 
actions Verification guide for nuclear dgnamics parameters 
data booSi has been changed 

UTLEY, E E Carolina Power ft Light Co 00/04/23 2pp 


I Financial inf ormation 

0004300323 Submits proposal on allocation of ladioactlve effluents 

between racilities in response to 000321 request Liquid 

0004010405 Forwards Annual financial Report 1979 Also forwards info re V gaseous releases will be allocated between facilities on 

cash flow pro jet tion, to guarantee retrospective premium oqual basis 

liabilitg to nuclear iiabilitg insurance carriers UTLEY, E E Carolina Power fr Light Co 80/04/23 2pp 

GRAHAM, W E Carolina Power h Light Co 00/03/27 4pp 


— 0004010409 Annual Financial Rept 1979 

* Carolina Power It Light Co 00/03/01 3&pp 


P Operating license stage doduments 4 correspondence 


0004070184 Forwards agenda for 800325 & 2^ meeting on emergencg 
preparedness for facilitg site NRC/FEMA levicw team will 
discuss emeigencg preparedness status re details of problems 
identified in sessions w/state t local representatives 
GRIMES. 0 i4 Emergencg Preparedness Task Force BO/03/04 3pp 


— 0OO4O7O1&Q Memo of undei stand i ng between WRC 4* FEMA to accomplish 
prompt improvement in tadiological emergencg planning it 
preparedness 

GOSSICK. L V Qttice of the Executive Director for Operations 
CAMM»F Emergencg Preparedness Task Force 80/03/04 lOpp 


S004070404 Discusses NRC 701123 request that all LWR licensees assess 
higher fission gas release for fuel burnups above 20,000 
MW-day per metric ton Responses indicate thik no immediate 
licensing action is required for operating reactors 
IPPQLJTO, T A Operating Reactors Branch 3 80/03/10 3pp 


0004030102 Forwai ds “Nuclear Data Link Specs,” studg of digital 
c ommun 1 ca t i on sgs to transmit info tram plants to Dethesda 
Operations Ctr 

EISENHUT, 0 G Division of Operating Reactors 80/03/12 5pp 


— 8004030118 ‘'Nuclear Data Link Specs " 

e Division of Operating Reactors 00/02/21 26pp 


0004090294 Notification of 800321 meeting w/util in. Dethesda, MD to 
discuss radiological ET6 proposed changes, mcthodo logy for 
calculating dose release A( process control program for 
solidification of waste 

HAUNOIdi U N Operating Reactors Uranch 3 80/03/19 Ip 


80041500S3 Summary of 000321 meeting u/util in Dethesda, MD re 
radiological ET6 c hang es . r e 1 ease dose calculations h waste 
solidification program control 

HANNON, J N Operating Rsactois Branch 3 80/03/20 3pp 


B004080393 Responds to NRC 800201 request for addl info on 
containment purging Reactor bldg vent radiation monitoring 
sgs contains dua 1, Independent monitors trip sys which moot; 
design requirements of IFEE Std 279-1971 
UTLEY, E E Carolina Power ^ Light Co 80/04/01 42pp 


8004160232 Responds to 800110 request for addl info re falluro of 
control rods to fully insert Enel table provides list of 
failures during most recent ruel cycles Records not 
available for sciams before Jan 1979 

UTLEY, E E Carolina Power & Light Co 00/04/11 2pp 


O' Inspection reports, IE Bulletins b cori espopdence 


6004040461 Responds to IE [lulletin 79-0iH, "Environ Qual i f icati on of 
Class IE Equipment " Delay in 45-day response caused by OE 
data disc repanc les as noted in 000303 telcori ui/NRC Addl 
data to be provided in 90-day response 
FURR, n J Carolina Power b Light Co 80/03/13 Ip 


8004280050 Forwards IE Insp Repts 50-324/00-06 b 50-325/80-06 on 
000124 Nci noncompliance noted 

LENI8, R C Region 2, Atlanta Reactor Opeiatlons Nuclear Support 
Branch 80/03/18 2pp 


— 8004200057 IE Insp Repts 50-324/00-06 I 50-325/00-06 on 000124 No 
noncomp 1 lance noted Hajoi areas inspoctod assessment of 
effect on plant safety re imp 1 ementati on of near-term items 
presented in NUREO-0660 

KFLLOGOf P J Region ?, Atlanta, Reactor Operations Nuclear Support 
Branch LEHlB, R C Region 2, Atlanta, Office of the Director 
MADSEN, G Region 4, Dallas, Office of the Director 80/03/17 
3pp 


8004230076 Submits response to IE Bullotin 00-03 Five spare cells were 
pulled from stock & visually inspected w/n opening plastic 
shipping bt storage bag No charcoal was noted in plastic bag 
Periodic visual itisps b insp of cells are sufficient 
FURRrB J Carolina Power b Light Co 80/03/21 2pp 


8004150497 Forwards 1C Info Notice 80-12, "Instrumsnt Failure Causes 
Opening of PORV <, Block Valve ” No specific action or 
response necessary 

□ 'REILLY, J H Region 2, Atlanta, Office of the Diroctor 80/03/31 

2pp 


Q0040BOS90 Foiwards IE Circular 60-05, "Emergency Diesel Oeneraior 
Lubricating Oil Addition b Onsite Supply " No written 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/01 

2pp 


6004150067 Forwards IE Info Notice S0~l3, "OE Type 8BN Control Switches 
Defective CAM Followers " No specific action or response 
required 

O-'REILLY, JP Region 2, Atlanta, Office of the Director 00/04/02 

2pp 


8004240245 Forwards IE Info Notice QO-14, "Safely Suggestions From 
Eoiployoes " No action required 

Q'RCiLLY, JP Reolon 2, Atlanta, Office of the Director 00/04/02 

2pp 


8004180370 Forwards IE Circular 0D~O7, "ProhUms M/HPCI Turbine Oil 
Sys " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/03 

2pp 


8004170015 Raquests Tech Specs to begin Cycle 4 operation Forwards 
proposed Tech Specs b NEDO-24235, "Suppl ementa 1 Reload 
Licensing Submittal fai Raload 3," Ravi«ion I 
UTLEY, E E Carolina Power b Light Co 00/04/11 2pp 


8004110010 Forwards IE Bullotin GO-07. "DWR Jet Pump Assembly Failure 
Ifrltton response lequlred 

•O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/04 

2pp 


—8004170019 Proposed leMsions to Tech Bp ecs. Sec tioris I t, 3/4, 
reflecting changes necessary to begin Cycle 4 operation 
» Carolina Power % Light Co 8'0/04/11 l7pp 


-0004170020 "BuppUmental Reload Licensing Submittal for Reload 3," 
Revision 1 

RASH, JL General Electric Co NeDG~24235 Rl 00/03/31 a 5 pp 


Submits info re fire hairier penetratipn seals t< supervlsl 
of valve control circuits, in lesponse to 000214 Hr Valve 
control circuit mod completed b tested for Unit 2 Unit I 
Uti completed by 000615 Forwards Tech Spec changes 
uiLfcY, E E Carolina Power t Light Co 80/04/22 2pp 


0004230117 Forwards IF Bulletin 79-03A "Longitudinal Weld Defects In 
ASME 9A-312, Type 304 Stainless Btael Pipe " Action required, 
O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/04 
Ip 


0004100340 Forwards IE Bulletin 80-08, "Exam of Containment Liner 
Penetration Walds " Written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/07 
2*1 p 
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a0042*?01l6 Ack receipt 600226 1 tr infornjng NRC of steps t«iken to 
correct violations noterf in IE Insp Repts 30-324/80-03 
50-323/60-03 

STQMRi J P Region 2, Atlanta/ Fuel Facility t Materials Safety 
Branch 00/04/10 Ip 


— 8004270122 Responds to MRC 000212 Itr re violations noted in IE Inap 
Repts 50-324/00-03 K. 50-325/80-03 Corrective actions hoses 
properly disposed of t surveys conducted to assure correct 
radioactive matl labeling 

TOLUISQN, A C Carolina Poujcr I Light Co 00/02/26 3pp 


— B00429012B Foruiards IE Insp Repts 50-324/00-03 8. 50-325/80-03 on 
000123-25 4- notice of violation 

STQHR/ J P Region 2i Atlanta/ Fuel Facility it Materials Safety 
Branch 80/02/12 2pp 


--3004290135 Notice of violation from insp on 800S23-25 

* Region 2i Atlanta, Office of the Director 80/02/11 Ip 


—0004290141 IE Insp ReptS 50-324/00-03 50-325/80-03 on B00123-25 

Noncomp 1 iance noted failure to label containers of 
radioactive matl i to evaluate t identify radiation hazards 
associated lu/c on tami na te d fire hoso 

OIBSON/A F . JACKSON, U L Region 2, Atlanta, Fuel Facility 6 
Materials Safety Branch 00/02/11 5pp 


0004210273 Responds to IF Insp Repts 50-324/80-00 8- 50-325/80-00 Repts 
contain no proprietary info Security Instruction Sl-lB has 
been revised to require roll call printout uiithin five 
minutes of vital area evacuation 

TOLLISON. A C Carolina Power Light Co 00/04/14 2pp 


R Periodic operating reports related correspondence 


0004010461 Forwards "Environ Surveillance Rept, Jan-Dee 1977 
TQLLISONiA C Carolina Power R. l.ight Co 00/03/28 tp 


—0004010460 "Environ Survoll lance Rept,Jan-Dec 1979 " 

EDWARDSi D H Carolina Power h Light Co 60/03/24 SOpp 


0004140445 Forwards monthlt/ operating repts for Mar 1900 
TOLLISON'A C Carolina Power ^ Light Co 80/04/04 Ip 


— 0004140447 Monthly operating repts foi Mar 1980 

UlLLId/E Carolina Power L Light Co 00/04/03 12pp 


S Reportable occurrences, LERs S( related c orrespandcnc e 


8004070111 PND-U-00-043 on 0000315, sub contrac tor labor force started 
picketing site On 800315 16 majority of const forces did 

not report to work On 8003101 97 of 600 individuals failed to 
report to work Estimated outage may be extended three days 
HARDIN, A K , KELUOOO. P J Region 2. Atlanta, Office of the Director 
00/03/10 Ip 


0004020297 00-2-00*23 on 000317, during liquid penetrant test of 
reducing insert for SB reactor rcc Ire ulat 1 on pump committed 
to in LER 2-77-109, linear Indication found at toe of weld 
between reducer 6 nipple Neld filed back it tested w/o leaks 
TOLLISON. A C Carolina Power 6 Light Co 80/03/19 Ip 


0004030176 RO 2-00-23 on 000317, during liquid penetrant test of 
reducing insert for reactor rec ircula tl on pump 2D, linear 
indication was found at too of weld between reducer & 
nipple Other welds satisfactorily liquid penetrant tested 
TOLLI80N, A C Carolina Power Light Co 00/03/19 Ip 


0004010394 Forwards LER ao-038/03U-0 

TOLLlSONiA C Carolina Power Light Co 00/03/27 Ip 


—8004010400 LER eO-038/03L“0 on 800229, while terminating wire to contact 
3 on relay 52AX, rec Irculation pump M/0 set tripped Caused by 
de-energ i I ing of relay when connection was made for safety 
Epeclal procedure was revised test sucessfujly completed 
TOLLiaON, A C Carolina Power 5. Light Co 00/03/27 2pp 


0004000450 Forwards LER 8O-023/OIT-O 

TOLL ISON, A C Carolina Power it Light Co 80/03/28 ip 


—0004080464 LER ao-023/OlT-0 on 0OO3I9» dor ing liquid penetrant test of 
reducing Insert for 2D reactor rec Ircu lation pump, linear 
indication was found at toe of ueld between reducer & 
nipple Cause unknown Analysis planned 

TOLLlSONiA C Carolina Power & Light Co 00/03/20 Ip 


8004000357 Notines that triaxial t ime-h i s tury accelograph sys alarmed 
& recorded on 800200 Seismic mrnitoi ing at Shearon Harris 
Plant 4 Univ of SC indicated no seismic activity Recorders 
initiated by nonseismi^ shock * vibration 

TOLLISOM, A C Carolina Power f Ligh*^ Co 00/04/01 2pp 


8004090332 RO on 80021 5, d i sc o vered approx 50'X of fire deteetprs in Zone 
14 of reactor bldg were inoperable Caused by reversal of 
polaiity in clectrica] 1 ead s, pr obab 1 y occurring during 
recently completed plant nod Repairs planned 
TOLL ISON, A C Carolina Fowei 6 Light Co 60/04/02 Ip 


8004070333 Forwards LER 80-034 /03L-0 

rOLLISON,A C Carol mi Power * Light Co 60/04/04 ip 


— 0004070337 LER 80-034/03L^O on 6C0307. while performing visual insp of 
accessible snubbei s, snubb ers 2G41-ISS22, 2SU- 175SS166 h 
2E41-2SS105 found inoperable Caused by pipe clamp slippage, 
missing locking pm V leaking shaft sea 1 . respec 1 1 volg 
T0LLIS0N,A C Carolina Power I Light Co 00/04/04 2PP 


8004150466 RO an 800404, 1 /4'' i nch through-wall horiionta] crack was 
located in heat-affected lone J /4 Inch below weld joining 
3/4-lnch test connection to half coupling on 6-inch reactor 
water cleanup header Repair being evaluated by engineering 
TOLL ISON. A C Carolina Power V Light Co 00/04/04 Ip 


0004150504 RO on Q00231 • d ur ing investigation re lack of pressure 
during local leak rate te^t on reactor water cleanup 
isolation valves, found thi ough-uja 1 1 horiiontal crack on 
heat-affected lone Repair under evaluation 
TOLLISON, A C Carolina Power K light Co 00/04/04 Ip 


0004150444 Forwards LER aO-024/03L-0 

TGLLlSaN.A C Carolina Power 1 Light Co 80/04/00 ip 


--Q00415044B LER 00-024/031-0 on 800311, while decontaminat mg torus in 
preparation for mods, coating found blistered under normal 
water line Caused by d emmera 1 i led water entrapped between 
steel linur it coating Samples lo be tested iti DBA environ 
TOLLISON. A C Carol ma Power i Light Co 00/04/00 tp 


8004220572 Forwards LER BO-025/03L-0 

TOLLISON, A C Carolina Power 4 Light Co E0/04/t5 Ip 


— 60Q4S20SB3 LER 80-025/03L-0 on 000318, while performing refueling 
interlock check, one rod was withdrawn one notch to check 
refueling bridge interlocks w/shorting links installed Links 
should have been removed first 

TOLLISON, A C Carolina Power f< Light Co 00/04/15 2PP 


a0fl42a0732 Forwards LER 00-031/0 1 T-O 

TOLLI&OH, A C Carolina Power Light Co 60/04/15 Ip 


—6004220740 LER 80-031/01T-0 on 600404, while investigating why pressure 
could not be maintainod during local leak rate test on RNCU 
isolation valves FOOl & F0D4, h on lonta 1 0 2S-inch crack was 
found in hcat-af f ec to d lono Cause being examined 
* Carolina Power it Light Co 60/04/15 Ip 


0004280587 Forwards LER ao-027/03L-0 

TOLLISON, A C Carolina Power it Light Co 00/04/21 Ip 


— 6004280597 LER 60-029/03L on 000323, foi lowing reactor scram, HPCI 
discharge valve E41-fOOA would not remain open following low 
level initiation signal Caused by HPCI turbine stop valve 
E41-V8 opening too quickly Spring loaded bypass adjusted 
TOLLISON, A C Carolina Power h Light Co 80/04/21 2pp 


8004280503 Forwards LER ao-027/03L-0 

TOLLISON, A C Carolina Power it Light Co 00/04/22 ip 


— BOO420OS92 LER 80-027/03L-0 on G00325, while performing periodic test 
1 7 IPC, leak detection level switch for HCU 26-47 did not 
actuate Caused by contacts on switch not meeting Switch 
rep laced 

TOLLlSONiA C Carolina Power it Light Co BO/04/22 Ip 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F Security, medical, emergency fire protection plans 


8004070176 Summary of 800305 06 meeting w/util at facility re 

adequacy of fire protection provided for redundant safe 
shutdown cabling separated by greater than five ft 
horizontal distance, 

HANKaN, J Operating Reactors Branch 3 00/03/06 3pp 
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J -BctllJ PtfL fy FBHfi m 

f In M' it?*/ b t ;e'i.ij olan dj<)irnt riiJflE 5-065*4 f 
F£r*A-PtP-l 

H^r ' ■'M j tJ f'Ba ' j’ Qrjinch 1 0/03/11 2pp 


Oisrijtjtfs l-jniii,ja c» ti'j3205"0fc rseling u/f-l'iC re fire 
prnteLticn i»5i'e» Foiudil orreLtive actioiti to be 
ir-p 1 fl-ienr e j fljiCOl e t_o Cdsei ot inadet^uate cable 
tep-sral i jn 

UTIEtiE f Carolin,* P:jer ’ Lljht <"3 QO/04/01 4pp 


M Ctneral cot reipondenc-e 


Dt«cus«e« utiliiirg on interin basis qualified plant 
personnel as shift technical advisors uM 1 e regular shift 
technical advisors are undergoing training Program to be 
fujlg irtpieiented b‘j QlClOj 

ur^Ey-E £ Carolina Roger t Cight Co 80/04/25 Ip 


dOO'1300323 Submits proposal on allocation of ladioactive effluents 
betueen facilities in response to G00321 request Liquid 
gaseous releases ui 1 1 be allocated boiueen facilities on 
equal basis 

UTLEY, C E Carolina Power 6 Light Co 00/04/23 2pp 


0 Inspection lepoits, IF llullclins f corrospondenco 


6004040461 Responds to It Rulletin 79''0in, "Environ Qualification of 
Class (E Equipment ' Delaq in 4S-dag response caused bg OC 
data discrepancies as noted in 600303 telcon w/NRC Addl 
data to be provided in 90-dag response 
FLfRR.O J Carolina Pouei *v Light Co 00/03/13 ip 


0004200150 Foruards IE Insp Rept S0-325//9-42 on 791127-P9 No 
noncomp ] lance noted 

LEMtSr R C Region 2< Atlanta, Reactor Operations Nucloai Support 
Oranch 60/03/13 2pp 


1 Financial iriforration 


S'''040l0405 Forwards Annuil FinarrCial Report 1979 Also forwards info re 
cash floj projection to guarantee tetrospectwe prenium 
liability to nuclear laatiliig insuran''e carriers 
CPAHAr^, W £ Carolina Power ^ Light Co 00/03/27 4pp 


•000401040? Annual Financial Rept 1979 

* Carolina Power t Light Co 00/03/01 36pp 


P Operating luense stage dotu'^enti ' cot respondence 


— 6004200157 IF Insp Rept 50-325/79-42 on 791127-29 No none omp 1 1 one o 
noted Major ai eas inspected 791130 Unit 1 reactor trip 
KELLQOC, P J Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Dranch RILEY.BW, OUZTS, J E Region 2. Atlanta, Office of the 
Director 00/03/13 4pp 


0004280050 Forwards IE Insp Repts 50-334/00-06 i 50-325/S0-06 on 
000124 No noncomp 1 tanco noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/03/16 2pp 


— 8004300057 IE Insp Repts 50-324/60-06 f 50-325/00-06 on 000124 No 
none omp 1 ianc e noted Major areas inspected assessment of 
effect on plant safetg ie implementation of near-term Homs 
presented In NUREG~0660 

KELLOGG, P J Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch LEWIS,R C Region 2, Atlanta, Office of the Director 
MADSEN, 0 Region 4, Dallas. Office of the Director 60/03/17 
3pp 


0004070184 Forwards agenda ror 000325 h 26 meeting on emergeneg 
preparedness for facility site NPC/FEMA review teen will 
discuss energeneg preparedness status rp details of problems 
identified in sessions w/state i local representatives 
CRIMES D K Emergency Preparedness Task Force 00/03/04 3pp 


■0004070190 Memo of underi band i ng between NRC t FEMA to accomplish 
prompt improvement in. radiological emergency planning 4, 
pr eparedness 

GOSSICF.L V Office of the Eiecutive Director for Operations 
CAMM, F Emergency Pi epar edrve S s Task Force 00/03/04 lOpp 


0004330076 Submits response to IE Uullctln 00-03 Five spare cells worn 
pulled from stoclr i< visually inspected w/a opening plastic 
shipping t> storage bag No charcoal was noted in plastic bag 
Periodic visual insps 6 insp of cells are sufficient 
FURR, B J Carolina Power f, Light Co 00/03/21 2pp 


0004070404 Discusses NRC 761123 request that all LWR licensees assess 
higher fission gas reiensse far fuel burnups above 20,000 
MW-dag per metric ton Responses indicate that no immediate 
licensing action is required ror operating reactors 
IPPOLITO T A Operating Reactors Dranch 3 60/03/10 3pp 


0004150497 Forwards IF Info Notice 00-12, ’‘Instrumenl Fall 
Opening of PORV 6 Bloclr Valve " No specific action or 
response necessary 

O'REILLY, J P Region 2, Atlanta, Office of the Director 


ui e Causes 


00/03/31 


8004030102 Forwards ''Nuclear Data Linl Specs," study of digital 
cammunication sys to transmi*^ info from plants to Dethesda 
Operations Ctr 

EISENKUT D G Division of Operating Reactors 00/03/12 5pp 


—0004030118 'Nuclear Data LinV Specs " 

* Division of Operating Reactors 00/02/21 2app 


f ^ ? rre meeting u/util in Dethesda, MD to 

Pt-oposed changes, methodology for 
release 6 process control program for 


sol itf If icati on of waste 
HANNON. J N Operating Reactors Branch 3 


program for 
00/03/19 ip 


lol , Jiilt nn ® ■,»„ tdlcuUSion, i a„,t, 

so 1 1 d i f icat I on (irogram control 

HANNON. J N Operating Reactors Branch 3 B0/03/2B 3 pp 

0004000303 Responds to NRC 000201 request for addl info on 
containment purging Reactor pldq vent rarfi„ti ? 
syi contains dual, independent monitors ?. trip sys uhlch^meet 
design requi remerit s of IEEE Std 279-1971 ^ ^ which meet 

UTLEY, E E Carolina Power 6 light Co 00/04/01 dSpp 

0004160202 Responds to BuOllO request for addl c i 

,.d, to , 011 , ..„.ot eSH Uu p?oi, 

failures during most recent fuel cucles RecordlnoJ 
UTLEV.ee Carolin, Pouer 4 UlgM Co 80 / 04/11 app 



UfLEV.E E Cr.l.oJ Povo, V^:“n-c‘o"'1o%;5ar"lp'p‘ 

6004250412 Tech Specs 3 7 8 t 4 7 q in,, . 

■* Carolina Power 6 L| ,ht c'o ao/i4::,l”',5;;’'’" »ai. 


DU.Ol OonOTOlor 

Lubricating Oil Addition «• Onsite aupplu " No written 
response required 

D^'RElLLYvJP Region 2. Atlanta, Office of the Director 00/04/0! 




Defective CAM Followers " No ; acU ^n ' r::?o:;:; 

^ Reflioti 2, Atlanta. Office of the Director 




00/04/02 


0004240245 Forwards It 
Employees '■ No action 
O'RCILLY, J P Region 
2pp 


Info Notice 80-H. "Bafotg 0U99O«tion» From 
I’equired 

2, Atlanta, Office of the Director 00/04/02 


rorwarus IE Circular 00-07* 


"Problems W/ilPCI Turbine Oil 


2/ac-t. written response requirod 
□^REILLY. Jp Region 2, Atlanta. Office of the Director 


60/04/03 






M-ifc.. ui/iiBvin Bu-u/, ’-pk, 

written response required 
O^REILLY.J P a, Atlonto, QJflco of U, Dirottor 00/0.1/04 




O^REILLV.U p Rop.on a, Dlr.otor 80/04/07 
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S00429011A Ack receipt of 000226 Itr informing NUC of steps taken to 
correct violations noted In IE Insp Repts S0-324/BO-03 tt 
30-325/00-03 

STOHR-J P Region Atlanta/ Fuel Facility t- Materials Safety 
Branch aO/04/10 Ip 


— B0042'?0122 Responds to MRC 900212 Itr re violations noted in IE Insp 
Repts 50-324/00-03 K 50-325/00-03 Coiroctive actions hoses 
properly disposed of t surveys conducted to assure correct 
radioactive ma t 1 labeling 

TOLLISGMpA C Carolina Power t- Light Co 00/02/26 3pp 


—0004290120 Forwards IE Insp Repts 50-324/90-03 It 50-325/00-03 on 
000123-25 notice of violation 

STDHRi J P Region 2, Atlanta. Fuel Facility V Materials Safety 
Branch 00/02/12 2pp 


—8004290133 Notice of violation from Insp on 600123-25 

e Region 2. Atlanta. Office of the Director 00/02/11 Ip 


—9004290141 IE Insp Repts 50-3?4/80'-03 t 50-325/80-03 on 000123-25 
Moncompliance noted failure to label contsinei s of 
radioactive matl ( to evaluate 4 identify radiation hazards 
associated ui/c ontaminated fire hose 

0IQ80M, A F . JACKSON, L L Region 2. Atlanta. Fuel Facility It 
Materials Safety Branch 90/02/11 5pp 


8004210293 Responds to IE Insp Repts 50-324/00-00 & 30-325/80-00 Repts 
contain no proprietary info Secui Ity Instruction 91-10 has 
been revised to require roll call printout ulthln five 
minutes of vital area evacuation 

TOLLlSDMiA C Carolina Power ft Light Co aO/04/J4 2pp 


R Periodic operating reports tt related correspondence 


8004010461 Forwards "Environ Surveillance Rept.Jan-Dec 1979 
TQLLISOM. A C Carolina Power % Light Co 30/03/20 Ip 


—0004010468 "Environ Surveillance Rept.Jan-Dec 1979 " 

EDWARDS. D H Carolina Power I Light Co 00/03/24 50pp 


8004140445 Forwards monthly operating repts for Mar 1700 
TQLLISGN.A C Carolina Power ft Light Co 00/04/04 Ip 


'0004140447 Monthly opeiating repts for Mar 1980 

WILLIS. E Carolina Power & Light Co 00/04/03 I2pp 


S Reportable occurrences, LERs ft related correspondence 


8004090111 PNO- n-90-043 on GODDSt 5. subcontrac tor labor force started 
picketing site On 800315 ft 1* majority of const forces did 
not report to work Qn 800318*97 of 600 individuals failed to 
report to work Estimated outage may be eitended three days 
KAROIM.A K . KELLOOOj P J Region 2. Atlanta. Office of the Director 
80/03/10 Ip 


8004010385 Forwards LER QO-004/03L-0 

TOLLISONrA C Carolina Power 4 light Co 80/03/25 Ip 


—8004010390 LER 0O-OO4/O3L-O on 800309. during normal plant operation, 
oxygen channel of containment atmospheric monitor CAC-AT- 
1263-2 experienced 17, step change Caused by possible wiring 
or connection problem Monitor repair Is underway 
TQLLI&ON, A C Carolina Power ft Light Co 00/03/25 tp 


9004000566 Forwards LER Q0-0t5/O3L“O 

TQLLI8DN,A C Carolina Power ft Light Co GO/03/31 Ip 


—0004090575 LER aO-01S/03L-0 on 800314, dwr ing attempt to close HPCI 
torus suction valve E4 i-F041 . fol lowing operability test. 

RTOO control switch for valve failed Cause not stated 
Switch replaced 

TOLLISOM. A C Carolina Power ft Light Co 00/03/31 ip 


8004000357 Notifies that triaxLal time-history accclograph sys alarmed 
ft recorded on 000208 Seismic monitoring at Shearon Harris 
plant ft Univ of 6C indicated no seismic actlvitij Recorders 
initiated by nonseismic shock ft vlbratlun 
T0LLt80MiA C Carolina Power ft Light Co 00/04/01 2pp 


8004000453 Forwards LER 80-021/03L-0 

TGLLISONrA C Carolina Power ft Light Co- 80/04/03 Ip 


—0004060454 l CR 00-021 O^.L-O on bCi0304, wh 1 1 e a I tempting to start 1C RHR 
SVC water pump, pump would not .'tail due to low Euction 
pressuie signal in t logic Caused by shut instrument 

isolation valve toT suction pressure switch 1-5W-PS-1175 
TOLL ISO 4r A C Caiolin„ Power ♦. Light Co 00/04/03 2pp 


6004 1 50466 RO on 800404, J .M- i ru h thi ough-wa 1 I noiiiontal crack was 
located in h eal-at fee ted lone 1/4 inch below weld joining 
3/4-inch test connection to halt- coupling on 6-inch reactor 
water cleanup headei Repair being evaluated by engineering 
TGLHSOM. A C CoTolina Powei Light Co 80/04/04 Ip 


0004150504 RQ on 800231 . dur i ng irwestlgaMon le lack of pressure 
during local leak rate test on reactoi water cleanup 
isoldiion valves. found through-wall hoiliantal crack on 
hcat-at-f ec ted lone Repaii under evaluation 
TOLL ISON. A C Caiolina Power ft Light Co 80/04/04 Ip 


8004220599 Forwards LER 80-022/03L-0 

TOLLISOM. A C Carolina Pouiet / Light Co BO/04/15 Ip 


— 8004220609 LER a0-022/03L-0 on QOO310. dui ing normal operation, 
containment atmosphere mon i tor. CAC -AR- 1263. was erratic 
Caused by detei loratod inlet hose plugging inlet valve Hose 
replaced Cither monitoi-* will be inspected 
Carolina Power ft Light Co 80/04/15 Ip 


8004220676 Foi wards LFR bO“0l9/O3L-O 

TGLLI80F6A C Carolina Power ft Light Co 80/04/15 Ip 


— 6004220607 LER 0O-O19/O3L-O on 800318. while performing high steamline 
radiation channel alignment ft tunctional test. drawer 
Dl2~Rt1"K603D. Mode 1 2J0X66OG3. was found out of specs Caused 
by instrument diift Iji awer recalibr 
a Carolina Power f light Co 60/04/15 2pp 


8004220530 Forwaids LER QO-027/03L-0 

TOLLISOM. A C Carolina Powei ft Light Co 00/04/16 Ip 


— 800422054? LER 80-027/03L-0 on 800319, dui mg norma) plant operatmn, 
standby gas treatment sys IQ would not reset Caused by 
tripped control power circuit breakei Ri eaker was reset, 
closed ft standby gas tieatment sys was successfully run 
TOLLIsan, A C Carolina Power ft Light Co 80/04/16 Ip 


8004200576 Forwards LER 0O-O3O/O3L-O 

TOLLISOM, A C Carolina Powqi ft light Co 80/04/21 Ip 

— 0004200506 I ER eo-030/03L-0 on 000324. operator noticed that containment 
atmospheric monitor l-CAC-AT-1259 had low flow alarm ft would 
not remain lunntng Caused by shorted air dryer compressor 
due to high cabinet moisture ft bad sample pump 
TOLLISQN. A C Carolina Power ft Light Co 80/04/21 Ip 


8004290397 Forwards LCR 80-031/031-0 

TOLLISOM, A C Carolina Power f Light Co 80/04/24 Ip 


— 8004290401 LER GO-031 /03L-0 on 800329. dur i ng normal operation, 
containment atmospheie oiygen monitor l-CAC-AT-1263 had step 
change On 900330. ]'X step change obseived Caused by shift m 
instrument calibr Oxygen monitor will bp replaced 
TOLUISGN.A C Carolina Power ft Light Co 00/04/24 Ip 


0004290407 Forwards LER 0O--O25/O3L-O 

TQLLISGN.A C Carolina Power ft Light Co 00/04/24 Ip 


— 0004290494 I ER 80-025/03L-0 on 600405. foil owing roacior shutdown, 
control rod 30-03 had dual full iii ft full out care display 
position regardless of actual rod position Caused by short 
In probe buffei card terminal connections 
TQLLISGN.A C Carolina Power ft Light Co 80/04/24 ]p 


DOCKET 50-327 SEQUOVAH NUCLEAR PLANT. UK' IT 1 


A App £ scat ion/consti uc 1 1 on stage documents ft correspondence 


8004040017 Subinits addl guidance to MURCC-05Ba. "Interim Staff Position 
on Environ -Qualification of Saf ety-Rolated Electrical 
Equipment " Requests review of equipment qua 1 1 f i ca t i on 
documentation to identify degree of compliance 
ROSS, D F DsvisioT) of Project Management 00/02/21 3pp 


0004290171 Recommends issuance of policy statement explaining 
relablanship between Commission action to permit lero or low 
power operation ft licensing pause Orart statement end 
aiCKWlT.L Office of the General Counsel HANPAHAN. E J Office of 
Policy Evaluations 8FCV-0O-OaiA 80/02/22 6pp 
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F SecuTit^t m^dicalj einorgancy •- rlie ftiotection plans 


^00*1000077 ^d-ziEPs that =‘i'brtut*al date tci evacoa-^ion time e-stinates. 
requested bij fJf?C 79tl2& Itr^hds been postponed pending CAQ 
clearance under FedP'al Pepts Act 

GRIMCSiD K Enersency Ptepaiedness Taslr Force 00/03/lt 4pp 


0OO4lGO3O^ PoruardE conment^ on Foe i 1 1 tiy safeguards contingency plan 
Enel withheld (te# lOCFR^ 7^0 

PUBEfJSTEiN L S Light ivater fteac tors Branch 4 00/04/01 2pp 

8004110186 Foruat de response to 791 1 J6-ZI7 pie-acceptance safeguards 
visit Frpcedures to incoipoiaie periodic testing of alarm 
line stpervisoty I tamper ciicuits 6 e./aluaticin of openings 
to vital areas reviewed End withheid <ref 10CFR2 790) 

MiLLSrL f1 Tennessee Valley Authority 80/04/02 Ip 


Q004170225 Foruar ds di at-i teviajans to emergency operating instructions 
EOI-Op "Immediate Actions fy Diagnostics." EOl-l. "Loss of 
Reactor Coolant.' EOI-2 j "Lo^a of Secondary Co-olanl." t> 

EQl-3r "Steam Generator Tube Rupture •' 

WILLS’ L M Tennessee Valley Authority 80/0^/15 Ip 


— 8004170227 Draft Emeigency Operating instructions EQI-0. "Immediate 
Actions t> Diagnostics " 

WALKER. J F< . RECORD. D J Tennessee ValSey Authoiity 00/01/31 

lapp 


— 0004170229 Draft Emergency Operating Instructions EOl-1. "Loss of 
Reactor Coolant#" Revision 10 

GENTONi C T . WALKLft. J R • RECORD. D J Tennessee Valley Authority 
00/03/31 2?pp 


— 80041/0231 Draft Emergeptcy Operating Instructions EOt-S. "Loss of 
Secondary Coolant.' Revision 9 

WALKER. J R . RECtlBD.D J Tennessee Valley Authority 60/03/31 
17PP 


— 0004170334 Draft Emergency Operating Instructions E0I“3> "Steam 
Oenerator Tube Rupture." Revision 7 

WILSON, G . WALKER. J R . RECORD. D J Tennessee Valley Authority 
80/03/31 I3pp 


0 Adjudicatoiy correspondence 


8004020483 Speaks strongly against opening plant so close to largely 
populated at ea NRC should be financially responsible Sl 
liable should accident occur 

PATTERN. K Affiliation Unknown 80/02/14 Ip 


8002290321 Requests pet 10CFR2 206. public hearing in KnoivillejTN prior 
to gianting of licence to fuel facility 
SCOTT, A Affiliation Unknown 00/02/20 Ip 


OOO4030469 Opposes recent licensing of plant Urges NRC to reverse 
decision i resume moratorium, at- licensing until Ketneny 
Commission recommendations have teen implemented 
SOREIKO. T Affiliation Unknown QO/02/29 2pp 


0OO4OBO2O9 Responds to 800220 request foi public hearing under 
10CFR2 206 prior to issuance of fuel load license to 
facility NRC approved issuance of lout power test llcenso on 
600229 Forwards 740325 FR notice 6 license W/o end 
SHAPARiH K Office of the E?ecuti\e Legal Director BO/03/11 Ip 


H General correspondence 


8004070075 Responds to 791P05 Itr addressed to President Carter re 
expediting of enhanced efforts to license all qualified 
nuclear plants NRC is i r> process of issuing several near- 
term OLs Provides info re NRC Licensing activities 
DENTON. H R Office of Nuclear Reactor Regulation 80/03/17 2pp 


— 8004070077 Forwards AK Dissell 791205 Itr encouraging early licensing 
of facility J. all qualifiPd nuclear plants Requests 
comments Resolution enci 

SEALrH h President of U3 Executive Offices 79/12/13 5pp 


J Insurance t, indemnity information 


8004140442 Fat wards Endorsem-enls 1-12 bo WAELii Policy MF-102 

FIELDER. J Marsh t McLennan. Inc .HAM Nuclear Copsu 1 bantsi Inc 
Div 00/04/07 18pp 


K Utility Final Safety Analysis Report (FSAR' t amends 


Q00417C065 Forwards Amend 64 to FSAR 

MILLS. L f1 Tennessee Valley Authority 00/04/1 J 2pp 


—0004170067 Amend *4 to F5AR 

♦ Tennessee Valley Authority 80/04/11 150pp 


P Operating license stage documents 4> c on esp ondence 


8004040031 Advises of issuance of fiUREO-OSSB. "Interim Staff Position 
on Environ Qualification of Sarety-Re lated Electrical 
Equipment." providing guidance re methods for compliance 
ROSS. D F Division of Project llanagement B0/02/0S 7pp 


8004070415 Discusses potential design deficiency In bypass, override & 
reset circuits of engineered safety features Requests 
review of plant protection sys design to determine degree 
of conformance u/listed criteria 

RUBGNSTEIN.L S Light Water Reactors Branch 4 BO/03/1? 4pp 


B004070393 Forwards Suppl I to NOREO-OOl i , sa f o ty evaluation re 
application for facility 01 s W/o one 1 

RUQENSTEIN.L S Light Water Reactors Rranch 4 80/03/20 2pp 


8004020093 Forwards list of requests for add) info re process control 
program. needed to complete roview Response requested by 
8004 I 7 

RUBENSTEJN.L 8 Light Water Rcactois Hranch 4 80/03/24 6pp 


6004010400 Responds to NRC 600223 ] ti Discusses NRC acceptance of 
response to Question 6 65 piovided in 791031 FSAR, Amend 62 
Senes check valves periodically tested to ensure closure No 
re/isions planned 

MILLS, L H Tennessee Valley Authoiity BO/03/25 Ip 


8004110493 Requests analysis of adequacy of equipment qualification 
program per NUREG-OSOa 8upplem.onts NRC 791017 request for 
data re environ qualification of saf ety-re lated equipment 
RUUENSTCINp L S Light Water Reactors Branch 4 00/03/25 3pp 


8004140016 Not i f 1 cation of 800404 meeting u/utils In DethDsda.MD to 
discuss applicants' progress fy status in design review re 
plant shielding environ qualification of equipment for 
spaces/sye used in posi'-acc ideni operations 

OUCKLEY, D C Light Water Reac toi s Branch 1 00/03/31 7pp 


8004090228 Forwards Tevlslons to rovisod response to NURE0-O57S, Lessons 
Learned Task Force short-torm requirements Includes 
procedures for reducing t quantifying liquid sys leakage 
Revisions replace corresponding 771031 responses 
MILLS, U M Tennessee Valley Authority 00/04/02 I29pp 


8004140327 Forwards "Master Plan foi Bpocia) Low Power Tost Program 
HILLS, L M Tennessee Valley Authority 80/04/09 Ip 


— B0041<l033a "Master Plan for Special Lou Power Test Program " 
a Tennessee Valley Authority 00/04/09 87pp 


6004150S51 Forwards application for renewal of NPDEQ Permit TN0026450 
EL-ASHRY. tl T Tennesooo Valley Authority QO/04/09 2pp 


“80041 S0559 Application for renewal of NPDES Permit TN0026450 
EL-A8HRY T Tennessee Valley Authority BO/04/09 275pp 


8004150600 Discusses lovision to abnormal opeiotlng instruction for 
reactor trip (AGl-1 ). subml tied 791017 Revision clarifies 
procedure foi operator verification of ATWS Util has written 
separate emergency opeiating instruction for ATWS (EOI-14) 

MILLS,!. f1 Tennessee Valley Authority 80/04/11 7pp 


— Q004150615 fmergency Operating Instruction E0I-14i "ATWB. " Revision 1 
WALKER. J R , CANTRFUL,C E Tennessee Valley Authority 60/04/ tl 
7pp 


8004210202 Responds to NRC 800128 Ur ro util participation in ORNL 
on-line analyioi prog ram Compl ate analyier sys should be 
installed by 600630 Forwards util procedure CO-aQNP-8APi 
"etariup Test Program " 

MILL8/L M Tennessee Valley Authority 00/04/11 Ip 


— 000421020D "Startup Test Program " 

« Tehnossec Valley Authority 80/02/22 S3pp 
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6004170069 Proposed amend to License c hang i ng Tech Specs 3 1 2 

4,4l2 4,3699«»4 657 

MILLSfL M Tennessee Valley Authority 00/04/14 Ip 


— B004170073 Proposed changes to Tech Specs 3 1 2 4,4 123659«.46 
3 9, cons I st mg of coirectlo-n to parameter test far divider 
barrier seal t> typing correction 
» Tennessee Valley Authoilty 80/04/14 6pp 


G004170134 Foruiaids procedure to be used to conduct ujater hammer test 
on auniliary feedtuater sys at facility 
MILLS, L M Tennessee Valley Authority 00/04/15 Ip 

— 8004170140 "Water Hammei Test an Addition of Auxiliary Feeduater to 
Steam Generator “ 

n Tennessee Valley Authority BO/04/15 i4pp 

G004170148 Discusses facility low-pressure turbine preservico insp Vtll 
has completed visual & volumetric examinations For turbines 
Single disc indication discovered on Disc 3 of Turbine 1 
Disc should operate reliably throughout plant life 
MILLS. L fi Tennessee Valley Authoiity BO/04/15 2pp 


G004280229 Foiuards addl info in iespon.se to NHC 000325 Itr re process 
control program 

KILLS, L M Tennessee Valley Authority BO/04/22 I4pp 


— 8004200235 "ECQPAC Gys Procedure foi Onsite Sollfication of Low Level 
Radioactive Waste at Spyupyah Nuclear Plant'* addl Info 
re process control program 
« Anefcorlnc 80/01/31 26pp 


8004290404 Forwards summary of Wes tingh ous e, TVA & NRC 800320 meeting re 
control rod guide tube support pins Affidavit for 
withholding 4' non-proprietary version end 

ANOER0ON. T M Westlnghouse Electric Corp , PWR Systems Div 

ao/04/23 46pp 


8004290290 Responds to NHC 800319 Itr re changes to engineered safety 
features Design changes initiated to bring util into 
compliance w/exception of overriding of one type of safety 
actuation signal by another which is Westinghouse design 
MILLS, L II Tennessee Valley Authority 80/04/24 7pp 


0004300341 Forwards drawings It info per NRC rectuest at 000125 meeting 
re adeavacy of piles supporting waste packaging area & 
condensate demlncral i ler waste evaporator bldg Drawings 
available in Central Files only 

MILLS, L M Tonnossee Valley Authority 80/04/24 37pp 


G Inspection reports. IF Bulletins correspondence 


8004090352 Forwards IE Bulletin 00-03, “Loss of Charcoal From 8td Type 
1 1, Two-Inch. Tray Adsorbei Cells '* Action required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 00/02/06 

2pp 


0004090405 Forwards IE Insp Kept 50-327/80-03 on 000130-30 No 
noncompliance noted 

LEWIS, R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 00/02/20 2pp 


'8004090413 IE Insp Rept 50-327/80-03 on QOO120-3O No noncomp I lance 
noted Major areas inspected augmentation of plant personnel 
for startup test program, independent safety r evi eui, ens 1 te bt 
offsite mgt technical capability 

DANCE, H C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch KELLOGG, P , COTTLE. W Region 2. Atlanta. Office of the 
Director 00/02/19 lOpp 


0004160066 Forwards IE Insp Rcpts 50-327/00-04 I 50-320/80-03 on 
000205-07 No noncomp 1 lanc.B noted 

BRYANT, 0 C Region 2. Atlanta, Reactor Construction U Engineering 
Support Branch 80/02/27 2pp 


—8004160072 IE Insp Repts 50-327/80-04 t 50-320/00-03 on 000205-07 No 
nencomp 1 lance noted Major areas inspected followup on 
a 1 legatl on. 10CFR50 55 items, IE bulletins h circulars U 
observation of saf ety-related activities 

CANTRELL, r fi Region 2, Atlanta, Reactor Cons trui: t ion 5^ 
Engineering Support Branch GOUGE, M J Region 2, Atlanta, Office 
of the Director 80/02/27 5pp 


8004070072 Requests that util provide procedures to be followed for 
visual it ultrasonic insp examinations of turbines to assure 
mutually acceptable insp program Test schedule should be 
submitted for NRC to observe axaininatione 

RUDEN8TEIN, L 8 Light Water Reactors Branch 4 80/03/14 2pp 


8004210178 Forwaids . espense ta IE Bulletin 80-03. “Loss of Charcoal 
from Std Type 1 I . Two- 1 nc h . Ti ay Adsorber Cells " Enel lists 
results or insps at facilities to deteimino if potential 
for loss of chaicoal incidental to handling or use exists 
MILLS, U fi Tennessee valley Authority 00/03/21 4pp 


0004010374 Forwards util visual insp procedure SMI-1 -l-l, "Preservice 
Baseline Insp of Low Pi essure Turbine.'' in response to NRC 
000313 request Ultrasonic f «rtsua] insp of low piessure 
turbines is scfieduled to be cample^ed by 000331 
MILLS. L M Tennessee Valley Authoiity 00^03/26 Ip 


— 0004010379 "Preset vice Baseline Insp of Low Pressure Turbines ” 
Westinghouse ultrasonic insp program enc 1 

ZtEOLER. SIHMONS Tennessee Valley Authority 00/03/!! 12pp 


0004150527 Forwards IE Info Notice 80-12, ''Instrument Failure Causes 
Opening of PDRV 6 Bloci Valve *' No specific action or 
response necessary 

O'REILLY.J P Region 2. Atlanta, Office of the Diiecto'' 80/03/31 

2pp 


8004000636 Forwards IE Circulai 80-05, ’‘Emergency Diesel Generator 
Lubricating Oil Addition Onsite Supply " No written 
response re-quired 

O'REILLY.J P Region ?< Atlanta, Or f l c e of the Director 80/04/01 
2pp 


D0041S0097 Forwards IC Info Notice 80-13. "GE Type SDM Control Switches 
Defective CAM Followers “ No specific action or response 
requli ed 

O'REILLY.J P Region 2, Atlanta. Office of fhe Directoi BO/04/02 

2pp 


□004240274 Forwards IE Info Notice 00-14. ’‘Safety Suggestions From 
Employees ’‘ No action required 

O'REILLY, JP Region 2, Atlanta. Office of the Director 80/04/02 
3pp 


8004100275 Forwards IE Circular 80-07, '‘Problems U/HPCl Turbine Oil 
Sys ’’ No written i esponso required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/04/03 

2pp 


6004230142 Foiwards IF Bulletin 79-03A “Longitudinal Neld Defects in 
ASME SA-312, Type 304 Stainless Steel Pipe •' Action required 
O'REILLY.J P Region 2. Atlanta. Office of the Director 80/04/04 
Ip 


0004180445 Forwards IE Bulletin 80-08. "Fxam of Containment Liner 
Penetration Welds “ Wnilen response lequlred 

O'REILLY, JP Region ?, Atlanta, Office of the Director 80/04/07 
3pp 


0OD417O155 Special Maint Instruction 5Ml-i“l-l. ’‘Proservice Elaseline 
Insp ttf Low Pressure Turbines " 

ZIEGLER. BtKKONS Tennessee Va Hoy Au thon ty 00/03/11 I3pp 


8004290379 Rerquesis approval of AfiME Code Cases N~234 V N-S3S for use 
on reactor pressure vessels Expeditious approval is 
necessary for use of code cases in forthcoming preservice 
tnsp 

HILLS, L M Tennessee Valley Authority 00/04/23 3pp 


8004290400 Forwards Revision 9 to preservice baseline insp inservico 
insp program, incoi porat mg App E re notification of 
indie a tl ons, Vn 1 1 2 drawings 6 revisions to Section 2 
MILLS, L M Tennessee Valley Authority 00/04/24 ip 


‘ — B0042*?0406 Prescrvlce baseline insp A jnservice insp program. 
Revision 9 

MCLOUD.O O I DANIELS, DELEW Tennessee Valley Authority B0/03/IQ 
24 pp 


R Periodic operating reports A related correspondence 


8004100391 Forwards monthly operating rept for Mar 1980 

BALLENTINE, J M Tennessee Valley Authority 80/04/!! Ip 


— 8004160394 Monthly operating rept for Mar 1980 

WALKER, F M Tennessee Valley Authority 80/04/03 9pp 
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Fiepoit'^ble o-rcu^i^Tice ICti* ’ 


8004e.‘20i!>EJ*l PMJ-^7-1 j 13 Par i t ic Pt'irp Co supplied f<»cilitleB uj/prod uc I ion 
lot of ‘VO pumps mtg u*sjf»g =hdft3 rriade of jnteiior matl 
Cause urkstated All utili ujrpumpa uicre iiutJl'ted NPC 
h oadquai ter 5 notified art 

WHlTTii< U Region ^ AManta Gffjre of the Director 77/08/12 
Ip 

S0042aOd'9L> PmwiTds final d ef j l i ein; y r ept le impr oper 1 ij installed 
reactor coolant drain 

MILLSjL ri Tennessee Valleg Authority rfO/03/03 Ip 


''~eOO‘l2aO‘l96 Final dtoficjeiuy rept re impropeily installed reactor 
coolant drain line Reanalysis by util f Nestinghouse has 
changed noiile * support loads Tcc snubbers replaced 
I11LLS<L f1 Tenrossee Valley Authority 80/03/03 Ip 


8004030245 RO 50-327/00^* on 800JOij. wh i I e m Hode fc, loading ^'uel for 
■first core 1 odd< con tent< o F cask doc ontair i nati on collector 
tank discharged via liquid radujaste eftluent line to coolirig 
tduer blonidoun u'o flout estimate 

DALLENT lN£p ri Tennessee Valley Authority 80/03/06 Ip 


8004030233 FIO 50-327/803 on 0003 1 Oi sanp 1 er f 1 enu through ladlrie 
particulate filters in auMliaiy bldg ventilation sys 
gaseous effluent monitor was not iciaintained for 3-h t< 15 
minutes Caused by delay in installing auxiliary equipment 
GALLFNT I(JE> M Tennessee Valley Authority 80/03/11 Ip 


G004030225 RO-SO-327/804 on 000311 . au 1 1 1 i ai y bldg /ent sys gaseous 
effluent nonitor samplei- flow rate monitoi was made 
inoperpble Ho flow estif^afes performed for approx 10-h 
Caused by failure to initiate conditional safety injection 
DALLENTIHE- J ri Tennessee Valley Authority 80/03/12 Ip 


BOO415O4I0 RO on 80031 5« r Pc o i /cd notification that incorrect 
valve operator weight wfls used in seismic analysis for 
component cooling water va 1 /es FCV-70- 133. 134 5 163 Caused 
by analysis error Analysis wi M be lerun w/ccrrect weight 
GALLEMTINC> J M Tennsi^ee Valley Authority 80/03/15 ip 


6004150402 Ro on B0031 dMfest i nghouse Itr indicated potential for guide 
tube support pin tracking Possibly caused by insufficient 
beat treatment temp at control rod guide pins Guide pins 
will be replaced by pin-- w/higher heat treatment temp 
QALLEMTlliE, V H Tennessee Valley Authority 00/03/17 Jp 


8004020366 Foi wards LER 80-002/011-0 

CALMDU/Ip J R Tennessee Valley Authority 80/03/J9 Ip 


--00040203/i LER GO-002/01T-0 on 300306) c ontent s of task dec oniami na t ion 
collector tank dischr^rged n^ia liquid rjidwaste effluent line 
to co-aling towet blouidown u/o flow estimabos being 
performed Caused by misunderstanding of Tech Specs 
KIHSEVi W H Tennessee Valley Authority BO/03/19 2pp 


8004010375 Foi wards LER 80-004/01 T-O 

CALHOUIHO P Tennessee Valley Authority Q0/03/P4 Ip 


--8OO4O1O301 t-Eft 0O-OO4/O1T-O on 000311) following initial fuel loading) 
flow estimates for auiiliary bldg vent moriitor not performed 
for lO"b Caused by mi sunders landing of Tech Specs Personnel 
re iris t r uc te d re applicable requiicments 

RECORD) D 3 Tennessee Valley Authority 60/03/24 2pp 


800401039R Forwards LER 80-003/01 T-0 

CALHauJ4. J N Tennessee Valley Authority 30/03/24 Ip 


ER QO-OOG/niT-O on 6003}0> f ol loui ng initial fuel loading) 
ih auxiliaiy bldg exhaust sample? not maintained 
aused by misunderstanding of Tech Specs 
nstructed in applicable requirements 

Iley Authority 00/03/24 2p p 


ency i cp t re control rod drop events 
igation on generic basis Neit 
13 

uthority 00/03/26 Ip 


3IT-0 

■i Authority 80/03/27 Ip 


1 80031 4) w/e&sent la I raw cooling water 
A mop erabiei personnel 
iditxon of operation requires 
iretation of Tech Specs 
•y Authority 00/03/27 2pp 


0004020440 Forwards LPBE& noncomp 1 i ance notification 
MILLS) L M Tennessee Vallay Authority SO/03/27 Ip 


--B004020447 NPDES nonconp 1 lance notification on 600305) D i sc harg e Ol9 
from SVC bldg sump effluoni- oiceeded max permit limitation 
Caused by periodic discharge of snail vols of cleanup 
wastes Sump cleaned K measures taken to minimiic input 
EL-ASHRVj M T Tennessee Valley Authority 60/03/13 Ip 


8004010433 Forwards LFR aU“007/OlT-O 

CALHOUN. J R Tennessee Valley Authority 60/03/28 Ip 


—6004010440 LER 0O-OO7/O1T-O on 600315. fol lowing initial core loading, 
found incorrect (nonconservative) valve operator weights 
used in fieisnic analysis foi component cooling water valves 
FCV-70~133i 1 34 5 183 Caused by incorrect vendor data 
TERPSTRA) G L Tennessee Valley Authority B0/03/2B 2pp 


Q004010464 Forwards LER 60-012/03L-0 

CALHOUN) J R Tennessee Valley Authority 80/03/28 ip 


— 8004010475 LFR GO-012/OJL-O on B00301 . during initial core loading. RHR 
flow secured or throttled above Tech Specs Caused by 
intentional increase to allow placement of fuel assemblies 
near loop 4 hot leg 

RECORB. I) J Tennessee Valley Authority 80/03/20 Ip 


Q004010502 Forwards LER 60-01 1 /OlT-0 

CALHOUN. J R Tennessee Valley Authority 80/03/20 Ip 


— 6004010506 LER 0O-OU/O1T-O on 600314. support pin insp at foreign plant 
1 evealed stress corrosion cracking in Westinghouse supplied 
pins Insp supported Westlnghcuse Itr informing utils of 
potential haiard Pins will be replaced 

KINSEY. U H Tennessee Valley Authority 80/03/26 2pp 


0004020312 Forwards final deficiency rept ro Ruskin fire dampers 
MILLS, L ri Tennessee Valley Authority 80/03/20 Ip 


— 8004020316 Final deficiency rept re spring slipping problem nn Ruskin 
fire dompeis Hod packages will be Installed w/connoction of 
Number 6 screw using washer. star lockuasher L he* nut 
through narrow portion of spring slot 
♦ Tennessee Valley Authority GO/03/28 Ip 


0004090410 Forwards LER a0-0l3/03L-O 

CALHOUN) J R Tennessee Valley Authority 00/04/01 Ip 


— 6004090426 LFR 80-013/031,-0 on 000302) fa i 1 ed to analyie samples from 
Unit 2 shield bldg exhaust Caused by misundcr stand ing of 
surveillance requiicments Lab personnel instructed on 
sampling 6 analysts rcquiiomonts 

KINSEV.H H Toniiessec Valley Authority 00/04/01 2pp 


8004000519 Forwaids LER 0O-OO0/O3L-O 

CALHOUN. 0 R Tennessee Valley Authority 00/04/02 Ip 


— 8004060526 LER 6O-OO0/O3L-O on 000303. cooling tower blowdown effluent 
line flow monitoi CI-FR-27-1/S oiaa declared inoperable Flow 
monitor consistently indicated higher flowrate than actually 
existed Cause unknown Different instrument to be installed 
KINSEY. U H Tennessee Valley Authority 00/04/02 8pp 


8004000616 Forwards LER 80-009/03U-0 

CALHOUN. J R Tennessee Valley Authority 80/04/02 Ip 


— Q004080622 LER 0O~OO9/O3L— 0 on 000303. 1 i qu i d rad waste effluent liqe 
flow monitor 0-FT-7/-42 consistently indicated higher 
dischargo flow rate than actually observed Cause not 
stated Flow monitor modified returned to sve 
KINSEY) H K Tennessee Valley Authoiity 80/04/02 Spp 


8004090333 Forwards LFR 80-01 6/03L-0 

CALHOUN. J R Tennessee Valloy Authority 00/04/03 Ip 


—0004090336 lER 80-(H6/03L-0 on 800307ial completion of fuel loadii>g I 
w/core alterations still underway . &I-65 was not performed 
Caused by mis intei pretati on of Tech Specs by personnel No 
co-rrectise actions necessary 

RECORD. 0 J Tennessee Valley Authority 00/04/03 app 


8004090429 Forwards LER QO-O10/O3L-0 

CALHOUN* >J p Tennessee Valley Authority 00/04/03 Ip 
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— B004090433 LEH SO-O l0/'03L-0 on G00304 < 9 o seous vent flow rafce monitars 
far Units l 2 shield bldgs tt auxiliary bldg were declared 
inoperable Cause not stated Gaseous flou rate aionltors to be 
redesigned 

KINSEY^ W H Tennessee Valleg Authoi'iti^ 00/04/03 2pp 


0004090453 Forwards LER fiO^-OlS/OSU-O 

CALHOUN# J R Tennessee Valleg Authority 80/04/03 Ip 


”-8004090457 LER BO-015/03L-0 on 000305. while in Mode 6 w/fuel loading 
cotnp late# pressure was only being monitored in one steam 
generator ir reactor pressure vessel Caused by 
misunderstanding of survollJance in-struction 
RECOROi 0 J Tennessee Valley Authority 80/04/03 Ip 


8004150400 RQ on 800404i investigation of manufacturer std l/4''inch U 
boltrusod on vendor-designed pipe supports for 3/4‘-inch 
Class A p 1 pes I revea 1 ed overstress during seismic event 
Caused by design error Affected supports will be redesigned 
DALLENTINE.J M Tennessee Valley Authority 80/04/07 tp 


0004100460 Forwards LER 00-021 /OSL-O 

CALHOUNj J R Tennessee Valley Authority 00/04/07 Ip 


— 0004100465 LER 80-021/03L-0 on 800300. while in Mode 6. flow rates from 
auxiliary bldg ventilation sys flow rate monitor were not 
recorded for three shifts Caused by misreading of nobation 
used in surveillance Instruction Temporary change issued 
RECORD. D J Tennessee Valley Authority 80/04/07 2pp 


6004140428 Forwards LER 00-01 0/01 T-0 

CALHOUN. U R Tennessee Valley Authority 00/04/09 Ip 


— 8004140432 LER 8O-O10/OIT-O on 800326. while in Mode 6 w/al I fuel 
1 oaded. exposed cables inside containment between conduit & 
penetration* not qualified bo re-evaluated posb-LQCA max 
dose levels Cables shielded from exposure to new dose level 
RODINSON.F Tennessee Valley Authority 80/04/00 2pp 


0004150528 Forwards LER 0O-OO5/OaL-a 

CALHOUN. J R Tennessee Valley Authority 80/04/08 Ip 


—6004150533 LER GO-00S/03L-O. on 800311, while performing 81-247 605. 
reactor solid state protection sys was placed in Input 
inhibit mode. removing high voltage from source range channel 
N31 Caused by removal of fuses from voltage cut out relay 
MCORIFF. J M Tennessee Valley Authority 30/04/08 2pp 


0004150539 Forwards LER 0O-Ol7/OiT-O 

CALHOUN. J R Tennessee Valley Authority 00/04/00 Ip 


—8004150547 LER 80-019/01T-0 on 800326. found possibility of nob 
maintaining control room habitability due to leakage of 
unfiltered air Possibly caused by isolation dampers 
Corrective mods planned 

ftO0lN8DN. F Tennessee Valley Authority 80/04/00 2pp 


0004180399 Forwards LER 0O-O17/O3L-O 

CAtHOUNi U R Tennessee Valley Authority 00/04/00 Ip 


— B0041S0407 LER 80-017/03U-0 on 800310. while In Mode 6, turbine bldg sump 
monitor Q-RM’'90-2l2 alarm kept coming in Monitor was 
declared inoperab le. Caused by malfunctioning flaw switch not 
allowing sufficient flow through monitor 
RECORD, D J Tennessee Valley Authority 00/04/08 Spp 


6004150500 Forward* LER eO-022/oaL-0 

CALHOUN. J R Tennessee Valley Authority 80/04/11 Ip 


— 0004150512 LER 0O-O22/O3L-O on 000310. w/Uti It 1 In Mode 6. nonessential in 
Train A air header Isolated valves Q^FCV-32, ^02. -BO & -110 
closed, causing l-FCV-90-108, -1 i 5, -109. -1 16, -1 14 -110 to 

close Cause unknown 

RECORD. D U Tennessee Valley Authority 00/04/li Ip 


0004150554 Forwards LER 0O-O25/O3L-O 

CALHOUN. JR Tennessee Valley Authority 80/04/11 ip 


— BOO4150565 LE9 0O-oa5/O3L-O on 000313 w/Un.it 1 in Mode 6. 0-flM /?0-225 
condensate demlneral i ler effluent line was taken out of sve 
for maint Caused by weak transistor Transistor replaced t. 
monitor returned to sve 

RECORD. D J Tennessee Valley Authority 00/04/11 Ip 


0OO417OOS6 Forwards supplemental info to 790529 final deficiency rept 
re pressurizer relief piping support 

MILLS. L M. Tennessee Valley Authority 00/04/U Ip. 


—6004170031 Suppl to final deficiency icpt fe piessurirer relief piping 
support Results ot- tests to verify adequacy of draw bead 
welding on pressure ipliof val/e line show that weld ts not 
sensitized 

* Tennessee Valley Authority 80/04/ 1 1 Bpp 


0004220715 Forwards LER G0-O26/03L-O 

CALHOUN. J ft Tennessee Valley Authority 00/04/16 Ip 


— SOO4220722 LER 0O-O26/OJL -0 on 900416, dur Ing Mode 6 opera tl on* , ERClf 
effluent line* monitois declared inoperable «i maint 
performed Caused by dirt in tlow switch Switch cleaned V 
aionitor returned to s/c 

RECORD, D J Tennessee Valley Authority 00/04/16 2pp 


8004320753 Forwards LER G0-027/03L-0 

CALHQUN, J R Tennessee Valley Authority 80/04/16 Ip 

—0004220757 LER BO-027/03L-0 on 000310, during Mode 6 op«rations.FCV-26- 
340. 241 , 242, 243. 244 // 245 were identified closed Caused by 
inadequate Phase A recovery piocedure Valves opened 
Temporary change made to procedure to require reopening 
RECORD. D J Tennessee Valley Authority 00/04/16 2pp 


8004220690 Forwai ds LER 60-Q20/OIT-0 

CALHOUN. JR Tennessee Valley Authority 00/04/17 Ip 


—8004220707 LER 80-020/OJT-0 on 800404. investigafc ion revealed that 
several vendor -designed pipe supports were designed 
utilizing manufacturer std 0 25-inch U-bolt which 
overstressed during seismic event Caused by design error 
LAGEROREN, B Tennessee Valley Authority 00/04/17 2pp 


0004290311 Forwards LER 80-020/01 T-0 

CALHOUN, J R Tennessee Valley Authority 00/04/24 Ip 


-«a004290316 LER eO-0?8/OlT“O on 00041 1, main steam header pressure 
transmitters 1 -PT-l-SD. -9A. '9B, -20A. -20D 6 -270 found to 
lack environ qua 1 1 f icot von to substantiate long-term 
post-^high energy line break operation Replacement ordered 
HCREFORO.JM Tennessee Valley Authority 80/0.1/24 2pp 


9004290435 Forwards LER S0-Ot4/03L-0 

CALMOUM. J R Tennessee Valley Authority 00/04/25 Ip 


--8004270446 LER 0O-O14/O3L-O on 800328. while performing check source 
test, aux 1 1 iary bldg vent noble gas monitor had module power 
problem £< failed in sve Caused by Zener diode tN4740 If 
transistor FMP8 AI3 shorting out 

HEREFORD. J M Tennessee Valley Authority 80/04/23 Ip 


8004290515 Forwards LER 0O-Oa4/O3L-O 

CALHOUN. JR Texinessce Valley Authority 00/04/25 Ip 


—8004290519 LER 80-024/031-0 on 000331, flow switches on radiation 
•monitors ORM-90-212 ^ 122 found inoperable Caused by small 
particulate mattci tn monitored liquid Design change request 
initiated Neekly preventive maint program established 
MCORIFF, JM Tennessee Valley Authority 80/04/25 Ip 


U Cangressional/Executive Correspondence 


0004000254 Responds to 000115 Itr of concern re licensing delays Unit 1 
license Issued fur fuel loading ^ low power testing on 
800229 Post-TMI affoi ts to upgrade safety requirements 
causing licensing delay 

DIRCKS.W J Office of the Executive Director for Operations 
80/03/12 2pp 


DOCKET 50-320 0EQUOVAH NUCLEAR PLANT, UNIT 2 


A App I Icat ion/construct Ion stage documents correspondence 


0004040031 Advises of issuance of NUREO-O50B. “Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment,'* providing guidance le methods for campliance 
Rose, D F Division of Project Management 80/02/05 7pp 


8004040017 Submits addl guidance to NUREG-OSaB, "Interim Staff Position 
on Environ Qua 1 1 f ication of 8af ety-Re lated Electrical 
Equipment " Requests review of equipment qualification 
documentation to identify degree of compliance 
ROBS.D F Division of Project Management 00/02/21 3pp 
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BOO^a’JOl?! Recoff--jeinJs ji^uance yt= p o I i c ij ^,tafe£’nptit txplairiTig 
re Id 1 1 dOB h ] p between C oii*ni 5 5 m n actiofi to per<«it lero or low 
pousr operjiion i licersjftg p&use P-rafl stdteinertt encl 
alCMWlT<L OfULP cjf the OeTtprftJ Couniel H/iNaAHAr^, E J Office of 
Po I j cl^ Ev^lDatiims SF^V'BO-OBtA 00/02/?^* &pp 

tJC04070'U5 Discusser potential ■He,ign de^f i l i etici/ in bypas Si overrid e t- 
reset ciTC«.ijts of enginecTed >aPety fijatnres 
re^ieui <>f plant pioteciion sy ' design to deter-nine degree 
of confornAnce u/ listed c i i ter i ji 

RUflEMSterMr L 3 Light tJarer Flea-ctors Branch 4 00703/19 4pp 

8004070393 Poruards Suppl 1 to Nl/REO-OOl 1 < saf p ty evaluation re 
application for- racillty OL s lJ<u enc 1 

RUDEKSTEIfJ. L S Light Water Peactora Branch 4 BO/03/20 2pp 

60C4020093 Foruiartfs list o* requests roi add I info re process control 

prograrij needed to complete review Response requested by 
S00417 

RUDEf4Sr£j«- L S Light Water Reactors Branch 4 60/03/24 6pp 


8004110493 Requests analysis Di adequacy of equipnient qual 1 f i cat i on 
prograr per MUPE'G-OSQS Supplements WRC 791017 request for 
data le en i r on qua 1 if i «. aticm or saf ety**r elat ed eq-ulpment 
RUQEtiSteihL L S Liqht Water Reactors Rrarich 4 BO/03/25 3pp 


a004l4001i» Mo 1 1 f J cat I on ot 000404 meeting u/ubils in DetNeada-MD to 
discuss applicants' progress / status in design leview re 
plant Shielding S envnori qualification of equipcnent for 
spaces/sys used in post accident operations 

3UCKLEV,n C Light Water Reactors Dratich J 00/03/31 7pp 

0OO4O9O2SQ Forwards reviaions to i pvised response to NUBEG-0578* Lessons 
Learned Tash Force short-term requirements Includes 
proceduies for reducing ^ quantifying liquid sys leakage 
Revisions replace corresponding 791031 responses 
MlLLS-L 11 Tennessee Authority BO/04/02 i29pp 


0OO418O'O5B Forwards oi dor extending const completion date to 610501 St 
safety evaluation for <LPPf\-73 

RUOE^STEIN. L G Light Water Reactara Branch 4 60/04/04 2pp 


--B0041G006* Older eitending const completion date to QlOSOl for CPPR-73 
ROSSt D F Division of Project Management 60/04/04 2pp 


— &004J80070 Safety evaluation supporting request for extension of 
const completion date to 010501 for CPPR-73 

RUDCNSTElNi L S Light Water Reactors Branch 4 00/04/04 3pp 


0004150551 Forwards application for renewal of MPD-ES Permit TN00264S0 
EL-ASHRY,f1 T Tennessee Valley Authority 60/04/09 2p p 


'80041 S0559 Application for ronewsl of MPDES Permit TN002M50 
EL-ASHRY T Tennessee Valley Authority 00/04/09 275pp 


8004150600 Discusses revision to abnormal operating insfcruictian for 
reactor trip (AO I -1 r submi t ted '’91017 Revision clarifies 
procedure for opeiator /eritication of ATW5 Util has written 
separate emergency cpeiating instruction for ATWS (£QI-14| 

MILLSp L M Tennessee Valley Authority SO/04/11 7pp 


— 3004150615 Emeigency Operating Instruction eol-'l4< ''ATMS* " Revision 1 
WALliER. J R > CATURKLL.C E Tennessee Valley Authority 60/04/11 
7pp 


eO'04310202 Responds to NRC 800128 Itr re ot 1 1 participation in ORNL 
on-line analyier program Comolete analyser sys should be 
installed' by 000630 Forwaids util procedure CO-SOWP-SAP, 

“Startup Test Program " 

MILLStL f1 Terinessep Valley Authority 60/04/11 Ip 


— 6004210205 “Startup Test Program 

* Tennessee Valley Autho-riiy 80/02/22 23pp 


6004200229 Forurards add 1 info in response to NRC 600325 Itr re process 
control program 

MiLUBiL M Tennessee Valley Authority 00/04/22 I4pp 


— 80-04280235 “ECOFAC Sys Procedure for 0ns j to So ] i f ica t ion of Low Level 
Radioactive Wailo at Sequoyah Nuclear Plant" 6 add 1 info 
re process control program 
* Anefco/Inc 60/01/31 2-6pp 


0004290404 Forwards summary of Westinghouse# TVA £« NflC 800320 meeting re 
control rod guide tube support pins Affidavit for 
withholding t non-propr J etary version enci 

ANDERSON* T M Westinghouse Electric Carp . PUR Systems Dlv 
00/04/23 46pp 


6004290290 Reipond* to NRC 800319 Iti re changes to engineered safety 
features Design change? initiated bring util into 
compliance w/evception of overriding of one type of safety 
actuation signal by another which is Wes t i nghouse design 
MILLS* L II Tennessee Valley Authority 60/04/24 7pp 


Q00430034 1 Foiuiards drawings t- info per NRC request at 600125 meeting 
re adequacy of piles supporting waste packaging area f-i 
condensate deminei al i i ei wa^'le evaporator bldg Drawings 
available in Central Files only 

MlLLSiL M Tennessee Valley Authority 00/04/24 37pp 


F Security* medicals emeryency 1* rire protection plans 


6904060077 Advises that submittal date for evacuation timo estimates* 
requested by NRC 7912,26 Itr* has been postponed pending (?AD 
clearance under Federal Repts Act 

GRIMES, B H Emergency Preparedness Task Force 80/03/11 4pp 


0004170235 Forwards draft revisions to emergency operating instructions 
£01-0* ‘"Immediate Actions b Diagnostics*" EOl-1* "Lose of 
Reactor Coolant, “ EOI-2. "Loss of Secondary Coolant," 8t 
EOI-3, "Steam Genei ator Tube Rupture " 
f1ILL&* L M Tennessee Valley Authority 60/04/15 Ip 


— 6004170237 Draft Finergency Operating Instructions EOl-0, "Immediate 
Actions b Diagnostics " 

WALKER. V R . RECORD, D J Tennessee Valley Authority 80/01/31 
I3pp 


— 8004i70229 Draft Emexgency Opeiating Instructions EQI-I, "Loss of 
Reactor Coolant* " Revision 10 

DENTON. C T , WALKER* J R * RECORD. D J Tennessee ValUy Authority 
00/03/31 29pp 


-‘-8004170231 Draft Emergency Operating Instructions EOl-2, "Loss of 
Secondary Coolant," Revision 9 

WALKER* J R * RbC0RD,n J Tennessee Valley Authority 80/03/31 
I7pp 


— 6004170334 Draft Emergoncy Operating Instructions EQl-3, "Steam 
Generator Tube Ruptuie*" Revision 7 

WILSON* * WALKER, J R * RECORD. D J Tennessee Valley Authority 
80/03/31 t3pp 


G Adjudicatory correspondence 


0004020463 Speaks strongly against opening plant so close to largely 
populated area NRC should be financially responsible b 
liable should accident occur 

PATTERN,K Affiliation Uni noun 80/02/14 Ip 


6002290321 Requests per 10CFR2 206, public hearing in Knoxvllle.TN prior 
to granting of license to fuel facility 
SCOTT* A Affiliation Unknown 80/02/20 ip 


8004020409 Opposes recent licensing of plant Urges NRC to reverse 
•decision resume moratorium of licensing until Kemeny 
Commission recommendat ions have been implemented 
DOREIKO.r Affil iatlon Unknown 60/02/29 2pp 


8004000509 Responds to 600220 request for public hearing under 
10CFR2 206 prior to issuance of fuel load license to 
facility NRC approved i»suancB of ioui pouer test license on 
800229 Forwards 740325 FR notice 8^ license W/o end 
SHAPARtH K Office of the Executive Legal Director BO/03/11 ip 


0004300266 Forwards order i> safety evauatlon extending const completion 
date until 010501 

RUHENBTEIN, L S Light Water Reactors Branch 4 00/04/04 2pp 


— B004300270 Safety evaluation stating that issuance of order extending 
const completion date until 810501 is reasonable b should be 
author i xed 

STAHLEiC H . RUflENSTElN, L 3 Light Water Reactors Branch 4 
80/04/04 3pp 


H General correspondence 


8004070075 Responds to 791205 itr addressed to President Carter re 
expediting af enhanced efforts to license all qualified 
nuclear plants NRC is in process of issuing several near- 
term OLs Provides info re NRC licensing activities 
DENTON. H FI Office of Nuclear Reactor Regulation 60/03/17 2pp 
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— 0004070077 Forwards AK BiSseH 791205 I tr encoura^ iti{| earlij licensing 
of #acllit(/ t( all qualified nuclear plants Requests 
comments Resolution end 

SEALf M M President of US V Executive Offices 79/12/13 Spp 


J Insurance ?< indemnitij infarmation 


8004140442 Forwards Endorsements 1-12 to MAELU Policy «F-t02 

FlELDERiJ Marsh tA McLennan. Inc , M 4- M Nuclear Consul tants, Inc 
Dw 80/04/07 ISpp 


K Utility Final Safety Analysis Report (FSAR) (c amends 


8004170065 Forwards Amend 64 to FSAR 

MILLSiL N Tennessee Valley Authority 80/04/11 2pp 


— B004170067 Amend 64 to FSAR 

* Tennessee Valley Authority BO/04/11 I50pp 


0 Inspection reportSf IF Bulletins h correspandonce 


0004090352 Forwards lE Bulletin 00-03. ''Loss of Charcoal From Std Type 
H/ Two-Inch. Tray Adsorber Cells “ Action required 

O'REILLY. J P Region 2. Atlanta, OfFice of the Director aO'02/06 
2pp 


0004160066 Forwards IE Insp Repts S0-337/BO-04 5O'320/0O-O3 on 

600205-07 No noncomp I ianc e noted 

BRYANT. J C Region 2. Atlanta. Reactor Construction Engineering 
Support Branch 60/02/27 2pp 


— 0004160072 IE Insp Repts 50-327/00-04 le 5O-320/BO--O3 on 800205-07 No 
noncomp 1 lance noted Major areas inspected followup on 
allegation. 10CFR90 SS items. IE bulletins fc circulars St 
observation of safety-related activities 
CANTRELL. F 3 Region 2. Atlanta. Reactor Construction it 
Engineering Support Branch OOUGE. M J Region 2. Atlanta. Office 
of the Director 60/02/27 5pp 


0004090025 Confirms S003t0 telcon arranging 000320 mooting between NRC 
it util In Atlanta. OA to discuss accuracy of written repts 
provided to IE NRC will provide overall evaluation of util 
handling of deficiences identified by QA program 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/03/12 

2pp 


0004070072 Requests that util provide procedures to be followed for 
visual it ultrasonic insp examina tlons of turbines to assure 
mutually acceptable insp program Test schedule should be 
submitted for NRC to observe examinations 

RUBENSTCIN.L B Light Water Reactors Branch 4 80/03/14 2pp 


8004210170 Forwards response to IE Bulletin 00-03. “Loss of Charcoal 
from Std Type 1 1. Two-Inch. Tray Adsorber Cells Enel lists 
results of insps at facilities to determine if potential 
for loss of charcoal incidental to handling or use exists 
MIULB.L M Tennessee Valley Authority 80/03/21 4pp 


0004180106 Forwards response to lE Bulletin 79-28 re possible 
malfunction of NAMCO Model EA10O limit switches At 
facilities where applicable limit switches are identified, 
replacement gaskets have been ordered 

MILLB.L M Tennessee Valley Authority 80/03/28 2pp 


9004150527 Forwards IE Info Notice 80-12. ^'Instrument Failure Causes 
Opening of PORV 1. Block Valve " No specific action or 
response necessary 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/31 

2pp 


6004000636 Forwards IE Circular 00-05. "Emergency Diesel Generator 
Lubricating Oil Addition tr Onsite Supply " No written 
response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/04/01 

2pp. 


0004150097 Forwards IE Infq Notice 80-13. ''CE Type 8DM Control Switches 
Defective CAM Followers " No specific action or reoponse 
required 

O'REILLY.J P Region 2. Atlanta^ Office of the Director 80/04/02 

2pp 

0004240274 Forwards IE Info Notice 0O-14( "Safety Suggestions From 
Employees " No action required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/04/02 

3pp. 


3004180275 Forwards It i^irujlai 8J-C7, "Problems W/HPC I Turbine Gil 
Sys " No written TPSponap lequiied 

O'REILLY.J P Region P, Httanta. Ornce of <he Director 00/04/03 

2pp 


3004230142 Forwai ds IE Bulletin 79-03A ' I ong l tud* i na 1 Weld Defects in 
ASHE SA“312.Type 304 Stainless Steel Pipe " Action required 
O'REILLY. J P Region ^ Atlanta. Office of the Director 80/04/04 
Ip 


8004180445 Forwards IE Bulletin 00-00. "Ejam of Containment Liner 
Penetration Welds " Wiitten tesponse required 

O'REILLY. JP Region 2. Atlanta- Office of the Director 00/04/07 

3pp 


8004290379 Requests approval of ASME Code Cases N-2J4 C. N'-235 for use 
on reactor pressure vessels Expeditious approval is 
necessary for use of code cases in forthcoming preservice 
insp 

MILLS. L H Tennessee Valley Authority 00/04/23 3pp 


0004290400 Forwai ds Revision 9 to preset vice baseline insp 8< inservice 
insp program, incorpora 1 1 ng App E re notification of 
ind 1 cations. Uni t 2 drawings fu revisions to Section 2 
MILLS. L M Tennessee Valley Authotlty 80/04/24 Ip 


— 8004290406 Praseivice baseline insp 1. inservice Insp program. 
Revision 9 

nCLOUD. D O . DANIELS. BELEW Tennessee Valley Authority 80/03/10 
24pp 


S Reportable occurrences, LERs ' related correspondence 


6004220084 PNO-77-143 Pacific Pump Co supplied facilities w/production 
lot of 40 pumps mfg using shafts made of inferior matl 
Cause unstated All uiils w/pumps were notified NRC 
headquarters notified on 770812 

WHITT, K W Region 2. Atlanta, Office of the Director 77/00/12 

tp 


8004160204 Second interim deficiency lept re control rod drop events 
Uestinghousu continuing investigation on generic basis Next 
ropt will be submitted by 600613 

MILLS. L II Tennessee Valley Authority 60/03/26 Ip 


8004020312 Forwards titial deficiency rept re Ruskin fire dampers 
MILLS. L 11 Tennessee Valley Authority 60/03/28 Ip 


— 80040-20316 Final deficiency rept re spring slipping problem on Ruskin 
fire dampers Mod packages will be installed w/connection of 
Number 6 screw using washci.star lockwasher It hex nut 
through nari ow portion of spring slot 
» Tennessee Valley Authority 80/03/20 Ip 


8004200453 Forwards final deficiency lept re main control room 
habitability 

MILLS L tl Tennessee Valley Authority 80/04/03 Ip 


— 8004280456 Final deficiency rept re main control room habitability 
During preoperati ona 1 testing significant leakage of 
unfiltered outside air into main control during isolation 
conditions was discovered Air duct will be modified 
e Tennessee Valley Authority 80/04/03 Ip 


Q004180365 Forwards final deficiency rept re incorrect motor operator 
weights in piping load analysis for component coaling water 
sys 

MILLS. L M Tennessee Valley Authority GO/04/ll Ip 


— 8004160367 Final deficiency lept re incorrect motor operator weights 
used in piping load analyses for 3-ihch piping in component 
cooling water sys Analyses rerun w/new loads applied Support 
design Inadequate Slight mod to support necessary 
« Tennessee Valley Authority 80/04/11 ip 


8004290346 Forwards first mtex im deficiency lept re defective reactor 
vessel upper internals guide tube support pins 
MILLS. L M Tennessee Valley Authority 80/04/23 Ip 


--B004290353 First interim deficiency rept re generic problem w/defective 
reactor vessel upper internals guide tube support pins 
Caused by heat treatment Weslinghouse will investigate to 
determine if design changes are required 
a Tennessee Valley Authority 90/04/23 Ip 


0004290329 Forwards first interim deficiency rept re unqualified 
safety-related cable inside containment 
MILLS. L M Tennessee ValJey Authority 80/04/24 ip 
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- “0OO42'?Oj 35 Firjt iiiteiim df r i f rept re LJirqud 1 ) ^ted safet g-rela t«d 

cable iTts.id« c or ta ) n mpT>t Eirpoi^d poTtions o-f cable ca-nnot be 
en VI rorii'nertt'a 1 1 1/ ^uoliried i\je to higher radiafciarii dose 
levels recer^tl^ cal>£ulated Cable ui 1 1 be shielded 
■* TennEssee Valletj A'jthoritij Q0/04/'5‘i 1 f> 


eO042^O45b Ffiriuard^ rir^t intetim defjcaortcy rept ro l neons 1. stancg t 
repeatabi 1 s lij difPiruJtg nr upper head injection hydraulic 
isolation valve ac cumii 1 ^tor weigbing sys 
MILLS. L M Tennessee Valley Authoritij 80/04/24 Ip 


- 'QOOdt?^^^) 1 First inteiloi deficiency rept re inconsistency ii 
repeatability diFficulty or' uppet head injection hydraulic 
isolation valve accomul-itor ueighing sys Caused by 
stlfFening ot connecting hydraulic lines under pressure 
• Tennessee Valley Authority BO/04/24 Ip 


U CoTigr essi ona I /E I € cuti ve Correspondence 


0004090254 Responds ta 000115 Iti of concern re licensing delays Unit 1 
license issued foi fuel loading t 1 oiu power testing on 
000229 Post-TMl eFForts to upgrade safety requirements 
causing licensing delay 

DfRCkS- W J Orfice of the Eiecutive Director for Operations 
SO/03/12 2pp 


DQCKer 50-329 MIDLAND PLANT. UIMT I 


A App I icat I on/ c onstr uc t ion stage documents t* correspondence 


Q004040031 Advises of issuance of NUREG-OSaS. ‘’Ititerim Staff Position 
on Environ Qualification of 5a f e ty-Re lated Electrical 
Equipment." providing guidance re methods for couipliance 
ROSB. D F Division of Project Mlanagetnent BO/02/05 7pp 


e004{)400]7 Submits addl guidance to- NUREG-058a. "Interim Staff Position 
on Environ Qualification of Saf e tg-Re 1 ated Electrical 
Equipment " Requests revi«u> or equipment qualification 
documentation identify degree oF compliance 
R09S. □ F Division of Pioject Management 00/02/31 3pp 


0004140090 Requests that Naval Surface kieapons Ctr receive copies of 
correspondence re facility structural engineering matters 
hleapons Ctr uji 1 1 assist NRC in revieu) of 0L applications 
RUDENSTEIN.L 5 Light Nater Reactors Drancb 4 80/02/2^ 3pp 


0004110020 Summary oF a0i>227-2B meeting u/ubil ^ Bechtel consultants 
in Hidlan-d.K) le safety revieu of geote-c hnica I tr 
interfacing matters 

HOOD/ D S Light Water Reactors Branch 4 80/03/3) 7pp 


6004000404 Forwards Revision 2 to 791130 response to NRC 791025 request 
an sys sensitivity Incoiporates add! overcooling 
sensitivity analyses into Apps A t- B 
HOWELUi 6 H Consumers Power Co 80/04/0] 2SOpp 


0004090431 Forwards lesponie to NRC 600307 Iti re design adequacy of 
St«W tys Reviews will be in areas of instrumentation St 
controls S can b« accommptlated withiTi current const 
schedule Requests restart oF review of OL application 
HQWELLi 3 H Consumers Power Co 80/04/0! lOOpp 


0004100394 Forwards application foi Amend /6 to CPs tr DLs & Revision A 
to "Responses bo NRC Requests re Plant Fill/" referenced by 
Amend 72 

HOWELL/ 9 H Consusei s Power Co 80/04/01 Ip 


“’“•800410038? Application for Amend 76 bo application for CPs Jt QLs 
Includes revised & new p««ges for i ncoi porat i on in "Hesponses 
to MRC Requests rc Plant Fill." Amend 72 
HOWELL. S H Consumers Power Co 00/04/01 !p 


♦*•“6004100390 "Respansas to NRC Requests re Plant F i 1 1 i Vol 2 
HOWELL. S H Censumers Power Co 90/04/01 50pp 


0004250001 Requests repts , drawing s & other info r* plant fill 
sebtlement effects Data should be submitted within 20 days 
after receipt of 1 tr Sample listing end 

RUSENSTElNiL 8 Light Water Reactors UT'anch 4 80/04/01 6pp 


8004230555 Forwards revised request for addl borings ^ eitsting soil 
data 

MCCALLlSTERrP Army/Depi of, Corps of Engineers B0/04/1& 4pp 


F Secuni-yr medical, emergency f- fire protection plans 


0004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791236 itr.hdS been postponed pending QAO 
clearance under Federal Repts Act 

GRIMES. B K Emergency Preparedness Task Force 80/03/11 4pp 


9004280460 Requests extension to Oct 19S0 for submittal of upgraded 
emergency plans Almost all util emetgency planning resources 
utiliicd to upgrade II i g Rock Point I Palisades plans Local 
counties' portion may not be submitted until late 1980 
HOWELL/ S if Consumers Power Co 80/'04/2l 2pp 


0 Adjudicatory correspondence 


0004030026 Memorandum of understanding between NRC t FEMA re prompt 
improvement in radiological emergency planning & 
preparedne 9 $/ d istribu ted as Board notification 
GQSSICKiL V Office of the Eieculivc Director for Operations 
80/04/02 34pp 


H Oeneral c-orrospondenc e 


8004020213 Responds to encl 600201 Itr to President Carter urging 
acceleration of Facility hearings t licensing process 
Discusses Impact oF THt-2 accident on process 
R-055, [) F Division of Project Management 00/03/20 6pp 


0004290197 FOIA request far PSAR for placement in OA Dow Memorial 
Library in Midland. MI 

HAMMER. A P Affiliation Unknown 80/03/27 Ip 


8004290195 Responds to FOIA request for PSAR for placement in OA 
Oow Memorial Library tn Midland. Ml P8AF? microfiche is being 
sent to LPDR in Midland/ Ml 

FELTON. J M Division of Rules flnd Records B0/04/t4 72pp 


6004230383 Forwards util 009318 news release indicating changes in 
pro jeebr eng sneering f. const aiganication Will submit 
revisions to OA program by 000430 to incorporate 
organi zati onal changes 

HOFFMAN. 0 p Consumers Power Co 80/04/10 7pp 


K Utility Final Safety Analysis Report IFSAR) it amends 


800409024Q Forwards Amend 75 to application fur CPs 1. DLs. conta Inlng 
Revision 27 to FSAR. revised piping U instrumentation 
diagrams ^ electrical ^ instrumentation diagrams 
HOWELL/ 8 M Contutners Power Co 69/03/31 Ip 


—6004090251 Application for Amend 75 to CP & OL app 1 ications, containing 
Revis ion 27 to FSAR 

HONELL/S H Consumers Power Co 09/03/31 Ip 


— 8094090258 Revision 27 to F8AR containing revised piping (< 
instrumentation diagrams t electrical Instrumentation 
diagrams Ovorsiie drawings available In Central Files only 
a Consumers Power Co 09/O3/3i 300pp 


0004140391 Forwards Certificate of 9vc For Amend 75 to application for 
DL containing Revision 37 to FSAR 
DACON/ d L Consumers Power Co 00/04/09 2pp 


<1 Inspection reportsi IE DuUetins tt correspondence 


8004040471 Forwards IF ln»p Rapts 50-329/79-30 ii 50-330/79-31 on 
791201-31 No noncompl lance noted 

FfORELLf/O Region 3/ Chicago/ Reactor Construction & Engineering 
Support Qraneh 80/92/16 2 pp 


—8004049475 IE Insp Repts 50-329/79-30 50-330/79-31 on 791201-31, Mo 

nuncomp 1 iance noted Major areas inspected site conditions ^ 

NBC order modifying Cps promulgated from settlement of 
dlesei generator bldg ^ associated sol) 

KNOPp R C J COOK/R J Region 3, Chicago. Office of the Director 
80/02/08 9pp 


8004100245 Forwards IE tnsp ftfipts 50-329/00-04 b 50-330/00-04 on 
6O02C2’“15 No noncompliance noted 

FlORELLliO Region 3, Chicago. Reactor Construction 6 Engineering 
Support Branch 80/03/03 2pp 


DOCKETED ITEMS 


175 


—3004100252 IE In^p Repts 3O-329/Q0-04 5O-330/G0-O4 on B00212-1S No 

nonccmp 1 lance noted Major areai inspected containment 
prestressing sgs ujork proc edures/ tuork activities ti qualitg 
records statos of soils work activities 
0ALLAGHEfl< E vl Region 3« ChlcagOi Office of the Director 
hfAYESt D W Region 3, CAicagOi Reactor Construction & Engineering 
Support Dranch 80/02/27 6pp 


800410012? Forwards IE Info Notice 80-OGi '^States Co Gliding Link 
Electrical Terminal Block " No specific action or response 
reguired 

KEPPLERj J 0 Region 3i ChlcagOi Office of the Director 80/03/07 
IP 


00041003^8 Responds to IE Bulletin BO-03 No trag tgp» absorber cells 
have been purchased 

KOUELLiS H Consumers Power Co 80/03/19 Ip 


80041002BO Forwards IE Insp Repts 5O'’329/0O-O5 & 5O-33O/0O-O5 on 
800204-05 ^ 14 No noncompliance noted 

FlORELLliO Region 3, Chicago. Reactor Construction S( Engineering 
Support Dranch 80/03/20 Spp 


—8004100267 IE Insp Repts 50*-a29/B0-0S 4 5O-33O/Q0-O5 on 800204-05 $, 14 
No none oiTip I lance noted Major areas inspected pressure vessel 
anchor bolts records, fabr icat x on info gathered bg licensee t< 
meeting at Southern Dolt Co re bolts supplied 

VANDEL. T E . ERD. C M . KNQP. R C Region 3, Chicago. Office of the 
Director 80/03/11 7pp 


8004150167 Forwards IE Info Notice 80-12. "Instrument Failure Causes 
Opening of PORV ii Block Valve *' No specific action or 
response necessarg 

KEPPLERi J 0 Region 3. Chicago. Office of the Director 80/03/31 
tp 


0004080702 Forwards IE Circular 80-05. "Emergency Diesel Generator 
Lubricating Oil /addition & Onsite Supply " No written 
response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Olractor 80/04/01 
Ip 


0OO41SOO35 Forwards IE Info Notice 80-13. "OE Type SQM Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/04/02 

Ip 


8004160041 Forwards attachments to IE Circular 60-03. "Protection From 
Toxic Oas Haiards." inadvertently omitted from 800306 
transmi ttal 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/04/02 

Ip 


6004220126 Forwards IE Info Notice 80-14. "Safoty Suggestions From 
Employees " No action required 

KEPPLER.J. 0 Region 3. Chicago. Office of the Director 80/04/02 
Ip. 


6004220336 Forwards IE Circular 80-07. "Problems W/HPCI Turbine Oil 
8yt " No written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/04/03 

ip. 


8004230219 Forwards IE Bulletin 79-0341 "Long i tudinal Neld Defects in 
ASME 8A-312i Type 304 Stainless Steel Pipe " Action required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/04/07 
ip 


8004220121 Forwards IE Bulletin 80-08. "Exam of Containment Liner 
Penetration Uelds " Written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/04/09 

ip 


R Periodic operating reports related correspondence 


8004070293 Forwards "Quarterly Rept 29. Apr-Jone 19BO. " in response to 
ALAB-106 

HOWELL. 8 H Consumers Power Go 80/03/31 Ip 


—8004070294 "Quarterly Rept 29. Apr-June 1980." in reeponte to ALAQ-106 
# Consumers Power Co 60/03/31 34pp, 


S Reportable Dccurrences. LERs 4 related correspondence 


8004020459 Part 21 rrpt on 800220. 01 W made telephone rapt re defect 
concei ning potentially overstreesed supports on reactor 
coolant letdown coolers due to inadequate support design 
Corrective action redesign or support stand 
TAYLOR. J H Dabcockb Wilcox Co BO/03/03 6pp 


B004070204 Atk receipt of 800229 interim deficiency rept re component 
qualification test documentation re-revicw Review will 
commence upon receipt of final rept 

FIORELLI.O Region 3. Chicago. Reactor Construe t idn & Engineering 
Support Branch 80/03/17 Ip 


8004090037 PND-I I I-BO-050 on 800315, two pipe fitters attempting to find 
gas leak. broke hose coupling containing gas pressure of 40 
psi Gas danotated by activation of two-way radio Three men 
received second ^ third degree burns over ISV. of body 
KNDP.R C . FIORELLI.O Region 3. Chicago, Office of the Director 
00/03/17 ip 


8004030177 Ack receipt of 000303 interim deficiency rept re reactor 
vessel broken anchor bolt Revieu will be completed on 
receipt at final rept 

FIORELLI.O Region 3. Chicago, Reactor Construction 8« Engineering 
Support Branch 80/03/19 Ip 


8004020085 Ack receipt of 800303 final deficiency rept re discrepant 
terminal block disconnect links Review will be completed 
during future insp 

FIORELLI.O Region 3. Chicago. Reactor Construction >k Engineering 
Support Branch 80/03/20 Ip 


8004210124 Immediate action 1 tr re deficiencies in implementation of 
QA requirements concerning site work being performed by lack 
Corp 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 80/03/21 

2pp 


6004010397 Interim deficiency lept re potential overstress condition 
in letdown cooler supports Noiile loads will be analyiod for 
effects on support structure to determine if mods are 
required to cooler support sys 
HOWELL, 5 H Consumers Power Co 00/03/27 Ip 


—8004010404 Forwards add] Info to Part 21 rept re potentially 
overstresse.! supports on reactor coolant letdown coolers at 
facilities under const by D(.W 

TAYLOR. J H Babcock Wilcox Co 80/03/03 6pp 


8004150356 Interim deficiency rept r© safe shutdown boration 
capability Conceptual design completed for emergency 
boration sys. c onta ining sufficient boron to independently 
maintain shutdown margin t' transition 
HOWELL. 8 H Consumers Power Co 80/04/ it 2pp 


8004170083 Interim deficiency rept re safe shutdown boration capability 
assuming restrictive core condition Delineates AE design 
criteria for separate sys to increase safety-grade boration 
capability Addl rept will be submitted by 600731 
HOWELL, 8 H Consumers Power Co 80/04/41 2pp 


8004210318 Interim deficiency rept re in-containment coatings w/ 
adhesion loss between successive layers of coating sys Root 
causa under evaluation Coating acceptance procedure being 
developed Bechtel rept end 

HOWELL, S K Consumers Power Co 80/04/15 3pp 


DOCKET 50-330 MIDLAND PLANT. UNIT 2 


A App Heat ion/c anstruc tlon stage documents correspondence 


8004040031 Advises of issuance of NUREO-05B8. "Interim Staff Position 
on Environ Qua 1 if icatlon of Saf ety-Related Electrical 
Equipment." providing guidance re methods for compliance 
RQB8. D F Division of Project Management 80/02/05 7pp 


8004040017 Qubmits addl guidance to NUREG-05BB. "Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment " Requests review of equipment qualification 
documentation to identify degree of compliance 
R0S8.D F Division of Project Management 80/02/21 3pp 


B004140090 Requests that Naval Surface Weapons Ctr receive copies of 
correspondence re facility structural engineering matters 
Weapons Ctr will assist NRC In review of OL applications 
nUBENSTEIN.L S Light Water Reactors Branch 4. 80/02/26 Spp 



176 


DOCKETED ITEMS 


6004110020 Symmary ai 30yjZ^'>-2B meeting hr/vtil *■ Dechtel eonsultants 
in Mi'Jlardrlll re safety re-/ieijj oF geotechnical 6 
interfacing matters 

HOOD. D S Light tl:jter ficgctors Branch 4 80/03/31 7pp 

0004080404 Forwards fiewision 2 to 791130 response to NRC 791055 request 
on D4W sys sensitivitiy 1 riccirp orate s addl overcoolacig 
sensitivity analyses iTito Apps i Q 
HOWELL. 6 H Consumers Power Co 80/04/01 2S0pp 

GOO40aC43L Foi wards response to }:f?C B00307 i fcr re design adequacy of 
BtW sys Re>iews will be in area* of 1 ns trunentatior A. 
tonirala ^ can be accommodated within current const 
schedule Requests restart of reyietj of OL application 
HOWELL. 6 H Consumers Power Co 00/04/01 lOOpp 


□D041003B4 Forwards application for Amend 7it to CPs 0 OLs f* Revision 6 
to "Responses to NRC Requests re Plant Fill." referenced by 
Amend 72 

HOWELL. S H Consumers Power Co QO/04/01 Ip 


“*'8004100397 Application tor Amend 76 to application for CPs fc OLs 
Includes revised new pages ror incorporation in "Responses 
to NRC Requests re Plont Fill.'' Amend 75 
HOWELL. S H Consumprs Poiuer Co BO/04/Ol Ip 


"-'8004100390 "Responses to NRC Requests re Plant Fill." Wo I 2 
HOWELL. S H Consumers Pcuier Co 00/04/01 50pp 


B004S50001 Requests rep t s . drawl ng s other info re plant fill 
settlement V effects Data should be submitted within 20 days 
after receipt of 1 ti Sample listing enc 1 

RUaEHSTElN.L S Light Mater Reactors Branch 4 00/04/01 6pp 


0004220555 Forwards revised request for addl borings i* eiisting soil 
data 

MCCALL I STER . P Army.Oept of' Corps of Engineers fiO/OA/li 4pp 


F Security, medical, emeigency t fire protection plans 


8004080077 Advises that submittal date for evacuation time estimates, 
requested by MRC 791256 1 tr. has been postponed pending OAO 
clearance under Federal Repts Act 

CRIMES.!] K Emergency Preparedness Task Force 60/03/11 4pp 


8004290460 Requests ertension to Oct 1980 for submittal of upgraded 
emergency plans Almost all util emergency planning resources 
utilired to upgrade Gig Rock Point & Palisades plans Local 
counties' portion may not be submitted until late 1930 
HOWELL. S H Consumers Power Co 80/04/21 2pp 


0 Adjudicatory correspondence 


0004030026 Memorandum of under s tand Ing between NRC & FEMA re prompt 
Improvement in radiological emergency planning It 
preparedne s s . d i s tri buted as Soaid notification 
OOSBICK.L V Office of the Executive Director for Oporations 
90/04/02 34pp 


H General correspondence 


0004020213 Responds to encl 80020 1 | tr to President Carter urging 
acceleration of facility bearings licensing process 
Discusses impact of TMI“2 accident on process 
ROSS.D F Division of Project Management 60/03/20 6pp 


8004290197 FOJA request for PSAR for placement in OA Dam Memorial 
Library in MidlandiMI 

BAMNER.A P Affiliation Unknown 80/03/37 Ip 


0004290195 Responds to FOIA request for PBAR for placement in GA 
Dow Memorial Library in Midland. Ml PSAR microfiche is being 
sent to LPDR in Midland. Ml 

FELTOW. J M Division of Rules and Records 80/04/14 72pp 


9Q04230383 Forwards util G00318 news release indicating -changes In 
pro jec t. eng ineeriiig 4 const organiiatioA Will submit 
revisions to GA program by 800430 to incarporate 
organi latlona 1 changes 

HOFFMAMi D P Consumers Power Co 00/04/18 7pp 


K Utility Final Safety Analysis Report <FSAR> t amends 


8004090248 Forwards Amend 7S to application for CP* & OL*. containing 
Revision 27 to F8AR* revised piping It instrumentation 
diagiams ^ electrical Ir instrumentation diagrams 
HOWELL. S H Consumers Power Ca 80/03/31 Ip 


--8004090251 Application for Amend 75 to CP Z> QL app I icati ons, containing 
Revision 27 to FSAR 

HOWELL. S H Consumers Power Co 00/03/31 Ip 


— 'B00409025B Revision 27 to FEAR containing revised piping U 
instrumentation diagraois electrical «. instrumentation 
diagrams Dversire drawings available in Central Files only 
» Consuitiiers Power Co BO/03/31 300pp 


S004140391 Forwards Certificate of Sve For Amend 75 to application for 
OL containing Revision 27 to FSAR 
BACON. J L Consumers Power Co 00/04/09 2pp 


Q Inspection rcpoifs. IE Bulletins ( correspondence 


8004040471 Forwards lE Insp Pepts 50-329/79-30 50-330/79-31 on 

79l20l*'3l No noncompliance noted 

FIORELLI.G Region 3. Chicago. Reactor Construction C« Engineering 
Support Dranch 80/02/16 2pp 


—0004040475 JE Insp Repts 50-329/79-30 I 50-330/79-31 on 791201-31 No 
noncomp 1 lance noted Major areas inspected site conditions 
NRC order modifying CPs promulgated from settlement of 
diesel gonerator bldg associated soil 

KNOP.R C . COOK.R d Region 3. Chicago. Office of the Director 
00/02/00 5pp 


8004100245 Forwards IE Insp Repts 50-329/00-04 it 50~330/B0-04 on 
800212-15 No noncomp 1 lanc e noted 

FtORELLt.O Region 3. Chicago. Reactor Construction St Engineering 
Support Branch 80/03/03 2pp 


—0004100252 IE Insp Repts 50-329/90-04 t* 50-330/00-04 on 000212-15 No 
noncoimp 1 sance noted Major areas inspected containment 
prestressing sys work proc edures. work activities & quality 
records tc status of -soils work activities 
OALLAOKER.E J Region 3. Chicago. Office of the Director 
HAYES. D U Region 3, Chicago, Reactor Construction it Engineering 
Support Branch 80/02/27 6pp 


8004100129 Forwards It Info Notice 80-00. "State* Co Sliding Link 
Electrical Terminal Qlock " No specific action oT response 
required 

KEPPLER. J G Region 3. Chicago. Office of the Director 00/03/07 

ip 


8004100360 Responds to IE Bulletin 80-03 No tray type absorber cells 
have been purchased 

HOWELL, S H Consumer* Power Co 00/03/19 Ip 


0004100260 Forwards IE Insp Repts 50-329/80-05 5i 50-330/80-09 on 
800204-05 fy 14 No nonco-mp 1 lance noted 

FIORBLLI.O Region 3, Chlcagc, Reactor Construction L Engineering 
Support Branch 80/03/20 2pp 


— 8004100267 IE Insp Repts 50-329/80-05 fc 50-330/80-05 on 800204-05 & 14 
Ne noncomp I lance noted Major areas inspected pressure vessel 
anchor bolts records, fahr ication info gathered by licensee 8< 
meeting at Southern Bolt Co re bolts supplied 

VANDELjT E , ERB, C M . KNOP. R C Region 3. Chicago. Office of the 
Director 60/03/11 7pp 


0004150167 Forwards IE Info Notice 80-12, "Instrument Failure Causes 
Opening of PORV & Block Valve “ No specific action or 
response necessary 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/03/31 

Ip 


0004000702 Forward* IE Circular 80-05, "Emergency Diesel Generator 
Lubricating Qil Addition S. Onsite Supply “ No written 
response required 

KEPPLER.J G Region 3, Chicago, Office of the Director 80/04/01 

ip 


Q004190035 Forward* IE Info Notice 80-13, "OE Type 9BM Control Switches 
Defective CAM Followers " No specific action or rasponse 
requ ired 

KEPPLER.J O Region 3, Chicago, Office of the Director 80/04/02 

ip 


80041B0041 Forwards attachments to fE Circular BO-03, "Protectfion From 
TosiC Ga* Haiards. “ inadvertently omitted from 800306 
transiTii tta 1 

KEPPLER.J G Region 3. Chicago, Office of the Director 80/04/02 

Ip 


8004220126 Forwards IE Info Notice 80-14. "Safety Suggestions From 
Employees " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/04/02 

Ip 
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9004320336 ForiLiards lE Circular 0O“O7. "Pi ob 1 cms tJ/HPCT Turbine Oil 
Sys ” No written response required 

KEPPLERi J G Region 3< Chicago. Office of the Director BO/04/03 
ip 


9004230219 Forwards TE Bulletin 79“03Ai ‘'Longitudinal VJeld Defects in 
ASME SA^-SlS.Type 304 Stainless Stool Pipo ” Action required 
KEPPLERjJ G Region 3, Chicago, Office of the Director fiO/04/07 
Ip 


0004230121 Forwards IE Dullotin 80-08* "Eiari of Containment Liner 
Penetration Welds " Written response required 

KEPPLERiJ G Region 3* Chicago, Office of the Director BO/04/09 
Ip 


R Periodic operating reports & related correspondence 


0004070393 Forwards "Quarterly Rept 29,Apr-JunB 1900," in response to 
ALAD-106 

HQWELLj S H Consumers Power Co 00/03/31 Ip 


—8004070274 "Quarterly Rept 29. Apr-June 1930," in response to ALAD-106 
* Consumers Power Co 80/03/31 34pp 


S Reportable occurrences. LERs t/ related correspondence 


0004020459 Part 21 rfipt on 000228. O&W made telephone rept re defect 
concerning potentially overstressed supports on reactor 
coolant letdown coolers due to inadequate support design 
Corrective action redesign of support stand 
TAVLORiJ H Dabcock & Wilcox Co 00/03/03 6pp 


B0D4O7O204 Ac k receipt of 000229 interim deficiency rept ro component 
qualification test documentation ro-rovieiu Review will 
commence upon receipt of final rept 

F10fiELLI,0 Region 3. Chicago. Reactor Construction Englnoertna 
Support Branch 00/03/17 Ip 


0004090039 PNP-I I I-OO-'OSO on 000319. two pipe fitters attempting to find 
gas leak. broke hose coupling containing gas pressure of 40 
psi Oas denotateef by activation of two-way radio Three men 
received second St third degree burns over 197. of body 
KMQPtR C , FIORELLIjO Region 3, Chicago. Office of the Director 
80/03/17 Ip 


8004030177 Ac k receipt of DDO303 interim deficiency rept re reactor 
vessel broken anchor bolt Review will be completed on 
receipt at final rept 

FIORELLl.O Region 3. Chicago. Reactor Construction 4t Engineering 
Support Branch 00/03/19 Ip 


8004020089 Ac k receipt of 000303 final deficiency rept re discrepant 
terminal block disconnect links Review will be completed 
during future insp 

FlORELLIrO Region 3# Chicago. Reactor Construction << Engineering 
Support Branch 00/03/20 Ip 


0004210124 Immediate action Itr re deficiencies in imp I emontatioTi of 
OA requirements concerning site work being performed by Zack 
Corp 

I^EPPLCRjJ 0 Region 3. Chicago. Office of the Director 00/03/21 

2pp, 


0004010397 Intel im deficiency rept ro potential overstress condition 
In letdown cooler supports Noizle loads will be analyzed for 
effects on support structure to determine if mods are 
required to cooler support sys 

HGWELLrO H Consumers Power Co 00/03/27 Ip 


— B004010404 Forwards addl info to Part 21 rept re potentially 
overstressed supports on reactor coolant letdown coolers at 
facilities under const by BttW 

TAVLOR.J H Babcock Wilcox Co BO/03/03 6pp 


8004190396 Interim deficiency rept re safe shutdown boration 
capability Conceptual design completed for emergency 
boration sys, containing sufficient boron to independently 
maintain shutdown margin U transition 
HOWELL, 8 H Consumers Power Co 00/04/ 11 2pp 


8004170003 Interim deficiency rept re safe shutdown boration capability 
assuming restrictive core condition Delineates AE design 
criteria for separate sys to increase safety-grade boration 
capability Addl rept will be submitted by 000731 
HOWELL. 8 H Consumers Power Co 00/04/11 2pp 


8004210310 Intel im. det-iciency rept re i n 'C an t a i nmen t coatings w/ 
adhesion loss between suc:essive layers of coating ays Root 
cause under evaluation Coating acc^eptance piocedore being 
developed Oechtel rept ericl 

HOWELL, S H Consumers Pouei Co 80/04^15 3pp 


DOCKET 50-331 DUANE ARNOLD ENERGY CEWfER 


F Security, medical, emeigency *, fire piotection plans 


Q0D4220268 Forwards "Fire Endurance t Hose Stream Tests on Electrical 
Cable Penetration fire Stop Designs 

ROOT . L D I c»wa Electric Light Power Co 00/04/01 ]p 


8004220273 "Fire Endurance Hose Stream Tests on Electrical Cable 
Penetration. Fire Stop Designs ‘ 

HOLLENQACHER. R CDS Nuclear. Inc HO/04/01 300pp 


0004080447 Forwards fire protection le/iew I tern 3 2 7. turbine bldg 
fires Recommends automatic sprinkler sye be piovided 
throughout Zone 0D 

HALL, n C Oroolihaven National Laboratory 00/04/04 Gpp 


0004240561 Confiims 000414 meeting at Region 3 ofc to discuss 
rcgulatoiy peiformance 6 security 

KEPPLERf J G Region 3, Chicago. Office of the Director 00/04/07 

ip 


BOO4S5O309 Forwards input on Item 5 IS 6< diesel generator rqom^ for 
fire protection leview 

HAULER E Braohhaven National Laboratory BO/04/17 2pp 


800428O4S4 Foruai ds levision to modified amended security plan Enel 
withheld (ref IOCFR2 790) 

ROOTfL D Iowa Electric Light ^ Power Co 00/04/25 Ip 


G Adjudicatory correspondence 


8004000576 Order granting e i tens ion, unt i I 800428. for Commission to 
elect whether to review director's 000213 decision denying 
petition under 10CFR2 206, i o Mark I containment 
HDYLEi J C Office of the SecTefcary of the Commission 00/03/31 
Ip 


P Operating license stage documents 4 correspondence 


0004070399 Discusses NRC 761123 i equest that all LWR licensees assess 
higher fission gas release for Fuel burnups above 20.000 
MW-iJay per met? ic ton Responses indirate that no immediate 
licensing action is required for operating reactors 
IPPOUITO, T A Operating Reactors tlranch 3 00/03/10 3pp 


0004030102 Forwards "Nuclear Data Link Specs," study of digital 
communication sys to transmit info from plants to Bethesda 
Operations Ctr 

EISENHOT. D 0 Division af Operating Reactors 00/03/12 5pp 


—0004030118 "Nuclear Data Link Specs " 

« Division of Operating Reactors BO/02/21 20pp 


0004040112 Submits results of fuel assembly loading error evaluation 
involving fuel assemblies other than PeDPn2a9 In response tq 
NRC request Only change in critical power ratio due to 
rotated P8DP13269 is large enough to effect Cycle 5 limits 
MEYER, K General Electric Co 80/03/19 Ip 


8004070212 Forwards operating instructions it characteristics of NRC 
health physics telephone network Purpose of rictwork is 
transmission of health physics into during incident or 
abnormal occurrence at facility 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 00/03/19 

8pp 


0004100170 Requests controllod set of PblDs for both Region 3 it 
headquarters Submittals should be forwarded to attention of 
Region 3 incident response ctr. f pH We 1 ss. h eadquar ters 
Incident response ctr, within 20 days 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/03/20 

Ip 


BD0421000B Forwards request For addl info re electrical aspects of 
engineered safety feauluros per review of long-term 
resolution of containment purging i venting Info should 
be submitted within 30 days after receipt of Itr 
IPPOLITQ. T A aperatltig Reactors Branch 3 00/03/20 4pp 
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3004^5002*1 Forwards 000126 *, 02 1 J Itrs to CF re proposiJd control rod 
drive mods related to el imi oation of cracking in return 

line no 1 7 J es Mods should not be performed prior to issuante 
of NUREG- 061 9^ s c h ed u 1 ed for Apr 1900 

IPPaLITCI T A Operating #?eaC*ors. Dranch 0 GO/04/07 2pp 

0004140380 Amend to 791022 application for aaietid of License DPR-49 Tech 
Specs Revisions add limiting conditions for operation ^ 
surveillance of instruments t^a^ trip rec i r t ulat i an pumps t 
change reactor high pressure trip level 

RQUT.L G loua Electric Light K Poo/et Co 80/04/09 Ip 


--8OO414O303 Proposed revisions to Tech Specs 3 3 g fc» 4 2 O, adding 
limiting conditions for operation surveillance for 
instruments that trip i ec 1 rcu I a t loii pumps !» changing reactor 
high pressure trip level from Kt35 to iiiao psig 
* Iowa Electric Light fj f^ouer CO QO/04/09 6pp 

0004220519 Submits review of Amend 5^ to License DPR-49/ chang mg Tech 
Specs to allaiii count rate in source range monitor channels 
to drop below three counts pei second during removal or 
replacement of core No comrent necessary 
WALLACE- A T Jova- State of 80/04/11 Ip 

B004220S07 Responds to NfiC QOOllO Jtr re control rod failing to folly 
insert on reactor icram Mo evidence found for 0^70 79 of 

events occurring when reactor autoiina t ica 1 1 y or manually 
scrammed On 7903 1 3/ c ontro I rOd failed to scram 
fiOOT>L l> loua Electric Light 6 Power Co BO/04/15 Ip 


80042Q04AI Responds to 800407 Jtr re QA program for standby diesel 
generator fuel oil Fuel is chocted nonthly for viscosity* 
water 4 sediment Lists revisions to be made to appropriate 
test procedure to comply w/code t< Reg Guide k 137 
ROOT- L D Iowa EJectric Light t< Power Co 80/04/21 3pp 


Q Inspection reports* IE Bulletins t correspondence 


80040401&0 Foru/ards Waste Packaging Insp Rept 79-07A on 791219 V 
notice of violation 

DAt^lSiA D Region 3- Chicago* Fuel Facility li Materials Safety 
□ranch 30/02/2& 2pp 


'•-Q00404016‘l Notice of violation from insp on 791219 

e Region. 3. Chicago* Office of the Director GO/02/25 Ip 


-B004G4017I Waste Packaging Insp Rept 79-07A on 791S19 None omp Uance 
noted cask shipped from facility not marked "Radioactive 
LSA* '* as required 

POTTER. J P . DfiQWN. R A Region 2* Atlanta, Fuel Facility U 
Materials Safety Qranch 80/02/25 4pp 


0004100135 Forwards IE Info Notice B0-06< "States Co Sliding Link 
Electrical Terminal G]ock " ho specific action or response 
required 

KEPPLER. J G Region 3, Chicago. Office of the Director 60/03/07 
IP 


8004030259 Advises that item of noncomp 1 lance noted in NRC 000225 Itr 
\ attached Insp Rept 79 07A has been determined invalid Mo 
response necessary 

DAVIS. A □ Regian 3* Chicago, Fuel Facility Materials Safety 
□ranch 80/03/19 Ip 


G004160005 Responds to IE Bulletin 80-03 re potential for loss of 
charcoal from ventilation sys tray-type charcoal adsorber 
cells Host charcoal units are deep *bed rather than tray~ 
type Charcoal loss is negligible from tray-type cells 
RODT.L n Electric Light h Power Co 80/03/20 2pp 


ifo Notice 60-k2, "Instrument Failure Causes 
i Valve “ No specific action or 

Chicago. Office of the Director 80/03/31 


lar ao-05/ “Emorgoncy Diosel Generator 
Onsite Supply " No written 

icagoi Office of the Director 80/04/01 


__ wj, jiirp Notice 00-13. "OE Type SDM Control Switches 
Defective CAM Followers “ No specific action or respanse 
requi retf 

i^EPPLER. vIO Region 3, Chicago# Offfca of the Director 00/04/02 
Ip 


Q3041B0051 Forwards attachments to IE -Circular 80-03* "Protection From 
Tone Gas Maiards*" inadvertently omitted from 000306 
transfti t ta 1 

HEPPLERr J 0 Region 3, Chicago, Office of the Director 80/04/02 

IP 

8004230140 Forwards 1C Info Rot ice 80-14* "Safety Suggestions From 
Employees " No action required 

KEPPLER# V G Region 3* Chicago* Office of the Director 80/04/02 

IP 

0004220373 Forwards lE Circular 30~07. "Problems W/HPCI Turbine Oil 
Sys " Mo written response required 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 00/04/03 

Ip 

0OO4UOO41 Forwards lE Bulletin 00-07, "DWR Jet Pump Assembly Failure ' 
Written response required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 80/04/07 

ip 


B004230274 Forwards lE Bulletin 79-03A, ''Longitudinal Weld Defects in 
A6ME SA-3l2,rype 304 Stainless Steel Pipe " Action required 
KEPPLER* J 0 Region 3, Chicago, Office of the Director 90/04/07 
ip 


8004230099 Forwards IE Dullotin OO-OB, "Eiam of Containment Liner 
Penetration Welds " Written response required 

KEPPLER, J 0 Region 3* Chicago, Office of the Director 00/04/09 
IP 


R Periodic operating reports t related correspondence 


8004030160 Forwards "Gemlannual Rept Radioactive Effluent Releases* 
Jul-Rec 1979 " 

MIMECK, D L Iowa Electric Light 4 Power Co 80/02/21 Ip 


— 0004030161 "Semiannual Rept Radioactive Effluent Releases. Ju 1-Dec 
1979 " 

* Iowa Cle-ctrlc Light t* Power €o 80/03/21 7pp 


8004070392 Forwards "Annual Environ Rept. 1979 " 

MINECK.D L Iowa Electric Light tn Power Co 80/03/25 Ip 


--0OO4O7O2S6 "Annual Environ Rept. 1979 " 

* Iowa Electric Light 9* Power Co 60/03/25 500pp 


6004220385 Forwards monthly operating rapt for Mar 1900 

MINECK.D L Iowa Electric Light & Power Co 80/04/14 Ip 


— 0004220309 Monthly operating rept for Mur 1980 

VAN SICKEL. J Iowa Electric Light l« Power Co 80/04/14 2p 


0004230346 Forwards corrected monthly operating rept for Feb 1900 
f11NECK*D U Iowa Electric Light ^ Power Co B0/04/H Ip 


— 800423034B Corrected monthly operating rept for Feb 1980 

VAN BICKEL* J Iowa Electric Light Power Co 00/04/14 Ip 


5 Reportable occurrences, LERs ft related correspondence 


B00421Q429 PN0-77-3OA OH 770329 ft. 30* six main steam relief valves 
failed No apparent cause noted Valves will be replaced by 
manufacturer* Target Rock Mod will delay plant startup for 
two wks 

WHITT. K W * ROV.O U * THaMPSDN, D Region 3* Chicago* Office of the 
Director 77/04/19 Ip 


8004000664 PNO-M 1-00-047 on 000312* unanalyied water was pumped from 
circulating water pit of Fs i te* through dilution structure to 
river for i-h ft* 45 minutes Preliminary data indicates 
radloac tl vl ty of release lees than 1'/. of limit 

JACKIW* I N , little, W 8 Region 3. Chicago, Office of the Director. 
60/03/14 2pp 


8004040400 Forwards LER 8O-Olt/OlT-0 

MINECK.D L Iowa Electric Light ft* Power Co 00/03/31 Ip 


—6004040413 lER 0O-O1I/O1T-O on 800317# during annual insp of standby 
diesel generator 10-21# lower crankshaft main thrust bearing 
found wiped on both thrust ft journal surfaces Caused by low 
lube oil level Bearing replaced ft* crankshaft relapped 
TOOKER, D W Iowa Electric Light ft Power Co 80/03/31 2pp. 


8004000518 Forwards LER 80-012/01 T-0 

MINECK.D L Iowa Electric Light ft Power Co 80/03/31 Ip 
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‘—8004080531 LER 00-012/011-0 or* B00317i during annual imp of diesel 
generator 10-31ilouer cranltshaft thrust 13 bearing found 
ulped on journal surface Caused bg b ear Ing/crank sh af t 
clearance being out of spec 

TOOKERi D W Iowa Electric Light tt Power Co 80/03/31 2pp 


8004080605 Ro during core loading op erat i on s > f ue 1 assemblg was 
loaded into cell 06-23 w/o control rod 06-23 being fullg 
inserted Cause unstated Control rod Inserted fuel moving 
plan reviewed prior to resuming core loading 
MlMECKiD L Iowa Electric Light it Power Co 90/03/31 Ip 


60041S0340 RO during core loading operat ionsi fuel assemblg loaded Into 
coll 06-23 w/o control rod 06-23 being fullg inserted 
Control rod Inserted St fuel moving plan reviewed prior to 
resuming core loading 

MlNECKiD L Iowa Electric Light V Power Co 00/03/31 Ip 


8004090447 RO on Q00402i while preparing to change out cell in 125 volt 
dc batterg j stat i on electrician opened breaker between 102 St 
125 buss causing loss of control power to essential buss L 
other loads Breaker reclosed 

MINECK. D L Iowa Electric Light it Power Co 80/04/02 ip 


6004140363 Forwards LER BO-014/01T-0 

MINECK, D L Iowa Electric Light i Power Co 00/04/10 Ip 


— 8004140369 LER BO-014/01T-0 on 800402, while preparing to change out 
i25-VDlt dc batterg cell, breaker between batterg charger S< 
125-volt dc bus lD-20i resul t ed in loss of control power 
Caused bg personnel error Diesel auto started 
TODKER,D l<| Iowa Electric Light & Power Co 80/04/10 2pp 


8004140450 Forwards LER 0O-O13/OtT-O 

MINECK. D L Iowa Electric Light i Power Co 00/04/10 Ip 


•'''0004140452 LER 0O-O13/OIT-O on 80,0330/ -dur Ing cere loading operations/ 
fuel assemblg was loaded into cell 06-23 w/o control rod 
06-23 being fullg inserted Caused bg personnel error Fuel 
moving plan reviewed before loading teas resumed 
TOOKER/D U Iowa Electric Light i Power Co 80/04/10 2pp 


DOCKET 50-332 BARNWELL REPROCESS 1 NO PLANT 


Q Inspection reports, IE Bulletins U correspondence 


Q004240226 Forwards IE Info Notice 60'‘14« "Safotg auggestione From 
Emplogees " No action required 

P'REILLYrJ P Region S, Atlanta/ Office of the Director 80/04/02 

Ip 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Securltgi medlcalr emergencg & fire protection plan* 


8004070243 Forwards list of fire protection review iteme for which 
licensee info has been received 

HALLjR.E Drookhaven National Laboretorg 80/03/27 &pp, 


8004240167 Requests proposed emergencg plan be revised re criteria 
identified in end per NUREO-0654 All elements specified 
essential for adequate radiological emergencg planning 
IPPOLITOi T. A, Operating Raactore Branch 3 80/03/27 I6pp 


J insurance $< indemnitg information 


6004020219 Forwards Endorsements 44 45 to NELIA Policies NF~80B t* 

endorsement 38 to HAELU Policy riF-77 

DEED/ F H Power Authority of the State of New York 80/03/28 4pp 


P Operating license stage documents tf correspondence 


8004070400 Discusses NRC 761123 recLuePt that all LWR licensee 
higher fission gas release for fuel burnups above 20/000 
HM-dag per metric ton Responses indicate that mo immediate 
licensing action is required far operating reactors 
IPPOLITO/T A Operating Reactors Branch 3 80/03/10 3pp 


8004030102 Forwards "Nuclear Data Link 8pec»>*' studg of digital 
communication sys to transmit info from plants to Dethesda 
Operations Ctr 

EI8ENHUT/D 0 Division of Operating Reactors 80/03/12 5pp, 


— B00403011B "Nuclear Data Link Specs " 

t Division of Operating Reactors aO/02/21 S8pp 


6004100602 Forwards evaluation of actions taken in response to ThI-2 
Lessons Learned Task Forte i ec ommendat ions All requirements 
sat 1 sf ac tor } 1 g met/eicept installation of valve position 
indicating sg s IE luUl verify adequacg of procedures £, mods 
iPPOLITOiT A Operating Reactors Rranth 3 80/03/25 16pp 


8004010259 Notifies of delag m expected receipt of equipment 
concerning ays for direct indication of relief valve 
discharge Expected shipment date is B0032B Reaffirms 
commitment for installation ufithtn 30 days of receipt 
EARLV, P J Power Authority of the State of New York □0/03/26 
2pp 


B004010367 Forwards illustrations of isolation valve configurations of 
high pressure piping connecting primarg coolant *gs piping 
to low pressure sgs piping No Event 5 isolation valve 
configurations indicated 

EARLY/ P J Power Authority of the State of New York BO/03/26 
9pp 

8004080473 Forwards response to NRC 800307 request for addl info re 
spent fuel pool capacitg expansion No changes proposed to 
spent fuel pool cooling sgs in conjunction ui/efforts to 
increase spent fuel storage capacitg 

EARLY, P J Poiiior Authority of the State of New York 80/04/01 
4pp 

B004250032 Forwards 000128 i 0211 Itrs to GE re proposed control rod 
drive sgs mod* related to elimination of cracking in return 
Line noziles Mods should not be performed prior to issuance 
of NUREQ-0619* scheduled for Apr 1980 

IPPOLITO, T A Operating Reactors Branch 3 80/04/07 2pp 


8004150364 Responds to NRC 800201 Itr Receipt of equipment associated 
ui/sgs for direct indication of relief valve discharge 
delayed until Q00411 Delay caused by problem w/output relays 
uncovered fag 8&W litstal lation completed bg B00601 

EARLY/ P J Power Authority of the State of New York 80/04/08 Ip 

8004170064 Forwards fee for 800202 application for Tech Spec changes 
re primary containment isolation Fee paid under protest 
EARLY, P J Power Authority of the State of New York 80/04/11 ip 


Q inspection roports/ IE Dulletins & correspondenc o 


B004220445 Responds to t£ Bulletin 79''18, "Audibility Problems 
Encountered on Evacuation of Personnel from High Noise 
Areas Requests extentidns to 800307 for response 
LEONARD/ J D Power Authority of the State of New York 00/02/14 
ip 


8004080419 Advises that response to IE Bulletin 79-27 re loss of 
instrumentation non-class IE will not be complete within 
•YO-day period Requests addl 45 dags for response 

LEONARD. J 0 Power Authority of the State of New York 80/02/26 
»PP 


8004090125 Forward s response to IE Bulletin 79-OlD re environ 
qualif ication of Class IE equipment Master list of Class IE 
electrical components encl Qualification data outstanding 
N/o encl 

LEONARD/ J D Power Authority of the Slate of New York 80/03/03 
SpP 


8004090452 Submits response to IE Bulletin 79-27. "Loss of Non-Class 
IE Instrumentation ir Control Power Bys During Plant 
apsratlon ” Mo n»ods required after review 

LEONARD, J D Power Authority of the State of New York 80/03/04 
2pP 


8004210334 Forwards Waste Packaging Insp Rept 79-07A on 791212-13 No 
no-ncortipl lance noted 

SMITH/0 H Region 1/ Ph i lade 1 ph la. Fuel Facility i Materials Safety 
Branch 80/03/05 2pp 


— 0004210339 Waste Packaging Insp Rept 79-07A on 791212-13 No 
noncompl lance noted Major areas inspected shipping paper 
requirements, DOT placarding requirements/ rad iat ion levelsi 
removable contamination i DOT/NRC marking i labeling 
POTTER. J P / PEERY/W W < WOODRUFF/ R L Region 1/ Philadelphia. 
Fuel Facility tf Materials Safety Branch QO/Ol/lB 7pp 


8004090409 Advises that IE DulUtin 80-05. "Vacuum Condition Resulting 
in Damage to Chsmlcal Vol Control Sgs (CVC8> Holdup Tanks." 
was incorrectly sent for action No response required 
ORIER.B H Region I, Philadelphia, Office of the Director 
60/03/17 Ip 
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000*1090^50 Ac ► receipt of 000^12 Pr i n <• ordiing NRC of steps taken to 
correct violations noted j fi IE Insp Rept 50^333/79-lS 

SniTH-G H Reviori P f* i la d ei ph i a , Fvel Facilitij Materials SafetV 

□ranch 60/03^19 Ip 


— a0040Q02i)i Responas to fJRC fl002l5 I tr re violations noted in IE Insp 
Rept 50"333/'’'9 ‘10 Correc^we actions review of 
adrfiini s ti at ive controls re retratnini? requirempots has been 
c onduc t ed 

L£QNARDi J D Power Author it;i| ot the Sfcat^ of Mew Yort 00/03/lS 
SPP 


*-'0004090271 Forwatda 1C Ingp R-^pt 50*-333/79-18 on 791212-14 It notice of 
violation 

SMITHiG H Region 1, Fh i la d e iph ia< Fuel Facility «< Materials 
Satety Branch B0/02/IS 2pp 


0OO4OBO274 rYotlce of violation from iiisp on 791212-14 

« Region 1* Ph l 1 ade Ip h l Office of t-he Director 00/02/12 Ip 


— 0004060202 IC Insp f?ept 50*333/79-10 on 791212-14 Non c omp 1 i a nc e nntad 
records indicated that two employees had not received annual 
retraining i n radiation protection 

THOMUSiLH Region Philadelphia. Office of the Director 
CROCKER. HW Region 1. Philadelphia. Fuel Facility t Materials 
Safety Dranch GO/02/12 5pp 


3004150506 Forwards lE Info Notice 00-13. "Instrument Failure Causes 
Opening or PORV t Clock Wa 1 /e '* fio specific action or 
response riecessary 

GRIER. B H Region Philadelphia. Office of the Director 
80/D3/31 Ip 


0004090083 Forwards IE Circular 80-05. "Emergency Diesel Generator 
Lubricating Qil Addition f* Onsite Supply " Nc written 
response retiuired 

GRlCfi/B H Region Ij Philadelphia. Office of the Director 

aO/04/01 Ip 


©004110499 Forwards IE Info Notice 60-13^ "GE Type SPM Control Switches 
Defective CAM Followers " No written response required 
ORIER. D H Region 1. Ph i lad e 1 ph ia< Office of the Director 

eo/04/02 Ip 


£3004240335 Forwards IE Jnfo Notice 80-14, "Safety Suggestions From 
Employees '* No action required 

GRIER, Q H Region 1. Ph i 1 adc I p hia. Office o# the Director 
BO/04/02 Ip 


3004180236 Forwai ds IE Circular 80-07, "Problems U/HPCI Turbine Oil 
Sys " No written response lequired 

GRIER, D H Region 1, Ph i i a de 3 p h i a. Office of the Director 
80/04/03 Ip 


3004110061 Forwards IE Bulletin 00-07, "BWR Jet Pump Assembly Failure ■' 
Written response required 

GRIER. D H Region 1. Philadelphia. Office of the Director 
00/04/04 Ip 


3004230439 Forward* lEDulUttn 79-03A, "longitudinal Weld Defects in 
ASME SA-3l2iTyp« 304 Stainless Steel Pipe '* Action required 
5RJER. B M Region 1, Philadelphia. Office of the Director 
30/04/04 Ip 


8004100245 Forwards IE Bulletin 80-00. "Eiam of Containment Liner 
P etne t rat ion Welds " Written response required 
GRiERrD H Region. 1, Philadelphia. Office of the Director 
aO/04/07 Ip 


R Periodic operating reports t related correspondence 


8004070296 Forwards "Rad i o I ogica 1 Enviran Surveillance Rept. 1979 " 
LEONARD. J P Power Authority of the Stafe of New Yeirlt 00/03/SB 
I P 


— — G004070300 "Radiological Environ Survsiltance Kept, 1979 " 

* Power Authority or the State of Now York 79/12/31 200pp 


aO<l40903lB Forwards monthly -operating rept for Mar I960 

PASTERNAK. R J Power Authority of the Stale of New York 60/04/02 
If 


--.r 0-0 04090320 Monthly operating rept for Mar i960 

ZUFELT, E Power Authority of the State of Ndu Yort SO/04/02 
I9pp 


S Reportable occurrencos. LERs 6 related correspondence 


6004030273 Forward's revised LER 79-039/0351-1 

LEONARD. J D Fewer Authority of the State of New York 00/03/27 
Ip 


—8004030276 Revised LER 79-O30/O3Y-1 on 79061 1 . dur mg cold shutdown 
surveillance revealed calihr instrument for mam steam 
tunnel high temp switches could nut be calihr Caused by 
instrument 02-TIC-200 drift Alternate instrumentation used 
CHILDS-W V Power Authoiity of the State of New York 00/03/27 

2pp 


0004030216 Forwaids LER e0-025/03L-0 

LEONARD. J D Power Authority of the State of Now York 80/03/20 
Ip 


— B00403091B LER 0O-O25/O3U-O on 600228. during normal operation while 
conducting surveillance tests. average power reactor monitor 
fl rereamed mopeiabie when function switch was returned to 
operation position Caused by normal hysteresis effect 
CHILDS, W V Power Authority of the State of New York 60/03/28 

2pp 


8004090436 Forwards LER 80-026/03L-0 

PASTERNAK, R J Power Authority of tho State of New York 00/04/03 

ip 


— 0004090440 LER S0-026/03L~0 on 600307. during steady state operation, 
drifting low power range monitor caused process computer to 
indicate operation m eicess of thermal limits Caused by 
drifting low power range monitor *M-37C. due to age 
CHILDS. U V Power Authority of the State of New York 00/04/03 

2pp 


6004L40396 Responds to NRC 791213 request For addl info re loss of 
offsite power events Two losses of offsite power identified 
since 1974 No partial losses 5- during both events, reactor 
in cold shutdown 

EARLY, P J Power Authority of the State of Now York 00/04/08 
2PP 


9004150500 Submits summary of scrams from 700909-1231 . in response to 
NRC request for moi e recent control rod failures Considering 
overhaul of control rod drives during upcoming outage 
EARLY. P J Power Authority of the State of New York 00/04/09 
2pp 


0004220767 Forwards LER 0O-O27/O3L-O 

PASTERNAK, R J Power Authority of the State of Now York 60/04/17 
if 


“8004220771 LER 60-027 /03L-0 on 000322, HPCI was made inoperable to 
repair pipe support Caused by need to repair hangar re HPCI 
sys steam supply HCPI restored to operable status in 
standby mode 

CHILDG. N V Power Authority of the State Of New York 00/04/17 

2pp 


9004280552 Forwards LER 60-02a/03L'*0 

PASTERNAK. R J Power Authority of the State of New York 60/04/23 
ip 


•8004280559 LE-R 80-02fi/03L-0 on 600324. d ur i ng normal operat ion. loop B of 
torus cooling was declared inoperable Caused by failure of 
base plate for hanger HI0-49A per IC Dulletin 79-02 
Temporary repair restored sys to operable status 
CHILDS. (I V Power Authority of the State of New York 80/04/23 

2pp 


G004290504 Forwards LER □0-029/03L-0 

PASTERNAK. R J Power Authority of the State of Now York 00/04/24 
ip 


‘ -600429051 1 LCR 60-029/03L-0 on 600325, condensate storage tank level 
switch 23-LB -74A set outside Tech Specs limit Event recurred 
one wt later Caused by dirt in switch Switch cleaned & 
lubricated 

CHILDS.W V Power Authority of the State of New York 80/04/24 

Spp 


9004390476 Forwards LER eo-030/03L-0 

PASTERNAK. R J Power Authority of the State of New York 80/04/25 

Ip 
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— 8004290402 LER BO-030/03L-0 on B00327i vi sua 1 insp of more than 000 
electrical fire seals revealed 350 seals missing or 
requiring rescaling Caused bg initial installation being 
missed In most cases Neu seals uore installed 

CHILDSiU V Pouer Authoiitg of the State of Neui York 80/04/25 
2PP 


DOCKET 50-334 DEAVER VALLEY POWER STATION. UNIT 1 


F Securitg# medical, emergencti fire protection plans 


S004040354 Foruiards revision to 800305 draft emergoneg preparedness 
plan addressing areas of NUREO-0654 not included in original 
draft Plan uiiH be appropriabelg revised uhen criteria 
requiring lead time arc implemf»nted 
DUNN.C N Duquesne Light Co 80/03/31 ip 


— B004040359 Revision to 000305 draft emergency preparedness plan 
4 Duquesne Light Co 60/04/01 S50pp 


0 Adjudicatory correspondence 


Q004010426 Foruards documents re investigation Into extended outages at 
faciiitg Documents include trial staff statement before 
PA Public Util Commi ss ion. consumer advocate statement & 

CN Dunn fcostimong 

LEVINrJ A Pennsylvania. State of QO/03/28 S4pp 


I Financial information 


8004070297 Toruiards 1979 Annual Financial Rep t. earn ing% statements for 
quarter ending 791231 V one-gr internal cash floui projection 
for 1900 w/actual cash flow for 1979 
WILSON. M L Pennsylvania Power Co SO/03/31 3pp 


—8004070298 Annual Financial Repfc 1979 

• Pennsylvania Power Co 80/03/11 40pp 


0004000499 Submits util earnings statement for quarter ending 791231. 
one-gr internal cash flow projection for 1960 b actual cash 
flow for 1979 Forwards Annual Financial Rept for 1979 
FIRESTONE. L Ohio Edison Co 00/04/02 3 pp 


—0004000502 Annual Financial Rept 1979 
« Ohio Edison Co QO/03/19 46pp 


J Insurance 4c indemnity information 


0004230517 Foruiards cash flow statement re availability of funding for 
annual & quarterly payment of premiums 
CHRlSTNERiR 0 Duquesne Light Co 80/04/10 3pp 


P Operating license stage documents 4 correspondence 


0004200065 Responds to 000120 request for info re tastimong before 
Public Utils Commission b forwards LER 70-53/OlT-O. 7B1206 
backup rept b list of documents on dockets for Oct 1970- 
Har 1979 U Mar 1979-Mag 1979 Request list end 

RUB 8 ELL 1 W T Technical 4' Administrative Support Drench 00/02/05 

2 pp 


— 0004200070 Forwards IE Insp Rept 50-334/75-34 on 701210-20 b notice of 
violation 

DRUNNCR.E J Region 1. Philadelphia. Office of the Director 
79/01/10 3pp 


—0004200099 Forwards QA Program Insp Rept 99900509/79-03 on 790501-04 b 
notices of violation b deviation Summarizes background info 
on related enforcement issue 

REINMUTH.O W Division of Reactor Construction Inspection 
79/00/10 Spp 


--0OO420OO7B LER 77-006/01T-1 an 770126. hydraul tc snubbers on foeduater 
lines found inadequate for seismic design condition Caused 
by design verification breakdown during const Hanger mods 
include increased anchor bait site b new hanger additions 
WERLINO. J A Duquesne Light Co 79/03/14 2pp 


— 8004200079 Record of telcon w/D Ford (UCSl on 790320 re chronology of 
NRC activities re plpestress issue 

BECKMAN.D A Region 1. Philadelphia. Office uf the Director 
79/04/10 3pp 


— 0004200085 SRP. Section 372. "Seismic Sys Analysis " 

» Office of Nuclear Reactor Regulation NUREO-75/087 372 
75/11/24 9pp 


--B004280090 Requests en*- 1 chronology ot safety injection piping stress 
analysis f-' reviews be foTu/aided to Engineeiing Branch for 
review Refs AI TS-F1474 IH2- doc ument record for dockets for 
Oct 197B-Mar 1979 b Mar-May 1979. r espec 1 1 ve I y . enc 1 
KEIMIG.R R ne^ion 1. Ph 1 lade 1 ph la. Office of the Director 
79/Ol/ie 95pp 


6004150318 Formal ds safety analysis supporting actions taken to 
correct cracking found in feedwater sys piping 
BCHWEMCER, A Qpeiating Reactors Diane h I 00/02/25 6 pp 


0004140050 Advises that Commission has issued enc I Amend 26 to License 
DPR -66 Tech Specs 

SCHWENCER.A Operating Reactors Branch 1 00/02/29 3pp 


— 8004140054 Amend 26 to License DPR -66 adding condition requiring 
secondary water chemistry monitoring program b changing Tech 
Specs to prohibit containment pui ge by steam jet air ejector 
sys during hot shutdown 

SCHNENCER. A Operating Reactors Branch 1 80/02/29 I5pp 


--Q004140055 Safety evaluation supporting Amend 26 to License DPR -66 
* Office of Nuclear Reactoi Regulation 00/02/29 4pp 


— 6004140058 Notice of Issuance t availability of Amend 26 to License 
DPR -66 

SCHWENCER.A Operating Reactors Oranch 1 80/09/29 2 pp 


8004030102 Forwards "Nuclear Data Link Specs.*' study of digital 
communication sys to tiansmit info from plants bo Bethesda 
Operations Ctr 

EISENHUT. D O Division of Operating Reactors 80/03/12 5pp 


--6004030118 "Nuclear Data Link Specs " 

* Division of Operating Reactors BO/02/21 2Bp p 


6004090264 Notification of 600326 ir.eeting w/util b 84cU in Debhesda.MD 
to discuss decay heat eichanger sys integrity b operation 
required foi ECCS-LOCA 

UIGOINTON. D Operating Reactors Dranch 1 80/03/24 2pp 


8004010459 Forwards response to NRC 800122 request for addl info re 
requiiements for auxiliary feedwater sys Complete response 
not available until completion of engineering evaluation 
DUNN. G N Duquesne Light Co 00/03/25 21pp 


Q004240087 Summary of 800307 meeting u/util re approval of site for 
long-term technical support ctr b short-term Lessons Learned 
Task Foice imp ) e^nantat ion plan 

WIOOINTON. D Operating Reactors Branch i 00/03/25 4pp 


— 6004240009 "Conceptual Design of Doavei Valley Power Station Technical 
Support Ctr " 

* Duquostic Light Co 00/03/04 lipp 


0004240445 Requests demonstration of qualifications re proposed changes 
to membership for onsite safety committee b offsite review 
commi ttee. per ANSI 18 7-1976 requirements Response should bo 
submitted within 30 days 

BCHUENCER.A Operating Reactors Qranch 1 00/03/25 2pp 


0004030201 Forwards Mar 1980 table w/current status of action items 
re short-term Lessons Learned requiremonts Items changed 
from Feb submittal coricern emergency power supply 
pressurlier heater -L onsite technical support ctr 
DUNN. C N Duquesne Light Co 00/03/31 4pp 


8004180045 Advises that 300131 proposed design basis re addl smoke 
detectors for control room I 1 -h fire lated barrier meet 
guidelines it are acceptable 

6 CHNENCER 1 A Operating Reactors Dranch 1 GO/04/04 2pp 


6004250002 Requests addl info i> clarification re bypass b reset of 
engineered safety features as part of review of containment 
purge b ventilation sys at nuclear plants Response to 
Lessons Learned Task Force Criterion 6 should be included 
SCHWENCER.A Operating Reactors Branch i 00/04/04 4pp 


0004110402 Discusses basic parameters of reload design for Cycle 2 fa 
review of safety fa operational aspects of reload design by 
Mesti nghouse 

DUNN*C N Duquesne Light Co 00/04/07 3pp 


6004300162 Grants relief from ASME Section XI inservice insp 
requirements Forwards Amend 27 to OL Relief shall remain in 
effect until revoked by NRC or until end of 120-mQnth period 
beginning 760930 

SCHWENCERi A Operating Reactors Branch I 80/04/07 4pp 
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— 8004300li6Q Amord ^7 to Licoh^e DPR-64»i d e I eting rdfs to Table A 4-4 from 
App A Tech Specs requirements for visual 4< surface 

or volumetric mservice insps oxamnatian of cladding dt 
reactor vessel head Revised pages enc I 

SCHWE^'CER/ A Operating Reactors Ijranch i 80/04/07 Hpp 


--0004300174 Safeti^ evaluation supporting Amend 27 to License DPR-6t 
» Office of Nuclear Reactor Regulation 00/04/07 f>pp 


— 8004300183 Notice of granting of relief from ASHE Section XI inserv^ice 
insp requ i rement 3 f-i issuance of Amend 27 to License DPn-i6 
SCHtlENCER. A Operating Reactors Branch 1 60/04/07 3p p 


0004210^63 Forwards revised Tables 10-1. 2-1 U 3-1 to util B00325 
response re auiiliargi feedwater sgs 
DUNN. C fl Duq.uesnB Light Co a0/04/l4 4pp 

0004220594 Responds to NRC 800107 1 tr re QA requirements for emergency 
diesel generator fuel oil Ui 11 imiileiment Reg Guide 1 137> 

Sections C 2 a, C 2 b.C 2 c t C 3 f during current refueling 
ou tage 

DUNN. C N Duquesne Light Co 60/04/14 Ip 


a Inspection leports^ It Bulletins i correspondence 


7906010110 FOIA request i>\f UC8 for all documents re Task Action Plans 
A-40 A A-4|,infG on seismic issues prepared for SEP <e insp 
repts for Deaver Valley 

N£ISS< E n 5heldan< Harmon 6 Weiss 77/03/19 2pp 


B004170304 Forwards Public En f orcentent Conference Rapt 50-334/00-04 
on 8001 S2 

GRIER. B H Region !• Philadelphia. Office of the Director 
80/02/07 2pp 


-.-8004170309 Special Public Enforcement Meeting Repfc SO-334/00-04 on 
600123 Major areas discussed licensee actions pursuant to 
771206 order modifying License 

BECKMAN. D A . MCCABE. E C Region 1. Ph 1 1 ade Iph 1 a. Office of the 
Director 30/02/05 9pp 


8004100097 Forwards IE Insp Rept 50-334/79-28 on 771210-14 Np 
noncomp ] i anc e noted 

MARTIN. If 0 Region >. Philadelphia* Safeguards Branch 00/02/11 

2pp 


•-8004100069 IE Insp Rept 50-334/77-28 on 791210-14 No noncoflip 1 iance 
noted Majoi areas inspected security p Ian. program audit, 
organ i lation. phy s I cal bar r lers . I igh t ing. acc ess control |r 
a larm stations Details withheld fref $0CFR2 790) 

OEVLlHiJ W Region 1. Philadelphia. Safeguards Branch LADUN* R 
Region 1. Philadelphia. Office of the Director BO/02/07 Ip 


3004070195 Ack receipt of B00J29 Itr updating corrective action 
schedule re IE Insp Rept 90-334/77-lB 

GRIER. D H Region 1. Philadelphia. Office of the Director 
00/02/26 ip 


-•8004070197 Responds to NRC 7712B9 Itr re violations noted in IE Insp 
Rept 50-334/79 JB Requests extension until 600401 far 
compliance re Item 79-10-05 

DUNN. C N Duquesne Light Co 60/01/29 Ip 


8004100347 Act loceipt ot 800213 J tr infnnnlng NRC of steps taken to 
correct violation noted in IE Insp Rept SO-334/79-26 
SMITHiO H Region 1. Pb i I ade 1 p h i a. Fuel Facility ^ Materials Safety 
Branch 60/02/27 Ipp 


--8004100359 Responds to NRC 000118 Hr re violations noted in lE Insp 
Rept SO-33'1/79-26 Corrective actions type of respiratory 
equipment cited In violation has been removed from general 
issue 

DUNN, C N Duquesne Light Co 00/02/13 3pp 


— 6004100373 Foiwards IE Insp Rept 30-334/79-26 on 791126-29 <r notice of 
Violation 

SMITH, 0 H Region 1. Philadelphia. Fuel Facility Materials 
Safety Branch eO/Ot/ifi 2pp 


— 9004100302 Notice of violation from insp on 791126-29 
* NRC J^egional Offices 60 / 01/11 Ip 


—0004100391 IE Insp Rept 30-334/77-26 on 791126-29 Noncomp U ante noted 
contrary to procedures. rasp ira tors issued to personnel not 
on training list 

TKONUS. L M NRC Regional Offices GO/Ol/ll 6pp 


8004070009 Requests eiterision until 800331 for rsspense to IE Bulletin 
79-OlB. Items 1.2 3 Station shut down for refueling 6 mods 

Delay would not cause undue risk to safety 6 health of 
pub 1 ic 

CUNN.C N Ouquesne Light Co 00/02/29 Ip 


0004150221 Submits interim rept re IE Bulletin 79-14 Drawing 
verification effort being compared against basis of seismic 
reanalysis Results indicated very good correspondence 
between as-built 6 as-lnsballed sys 
DUNN, C N Duquesne light Co QO/02/29 2pp 


6OO4HG070 Responds to 771203 b B00222 Itrs re Enforcement Conference 
50-334/79-21 Discusses responsibilities 6 authorities of 
general superintendent of powci stations dept & director of 
nuclear operations 

GRIER, B H NRC Regional Offices 60/03/03 2pp 


S0041tOl60 Submits respons^e to IE Bulletin 79-27 re loss of class IE 
■J</ar Non-ClasS IE instiument !< control power sys bus during 
operation No mods necessary re alarm sys !< emergency 
procedures Sutricient instruments ejfist for coolant break 
DI/NN.C N Duquesne Light Co 60/03/04 2pp 


0004040159 Ack receipt of 900227 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-334/79-24 
GRIER. P H Region 1, Ph i lade Iph la. Office of the Director 
00/03/11 Ip 


—8004040165 Responds to NRG 800201 Itr re violations noted in IE Insp 
Rept 50-334/79 24 Corrective actions plant maint manual. 

Chapter 1. Section A 7 revised to insure that current 
procedures available far sa fety-related activities 
BUNN. C N Duquesne Light Co 60/02/27 5pp 


—6004040169 Forwards IE Insp Rept 90-334/79-24 on 791105-09,11-26 b 
1203-i4 it notice of violation 

DRUNNER.E J Region Ir Philadelphia, Reactor Operations Nuclear 
Support Branch 00/02/01 2pp 


— 8004040170 Notice of violation from insp on 791105-09,11-26 !< 1203-14 
» Region 1. Philadelphia, Office of the Director 00/01/30 3pp 


00040,10177 IE Insp Rept 50-334/79-24 on 791105-09/11-26 U 1203-14 
Noncomp 1 ia nee noted use of unapproved data for callbr of 
reactor protection instrumentation 

QECKMAN, D A Region 1. Philadelphia, Office of the Director 
FICCADE.E C Region i, Philadelphia, Reactor Operations Nuclear 
Support Branch 60/01/30 22p p 


8004110005 Ack receipt of 900229 Itr requesting extension nf IE 
Bulletin 79-010 data submittal date Requests 24-h 
notification of any deviation from understanding that info 
ui 1 I be completed by 000331 b received no later than B00403 
GRIER. D H Region 1, Ph i lade 1 ph ia. Office of the Director 
00/03/ H Ip 


6004150264 Forwards IC Info Notice 80-12, ^'Instrument Failure Causes 
Opening of PORV b Block Valve '' No specific action or 
response necessary 

GRIER, 0 H Region I* Ph i 1 ade 1 ph i a, Office of the Director 
00/03/31 Ip 


6004090048 Forwards IE Circular aO-OS. "Emergency Diesel Generator 
Lubricating Oil Addition b Onsite Supply '* No written 
response required 

GRIER, D H Region i, Ph i iadelphia, Office of the Director 
00/04/01 Ip 


B0041 10131 Forwards IE Info Notice 80-13. "OE Type 8BM Control Switches 
Defective CAM Followers No written response required 
GRIER, 0 H Region I, Ph ) ladelph ia, Office of the Director 
00/04/02 Ip 


8004240302 Foru/aids IF Info Notice 90-14, "Safety Suggestions From 
Employees " No action required 

CRIER, 8 H Region I, Philadelphia, Office of the Director 
00/04/02 Ip 


0004160169 Forwards IE Circular 80-07, "Problems W/HPCI Turbina Oil 
Sys " No written response required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
00/04/03 Ip 


0004230400 Forwards IE Bulletin 79-03A. “Long Itudinal Utld Defects in 
A3ME 9A-3l2.Type 304 Btoinless Steel Pipe '* Action required. 

GRIER. D K Region 1, Philadelphia, Office of the Director 
80/04/04 ip 
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8004180144 Foruar<ls IE Bulletin 00-08. "Exam ef Containment Linar 
Penetration Welifs " Written reeponse req.uired 
ORIERiB H Region li Philadelphia! Office oP the Director 
00/04/07 Ip 


R Periodic operating reports K related correspondence 


8004000196 Foruards "KPDES Discharge Monitoring Repfc for Fab 1980 " 
liG0RE< 0 W Duquosne Light Co 00/03/31 ip 


-“8004030197 "NPDES Discharge Monitoring Rapt for Fob 1980 " 
« Duquesne Light Co 80/02/39 12pp 


8004070277 Forwards "Rept of Facility Changes^ Tests Exporiments for 
1979 " 

WODLEV/ERiE J Duquesne Light Co 00/03/31 3pp 


— 0004070200 "Rept of Facllltg Chang esi Tes ts (t Experiments for 1979 " 
• Duquesne Light Co 80/03/31 8pp 


0004310361 Forwards "Dffsite Dose Estimates - Third U Fourth Quarters* 
1979 •' 

DUWN.C N Duquesne Light Co 00/04/15 Ip 


““0004210366 "Offsite Dose Estimates - Third fc Fourth Quar ter s* 1979 " 
« Duquesne Light Co 80/04/15 2pp 


8004290354 Forwards monthly operating rept for Mar 1900 
DUNNcC N Duquesne Light Co 00/04/25 Ip 


— 8004290355 Monthly operating rept for Mar 1900 
TIMKDiD R Duquesne Light Co 80/04/02 Ip 


6 Reportable occurrences* LERs related correspondence 


6004220084 PNQ“77“143 Pacific Pump Co supplied facilities w/produc tion 
lot of 40 pumps mfg using shafts made of inferior matl 
Cause unstated All utils w/pumps wore notified NRC 
headquarters notified on 770812 

WHITTfK W Region 2, Atlanta. Office of the Director 77/08/12 

Ip. 


8004020002 RO 80-12/01T on 000312* Util informed of noncompliance re 
channel check not performed since Uul 1976 Caused by 
deletion of requirement Survclllan-cc reinitiated further 
checks will be made during startup 
WERLIMO. J A Duquesne Light Co 80/03/12 2pp 


0004220397 RO 0O-O2S/O1T during tank mod pro jec t. f 1 e Id engineers 
reported that weld on 12“lnch noiile penetrations to 
refueling storage tank does not conform w/manufacturer 
design Cause unstated Addl penetrations being checked 
WERLlNOf J A Duquesne Light Co 80/03/16 Ip 


0004030198 RO 80“l7/0iT on 000326. 5«tW advised that reanalyals of 
seismic pipe stress on main steam piping Indicates that for 
certain ODE cond 1 tlons. long-term criteria allowable stress 
levels may be exceeded 

WERLINOrJ A Duquesne Light Go 80/03/26 2pp 


8004030191 RO e0“t8/01T on 800326, during portable fire pump 
surveillance test, section of fire main failed During pump 
testing tys, pressure was maintained w/difflculty Caused by 
rupture in fire main header Rupture isolated. sys restored 
WERLIKO, J A, Duquesne Light Co 60/03/27> 2pp 


8004070341 Forwards LERs 80-012/0 lT-0 4, 0O-O16/O3U-O 
WERLIMO, J A Duquesne Light Co 80/03/31 2pp 


— 8004070346 LER 80-012/01T-0 on 800312, emergency shutdouin panel 
auxiliary feedwater flow instrumentation readings were 
deleted from surveillance testing Caused by meter reading 
zero in standby 

WERLIMO, J A Duquesne Light Co 80/03/31 Ip 


““8004070375 LER 0O-OI6/O3L-O on 0OO3H, while testing battery charger 2 j 
ac input breaker tripped Caused by loose control wiring 
Loose wires resoldered 

MERLINO, J A Duquesne Light Co 80/03/31 IP 


8004110305 RG, on 800225. two Frequencies on peak shock annunciator sys 
actuated visual alarms Cause unknown Problem w/70*i< (OBE> 
visual alarms may have been caused by reed switches or alarm 
circuitry Investigation is continuing 
WERLINO.J A Duquesne Light Co 00/04/03 2pp 


8004140329 RO QO-22/OlT on 800407* dur i ng operational Mode 5, complete 
loss of RHR flow occuned during attempt to increase flow 
aperating procedure changed to require venting RHR during 
flow increase 

WERLINO.J A Duquosne Light Co 80/04/08 2pp 


0004140381 RO BO-022/01T on 000407* W/p lant In nperational Mode 5 W/ 
steam generators drained t RCS level at mid span in loops, 
complete loss of RHR flow occurred while attempting tu 
Increase flow Pumps vented A- transmitter callbr checked 
UERLINO. J A Duquesne Light Co 00/04/00 2pp 


8004150516 Forwards LERs 80-01 7/0iT“0. 0O-O18/O1T-O i aO“Ol9/03L-0 
MERLINO. J A Duquesne Light Co 00/04/08 2pp 


— 8004150529 LER 80-017/011-0 on 800326* r e ana 1 y s i s of seismic pipe stress 
of main steam piping inside valve house for OBE long-term 
criteria showed* for some c ond it i ons. al lowab 1 e stress level 
may be exceeded In headers ror main steam relief valves 
UERLING. J A Duquesne Light Co 00/04/08 2pp 


— 8004150534 LER 80-018/01T-0 on 800326. plant operators were testing 
temporary fire pump when section of fire main failed Caused 
by piping failure Failed section of piping replaced 
I^ERLIMO. .JA Duquesne Light Co 00/04/00 2pp 


““0004150545 LER eO“Ol9/O3L-0 on 800310.whilB steam f 1 ush log. crac k found 
in channel head of liquid waste evaporator bottoms heat 
exchanger Caused by equipment fa 1 lure* prohab ly due to 
chloride stress corrosion Sleeve welded over channel head 
WERUINQ. J A Duquesne Light Co 00/04/08 2pp 


8004230217 RO eo-022/OlT on 000407. comp 1 ete loss of RHR flow occurred 
when plant operators were attempting to increase RHR flow 
from l.OOO gpm to 6« 000 gpm Operating procedure was modified 
to require venting at ail timos during evolution 
UERLINO. J A Duquosne Light Co 80/04/08 2pp 


0004170223 RO 0D-D23/O1T during operational mode 5.w/stea(n generators 
RCS level at mid-span in I oops, comp lete loss of RHR flow 
occurred while plant operators were increasing heat 
exchanger flow Procedure rewritten 
HERUINO. J A Duqueene Light Co 00/04/11 2pp 


0004230200 RO 0O-O23/O1T on 80041 1, w/s I earn generators drained 8( RCS 
level at mid-span in loops. c omp lete loss of RHR flow 
occurred Cause under investigation Problem may be connected 
w/deficiency in as-built piping layout 
WERLINQ. J A Duquesne Light Co 80/04/11 2pp 


8004240305 RO 80-OB3/OIT during tank mod pro jec t. f I eld engineers 
reported that weld on 12-inch nozile penetrations to 
refueling water storage bank does not conform w/manuf acturer 
design Addl penetrations are being checked 
UERLINO. ^ A Duquesne Light Co 00/04/16 2pp 


0004290503 Forwards LER 00-022/01 T-0 

WERLINO. J A Duquesne Light Co 80/04/22 2pp 
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V Operator E la^^i nati ons 


000*1070040 Denies util B00304 requeit for adm in i s-ter 1119 written 
e X a/ri nat 1 oris wk o^ 80-0518 ft- Jelat^tng oral operating 
B lami rat i ons until Ju 1 1 9H0 due to lack of reactivity 

man! p ula t ] ons 

COLLINS. P r Operator licensing Srancti 00/03/1'? S’pp 


DOCKET 50-305 ST LUCIE Pi ANT< UVIT 1 


F Security* ffieJlcal/ emergency K fire protection plana 


0004070279 NotiPjea of intention to use Kerite cable In yndergroun«i 
duct bank sgs for 1 ep 1 acernent of etiating cro sa-1 1 nk ed 
pplyetbylene cables t nods to existing sys K'RC approval of 
Kerite for use on Unit 2>also applies to Unit L 
UKR-IO. F? £ Florida Power h Light to aO/OD/31 2pp 


0004140229 Informs that th er ma 1 /rate -of-r 1 sc fire detec tor a. instead of 
automatic early warning fire d e tec tors* ui 1 I be used to 
Implement Section 3 13 2 of safety evaluation supporting 
Amend 53 t-o License DPP--67 

UHRIG.R E Florida Po'uer N light Co 00/04/09 Ip 


I Financial information 


000413040.6 Fot wards Annual Financial Rept 1979 

UHRfG. R E Florida Fauier «* Light Co 00/04/08 Ip 


--8004150411 Annual Financial Rapt 1979 

# Florida Power Light Co 00/02/08 72pp 


P Operating license stage documents U correspondence 


8004030102 Forwards ''Nuclear Data Link Specs* *' Study of digital 
communication sys to transmit info from plants to Bsthesda 
Operations Ctr 

ErSENhUT, D 0 Division of Operating Reactors 00/03/32 5pp 


— 80040301 IB ‘'Nuclear Data Link Specs " 

e Division of Operating Reactors 00/02/21 20pp 


B0D4H0510 Provides add I info re implementation of requirements set 
forth in Item 2 1 7a o f NUREO-0570 Requests response by 
000601 indicating commitment to install safety-grade sys 
prior to eiOlOl 

EISENHUTf D 0 Division o-f Operating Reactors 60/03/27 2pp 


0OO416O1GO fiaguests response to enc L Lessons Learned Tasfc force 
Category A items from 8C0324 t< 25 review by 900401 Sched-dle 
for qualification of valve position indication circuits 
should b-e provided 

REID.R M Operating Reactors Branch 4 80/03/S7 3pp 


8004150151 Forwards ElA supporting amend to License DPR-67/ de I eting 
certain water quality requirements 6 revised ET& pages for 
Sections 2 & 4* App 8 

LEAR. 0 Environmental Specialists Branch BO/04/0I 2pp 


--0004(50154 EIA supporting amend to License DFR-67< delet mg certain 
water quality requirements from App 0 ET8 
♦ Office of Nuclear Reactor Regulation 00/04/01 12pp 


— 0004150156 Revised Section 264 ETS pages for License DPR-67/ del e ting 
certain water quality requ i 1 aments from App 0 
* Florida Rower & Light Co 80/04/01 4pp 


0004000306 Responds to NRC 300327 Itr re Lessons Learned Task Force 
short'^term requirements forwards info re valve position 
indlcat i-on* i nstrumentat ion> for inadequate core cooling* 
containment isolation t aMifliary feedwater flow indication 
LfHRlO;R E Floiida Power 6 Light Co 80/04/03 IBpp 

00415D341 F 01 wards application for renewal of NPDES Permit 
FLOOO22O0 

UHRIOcR e Florida Power t Light Co 00/04/03 llOpp 

704230')6l Forwards proposed Tech Spec changes* increaa ing combined 
secondary containment tlypaas leakage rates L intake of 
outside air into control room 

LPHRlOjfi E Florida Power 6 Light Co 00/04/10 app 


B004S30464 Proposed Tech Spec changes* incrfosinq camhined secondary 
contaiofnant bypass leakage rates 6 intake of outside air 
into control room 

■» Florida Power 6 Light Co 00/04/10 Spp 


6004200269 Responds io fJRC 600*110 Itr requesting that info re use of 
NUAEM 750 be provided by 800530 Technical basis for use of 
NUKEM 750 as qualified caulk 1 equested from Ameron Info will 
not be available by BOO5T0 Submittal expected 800730 
UHRIGrR E Florida Power V Light Co 00/04/22 Ip 


0 Inspection reports* TE Sulletins i correspondence 


8004090344 Furuards lE Bulletin 00-03. “Loss of Charcoal From Btd Type 
1 1* Two-Inch I Tra*^ Adsorpei Cells " Action required 

O'REILLV.J P Region 2* Atlanta. Orfice of the Director 80/03/06 

2pp 


0004100176 Forwards IE Insp Rept 50-335/80-03 on 000122-24 No 
noncomp L lance noted 

LEWIS, 0 C Region 2, Atlanta, Reactof Operations Nuclear Support 
Branch 80/02/19 2pp 


0004100162 IE Insp Rept 50-335/BO-03 on 000122-24 No noncompllance 
noted Major aieas inspected smalt break loss of coolant 
procedures h training t- followup on previously identified 
I terns 

UFRIGHT.C M Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch JOHNSON. A H . MCHENR/. T J Region 2, Atlanta* Office of 
the Director 00/02/19 6pp 


0004380233 Forwards IE Insp Rept 50-335/00-02 on 000219-22 No 
noncompliance noted 

LEWIS*!? C Region 2. Atlanta, Reactor Opeiatlons Nuclear Support 
Branch 00/03/10 2pp 


—8004280241 IE Insp Rept 50-335/00-02 on 600219-22 No noncompl lance 
noted Hajor areas inspected operations revi ew. fac 1 1 1 ty 
tours* LER review 4 IE bulletin review 

MARTIN* R D Region 2/ Atlanta* Reactor Operations Nuclear Support 
Branch DYER* J A , ElROO* S A Region 2* Atlanta* Office of the 
Director 00/03/0/ 4pp 


0004230537 Forwards response to IE Bulletin 00-03, "Loss of Charcoal 
from STD Type II Two-Inch Tray Adsorber Cells^' In-house 
sys have shown no screen sagging or charcoal loss problems 
since installation in 1976 according to periodic testing 
UHRI0*R E Florida Power «. Light Co 80/03/26 2pp 


8004150517 Forwards IE Info Notice 80-12* "Instrument Failure Causes 
Opening of PORV h Block Valve " No specific action or 
response necessary 

O'REILLY, JP Region 2* Atlanta, Office pf the Director 00/03/31 

2pp 


0004000619 Forwards IE Circular 80-05* "Emergency Diesel Otneratpr 
Lubricating Oil Addition ?* Onsite Supply " No written 
response required 

O'RElLLYtJP Region 2. Atlanta* Office of the Director 80/04/01 
2pp 


8004150081 Forwards IE Info Notice 60-13, "G£ Type 0BM Control Switches 
Defective CAM Followers " No specific action or response 
required 

O'REILLV, J P Region 2. Atlanta, Office of the Director 60/04/02 

2pp 


8004240260 Forwards IE Info Notice 00-14, "Safety Suggestions From 
Employees " No action required 

a 'REILLY* J P Region 2, Atlanta* Office of the Director 80/04/02 
2PP 


0004180321 Forwards IE Circular BO-07. "Pioblems N/HPCI Turbine 011 
Sys " No written response required 

O'REIULV.J P Region 2, Atlanta, Office of the Director 00/04/03 

2pp 


8004230165 Forwards IE Bulletin 79-03A "Longitudinal Neld Defects in 
A0HE 0A-312i Type 304 Stainless Steel Pipe " Action required 
0 'REILLY* J P Region 2* Atlanta* Office of the Director 00/04/04 
*P 


6004100417 Forwards lE Bulletin 80-08* "Exam of Containment Liner 
Penetration Nelds '* Nritten response required 

□ ^REILLY, J P Region 2* Atlanta* Office of the Director 80/04/07 

app 


80D4300977 L/p dates 800304 response to IE Bulletin 79-OlB* “Environ 
Dual If 1 cat 1 till of Class IE Equipment " Info re Item 7 a will 
be forwarded by 000601 Info re Item 7 b will be forwarded 
by 800731 

UKRlC, R E Florida Power Light Co 80/04/09 Ip 
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R Perlndic operating reports 4 related correspondence 


8004S40368 Forwards monthly operating repts for Mar 197B 
SCHMIDT, A D Florida Power Light Co 70/04/07 Ip 


— ‘B004240374 Monthly operating repts for Mar \979 

CHILSOM, V r Florida Power Light Co 78/04/06 lapp 


0004240448 Forwards monthly operating repts for Apr 1970 
SCHMIDT# A D Florida Power ^ Light Co 70/03/06 tp 


— 8004240492 Monthly operating repts for Apr 1778 

CHIL60N, V T Florida Powei 4 Light Co 70/05/06 7pp 


60042403SO Forwards monthly opeiating repts for May 1978 
SCHMIDT, A 0 Florida Power r Light Co 78/06/03 Ip 


— 8004240356 Monthly operating repts for May 1978 

CHILSQN,V T Florida Power 4, Light Co 70/06/03 13pp 


0004240470 Forwards monthly opeiating repts for June 1978 
SCHMIDT. A D Florida Power b Light Co 70/07/01 ip 


— 8004240474 Monthly operating repts for June 1778 

CHiLSOMrV T Florida Power fe Light Co 78/07/01 14pp 


900424045S Forwards monthly operating repts for Jul 1970 
8 CHMIDT 1 A D Florida Power V Light Co 7B/OB/10 ip 


— 8004240499 Monthly operating repts for Jul 1970 

CHlLSaU. V T Florida Power Light Co 70/08/10 12pp 


0004240359 Forwards monthly operating repts for Aug 1970 
SCHMIDT, A D Florida Power t Light Co 70/09/04 ip 


-~a004240363 Monthly operating ropts for Aufl 1970 

CHILSOH, V T Florida Power & Light Co 70/09/04 13pp 


8004240443 Forwards monthly operating repts for Sept 1970 
SCHMIDT. A D Florida Power t. Light Co 70/10/07 Ip 


—0004240444 Monthly operating lopts for Sept 1970 

CHILSON, V T Florida Power t Light Co 70/10/07 13pp 


8004240466 Monthly operating ropts for Qct 1970 

CHILSQN. V T Florida Power I- Light Co 70/11/04 15pp 


8004240436 Forwards monthly operating rept* for Nov 1970 
SCHMIDT, A D Florida Power t Light Co 78/12/06 Ip 


—8004240440 Monthly operating repts for Mov 1978 

CHILSON, V T Florida Power V Light Co 70/12/06 14pp 


B00424041B Forwards monthly operating repts for Dec 1978 
SCHMIDT. A D Florida Power i Light Co 79/01/06 Ip 


— 8004240422 Monthly operating repts for Dec 1970 

CHILSON, V T Florida Power Light Co 79/01/06 15pp 


8004230330 Forwards monthly operating repts for May 1979 
SCHMIDT, A D Florida Power 4 Light Co 79/06/07, Ip 


— 6004230332 Monthly operating repts for May 1979 

CHILSaN, V T Florida Power 6 Light Co 79/06/09 I 2 pp 


8004230484 Forwards monthly operating repts for June 1979 
SCHMIDT, A D Florida Power L Light Co 79/07/07 ip 


— 0004230490 Monthly operating ropts for June 1979 

CHILSQN, V T Florida Power 4< Light Co 79/07/07 llpp 


8004230321 Forwards monthly operating repts for Jul 1979 
SCHMIDT, A D Florida Power 4 Light Co 79/00/04 tp 


— 8004230326 Monthly operating repts for Jul 1979 

CHILSON. V T Florida Power 4t Light Co 79/00/04 13pp 


8004100524 Forwaids monthig opeiating repts for Jan 1980 
SCHMIDT. A D Floiida power / Light Co 80/02/09 Ip 


--B0041B052B non+'hly operating ropts for Jan 1980 

CHILSOfi, V T Florida Power I Light Co 80/02/09 3pp 


0004180529 Forwards monthly operating repts for Feb 1980 
SCHMIDT. A D Florida Power * light Co 80/03/08 ip 


— 0004180530 Monthly operating repts for feb 1980 

CHILSON. V T Florida Power /, Light Co 80/03/08 3pp 


8004000257 Forwards “1979 frnnual Opeiating Rept " 

UHRIGiR E Florida Power Light Co 80/03/20 ]p 


— B004080265 "1979 Annual Operating Pept " 

■» Florida Power 4 Light Co 00/02/29 49pp 


0004040425 Forwards "Annual Nonr ad 1 ologi c a 1 Monitoring Rept. 1979. 
V/oIs 1.2 4 , 3 Vo 1 1 summariies abiotic monitoring for 1979 
Vols 2 t 3 discuss biotic monitoring 
UHRIO, R E Florida Power Light Co 80/03/28 Ip 


— 8004040434 "Annual Noni ad 1 0 log 1 cal Monitoring Rept. 1970, " Vol 1. 
abiotic rnonitoring 

* Florida Power V Light Co 79/12/31 42pp 


— 8004040443 "Annual Norn ad 1 0 log i cal Fnviron Monitoring Rept. 1979 
Vol 2 ,biotic monitoring 

* Applied Oiology. (nc 00/02/29 iOOpp 


— 8004040440 "Annual Noni ad 1 0 log t cal Environ Morritorlng Rept. 1979. " Vol 
3, b 1 ot 1 c monitoring 

* Applied fiiology. Inc 60/02/29 tSOpp 


8004090217 Foiwat'ds "Annual Environ Radiological Monitoring Rept." for 
1979 

UHRIG.R E Florida Power 4, Light Co 80/03/31 Ip 


—8004090219 "Annual Environ Kadtological Monitoring Rept," for 1979 
* Florida Powei Light Co 80/03/21 7pp 


8004180373 Forwards monthly operating lepts for Mar 1900 
SCHMIDT, A D Florida Power & Light Co 00/04/05 Ip 


—8004100374 Monthly operating repts for Mar 1980 

CHILSON. V T Florida Power 4^ Light Co 00/04/05 9pp 


S Reportable occurrences, LCRs ** related correspondonce 


0004810441 PNO- 77 - 1/4 on 7/t003. while conducting routine 
surveillance testing of station ba tter 1 os. 125 volt dc bus 
10 was inadvcrtani ly de~energiied Cause unstated State of 
FL notified tiS inspector is onsite 

KLINOER.O , NOLAN, F , SNltZEK, J Region 2, Atlanta. Office of the 
Director 77/10/03 Ip 


8004020381 Forwards RD sas-B-ao-Ol re surface temp rise 
UHRlO,n C Floiida Power «« Light Co 80/03/12 tp 


—8004020304 RO 335-B-60-0> on 800218, site analysis of thermograph data 
Indicated surface temp rise, in arpa of max ocean tomp.in 
excess of 5 5 F on 000113 Possibly caused by thermograph 
malfunction Thermograph returned to vendor 
H Florida Power 4. Light Co 80/03/12 2pp 


0004030167 RtJ SSS-^BO-IS on 800314, while plant was in cold shutdown, 
field leads to excitors on both diesel generator units were 
found undersired Caused by design error Field leads will be 
replaced 4 , permanent repair studied 
WETMYrC M Florida Power 1< Light Co 80/03/17 Ip 


0004090051 PNO-* 1 1-80-042 on 800317, while investigating wiring overheat 
problem in 120-volt dc circuit, from voltage regulator to 
field of emergency dieset generator A, licensee identified 
incorrect wire siie Licensee will replace w/correct wires 
ELRaD,S , MARTIN.R Region 2, Atlanta. Office of the Director 
80/03/17 ip 


Q0040302B2 Forwards LER ao-013/09T-0 

SCHMIDT, A D Florida Power Light Co PO/03/25 ip 


0004240463 Forwards monthly operating repts for Oct 1978 
SCHMIDT, A D Florida Power 4, Light Co 70/11/04 Ip 
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— 0OO4O3O2B5 I ER GO~Ol3/U?T-0 on 00031 /. d ur ing trouble ahootins re 
inebilittj A diesel jenei ator to accept full design load* 
hot exCltor leads to generator tield found w/6uriit 
insulatiorfc Caused Pm firor in installation drawings 
SCHaPPHANL'r M A Florida Power 5^ t ight Co 80/03/&5 2pp 


Q0042A0334 Foruards LtP 80-01S>03L~0 

SCHMIDT, A D Flond^i Pogei b Light Co SO/04/15 Ip 

— G00424O343 LEft 80-01 -O on 80031^- while shutdown, p enod i c 

integrated test of engineered safety features revealed |0 
DO loading timers out of tolerance, 2A «< IB cooling fans not 
starting ^ shield bldg vent sgs not opening 
SC HOP P MANN, rt A Florida Power t Light Co GO/04/13 Ip 


0004240369 Forward^ L£R GO-016/09T-0 

SCHMIDT. A D Florida Power f Light Cu 00/04/16 Ip 


— B004240375 LEfi aO”016/09T-0 on 00041 1. eng ineer ing evaluation determined 
that application of two Rosemount Model 115Z pressure 
transmitters resulted in reportable situation Caused by 
design problen Transmitters to be replaced 

SCH0PPH4NN, M A Floiida Power A Light Co 30/04/16 Spp 


DOCKET 50-336 MILLSTONE NUCLEAR POWER StAT 1 QW, UMIT 3 


F aecorityi medical, BHiergency t fire protection plans 


8004030369 Notifies that NRC review of util Feb l^BO revised 
safeguards contingency plan has been completed Forwards 
conments indicating need for add! info uiithin 30 days 
Comments withheld (re# lOCFRS 790) 

2IEHANN.I} L Operating Reactors Branch 5 B0/D3/11 ?pp 


8004020408 Forwards ''Feasibility Rept on Evacuation of Area Around 
Facility '• 

GDliM31L. If 0 Mortbeast Utilities GO/03/31 3pp 


—’9004020410 “Feasibility Rept on Evacuation of Area Around Facility " 
One overstie drawing enc I 

RQDOERS.L h . PELL, D K Storcb Engineers KOLLO Y, E J Noriheast 

Utilities Service Co QO/03/3S SSpp 


H General correspondence 


GOO43IOO40 Responds to 800309 Itr requesting info re environ effects of 
New England nuclear powei plants Radiation effluent levels 
determined 6g iOCFRSO i> App i to lOCFRSO Environ info 
available in stated LPPRS 

J3ALLAR1>, R L Environmental Projects Branch 1 00/04/01 3pp 


I Financial information 


0004080557 Responds to NRC 800305 Itr re adequacies of cash flows to 
meet possible retrospective premium payments ^ forwards 
1979 annual repts for CT Light i Power Go, Hartford Electric 
Light Co L Hestetn MA ESectric Co 
□ 'CONNOR. LA Northsast Utl lities BO/04/01 Ip 


--0OO4O8O564 Annual Financial Rept 1979 

s Connecticut Light 4 Power Co 60/03/14 24pp 


'*-8004080581 Annual Financial Rept 1979 

a Hartford Fleotric Light €o 80/03/14 24pp 


— 8004060590 Annual Financial Rept 1979 

e ^eits Electric Co 80/03/14 21pp 


— 6004030118 ''Nuclear Data Link Specs " 

» Division ot Operating Reactors 00/02/21 20pp 


6004070266 Forwards safety evaluation re Interim actions taken to 
ellrtiliiatP feedwater piping crac ks , performed in response 
to IE Bulletin 79-13 

REID.R W Operating Reactor^ Branch 4 00/03/13 2pp 


— 0004070266 Safety evaluation ^e mterini actions taken to eliminate 
feedwatei piping crac k s, porf otmed in response to IE Bulletin 
79-13 Repair method, nondes ti ut 1 1 ve i' visual insp Si inherent 
toughness of piping matls are adequate 
* Commission 00/03/13 4pp 


8004070138 Notification of 600318 meeting w/util in Bethesda.MO to 
discuss upcoming Cycle 4 reload 

CONNER, E L Operating Reactors Branch 4 00/03/14 2pp 


G004040249 Forwards ''Sasic Safety Rept " Proprietary version withheld 
(ref iOCFR2 790) Affidavit previously submitted on 000229 
760727 

C0UN9IL, IJ 0 Northeast Uti 1 ities 80/03/26 Ip 


-"0004040254 "Basic Safety Rept " 

» Northeast Utilities 80/03/31 300pp 


S0041 10520 Frov i des add] info re implementation requirements set forth 
in Item 2 1 7a of NUREO-0570 Requests response by 800601 
indicating commitment to install safety-grade sys by 010101 
EI8ENHUT, D G Division of Operating Reactors 00/03/27 2pp 


8004070^65 Submits info re direct indication of PORV & safety valve 
positions Recent discussions u/vendor revealed difficulty 
u/800401 completion date Revised date of completion is 
010401 

COUNS]L,U 0 Northeast Uti 1 iti es 00/03/20 2pp 


8004030232 App 1 1 cat 1 on to amend License DPR~6S, in response to concerns 
eipressed in NRC 791011 Itr Revisions add surveillance 
requirement for auxiliary feedwater flow test after cold 
shutdown exceeding one month Affidavit end 

CDUN3IL, U 0 Northeast Nuclear Energy Co {subs of Northeast 
Utilities) 80/03/31 3pp 


— 8004030290 Proposed revisions to Tech Specs 3 7 I 2 8( 4 7 i 2, adding 
surveillance requirement for auxiliary feedwater flow test 
after cold shutdown exceeding one month 

e Northeast Nuclear Energy Co (subs of Northeast Utilities) 
00/03/31 3pp 


G004Q80309 Outlinas plans for Cycle A reload outage steam generator 
insp per Amend 32 to License DPR-65 Resolution of Cycle 3 
startup commitments end 

COUNSIL.N 0 Northeast Utilities 00/03/31 6pp 


8004070274 Discusses current intentions to submit design for providing 
sampling capacity for primary coolant t< containment air by 
G004S9 Utils are currently engaged in finaliiing design 
details Slight delay is required to optlmiie design 
COUNSIL.U Q Connecticut Yankee Atomic Power Co 80/04/01 2pp 


0004300078 Forwards comments re technical cons Iderationi leading to 
recommendations given to util at 791106 meeting about steam 
generator feedwater line repair Util presentation did not 
provide conducive evidence that crack had not grown 
DENTON. H R Office of Nuclear Reactoi Regulation 80/04/04 4pp 


0004170012 Discusses problems w/lmp lementati on of Lessons Learned Task 
Force recommendation ro automatic initiation of auxiliary 
feedwaters sys Requests NRC concurrence w/plan for 
iflipt ementing requirement during 1900 refueling outage 
C0UN5Jt/W 0 Connecticut Yankee Atomic Power Co COUNSILrU, 0 
Northeast Nuclear Energy Co isubs of Northeast Utilities) 

80/04/ tl 4pp 


6004220364 Submits info in support of continued operation w/ileeved 
guide tubes in Cycle 4 Anticipates that negligible guide 
tube sleeve wear will be measured 

CQUNSILi M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/04/15 6pp 


0 Inspectioo reportsi IE Bulletins i correspondence 


8004090131 Forwards IE Insp Repts 50-2|3/79-20i 50-243/79-26 fc 
50-336/79-20 on 791127-30 1203-07 No none ompH ante noted 

BRUNNE-R.E J Region 1, Ph i lad e Iphia, Reactor Dperationi Nuclear 
Support Branch 60/02/00 2p!p 
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—8004090130 IE Insp Rcpts 50-313/79-20,50-245/79-26 It 50-336/79-20 on 
791127-30 ^ 1203-07 No noncdmpl i anc e noted liajon areas 
inspected QA program imp lenientat i on re QA/QC adniini strat ion, 
design changes mods I document control program 
BAUNACKi U H Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch NAPUDA,(j Region 1, Philadelphia, Office of the 
Director 80/02/07 I5pp 


0004070213 Ack receipt of 000206 ttr informing NRG of steps taken to 
correct violations noted in IE Insp Repts 50-245/79-25 
SO-336/79-27 

CARLSON, R T Region 1, Philadelphia, Reactor Construction h 
Engineering Support Branch 00/02/28 Ip 


— 0004070218 Responds to NRC 800111 1 tr re violations noted in IE Insp 
Repts 50-245/79-23 Si 50-336/79-27 Corrective actions open 
trash can replaced u/covered trash can St no smoking signs 
posted at entr gtuaijs to main control boards 

COUNSIU, N Q , FEE.U F Northeast Utilities 00/02/06 2pp 


—8004070223 Forwards IE Insp Repts 50-245/79-25 50-336/79-27 on 

791105-09 notice of violation 

GARL8QN, R T Region 1, Ph i ladeliph la. Reactor Construction fc 
Engineering Support Branch 00/01/11 2pp 


— 8004070226 Notice of violation from insp on 791105-09 

* Region 1, Philadelphia, Office of the Director 80/01/00 Ip 


— B004070231 IE Insp Repts 50-245/79-25 it 50-336/79-27 on 791105-09 
Noncompliance rioted failure to fallaw housekeeping 
procedure 

KQUTAYi P B Region 1, Philadelphia, Office of the Director 
EBNETERjS D Region 1, Philadelphia, Reactor Construction S' 
Engineering Support Branch 00/01/08 8pp 


8004090466 Forwards response to IE Bulletin 79-27 ro loss of Instrument 
control power effect on abilitg to achieve cold shutdown 
Facility has two nonvltal buses four vital buses w/alarms 
responding to invertor trouble 6 emergency panel 
CQUKSIL, U 0 Northeast Utilities 80/02/29 8pp 


8004100417 Responds to IC Bulletin 79-01 Forwards partial listing of 
Class IE electrical sgs, environ for component to operate 
6 environ to which component has boon (|ualifiad to operate 
Submittal scheduled for docketing bg 000417 W/o end 
CQUKSIL, U 0 Northeast Utilities 80/03/03 4pp 


8004100130 Forwards IE Insp Repts 50-245/79-29 SO-336/79-30 on 

791001-31 No noncompl lance noted 

DRUNNEftiE J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 00/03/03 2pp 


—0004100147 IE Insp Repts 50-245/79-29 50-336/79-30 on 791301-31 No 

noncompliance noted Major areas inspected control rooms t< 
accessible portions of Unit 1 containments reae tor, turb ine, 
radwastergas turbine generator h Intake bldgs 

KSIMIOrR R Region li Ph 1 ladelphia, Reoctor Operations Nuclear 
Support Branch ZIMMERMAN, R P , 8HEDLOSKV, J T Region 1, 
Philadelphia, Office of the Director 90/02/29 lOpp 


8004030261 8ubmilt response to IE Bulletin 00-04, re analysis of PWR 
main steam line break w/continued feedwater addition Efforts 
art In progress to flnaliie details of control grade 
automatic Initiation of auxiliary feedwater scheme 
CQUNSIL, U 0 Northeast Utilities 80/03/05 Ip 


8004150279 Forwards IE Info Notice aO-‘ia, "Instrument Failure Causes 
Opening of PORV ti Block Valve No specific action or 
response necessary 

GRIER, B H Region 1, Philadelphia, Office of the Director 
60/03/31 Ip 


0004090074 Forwards IE Circular 60-05, '*Emergency Diesel Generator 
Lubricating Oil Addition U Onsite Supply " No written 
response required 

GRlERiB H Region 1. Philadelphia, Office of the Director 
80/04/01 Ip 


0004110156 Forwards IE Info Notii-e 80-13, "OE Type SUM Control Switches 
Defective CAM Followers " No written response required 
GRIER, B,H Region 1, Ph i ladelphia. Office of the Director 
00/04/02 Ip 


0004240319 Forwards lE Info Notice 00-14, ''Safety Guggestiuns From 
Employees '* No action rec^ulred 

GRIER, B.H Region 1, Phi ladelfh ia. Office of the Director 
00/04/02 Ip 


8004100231 Forwards It Circular Bu~07. ‘Pioblems W/HPC I Turbine Oil 
Sys " No written i esponse required 

CRIER, Q H Region J, Philadelphia. Office of the Director 
80/04/03 ip 


6004230433 Forwards IE Bulletin 79-03A, "Longitudinal Neld Defects in 
ASMS SA-312, Type 304 Stainless Steel Pipe " Action required 
GRiER, B H Region 1, Philadelphia. Office of the Director 
00/04/04 Ip 


8004100201 Foiwards IE Bulletin 80-08, 'Exam of Containment Liner 
Penetration Nelds " Nntten response required 
GRIER, B H Region 1, Ph i ladelph la, Office of the Director 
0O/O4/D7 Ip 


R Periodic operating reports 4, related c on aspondence 


S004040205 Forwards annual environ operating rept. "Monitoring Marine 
Environ of Lung Island Sound '' Requests rept be 
incorporated into pioceedings toi Unit 3 
CDUNSIL,UG Northeast Utilities BO/03/30 Ip 


— B004040206 "Monitoring Marino Environ of Long Island Bound," annual 
rept. 1979 

* Northeast Utilities 80/03/31 400pp 


0004150327 "Annual Environ Operating Rept, J979 " 

# Northeast Utilities Service Co 80/03/31 lOOpp 


8004220411 Forwards monthly operating rept for Mar 1980 

OPEKA, J F Northeast Nuclear Energy Co Isubs of Northeast 
Utilities) 80/04/14 Ip 


— 6004220413 Monthly operating r^pt for Mar 1900 

HdWLETT, G H Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 00/04/08 6pn 


S Repo-rftablo occurrences, LFRi 4 related correspondence 


0004090110 PNO-I-B0“043 on 0003)0, one truck full of chlorine rail tank 
car derailed at broken switch on licensee property Car 
presently located outside protected area, but Is upright, 
intact, 4* stable Formulating plans to replace car on rail 
KEIMIG, R R , BRUNNER, E J Region 1, Philadelphia, Qffice of the 
Director 00/03/10 2pp 


0004010407 Forwards LER 00-007/03L-0 

□PEKA, U F Northeast Utilities 00/03/27 Ip 


— 80-04010417 LER 0O-OO7/O3L-O on 000227, during reactor plant startup, 
condonsate storage tank level fell below Tech Spec limit for 
less than 30 minutes Caused by excessive water demand from 
blowdocun 4' regeneration requirements 
STRATMAN, R A Northeast Utilities 00/03/27 ip 


6004010423 Forwaids LER 0O-OO6/O3L-O 

OPEKA,JF Northeast Utilities 80/03/27 Ip 


— 0004010429 LCR ao-006/03L-0 on Q00310, w/charg mg pump Q inoperable for 
rep 1 acement, charg ing pump C placed out of sve to replace 
failed pump packing Caused by natural ond-of-life of packing 
due to wear Pump packing replaced 

CRlSCrONE, JL Northeast Utilities 00/03/27 Ip 


6004090300 Forwards LER 0O-OO9/O3L-O 

OPEKA, J F Northeast Utilities 00/04/02 Ip 


— 9004090311 LER BO-OO0/O3L-O on 800303, during routine op erat i one, plant 
Computer analog input values became erratic rendering pulse 
counting position indication sys inoperable Caused by faulty 
analog input driver card Sys restored 
FQSTERrE R Northeast Utl 1 1 ties 00/04/02 Ip 


6004170224 Forwards LER 80-01 0/03L-0 

OPEKA, J F Northeast Utilities 80/04/09 Ip 


— 8004170226 LER BO-010/03U-0 on 800310, during survel llance, control 
element assembly exhibited erratic position indication & was 
declared Inoperable Caused by intermittent open conductor 
In cable or connector from reed switch 
a Northeast Utilities 00/04/09 Ip 


0004170194 Forwards LER 80-009/03L-0 

OPEKA. J F Northeast Utilities 80/04/10 Ip 
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— B004170199 LEfi QO-009/07L-0 30032 I . f q 1 1 ou/in^ plsnt trip from 100/ 

pouer^A auitiliarij feeJ pump ua^ found leaking etcesswelg 
from g^land pacVjng Cavsed bij natural end of life for pump 
packing Pump repacked 

CRJSC inNEZ. J> L Northeast UUUties BO/O4/10 Ip 


EJOO^lQCa^Q Foruiard^ LtIR 80-011/031 -0 

OPCKAj J F Moiiheast f^uclear Energy Co isubs of Northeast 
UtLlitieal SO/04/11 Ip 


— 0004100404 SO-OU/olL-O on 00031 3. fo 11 owing full power plant trip, 

two brokeni saddle clamp bolts were found on hydraulic 
snubber hanger 490000 on MS lead to HP tuibine Caused by 
fatigue ctacSting due to high vibiation f shear on trips 
* Northeast Nuclear Energy Co i subs of Northeast Utilities) 
80/04/11 app 


aoO4lB040G Forwards LER e0"Ol2/O3L"O 

OPEKA. J F Noitheast Utilities 60/04/11 Ip 


--8004100411 LER 80-012/U3L-0 on 80031 4. dur i ng routine pouter operation, 
hydraulic snubber on hanger 490001 found w/no visible fluid 
level Caused by seal deterioration due to high vibration 
Snubber replaced 

CROCKETT. J Northeast Utilities 80/04/11 Ip 


8{>04220i/0 Forwards LER BO-OI 5/03L-0 

OPEKrt# J F Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 80/04/19 Ip 


“'♦8004220679 LER a0-0l5/u3L-O on 600321 i fu 1 lowing reactor t p i p. condensa fce 
storage tank level was beiow Tech Spec requirements Caused 
by gland seal header relief valve being stuck open, 
necessitating use of aunliary feedwater sys 

STRATMANi R A Northeast Nuclear Enei gg Co (subs of Northeast 
Utilities) 80/04/10 ip 


9004280525 Forwards LER a0-0l3/O3L-O 

OPEKA. J F Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/04/18 Ip 


— 8004280530 LER BO-Ol 3 /03L-0 on S00320iWhi]e moving group 7 control 
elemant assemblies for axial shape index c-ontro 1. assemb ly t 
dropped into fully Inserted position Caused by failure of 
timer module in coil power progra/nmer Timer replaced 
DATEE.R N Northeast Utilities 00/04/16 tp 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT t 


F Security, medical, emergency & fire piotection plans 


0004030276 Notifies that NRC initial review of utH safeguards 

contingency plan complete Requests addl Info uiithln 30 
days in order to complete review Info request withheld 
(ref 10CFR2 790) 

SCHWENCER, A Opel a ting Reactors Oranch 1 60i/O2/27 2pp 


6004140236 Noiiries that review of util tire protection safety 
evaluation adequately letlecis consultant concerns 
recommendations Concurs w/NRC that implementation of mods 
will be acceptable 

DAFiNES.R D Oage-Dabcoct Associates, Inc 60/04/08 Ip 


6004140299 Responds to NRC request at 000326 t. 27 meeting for emergency 
plans revised in accordance w/NUREO-0654 North Anna 
emergency plan will be submitted ot> 800S0I Surry plan will 
be submitted on 800602 

BAUMrF A Virginia Electric Power Co Q0/04/0Q Ip 


G Adjudicatory correspondence 


8004000419 Requests all mat! sent to A6LA8 re D Swanson 900225 Iftr 
forwarding NRC statement on turbine disc cracking 
continued operationfbe sent to UC8 Natl is relevant to UCS 
amicus curiae issue 

WEISS, e R Sheldon. Har,Tion Meiss 60/03/04 Ip 


1-080692 Advises that VEPCO wilt install device to detect pin-hole 
laks from expansion j-aints,p«r A5LAD dpinlon ALA9-S78, Pages 
1-66 Plans to install rubber jacket around joints to salvo 
schnlcal problems 

.KRfSTMAN, J N Hunton b Ni 1 1 i ams 80/03/12 2pp 


6004010311 Response to ASl AD 600303 memoranduni order Recent info re 
turbine disc cracking will not change NRC estimates of 
turbine missile risks KRC will indicate whether changes are 
needed re testimony Questions re cracking serii to licensees 
SUANSONj D T Kearlng Branch I 80/03/24 2pp 


— 0004010313 "Derivation of Turbine Disc Crack Growth Rates " Certlflca 
of Svt enc 1 

HAZELTQN.W 3 Engineering Branch 60/03/21 I7pp 


0OO425O3B1 Foi wards JM Schmerling B00320 affidavit !« five other 
documents re technical info on turbine disc cracking in 
response to ASLAB 800303 nemorandun 7/ order VEPCO revised 
written testimony may be ready in mid~Oct W/o end 
CHRISTMAN. J N Hunton ft- Williams BO/03/24 3pp 


0004030026 MemDrandum of understand ing butuieen NRC ft. FEMA re prompt 
improvement in radiological emei gency planning ft- 
p repar e dness , d i s tr 1 b u ted as Ooard notification 
C05S1CK,1 V Office of the Executive Director for Dporatlona 
60/ 04/02 34 pp 


e00A2G02n Petition for review of ALAO-584 on grounds of being 
erroneous as matter of law Eipansion of spent fuel storage 
pool should not be permitted prior to consideration of 
effects subsequent to fiL expiration Certificate of 8vc end 
DOUGHERTY. J D Potomac Alliance DOUGHERTY, J D C it liens Energy 
Forum DQUOKERTV. J D Dougherty. J B 80/04/14 9pp 


H General coi respond ence 


6004040006 Requests imnted la te. tboi ough ft- intensive Investigation of 
util operation re rate control Documentation of homeowner kw 
usage t charges enc 1 

ALVAREZ, K D Affiliation Unknown 80/02/23 5pp 


6004020400 Forwards resumes of persons holding revised employment 
positions resulting fr om 600401 mgt reorgani ration, to assist 
in review of proposed Tech Spec changes Also forwards job 
descriptions of positions Info withhold (ref Privacy Act) 
STALLINGS. C M Virginia Electric b Power Co 80/03/31 Ip 


I Financial information 


0004010269 Forwards Annual Rept 1979 

5AUN.E A Virginia Electric ft- Power Co 80/03/27 ip 


—6004010275 Annual Rept 1979 

* Virginia Electric ft Powei Co 79/12/31 32pp 


J Insurance indemnity information 


8004250355 Unsigned Amend 7 to Indemnity Agreement D-BO, do leting 
Item 3 U substituting new inf o. e f f ec t i ve 800411 
SALTZMAN, J Antitrust 6 Indemnity Group 30/04/11 Ip 


8004180232 Forwards check in payment for NRC Invoice 468-80 Payment 
oxtonds Indemnity agreement for OU through 310415 
SYLVlAiR 0 Virginia Electric ft Power Co 60/04/14 Ip 


6004290387 Forwards Amend 7 to Indemnity Agreement Q-QO, chang Ing 
Item 3 re license numbers 

DAUM. E A Virginia Electric 6 Powoi Co 80/04/21 2pp 


8004300436 Confirms 600425 tel con granting extension until B00515 to 
file info per guarantee loquircmonts sot forth in 
Alternative 5 of NRC 770619 1 tr re implementation of certain 
provisions of 1975 amends to Price Anderson Act 
JOHNSON. B D Virginia Electric ft. Power Co 80/04/29 Ip 


P Operating license stage documents t correspondence 


6004030102 Forwards "Nuclear Data Link Specs. " study of digital 
communication sys to tiansmit info from plants to Bethesda 
Operations Ctr 

E18ENHUT. D G Division of Operating Reactors 80/03/12 9pp 


— 0004030 J 10 "Nuclear Data Link Specs " 

a Division of Operating Reactors 60/02/21 20pp 


8004010363 Application for amend to Liconse NPF-4 consisting of 
proposed Change 29 to Tech Specs re saf ety-rclated 
hydraulic snubbers 

9TALLINGB. C M Virginia Electric b Power Co 80/03/31 2pp 


--6004010366 Proposed Change 29 to Tech Specs Table 374 for safety- 
related hydraulic snubbers 

tt Virginia Electric ft. Power Co 80/03/Si 6pp 
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8004030334 Forwards addl info re i mp lementai i on of TMI~3 Lessons 
Learned Task Force short'-tertn Category A requ irementS/ based 
□n NRC onsite review 

SYLVIAp fl R Virginia riectric Power Co 80/04/01 78pp 


60040B0631 Advises that info requested in NRC 800227 Itr tuill be 
provided by B00509 

SYLVIA, 0 R Virginia Flectric it Power Co 80/04/03 Ip 


8004210372 Application to amend License NPF-4i chang ing Tech Spec 
Surveillance Requirerrent 4 4 9 3 1 d to require testing of 
pressuriter power operated relief valves per ASHE 
requirements for Category C valves Affidavit fee end 
FERGUaON, J H Virginia Electric t Power Co BO/04/16 3pp 


--0OO421O376 Tech Specs Change 32ppiopostng changes to Tech Spec 
Surveillance Requirement 44931 d to require testing of 
prossuriier power operated relief valves per ASHE 
requirements for Category C valves 
*» Virginia Electric S' Power Co 80/04/16 Ip 


8004230919 Forwards detailed schedule for completion of control room 
(nods S< training to familiariie operatois w/proposed changes 
SYLVlAi Q R Virginia Electric Power Co BO/04/21 5pp 


8004300472 Forwards info re implementation of TMI short-term Category 
A Lessons Learned Requirements Remaining info will be 
forwarded at later date 

SYLVIA/ n R Virginia Electric U Power Co B0/04/2B 4pp 


Q Inspection reports/ IE Hulletins ie correspondence 


G00409039Q Forwards !E Bulletin 00-03/ "Loss of Charcoal From Std Type 
11/ Two-Inchi Tray Adsorber Cells " Action required 

O'REILLY/ J P Region 2/ Atlanta. Office of the Director 80/02/06 

2pp 


□004040102 Forwards IE Insp Repts 50 330/00-02 & 30-339/BO-02 on 
800128-31 No noncompliance noted 

STOHR/ J P Region 2. Atlanta. Fuel Facility t Materials Safety 
Branch 80/02/19 2pp 


—0004040194 IE Insp Repts 50-338/00-02 50-339/80-02 on 000128-31 No 

noncomp 1 lance noted Major areas inspected solid waste 
paelaging &. transportation t followup of warker concerns 
OIDSON.A F Region 2. Atlanta. Fuel Facility Materials Safety 
Branch EWALD/ a C Region 2, Atlanta/ Office of the Director 
00/02/13 6pp 


8004000122 Forwards IE Insp Repts 50-338/80-08 8. 50-339/00-06 on 
000206-00 No noncompliance noted 

QRYANT/J C Region 2. Atlanta/ Reactor Construction t Engineering 
Support Branch 00/02/29 2pp 


— 80040B0129 IE Insp Repts 90-338/00-08 tt 50-339/80-06 on 000206-00 No 
noncomp 1 ianco noted Major areas inspected IE Qulletln 79-14/ 
''Seismic Analysis foi As-fluilt Safety-Related Piping Bys " 

HERDT.A R Region 2/ Atlanta. Reactor Construction 8< Engineering 
Support Branch COMPTCINr R h Region 2. Atlanta. Office of the 
Director 80/02/21 4pp 


8004090173 Forwards IE Insp Ropt 90-330/80-01 on 800129-0201 No 
noncompliance noted 

8T0HR/J P Region 2. Atlanta. Fuel Facility Materials Safety 
Branch 80/02/26 2pp 


— 0004090195 IE Insp Rept 50-330/80-01 on 800129-0201 No noncompliance 
noted Major areas inspected nonradi olog ical environ 
protection r el^ulrements including water quality monitoring/ 
biological surveillance & general ecological mgt 
JENKiNSiO R Region 2, Atlanta/ Fuel Facility & Materials Safety 
Branch MCARTKUR. T C . CUNNINGHAM/ A L Region 2, Atlanta, Office 
of the Director 80/02/25 4p 


0004240393 Forwards IE Insp Repts 50-338/80-07 50-339/80-05 on 

000102-18,24-29 & 0131-0201 h notice of violation 
LEN18. R C Region 2i Ailantai Reactor Operations Nuclear Support 
Branch 80/03/03 2pp 


-8004240396 Notice of violation from insp on 800102-18/24-25 Zt 
0131-0201 

» Region 2, Atlanta, Office of the Director 00/02/28 2pp 


—8004240390 IE Insp Repts 50-338/80-07 4. 50-339/80-05 on 800102-18.24-25 
h 0131-0201 Noncompliance noted failure to establish 
acceptance criterion for equipment tests 

KELLOGG/ P J Region 2r Atlanta, Reactor Operations Nuclear Support 
Branch KIDD8/M 8 Region 2/ Atlanta, Office of the Director 
80/02/20 lOpp 


8004080270 Submits rrsponse to IE Bulletin 79-27. "Loss of 

Non-Class It 1 n s t i umen t a t i on f Conti □) Power Sys Dus During 
Operation " Clperatoi can be alerted bo loss of power by 
combination of alarms cr indications i-rom equipment 
stallings, C M Viiginio Electric i Power Co 80/03/07 4pp 


8004000356 Submits response to IE Bulletin 79-OlD re environ 
qua 1 1 f 1 cat ion of Class IE equipment Requested Master list 
will be teady by 600415 Equipment test repts in progress 
Review of facility 3VC conditions ready by 800905 
STALLINGS, C M Virginia Electric 4 Power Co 80/03/10 3pp 


0004150164 Forwards response to IE Dullelin 80-03 re charcoal adsorber 
cells North Anna charcoal adsorber cells in use do not have 
potential for loss of chatcoal No evidence of degraded 
cells has been noted dui ing recharging at Surry 
STALLINGS. C M Virginia Electric % Power Co 80/03/21 7pp 


8004110547 Forwards evaluation of licensee responses to IE Bulletins 
79-06A i 79-06A. Revi 51 on I pio/ided by util 790426,0629 ti 
1015 Itrs Appropriate actions ha'o been taken to meet 
requirements of bulletins 

5CHUENCER/ A Opeiating Reactors Branch 1 80/03/25 16pp 


0004030210 Responds to NRC 000314 Itr re violation noted In IE Insp 
Repts 50-338/00-05 % 50-339/Q0-04 Corrective actions 
Procedure 1-PT-ll revised to ensure normal surveillance 
based on data from current plant status 

STALLINGS. C M Virginia Electric b Power Co 00/03/31 2pp 


8004150540 Forwards IF Info Notice 80-t2. "Instrument Failure Causes 
Upening of PORV ti Block Valve " No specific action or 
response necessary 

□ 'REILLY. J p Region 2. Atlanta, Office of the Director 00/03/31 
3pp 


8004070262 Forwards response to IE Bulletin 79-13. "Cracking In 
Feedwater 8ys Piping '' No indications of cracking found in 
any Insps performed AM piping supports were venfiod 
operational V in conformance w/design crttoria 
STALLINGS, C M Virginia Electric Power Co 00/04/01 Gpp 


6004060652 Forwards lE Circular 80-05, "Emergency Diesel Generator 
Lubricating Oil Addition b Qnsite Supply " No written 
response required 

□ 'REILLY, JP Region 2, Atlanta. Office of the Director 80/04/01 
2pp 


8004150109 Forwards IE Info Notice 80-13, “GE Type SDM Conti ol Switches 
Defective CAM Folloiijers " No specific action or response 
required 

Q'REILLY/J P Reglnh 2, Atlanta, Office of the Director 80/04/02 
3pp 


B0042402B4 Forwards IE Info Notlco 80-14, "Safety Suggestions From 
Employees " No action required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 00/04/02 

2pp 


8004000392 Forwards response to NRC 000307 Itr re violations noted in 
IE Insp Repts 90-330/00-09 t 50-339/80-07 Corrective 
actions procedures written requiring periodic tests of 
health physics kits U verification of fire brigade presence 
3YLVIA/B R Virginia Electi ic 4 Powei Co 80/04/03 Gpp 


8004180299 Forwards IE Circular 80-07, "Problems W/HPCI Turbine Oil 
Sys " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/04/03 

2pp 


0004230108 Forwards IE Bulletin 79-03A "Long i tud ina 1 Held Defects in 
A5ME 8A-312/ Type 304 Stainless Steel Pipe " Action required 
O'REILLY/J P Region 2, Atlanta. Office of the Director 80/04/04 
Ip 


8004180401 Forwards IE ftul letin 80-00, "Exam of Containment Liner 
Penetration Welds Written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/07 

2pp 


0004110202 Forwards response to IE Insp Repts 50-338/00-03 V 
90-339/80-03 on 000212-15 Corrective actions conducted fire 
drills during first quarter of 1900 w/improved records 
Personnel instructed re Importance of attention to detail 
8YLVIA. B R Virginia Electric 4. Power Co 00/04/00 0pp 


8004140446 Responds to IE Bulletin 79-13, Revis ion 2, "Cracking in 
Feedwater Sys Piping " Feedwater sys piping has been 
examined visually Ik inspected by magnetic particle No 
nonconformances or reportable indications were observed 
SYLVIA, B R Virginia Electric 4 Power Co 00/04/08 tp 
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IjM ernirij It 79-14 6$tl<^ated 

'atif r M (' -jI '*&'iC Cnf arrant p» identiPieiJ ta 
-**t# rn^* teen '■•aorieJ » fvr Sjnn 1 * Jeficientt/ 

repti *cr i*- Z 

jL>»' ♦J'j L ' (“aj'iia £le ^ i ' * Fo-ff Ca G5/04/1B Ip 

reipifiif GO’j^b Itr re IG Insp fiopts 50-330/ 

O 1 1 ' 5 1* / Jij-o? : . Z J5, Z5-I9 »9 1 ui J 1 

T« •r’p'-jsiie r«qiir#-<r>J Ct- 4pe idl test progfan 
-riVl** r ^irgiTMa cl<>'tric * Pa-jer Co 00/04/10 3pp 


* PefioJii ojeratjri; repfTts ’ r«la*’ed c or re sp ond enc e 


‘ 401 iii ror.arai Kaji:asti'^e E^fUeM Release Rept Jgl“Dec 1979 ' 

TA LUi^H I « Tir^inia c1pc*tiC L Power Co 00/04/01 Ip 


/j'4i,'.jZ,3 Paiiuactwe Effluent Release Rept Jul-Dec 1979 ” 
OIEi^ffT J r eiLrrEPiE « <.»*R TS.4 JGHT, W R Virginia Electric *<t 

Pc«*r I'o C^'’04'0l li^Spp 


r.i"-4 1 7r'<5-0 Firwar^t Annual Ervircn Operating Rept (Radiological) 
fflf 1977 

jUVIa D R Virginia Electric t Pcuer Co 80/04/03 ip 


-0uO4l ^cCiSc A*- ,jal En^iTcn Operating Rept (Rad lological) for 1979 " 
ClLPERT J D HCrPEP.O M , SKlTHiE R Virginia Electric tc Power 
Co EO/04/03 17??p 


e304l7vtl0 Paru.ards <»snthly operating rept for har i960 t revised 
nonthlg operating rept fcr Fed 1930 

GtLViA.D fc Virginia Electric *j Power Co 80/04/14 Ip 


— S004070309 LEH 80-024/03L-0 on 800304, during t es 1 1 r»g , h ea t e r for tralfi 
safeguards area ventilation sgs filter failed to energiio 
rendering filter inoperable Caused bg dirtg Hepa filter 
prefilter (a improper location of high side sensor 
CART«R10HT<W fi Virginia Electric Power Co 80/04/02 


6004080528 Forwards LER 0O-O33/O3L-O 

SYLVIA. B R Virginia Flectric K Power Co 60/04/03 Ip 


— 8OO4O0O53A LER 0O-O33/O3L-O on G00303, dUT mg month 1 g verification of 
proper auxlliarg feedwater sys valve 1 ineup« d i scovered that 
position of valve MOV-FWIOOO as written in procedure was 
Incorrect Caused bg typographical error in procedure 
CARTWRIGHT.W R Virginia Electric «- Power Co 00/03/31 app 


9004220646 Forwards LER 00-037/01 T-0 

CARTURIGHT. W R Virginia Electric h Power Co 00/04/16 tp 


—8004220653 LER B0~037/01T~0 on 000403, at full power op era 1 1 o n. EC ffl bias 
initiated due to full closure of mam steam trip valve 
during part-stroke exercising of valve Caused bv tost (joins 
performed at full steam flow 

CARTWRIGHT. W R Virginia Electric ^ Power Co 80/04/16 3p p 


0004260549 Forwards LEH QO-036/03L-0 

CARTWRIOHT.W R Virginia Electric 6 Power Co 00/04/25 Ip 


—8004800554 LER B0-036/03L-0 on 000330. dur 1 ng perf orffiatic o of 
preoperat iana J test.contiol room bottled air sys 
inadvertently actuated tc pressure depleted below Tech Spec 
limit Caused by improper procedure instructions 
CARTWRIGHT, W R Virginia Electric 6 Power Co 00/04/25 2p|) 


8034170211 Hanthig operating rept for Mar 1900 

MADIEDH W R Virginia Elecirtc t Pouer Co 80/04/01 5pp 


9004280604 Forwards updated LER 80-016/01 X-1 

CARTWRIOHT.W R Virginia Electric % Power Co 60/04/25, Ip 


0034170212 Revised nonthly operating rept for Feb 1980 

MADlCCri W a Virginia Electric i Power Co 80/04/01 2pp 


S Reportable occurrences lERs 6 related correspondence 


8j04220jB 4 Pf,0-77-a.J3 Patiric Pvnp Co supplied facilities u/productlon 
lot of 40 p<.Tip5 mfg using shafts made or inferior matl 
Cause unstated All utils w/puTips were notified HflC 
h»ad<;uar tert notified on 770B12 

WHITT, M U Region 2, Atlanta. Office of the Director 77/08/12 
1 P 


Su04O302i2 RO eo-035/OlT-O mips at roreign plant revealed stress 
cerroiicn tracking m Westinghouse control rod guide tube 
support pin solution heat-treated at 1885 F Ultrasonic insps 
will be done * 

* Virginia Electric t. Power Co 80/03/17 Ip 


8004010504 Forwards LER 90-035/99)(-0 

STALLINGS C M Virginia Electric 4 Power Co 80/03/86 tp 


?°“313-W”nnahog,. ir,or«„ „H) o, 
pot.ntijl ,0. lupplt,, control rod guide tube tupport pine 
to break due to stress corrosion cracking Caused by low 
solution heat treatment temp ^ 

CARTWRIGHT W R Virginia Electric f/ Power Cq 80/03/27 2pp 


0004030219 Forwards LER 80-031/03L-0 

STALLINGS, C H Virginia Electric 6 Power Co 80/03/20 Ip 


^ TepUce Rosemount model on casing 

M ii55ir!d clu«] *ren,«„tt.r.„., not set.piioellg qualified 
i '' ”'’>"*«'-pretation of data 
-w R Virginia Electric ^ Power Co 00/03/28 3pp 


10>04030235 Forwards LER 0O-O3O/O3L-O 
STALLINCS.C fi Virginia Electric L Power Co 80/03/80 ip 


Virginia Electric I Power Co 80/03/28 2pp 

0004070307 Forwards LER 00-024 /03L-n 

CASTWSIOHT.H H Vlejinia Elettno t, Pou.r Co 80/04/02 ip 


—8004280608 Updated LER B0-016/01X-1 on 8001 16, dur Irg calculation 
review, two sve water screen wash pump discharge lines 
overstressed Caused by use of chart method In pravlous load 
calculations Trunnion replaced 

CARTWRIGHT, W R Virginia Electric ti Pqwor Co 00/04/25 Rpp 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 
A App 1 i ca 1 1 on/consiruc 1 1 on stage documents 8< correspondence 


8004040031 Advises of issuance of NURE0~0S88, "Interim Gtaff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment,'* providing guidance re methods for compliance 
ROBS, D F Division of Project Management 80/08/03 7pp 


8004040017 Submits addl guidance to NUREG-05Ba, -'Interim Staff Position 
on Environ Qualification of Safety-Related Electrlciil 
Equipment “ Requests review of equipment qualification 
documentation to Identify degree of compliance 
ROSS.D F Division of Project Management 80/02/21 3pp 

8004230058 Requests info le auxiliary feedwater sys per Bulletins i- 
Orders Task Force review of Tm-2 accident Info showld t. 

application Submittal schedule should 
approval prior to issuance of OL W/encK 
RQSa.D F Division of Project Management 80/03/10 S3pp 

J®‘1*'®*** committment to perform described taste to obtain 
specific baseline hydraulic data u/core installed If 
accident occurs, simi lar data could be obtained 8, compared to 

PARR.O D Light Water Reactors Qranch 3 80/03/13 Spp 


«®°317-20 .iu vUU to «.co„ ».tt,r. r. 

OROMERICKrA M Light Water Reactors Branch 3. 80/03/13 3pj>, 

■‘"•S" JoflcLncl,. 1„ b,,..., ov»rr 1 I. 

JHiril ? Of engineered safety features Outline* 

PARR.O D Light Water Reactors Branch 3 00/03/13 Spp 

assist NRC in obtaining proper OL fee 
H ^^1 , license to be issued wlU be for foel * 

^ARR S®D M 

I'AHK.a D Light Water Reactors Branch 3 80/03/ia 2pp 

8004100310 Notification of 000320 meeting w/utiJ in Bethesda HD 

SRShERlcrr:’'" operation of facility to 

OROMERTCK.AW Light Water Reactors Branch 3 00/03/10 3pp 
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S004140079 Summary of S003D6 meeting lu/util t Westinghouse in 8004000621 Adwises that m t o rfr-quosted in NRC 000227 Itr uii 1 1 be 

Bethesda>hD re cold shutdoun nf faciUty Safety evaluation provided by 800509 

permitting issuance of full pouer license uij 1 1 be able to SYLVIA, (1 R Virginia fleutri'' ' Pouer Co 80/04/03 Ip 

be prepared based on applicant presentation 

DftOHERlCK.A W Light Watei Reactors Branch 3 00/03/20 4pp 

B004040302 Responds to MRC 80040'! telcon ie a/ai lability tt adeguacy of 
proceduial guidance for shift sopeivisor of unaffected 

8004140033 Notification of 0OD32B meeting ui/util in Dethcsda»MD re reactor uihen companion upi i t uiideTgoes o,reigency Commits to 

facility control room design establishing procedures before criticality 

DROHERICK.A U Light Water Reactors Branch 3 00/03/25 3pp SYLVIA, B R Virginia Electric 6- Power Co 80/04/04 Ip 


0004100154 Advises that review of site is almost complete Forwards 
Supp 10 to draft SER, i nc lud tng disposition of residual 
pre-TNl issues t< list of requiromonts for near-term OL 
Review identifies human factor def ic 1 oric i cs in control room 
DENTCN, H R Office of Nuclear Reactor Regulation 80/03/26 7pp 


— G00418016O Draft Supp 10 to SER.Part I- ‘'Rovieu Evaluation of 
Non-TMI-2 Issues*' 4, Part II-"R©view h Evaluation of fMf-2 
Issues Related to Fuel Load i Low Pouier Tost Program *' 

H* Office of Nuclear Reactor Regulation NUREO-OOSS SlO 
00/03/26 2l0pp 


8004240092 Summary of 000320 meeting uj/util in BethesdafMD re 
importance of operator to safe operation 

DROMERICK.A Light Water Reactors Branch 3 80/03/26 4pp 


0004010263 Forwards "Pr essur i i er Safety Valve oi Power Operated Relief 
Valve Open" "Loss of ftCQ Pressurcf " VEPCO proprietary 
versions 

STALLINGS, C M Virginia Electric Power Co 00/03/28 Ip 


0004140016 Notification of 000404 meeting w/utils in QethesdaihD to 
discuss applicants' progress t status in design review re 
plant shielding L environ qualification of equipment for 
spaces/sys used in post-accident operations 

BUCKLEY. 0 C Light Water Reactors Branch 1 00/03/31 7pp 


0004030234 Forwards addl info re implementation of TNI-2 Lessons 
Learned Task Force short-term Category A requ iremorits, h ased 
on NRC onsite review 

SYLVlAiB R Virginia Electric & Power Co 80/04/01 70pf) 


0004030103 Forwards seven of nine tost procedures outlined In 800319 
Itr for NRC review of Facility special test program Bafeiy 
evaluation, two remaining tost procedures & revisions will be 
forwarded 

SYLVIA, B R Virginia Electric L Power Co 80/04/02 Ip 


—8004030189 Special Test Procedure 2-ST-6 "Cooldown Capability of 
Chemical & Vol Control Bys " 

* Virginia Electric b Power CO 00/04/02 iSpp 


—0004030190 Special Test Procedure 2-5T-7 "Forced Circulation Cooldown " 
e Virginia Electric b Power Co Q0/04/Q2 31pp 


—0004030193 Special Ttst Procedure 2-BT-Q "Natural Circulation Test " 
tt Virginia Electric b Power Co BO/04/02 29pp 


—8004030199 Special Test Procedui e 2-aT~9 "Natural Circulation 
w/81mulated Loss of Offsite Power " 
tt Virginia Electric b Power Co 80/04/02 30pp 


-'-0004030200 Special Test Procedure 2-ST-lO "Natural Circulation w/Loss 
of Pressurtier Heaters " 

tt Virginia Electric b Power Co 80/04/02 27pp 


--0OO4O3O2O9 Special Test Procedure 2-ST-l I "Effect of Steam Generator 
Secondary Side Isolation on Natural Circulation " 

♦ Virginia Electric it Power Co BO/04/02 26pp 


—8004030206 Special Test Procedure 2BT-12 ''Natural Circulation at 
Reduced Pressure " 

tt Virginia Electric i> Power Co 80/04/02 27pp 


0004070261 Responds to 000402 telcon re availability & adequacy of 
procedural guidance for shift supervisor of unaffected 
reactor when companion unit is undergoing emergoncy Util 
commits to establishing procedures 

SYLVIA, B R Virginia Electric t Power Co 80/04/03 ip 


8004080312 Requests exemption from testing pressuriier power operated 
relief valves avsry three months Proposes alternate test 
program which will cycle valves once every three months ir 
test at 10-month intervals during shutdown 
SYLVIA, B R Virginia Electric 8, Power Co 80/04/03 Ip 


8004290200 Discusses util application for low power QL Cracks found in 
reactor vessel noitlos ai e wtthixi acceptance stds of Section 
XI of ASME boiler t pressure vessel code NRC evaluation of 
reactor vessel iiisp revised proposed QL one 1 

DEf'ITON, H R Office of Nuc I eai Reac*0T Regulation 00/04/09 22pp 


0004210177 Forwaids response to 600313 Hi ro potential design 
deficiencies in by pass, over r i dc A< reset circuits of 
engineered safety features nddl info will be forwarded in 
response to IE Bulletin 60- U 6 

SYLVIA, n R Virginia FJecti ic ’ Power Co 00/04/lS 3pp 


F Security, medical, emergency f fire protection plans 


8004080077 Advises that subinitial datt* for e/acuation lime estimates, 
requested by NRC 791226 Itr, has been postponed pending GAO 
clearance under Federal Repts Act 

GRIMES, R K Emeigency Pi apar ednoss Task Force 00/03/11 4pp 


8004 1 40236 Notifies that review of util fire protection safety 
evaluation adequately reflects consultant concerns V 
recommendations Concurs w/NRC that implementation of mods 
will be ac c cp tab 1 c 

BARNES, R D Gage-Babe oc k Associates, Inc 0O/O4/OB Ip 


8004140258 Responds to NRC lequest at 000326 6 27 meeting for emergency 
plans revised in accordance w/NUREO-ObSy North Anna 
emergency plan will be submitted on 60050] 0urry plan will 
be submitted on 000602 

BAUM, E A Virginia Electric I Power Co 00/04/00 Ip 


0 Adjudicatory corresportdonc o 


6004080418 Requests all matl sent to ASLAS re D Swanson 8D022S Itr 
forwarding NRC statemoni on turbine disc cracking 6 
continued operation, be sent to UCS Hatl is lelevant to UCS 
amicus curiae issue 

tlElSS.E R Sheldon. Harmon b Ne i ss 00/03/04 tp 


9004080692 Advises that VEPCO •.•ill install device to detect pinhole 
leaks fi om expansion joints, per ASLAB opinion ALAB-S7B, Pag cs 
64-66 Plans to install rubbci jacket around joints to solve 
technical problems 

CHRISTMAN, JN Hunlon 6 Wi J I lams 00/03/12 3pp 


6004010311 Response to ASLAB 800303 memorandum V order Recent info re 
turbine disc ciacking will not change NRC estimates of 
turbine missile risks NRC will indicate whether changes are 
needed re testimony Questions re craiking sent to licensees 
8UANSQN. D T Heating Branch 1 90/03/24 2pp 
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DOCKETED ITEMS 


*1 CenoT^l oiivspunoens-iii 


H0040*10006 I iTit?,e 1 ] ^ 1 ► »ha(rugh ' »i(ttnsi»e in v< 5 t igd t ion o-f 

wtli Q^petdtio-ti I Jite ^ntiLiJ I i; . unit riL 3-t t on of h-oiDeouner ko 

L»S< 3 gC f ChtiT 5 Wtl L 1 

ALV/SfifZ,[S & /Nf »■ 1 1 1 I i>rt UnxiiOL'n k3u/’i''2/2G 5p[> 


GOU'ikl 105&^ F»e6pOTid% tu ent J 1 1 r to Pi«>SLdei>t Carter' urging 

^ubhoi 1 < ion at nil o' i I nlsnij to op*«rate 
safety evaluation be»Tig pr^'poieJ le r:#rility ^ present 
operation of Unit j 

VARGA- fi A Aisistani bii.Lt.r tor Uighi Water Reactors 0O/&3/36 

3pp 


B00<llfl0093 Responds to 7'7irol Hr lo President Carter eitpressing 
concern ra actions laVeii by UA go/t oificiais relative to 
licensing, of tacility IciuaiJs NRC lii to VA Atty Gen 
Coleman discussing fJiiC position IJ/o one I 

VARGA. S A Assistant Ijjrocti^i lot Light- Water Reactors eo/03/2i» 

Ip 


--00041*10097 ( oruards foi NF^t t f^sp o n se |. fJ o r th Anna Environ Coalition 
79l?01 Iti tn Pie«.ider«t taitei piotesting pressure being 
eieited l>i| Governor [•^Irpn * VA Attij Gen Colenian for 
licensing o# facility 

SeALrFI rt President nf i it f Eiecntive Offices 79/12/2^1 Spp 


00041*10106 Responds to 1 ti s to Picsident Carter ir NRC eipressing 

concern ir UA govt officials actions legarding licensing of 
f«iciJiLy Foiwaids NRC Jir to Atty Gen Coleman discussing NRC 
position on racility litensinq il/o enc 1 

VARGA ( A Aesislaril Dnectoi Pot tight Water Reactors G&/03/a6 

Ip 


“ 30041'10190 Torsfai d s for NRF i pon se > brt £>catt Itr to President Cartel 
CKpressing concern re ptessuie teing cierted by VA govt 
officials for licensing of raiiJity 

SEAl I M (1 president of UE- f Executive Offices 79712/36 2pp 


--B004140I95 [ ipi esses coTicern re VA Governor. Attg Sen & Corp Commission 
actions for licensing of facility Oo-vi officials favoring 
util interests over uoliare of ck'*i;cns Ltr did 7911SB to 
Goochland Gaiette'* encl 
SCOTT Aff i ) lati on Unknown 79/11/39 4pp 


0004310020 Responds to 791311 Iti to President Carter requesting that 
facklitif be approved for opoiatioin Safety evaluation For 
Facklitif being piepated Eipected that 1 ou pourei discussions 
re facility will cemnerire in late flai 1900 

VARGA. S A Assistant Diioctor lor light Watei Reactors 00/03/36 
1 P 


— 00042(0031 Forwaids.for LRC lesponse. L Orusso 791219 ltr requesting 
approval of facility for operation 

SEAUM (1 President of ti-> f Executive Offices 60/01/14 2pp 


0004020400 Toiwards lesumrs ot persons hnlding re/ised edip loyatent 
positions resultirig from 600401 ng t reel gam la 1 1 on. to assist 
in review or piopnsed Tech Spec changes Also forwards job 
descriptions ot positions Irio withheld (ref Privacy Act) 
STALLlNGSi C M Virgitiid tleciric I Power Co 00/03/31 Ip 


1 Financial intormat ion 


8004010269 Forwards Annual Rep I 1979 

DAtIfl.E A Virginia Eleclric * Power Co 00/03/27 Ip 


G004010275 Annual Rept W/9 

» Viiginia Electric * Puwer lo 79/13/31 33pp 


I ns ui ante t ipd enmity ii)tor<nstion 


/04P5035S Unsigned Arntiid 7 lo Inoeenriity AgTeeme-nt B^OO. dele t lug 
Item 3 t- substftutirg new j ii Fo. ert ec ti ve B004) i 
SALT2MAW J Antitrust I [ndcnriity Group 80/04/11 ip 


000425030/ Forwards AmenJ / to Indemnily AgTeemertt B-80« changi ng 
Item 3 re license numbers 

DAUhi E A Virginia Ele^'tnc *> Power Co 60/04/21 2pp 


G004300436 Confirms 80043^1 belcon granting extension until 600515 to 
file into per guarantee requiiemenis set forth in 
Alternative 5 qf WRC 7/0615 Itr is implementation of certain 
provisions of ]970 amends to Price And ei son Act 
JCJHNSQW. n l> Virginia flee trie f Powei Co 80/04/35 Ip 


P Operating license slag Jocuneni-s f c oi t e^pondonce 


RO04250031 Suirmai y or GOVjJd meeting w/utll re results of human 
engirieeiing audit of site con-^rol roam Certain deficient 
design featui es must b>* remediod prior to fuel loading 
RROftERIC/. A W Light Water RtavLois Hranch 3 80/04/11 5pp 


8004220641 Advises that full response to B 00219 request for change in 
review proceduiae for t'quiprncirt quaiit-ication documentation 
will be submitted by 0 OOQO 4 

BROWri. S C Virginia Electric V Power Co 80/04/15 tp 


0004230337 Clarifies Q0040J test program proposal re prcssurller powar 
operated relief /alves Crplains valves stroke times t reason 
why test interval exceeded three-month requirement 
SVLVJA. B L Viiginta Electric /* Pouer Co BO/04/10 2pp 


000 423023) Forwards ^'Special (Low Power) Test Requirements 8. 
Adninistiatwc Controls" V special test piocedures to loss 
of ac pouet t estab 1 ishment of natural circulation from 
stagnant conditions F. boron mixing / cooldown 
SYLVIA. B R Virginia Flectric / Power Co 80/04/21 Ip 


— 0004230238 “Special (Low Power) Tests “ Requirements Ik Administrative 
Controls. ' App C 

* Virginia Electric *. Power Co 00/04/21 14pp 

— 8004330246 Startup Test Procedure ^'Simulated Loss of All 

Onsite 6 Offsite Powbt " 

* Virginia Electric 5 Powei Co 00/04/21 3lpp 


- 0004230255 Star tup Test Procedure 2-ST 14. "Establishment of Natural 
Circulation from Stagnant Conditions " 

» Virginia Electric /- Power Co eO/04/21 I5pp 


—8004230360 Star tup Tost Procedure a-ST-14, “Boron Mixing 6 Cooldown “ 
* Virginia Electric / Power Co 60/04/21 i6pp 


6004300473 Forwards info le implementation of TMl short-term Catetorg 
A Lessons Learned Requirements Remaining inf-o will bo 
forwarded at later date 

SYLVIA. PR Virginia riectric 6 Powei Co 80/04/20 4pp 


0 Inspection i cpoi is. It Bulletins f< correspondence 


8004090356 Foruiaril^ (E Bulletin 00-03. "Loss of Charcoal From Std Typo 
I J > Two- I nchf 1 t ag Adsorbei Cells " Action required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/02/06 
2PP 


8004040IG2 forwards IF Insp Rep is 90-330/80-03 f< 30-339/80-02 011 
B0012Q-31 No hone amp 1 lance noted 

STDHR. J P Region 2. Atlanta. Fuel Facility t- Materials Safety 
Branch 80/03/15 2pp 


—8004040194 IE Tn&p Repts 50-330/60-02 // 50-339/80-02 on 000128-31 No 
none omp 1 lance noted Majoi ai eas inspected solid waste 
packaging V transportation 6 follouiup of worker concerns 
GIBSON. A F Region 2. Atlanta. Fuel Facility U Materials Safety 
Branch EWALD, 0 C Region 2. Atlanta. Office of the Director 
00/02/13 6pp 


8004090130 Forwards IE Insp Repts 50-339/00-01.50-404/00-01 & 
50-405/80-01 on 600129-0201 No none omp 1 1 anc o noted 
STOHRi J P Region 2. Atlanta. Fuel Facility tu Materials Safety 
Branch 80/02/22 2pp 


—8004090134 IE Insp Repts 50-339/80-01.50-404/00-01 U 50-405/00-01 on 
8-00139-0201 No noncompliance noted Major areas inspected 
erosion. 4 lunoff control* waste mgt. review of previous items 
itc preoperat iona 1 program 

JENKINS. 0 R Region 2* Atlanta. Fuel Facility h Materials Safety 
Branch CUNNINGHAM. A U Region 2, Atlanta. Office of the 
Director 80/02/19 3pp 


0004000122 Foiwards IE Insp Repts 50-336/80-08 t. 50-339/80-06 on 
800206-06 No noncumpl iance naied 

BRYANT. J C Region 2. Atlanta. Reactor Construction t* Engineering 
Support Branch 00/02/25 2pp 


—0004080129 IE Insp Repts 50-338/80-08 K‘ 50-339/80-06 on 000206-08 No 
non c amp I i anc e noted Major areas Inspected IE Bulletin 79-14. 
'■•Seismic Analysis for As-0uHfc Sa f ety-Related Piping Bys " 

HERDT. A R Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch COMPTON.R M Region Z, Atlanta. Office of the 
Director 80/02/21 4pp 
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8004340393 Foruard* IE Insp Rapts 50-33B/BO-07 50-339/80-03 on 300433010^ Forwards If 77-OJA "Long i tud inal Weld Defects in 

000102-10*24-25 t 0131-0201 notice of violation ASME SA-312. Ti^pe 30 1 Stainless Ateel Pipe ‘ Action required 

LEWIS/ R C Region 2t Atlanta) Reactor Operations Nuclear Support O'REILLViJ P Region & Atlanta Gfiice of the Director 00/04/04 

Branch 00/03/03 2pp Ip 


— 900424037^ Notice of violation from insp on 800102-10/34-25 4' 
0131-0201 

It Region 2* Atlanta) Office of the Director 0O/O3/2G 2pp 


—8004240378 IE Insp Repts 50~33B/B0-07 4 50-339/00-05 on 600102-10,24-25 
4 0131-0201 None nrnp 1 lane e noted failure to establish 
acceptance criterion for equipment tests 

KELLDOO* P J Region 2, Atlanta) Reactor Operations Nuclear Support 
Dranch KIDD3)h 8 Region 2, Atlanta, Office of the Director 
80/02/30 lOpp 


8004000270 Submits interim response to IE Bulletin 79-27/ **LoS5 of 
Non-Class IE Instrumentation 4 Control Power Sgs Dus During 
Operation " Operator can be alerted to loss of power by 
combination of alarms or indications from equipment 
STALLINOS/C M Virginia Electric 4 Power Co 00/03/07 4pp 


0004080170 Discusses 800226 onsite meeting re NRC action plans for 
near-term OLs developed as result of TMl-2 accident IE Insp 
Rept 50-339/80-12 end 

LEWI8)R C Region 2i Atlanta) Reactor Operations Nuclear Support 
Branch 00/03/17 Ip 


—8004000103 IE Insp Rept 50-337/00-12 on B0012G No noncompliance noted 
Major areas inspected effect on plant safety re 
implementation of near-term OL action items presented in 
draft NUREG-0660 

LENlGiR G Region 2, Atlanta, Office of tho Director 

KELLQOO) P J Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 80/03/19 3pp 


6004150164 Forwards response to IE Bulletin 00-03 re charcoal adsorber 
cells North Anna charcoal adsorber cells in use do not have 
potential for loss of charcoal No evidence of degraded 
cells has been noted during recharging at Surry 
8TALLIN08/C M Virginia Electric 4 Power Co 80/03/21 7pp 


8004030210 Responds to NRC 000314 Itr re violation noted in IE Insp 
Rapts 50-330/00-05 4 50-339/00-04 Corrective actions 
Procedure 1-PT-ll revised to ensure normal surveillance 
based on data from current plant status 

8TALLIN0S. C M Virginia Electric 4 Power Co 00/03/31 2pp 


B004150S40 Forwards IE Info Notice 80-12, "Instrument Failure Causes 
Opening of PQRV 4 Dloct Valve " No specific action or 
response necessary 

O'REILLY/ J P Region 2, Atlanta) Office of the Director 80/03/31 

2pp 


QOO4O7OS02 Forwards response to IE Builctin 79-13» “Cracking in 
Feedwater Sys Piping " No Indications of cracking found in 
any insps performed All piping supports were verified 
operational 4 in conformance w/design criteria 
STALL 1 NOa* C M Virginia Electric 4 Power Co 00/04/01 8pp 


8004000652 Forwards IE Circular 00-05/ ‘’Emergency Diesel Generator 
Lubricating Oil Addition 4 Onsite Supply “ No written 
response required 

O'REILLYrd P Region 2. Atlanta, Office of the Director 80/04/01 

2pp 

0004150105 Forwards IE Info Notice 00-13/ “OE Type BBM Control Switches 
Defective CAM Followers " No specific action or response 
req,gired 

O'RElULYiJ P Region 2, Atlanta, Office of the Director 80/04/02 

2pp. 


0004240204 Forwards IE Info Notice 00-14, “Safety Suggestions From 
Employees '■ No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/02 

2pp 


0004080372 Forwards response to NRC 000307 Itr re violations noted in 
IE tnsp Ropti 50-330/80-09 4 30-339/80-07 Corrective 
actions procedures written requiring periodic tests of 
health physics kits 4 verification of fire brigade presence 
SYLVIA, B R Virginia Electric 4 Power Co 00/04/03 3pp 


0004100879 Forwards IE Circular 80-07, "Problems W/HPCI Turbine Oil 
8ys " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/03 

2pp 


8004100410 Forwards assessment- oF reheat crack** in reactor vessel 
noiile regions discussing lesujts of ultrasonic insps Rept 
concludes that reheat cracks round in vessel noiiles are 
within acceptance limits of ASKE Code Section XI 
SLYVIA'B R Virginia Electric f Potiier Co 00/04/07 46pp 


8004180401 Forwards IE Bulletin aO-O0> ‘Eiam of Containment Liner 
Penetration Helds “ Written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/07 

2pp 


8004110202 Forwards response to IE Insp Repts 50-338/80-03 4 
50-339/80-03 on 800212-15 Corrective actions conducted fire 
drills during first quarter of 1900 w/impioved records 
Persannel instructed re i,mportance of attention to detail 
SYLVIA’B R Virginia Electric t Power Co 0O/O4/OB Spp 


8004140446 Responds to IF Bulletin 79“ 13, Revi s i on 2, "Cracking in 
Feedwater Sys Piping " Feedwater sys piping has been 
examined visually h inspected by magnetic particle No 
nonconformances or reportable indications wer® observed 
SYLVIA/ 0 R Virginia Electric * Poo/er Co SO/04/00 tp 


0004290151 Forwards IE Insp Rept 50-339/80-16 on 800319 No 
none amp 1 lane e noted 

KENNA, W B Region 2 Atlanta, Safeguards Branch 80/04/10 2pp 


--0OO429O157 IE Insp Rept 50-339/00-16 on 800316 No none omp 1 i anc e noted 
Major areas inspected vital area alarm sys ^ communications 
equipment Details withheld (ref 10CFR2 790) 

<3ILLE6PIE, F P Region Atlanta/ Safeguards Branch MOORE, D E , 
HQWELt,J C Region 2, Atlanta, Office of the Director 80/04/10 
Ip 


0004220399 Reports progress concerning IE Bulletin 79-14 Estimated 
completion date now is 800501 Nonconformances identified to 
date have been reported by LERs for Unit 1 as deficiency 
repts for Unit 2 

BROWN, B C Virginia Electric •/ Power Co 00/04/10 Ip 


8004220493 Forwards rosponse to NRC 800326 lir re IF Insp Repts 50-338/ 
80- It ^ 50-339/00-09 on 800204-19 t 25-29 Mgt will 
re-etnphasi 1 e requirements of special test program 
SYLVIA, Q R Virginia Electric 4 Power Co 00/04/10 3pp 


R Periodic operating leports S related correspondence 


0004030236 Forwards “Radioactive Effluent Release Rept Jul-Doc 1979 
STALLINGS, C M Virginia flectric U Power Co 00/04/01 Ip 


—8004030230 “Radioactive Effluent Release Rept Jul-Dec 1979 “ 

OIHERT. J D , HOPPFR, D M , CARTWRIGHT) W R Vi r g i n i a E I ec tr i c b 
Power Co 00/04/01 l25pp 


S Reportable occurrences, LERs K related correspondence 


0004220084 PNO-77-143 Pacific Pump Co supplied facilities w/produc lion 
tot of 40 pumps mfg using shafts made of inferior matl 
Cause unstated All utils w/pumps were notified NRC 
headquarters notified on 770812 

WHlTTiK W Region 2, Atlanta) Office of the Director 77/08/12 

Ip 


800402032Q Interim deficiency rept ro stress analysis of Class II lines 
in low high head safety injection sys Several lines have 
not been stress analyxed for fluid temps below 70 F New 
support designs for pipe restraints will be implemented 
aTALLiNGS, C M Virginia Electric L Power Co 00/03/14 ?pp 


0004020336 Interim deficiency rept re potential control rod guide 
tube support pin breakage due to stress corrosion cracking 
Mestlnghouse will conduct ultrasonic insps of guide tube 
support pins solution heat tieated to less than 1800 F 
STALLINGS) C M Virginia Electric Power Co 80/03/10 2pp 


G004070019 Part 21 rept re potential far control rod guide tube support 
pins breaking due to stress coirosiori cracking Results of 
support pin insp program ^ ongoing matls test program will 
determine corrective actions 

STALLINGS, C M Virginia Electric & Power Co 00/03/10 3pp 



194 


DOCKETED ITEMS 


1^00^14016/ Final lept ic ttress analysis of certain lin&4 In 

lou K hig^ head »a-fe*-y iri section si/s Affected pipe support's 
are being re-e i atnined wndeT iieuJ loads hods Co existing 
desigFi o t- thre® supports J^>teinined onneccessary 
SVLVIAjH f? Virjirus Elec + ric I Fouer to eO/Ofl/Oa 3p 


a004150342 Final deficienrg rept re potential for Ues t i nghouse control 
rod guido tube support pins ip break due to c-orrosjon 
creeling Nest ing h ouse evaluation concludes that operation 
not ^eoparJiied Pins replaced u/hiqher temp resistant pins 
5VLV1A-D R Virginia Electric t Pouer Co 00/04/10 Ip 

Q00418044& Final deficiencrq rept re inpiopar installation otf shaft fans 
for pump motors Caused bg impi oper location of drive fans 
causing excessive motor t- motoi bearing temps Inhoard £r 
outboard shaft drive fiins interchanged bg contractor 
SVLVIA,G R Virginia Electric t Pounr Co 80/04/14 Ip 


50042304/? Final deficiency rept re improper installation of auxiliary 
fcoduatBT pump motor shaft fans Both pump motors repaired 
bg i ti tet chatig ing inboard t> outboard shaft drive fans ft 
undergoing eitensivs testing 

srUVlA. B R Virginia Electric fjt Power Co 30/04/14 Ip 


T Hearing tianscripls on non-ant i true t matteri 


0OO4-S]iO3tS Transcript of 000401 briefing in t^ash i ngtoTii DC Pp L-131 
a Co.-nml ss ion 00/04/01 12Spp 


— G004210330 Foruai ds tfocumeTitod evaluation of control room reviev 
Organ l I ational changes outlined m ut i i 800322 Hr are under 
review Proposed safety engineering group blending function 
of STAs IS acceptable 

OENTOKfi H R Office of Nuclear Reactor Regulation 90/03/3J 

lOpp 


U Congress I ana ] /Eiecut 1 ve Correspondence 


0004140297 Responds to 300304 Itr urging prompt review of util 
application for low le^el license* to facilitate immediate 
operation when geneial moratorium on new GLs is lifted 
Application review ft SCR preparation underway 
DIRCKB. W J Office of the Executive Director for Operations 
00/03/21 Ip 


DOCKET 30~241 ENRICO FERMI ATOlllC POHER FLANT» UNIT 2 


\ App 1 1 cat I on/construc t loi) stage documents ft correspondence 


5004040031 Advises of issuance of NUREO-0503. “Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Ei^ulpmenti ‘ piovlding guidance re methods for compliance 
R0S8< D r Division of Pioject flanagement QO/02/05 7pp 


0004040017 Submits addi guidance to riURE0»059a/ ''Interim Staff Position 
on Environ Oual i f ica t ion of Safety-Related Electrical 
Ei^uipment “ Roi^uests review cr equipment qualification 
d bcuimsntat loh to identify degree of compliance 
RQSSr D F Division of Project Management 00/02/21 Spp 


n004(>3024a Forwards NRC 000128 ft 0211 Itrs to QE discussing analysis 
of bolloff rates * mods to DWR control rod drive return 
line noiites to prevent craciing Hods should not he 
performed beiore issuance of KUPEO-OAI? or w/e NRC guidance 
STDLZ,J F Light Water Reactors Dranth I 80/03/07 2pp 


J0411008e No ti f icat 1 on of 300325 maefcing u/util in Monroe. MI to vIbu 
safety-related piping >gi ft select one for confirmatory 
piping analysis lO OL application review 

KINTNER. L L light Water Reactors Branch I 60/03/20 3pp 


R004040278 Submits info re preservice exami riafcioii of piping wsids in 
partial response to NRC Ouestion 121 13 in App E 5 to 
FSAR Ottl will provide complete lesponse upon completion ot 
preservice insp 

TAUBER. H Detroit Edison Co a0/03/2B lOpp 


— •'&OO4O4O20Q “ijurvey Of Class 1 Piping ft Components " 

+ Southwest Research Institute 73/03/31 40Opp 


0004230193 Forwards req^uest for addl info re review of FSAR Schedule 
based on assumption that info will be available by 800422 
FBAR should be amended to- comply u/raqui rernents listed in 
enc 1 

aTOLZ.J F I iQht WAt^r Reactors Bramch 1 B&/04/01 3pp 


3004270165 Forwards rpquo-st for addi iruo re high density fuel storage 
for NRC review of F5AR FSAR should be amended to comply 
ui/requirements listed in end Names of codes ft stds used in 
design of fuel racks should '‘e provided 

STOLZr J F Light Watei Reactor$i Branch 1 00/04/10 4pp 


F Seturity. medical' emergency ft fire protection plans 


0004000077 Advises that submittal date far evacuation time estimates, 
requested by NRC 791226 Itr. has been postponed pending OAO 
clearance undei Federal Repts Act 

CRIMES. B K Emergency Pieparedness Task Force 80/03/11 4pp 


e Adjudicatory correspondence 


Q004030026 Memorandum of understand i ng between NRC ft FEMA re prompt 
Improvement in radiological emergency planning ft 
pr epar edness r d ) str 1 buted as Board notification 
OQSSICK.L V Office of the Executive Director for Operations 
60/04/02 34pp 


6004150464 Notice of appearance in proceeding Certificate of Sve end 
TURK'S E Hearing Qraitch 1 80/04/14 2pp 


0004150484 Forwards IE Insp Rept 50-341/50-02 on 800121-23 ft 0211-12 ft 
notice of violation Investigation resulted from ABC News 
allegations of OA program no-ncomp 1 lance 
TURK'S E Hearing Branch 1 80/04/14 Ip 


—8004150489 Forwards IE Insp Rppt SO-341/80-OS on P00l2i-23 ft 
02il-12 ft notice of violation 

KEFPLER.J 0 Region 3. Chicago. Office of the Director 00/04/it 

app 


— 80(>4150490 Notice of violation from Insp on 800I21~23 ft 0211-12 
* Region 3, Chicago. Office of the Director 60/03/07 Ip 


-8004150496 IE Insp Rept SO-341/80-02 on 600121-23 ft 0211-12 
Noncomp I lance noted personnel qua 1 1 f icat ion requirements had 
not been established for onsite small bare pipe support 
design group ft control for design work inadequate 
PHILLIP, G fi, . NORELIUS.C E Region 3. Chicago. Office of the 
Director DANIELSON. D H Region 3. Chicago, Reactor Construction 
ft Engineering Support Branch SO/D3/07 9PP 


H General c on eapondence 


8004290111 FOIA request for info re NRC educational ft training 
requirements for nucleai plant security farce personnel ft 
min requirements for weaponry ft communication equipment use 
J1URRAV. JJ Affi I iati on Unknown flO/04/01 Ip 


8004290106 Responds to FOIA request for info re NRC educational ft 
training requirements for nuclear plant security force 
personnel ft min requirements for weaponry ft communication 
equipment use Foiwards documents listed in App A N/o ends 
FEU TON. J M Division of Rules and Records 80/04/15 2pp 


0 Inspectlori reports, IE Bulletins ft correspondence 


8004040022 Forwaids IE Investigation Rept 90-341/79-26 on 790215-0302 ft 
800123 No none amp 1 1 ance noted 

KEPPLER. JG Region 3. Chicago. Office of the Director 60/02/12. 
2pp 


— 8004040026 IF Investigation Rept 50-341/79-26 on 790221 -0302 ft BOO 123 
No none omp I lance noted Major areas Inspected allegation that 
stainloss steel pipe was improperly cut ft Installed by work 
craw which was under influence of drugs 

MAR8K. J J . NOfiELIUS, C E Region 3, Chicago. Office of the 
Director 80/02/04 3pp 


8004040050 Forwards IE Insp Rept 50-341/80-01 on 800115-18 No 
nancomp Hance noted 

FlORELLt.O Region 3. Chicago. Reactor Construction ft Engineering 
Support Branch 60/02/16 2pp 


—8004040092 JE Insp Rept 50-341/80-01 on 600115-18 No none ompU ance 
noted Majpr areas inspected followup of previously 
idantifiod noncomp 1 lances/unresolved i tems. project turnover 
electrical work activities ft electrical records 
KNQP.R C r DARRCTT.P A . HUGHES. J Region 3. Chicago. Office of 
the Director 80/02/13 6pp 


8004070130 Ack receipt of 800131 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-341/79-84 
FIORELLl.G Region 3. Chicago. Reactor Construction ft Englnoering 
Support Branch 80/03/06 Ip 
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•>-8004070135 Responds to NRC Itr re s/jalatians noted in IE Insp Rept 
50 - 341 / 79-24 Corrective actions to be reported in detail to 
NRC inspectors on next visit Oisci/ssian of infraction enc 1 
HINES, E Detroit Edison Co BO/01/31 4pp 


B004080645 Ac k receipt of BD0228 Itr mformin;} NRC of steps taken to 
correct violations noted in lE Insp Repfr 50-341/79-25 Notes 
supplemental tnfo ui 1 1 be submitted re Site QA & intepratian 
of engineers u/contractor personnel 

FIORELLIiO Region 3, Chicago, Reactor Construction U Engineering 
Bupport Branch 00/03/24 Ip 


— B0040B0649 Responds to NRC 800114 Itr re violations noted in IE Insp 
Rept SO-341/79-25 Corrective actions QA procedures re bypass 
of holding points revised to assure compliance 
HINESiE Detroit Edison Co 80/02/23 8pp 


8004190172 Forwards lE Info Notice B0-12i "Instrument Failure Causes 
Opening of PORV Clock Valve " No specific action or 
response necessary 

KEPPLER,J Q Region 3. Chicago, Office of the Director 80/0-3/31 
IP 


8004080709 Forwards IE Circular 90-05^ "Emergency Diesel Generator 
Lubricating Oil Addition & Onsite Supply " No written 
response required 

KEPPLERivFG Region 3, Chicago, Office of the Director 00/04/01 
IP 


0004150040 Forwards IE Info Notice 80-13, "OE Type 8Dli Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 80/04/02 

ip 


6004100050 Forwards attachments to IC Circular ao**03, "Protection From 
Toxic Oas Hazards, " inadvertently omitted from 800306 
trantml ttal 

KEPPUER,V 0 Region 3, Chicago, Office of the Director 80/04/02 

Ip 


9004220138 Forwards IE Info Notice 80-14, "Safety Suggestions From 
Employees " No action required 

KEPPLERrJ 0 Region 3, Chicago, Office of the Director GO/04/02 

Ip 


8Q042203S4 Forwards IE Circular 90-07, "Problems W/HPCl Turbine Oil 
8ys " No written response required 

KEPPL£R,J 0 Region 3, Chicago, Office of the Director 80/04/03 

ip 


0004110036 Forwards IE Bulletin 80-07, "DyR Vet Pump Assembly Failure 
No written response required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 80/04/07 

Ip 


0004230245 Forwards IE DuIIetln 79-03Ai "Longitudinal Weld Defects in 
ASHE 8A-3I2, Type 304 Stainless Steel Pipe " Action required 
KEPPLER,JO Region 3, Chicago, Office of the Director 80/04/07 
Ip 


B004220100 Forwards l£ Bulletin 60-00, *'Exem of Containment Liner 
Penetration Welds " Written response required 

KEPPLERiJ 0 Region 3. Chicago, Office of the Director 00/04/09 

Ip 


8004300382 Forwards response to infractions noted In IE Tn»p Rept 
50-341/80-02 on 000121-23 0211-12 Corrective actions 

calculations verified by Edison Design Engineering Ik changes 
are being made in procedure manual addressing design mod* 

HINES, E Detroit Edison Go 80/04/22 lOpp 


8 Reportable occurrences, LERs )k related correspondence 


0004040048 PND- HI -80-054 on 000318, 1 icens«e informed Region 3 that 
Channel 7 news In DetroltjMl plans to televise 000321 
Interview u/site contractor employees re allegations of 
improper receipt insp of small bore pipe 

BARRETT, P A , KNQP, R C , FIDRELLI.O, Region 3. Chicago, Office of 
the Director 00/03/19 Ip 


8004020403 Interim deficiency rept re loose connections to terminals 
on OE receptacle pins for main reactor control panels 
Number 20 wire to receptacles will be retermlnated Final 
rept to be submitted prior to 800718 
FAHRNER,W J Detroit Edison Co 00/03/21 Ip 


0004110526 Ack receipt of 300228 interim deficiency rept re laminations 
in raceway hanger support ateet 

FIORULLI.G Region 2, Atlanta, Office ot the Director BO/03/37 

Ip 

a0042!304Q7 Final deficiency rept re limited heat number on A-36 steel 
Cause unstated Removal of supports initiated Deviation 
disposttion request generated 
FAHMER, W V Detroit Fdison Co 30/03/28 Ip 


□004100301 Ack teceipt of 800313 interim deficiency rept re final 
evaluation on misaligned assemblies not yet received from 
manufac tur er. Tube Turns 

FIORELLI/O Region 3, Chicago. Reactor Construction 6 Engineering 
Support Branch BO/04/01 Sp 


0004290053 Ack receipt of 000321 interim deficiency rept pe termination 
to receptacles in mam contioi room panels 601,602 & 603 
Awaits rept sup pi identifying apparent cause for looso 
connections ?< broken strands 

FIORELLI.G Region 3, Chicago. Reactoi Construction & Engineering 
Support Branch 00/04/14 Ip 
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F Security, medical, emergency ^ fire protection plans 


6004240442 Bubmiis evaluation of info submitted re fire protection for 
Train D switchgear room t requiiements for addl mods 
Requests response within 20 days to indicate selected option 
or to schedule meeting for discussion Requirements end 
SCHWENCER, A Operating Reactors Branch 1 80/03/16 12pp 


8004140066 Responds to 791130 request that primary spokesman be 
physically located at state capitol bldg in event of 
incident Experience demonstrates that best info obtained 
from location as close as possible to reactor 

DENTON, H R Office of Nuclear Reactor Regulation 80/03/25 2pp 


8004210014 Forwards safety evaluation for incomplete fiie protection 
items identified in 7Q0309 safety evaluation requiring addl 
design details prior to implementation of mods Items 
resolved 

SCHWENCER, A Operating Reactors Branch 1 80/03/25 4pp 


— Q00421001B Safety e/aluation for incomplete fire protection items 
identified in 7B0309 safety evaluation Items resolved 
« Operating Reactors Branch 1 60/03/25 6pp 


0 Adjudicatory correspondence 


9004020225 Motion suggesting filing of other parties' testimony on 
600326 re adequacy of proposed modified complex t, on 800317 
re other subjs Proposes matters to be considered at each 
hearing session Certificate of Sve end 

AXELRAD, M , J0HN9aNi R N Portland General Electric Co AXELRAD, M 
Lowe ns te i n, Newman, Re 1 s , A X e Irad 4 Toll 90/02/23 7pp 
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500*1230293 Requests that ipttc I GC0'j25 dailij highlight be Fart^arded to 
Trojan ConlTol Rldg Luetwing Dcai d h all parties an avc 
lift foi pt-ocredinj CerMficate oF Sv c enc 1 

ElSEfJHUT I> Divisioii c^ Uperating Reactqrs 30/04/03 4pp 


500429000b TorLi^rds C5 Gaskin arrl davit i rt response to ASLH 60031} 
prehearing conference regu«a+ ♦’o re>ieu effects of drugs 
on lecuriiij re proposed mods to control bldg Protection 
during V after mods provided adequately 
ORAV# J R Hearing Branch t 9-0/04/11 2pp 


**-0004260013 Afridavlt stating that phyaical security measures 
provide adequate pToteetton lev®! during 4i after proposed 
nods to control bldg Prof qualification enc 1 

GAS^lNiC E Reactor Safeguards Licensing Branch GO/04/10 App 


P Operating license stage documents i correspondence 


BOO^OSOtOS Forwards '‘Nuclear Oata t,int Specs*" study of digital 
cofrnun teat ion tys to tian-amit info from plants to Dethesda 
Operations Cti 

E1SEMHUT»D G D-ivision or Operating Reactors 60/03/12 5pp 


— B004030118 "Nuclear Data Linlf Specs " 

* Oivision of Operating Reactoi s 60/02/21 SBpp 


B0042200Q7 Forwards request for addl inf-0 re containment purge generic 
issues Addl inro needed to continue reyiOLu of 790ID3 Itr 
SCHlfENCER.A Operating Reactors Branch 1 60/03/10 4pp 


9004100307 Notification 0 + 800327 meeting u/utll 4< Ifestlngbouse in 
Bethesda^ND to discuss computer syt ti data transmission 

for onsite technical support ctr (< to discuss short-term 
TMl-1 lessons learned implementation 

TRAMMELL-C Operating Reactors Branch 1 0O/O3/i7 2pp 


6004210005 Requests that licensee remit addl sum per 10CFR170 
requiisments for Class HI fee category re 791220 Tech Spec 
Changes re/ising B concentration t quantities Fee should be 
submitted yithm 15 dags after leceipt of Itr 
MILLER. WO License Fee Management Branch 00/04/03 Ip 


6004300-350 Fo-ruiards Amend 43 to Licenso NPF**} . safety evaluation ^ 
notice Of issuance it availability 

SCHWENCER. A Operating Reactors Branch 1 00/04/04 2pp 


"*-8004 300255 Amend 43 to License NPF-1 . chang mg Tech Specs to allow one- 
time two-day eitension of surveillance interval for control 
rod drop times 

SCHislENCCR, A Operating Reactors Branch I 80/04/04 5pp 


-0004300259 Safety evaluation supporting Amend 43 to License NPF-1 
* Office of Nuclear Reactor Regulation 80/04/04 2pp 


-”80043002ii4t Notice of issuance i> availability of Amend 43 to License 
NPr-1 

SCHWENCER. A Operating Reactors Branch 1 00/04/04 2pp 


0004100361 Foruiaids application to amend License MPF-l authorixing mods 
to cable ti ay tests fv containment fire suppression sysi 
submitted as Class III amend Certificate of 8vc end 
GOOUNlNtC Portland General Electric Co 80/04/14 4pp 


— 8004160362 Application to amend License NPF-l authoriiing mods fco cable 
bray test 4 contauimont fire suppression sy s. submi tted as 
Class t(I amend Util safety evaluation eqcl 
GQODWIN. C Portland General Electric Co 80/04/14 5pp 


— 6004180366 Proposed changes to Tech Specs 6 1 & 6 2 )1< Figure 6 2 1 for 
administrative controls fy min shift crew composition 
» Portland General Electric Co 60/04/14 2pp 


8004010334 Forwards eddl info by Bechtel ro A-frame support used in 
Plate a movement from equipment hatch in turbine bldg to 
position secured to plate support frames Info assists in 
resolution of Item 1 of KS Herring b D Persinko testimony 
DROEHL.D J Portland General Electric Co 80/03/27 3pp 


8004160466 Forwai ds i espcnsesi pr spared by Bechtel* to NRC 000403 
questions re proposed mods to control bldg Also forwards 
proposed Tech bpecs re control bldg mod connection bolts 
proposed revision to Tech Spec. Section 5 7 I 
OROEHLi 0 J Portland General Electric Co 00/04/14 i2pp 


8004020409 Describes program for sample tube removal Sc subsequent 
analyses Submits baeVground info re tube plugging 
BROEHL.O J Portland General Electric Co 80/03/37 4pp 


6004280-296 Provides program description re removal of representative 
samples of steam generator tubes during Apr 1960 scheduled 
refueling outage. per utjl 79J 104 U 16 Itrs to NRC Samples 
will be analysed to determine -cause of leak discovered 
BROEHL. D J Portland General Electric Co 60/03/37 4pp 


— 60041B0467 Proposed Tech Bpecs. Sec tion 3/4 7 ll.rp control bldg mod 
connection bolts Addl responses to NRC 600403 questions re 
proposed mods to control bldg end 
* Portland Qoneral Electric Co 80/04/14 23pp 


— G0041Q0470 Proposed revision to Tech Spot* Section 57 l*re seismic 
c lass if icat 1 on 

a F^ortland Oenorai Electric Co 80/04/14 tp 


8004000447 Submits info in response to NftC 600223 request re m-sones 
check valves isolating high pressure RC8 from LPIS piping 
Operating Test Procedure 9-4 will bo modified to include 
second check valves for testing at r-efuollng interval 
GOODWIN* C Pacific Gas f Electric Co 00/03/31 Spp 


8004030240 Forwards Change Application 5& to amend License NPr-l.Tech 
Spec Section 4 I 3 3. allowing 2551 eitension of surveillance 
interval for rod drop time 

GODWIN. C Portland General Electric -Co 80/04/01 }p 


>4030243 Change Application 58 to amend License NPF-JiTech Spec 
Section 4 i 3 a.allowmg 25X entcnsion of Surveillance 
interval for rod drop time 

GOODWIN. C Portland Ooneral Electric Go 00/04/01 3pp 


JOO4OBO300 Notifies that OA program for operatio-na has been reviewed re 
dieiel generator fuel oil Fuel oil has been included in OA 
program for some time 

GOODWlNiC Portland General Electric Co 80/04/01 Ip 


6004220695 Forwards supplemental info rc shert*-tBrm Lessons Learned 
Task Force recommendations 

DR0CML*t) J Portland Ooneial Electric Co 00/04/15 a6pp 


8004300300 PoTwaids revised Section 2 1 6 a* to B00415 Itr, "Integrity 
■of Sys Outside Containment Likely to Contain Radioactivity*" 

TO imp 1 emontatioii of NURl-G-0570 requirements Revisions 
reflect c lar if Icattons discussed in 80041? telcon 
SRQEHL. D J Portland Oenoial Electric Co 00/04/25 3pp 


Q Inspection i eparlst IT Duilctins b corrospondenco 


8004100521 Forwards IE Insp Repl 50-344/00-01 on 000102-31 it notice of 
violation 

■CREWS* J L Region 5. San Francisco. Office of the Director 

80/02/21 2pp 


-►*-8004100523 Notice of violation from insp on 
e Rogion 5. San Francisco. Office of the 


000102-31 
Direc tor 


00/02/20 


Ip 


Q0040B0306 Forwards Mar 19B0 Addendum 1 to "Rept on Testing of 
Composite Masonry Walls. Nov l?7? " Test results described in 
addendum indicate that 40 pst is appropriate principle 
tensile stress value at block core interface of wall 
BROEHL, 0 >J Portland General Electric Co 00/04/01 Ip 


•—6004160527 IL Insp Rept 50-344/00-01 on 000102-31 Noncomp 1 lanco noted 
failure to comply w/physical security procedure for securing 
of onsite vehicles 

STERNDERO. D N * MALMR04* M H Region 5* Ban Francisco# Office of 
the Director 00/02/20 Spp 


*800400050? Addendum I to "Rapt on Testing of 
* Portland General Electric Co 80/04/0} 


Camposite Masonry Walls 
Spp 


-H-ifl COM of propooaO Toch Sp.co r, 
j.cond l,v«! unOeevelUg, protocUon. U oipcdito conplatton 
af safety evaluation concerning degraded grid voUagq Also 
P'>9® 000111 resgonse 

BO/04/03 7pp 


... page or owuiii resgonse 

GOODWIN.C Portland General Electric to 


8004010000 Forwards responses to 000215 notice of violation* nolle e of 
proposed imposition of civil penalties & request for 
identification >8< implementation of Improvements in physical 
protection mgt Ends withheld iref 10CFR2 790) 

-WILLI AM6« tf L Portland General Electric Co 00/03/07 Ip. 


6004100264 Ack receipt of 800227 Itr Informing NRC of steps taken to 
correct violations noted in JE Insp Rept 50-344/00-02 
CnEU8,J L NRC Regional Offices 00/03/13 Ip 
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— B004100273 Responds to NRC 0OD2OB Itr re violations noted in IE Insp 
Rapt 50-344/00-02 Corrective actions training assistant 
assigned to follou licensee reactivity nanip ulat i ons h 
ensure documentation 

6GaD;dIN.C Portland Ocncral Electric Co 00/02/27 3pp 


—8004100282 Foruards IE Insp Rept 5O’-344/0O"O2 on G0012]i~23 R notices 
of violation & deviation 

CREl^St J L NRC Regional Offices 60/02/08 2pp 


— 8004100280 Notice of violation from insp on. 800121-23 
* NRC Regional Offices 00/02/07 ip 


— 0004100295 Notice of deviation from Insp on 000121-23 
* NRC Regional Offices 80/02/07 tp 


—0004100303 IE In^p Rept 50-344/80-02 on 800121-23 None omp 1 lane e noted 
failure to keep records of reactivity control manl pu lat ions 
& to prepare quarterly summaries of retraining programs 
STERNDERO^D h Region 5< San Francisco. Reactor Operations Nuclear 
Support Qranch CARLSON. J C i JOHNSON. P H Region 5i San 
Francisco. Office of the Director 80/03/07 5pp 

B0D409O322 Forwards request for addl info for review of uti) 791228 1 tr 
re tnservico insp program Response requested within 45 days 
SCHWENCERiA Operating Reactors Branch 1 80/03/18 5pp 


0004260000 Forwards IE Insp Ropt 50-344/80-04 on 000201-29 No 
noncomp Uance noted 

CREN8. J L Region bi San Francisco. Reactor Operations Nuclear 
Support Branch 80/03/24 2pp 


— 6004200007 IE Insp Rept 50-344/80-04 on 800201 -29 No noncomp 1 ianc o 
noted Major areas inspected plant operat i ons . maint. p hysica 1 
secur i ty I r ef ue I ing preparations h procedures 

STERNBERG. D M Region 5. San Francisco. Reactor Operations Nuclear 
Support Branch JOHNSTON. G W . MALMROS. N H Region 5. San 
Francisco. Office of tho Director 60/03/20 6pp 


6004150207 Forwards IE Info Notice 80-12. “Instrument Failure Causes 
Opening of PORV 4 Rlock Valve " No specific action or 
response necessary 

ENGELKENrR H Region 5. San Francisco. Office of the Director 
80/03/31 ip 


8004100104 Forwards IE Circular 30-05* “Emergency Diesel Oenarator 
Lubricating Oil Addition Onsite Supply “ No written 
response required 

CNOELKEN.n H Region 5. San rraitcisco. Office of the Director 
80/04/01 Ip 


8004110113 Forwards IE Info Notice 00-13j "OE Type SDK Control Switches 
Defective CAM Followers “ No specific action or response 
required 

ENOELKEN. R H Region 3. 9an Francisco. Office of the Director 
80/04/02 ip 


8004220046 Forwards IE Info Notice 80-14. “Bafety Quggestlone From 
Employees " No action required 

ENGELKEN.R H. Region 5. Ban Francisco. Office of the Director 
00/04/02 ip 


0004180152 Forwards IE Circular 00-07. “Problems W/HPCI Turbine Oil 
8ys " No written response required 

ENGELKEN.R H Region 5. San Francifcoi. Office of the Director 
80/04/03 Ip 


Q0040Q0542 Provides schedule for 800426-0505 fuel insps during Cycle 2 
refueling outage Insps will be performed by Hasting hou se 
4 util in spent fuel pool area Preliminary oral rept will be 
made prior to return to operation 

GOODWIN. C Portland General Electric Co 80/04/04 2pp 


0004230376 Forwards IE Bulletin 79-03Ai *'Long itud inal Weld Defects in 
A8ME BA-3l2.Typo 304 Stainless Steel Pipe " Action raquired 
ENGELKEN.R H Region 5. 0an Francisco. Office of the Director 
00/04/04 Ip 


0004220179 Forwards IE Bulletin 00-08. “Exam of Containment Liner 
penetration Welds " Written response required 

ENGELKEN.R H Region 5. San Francisco. Office of th* Director 
00/04/07 Ip 


0004300387 Responds to IE Info Notice 00-06. “Notification of 
Significant Events ” Reporting guidance for events already 
defined in Reg Guide 1 t6 specified in Tech Specs Need far 
new rulemaking unjustified 

DROEHL.D J Portland General Electric Co 00/04/25 3pp 


R Periodic operating teports *. lelated cot r espondence 


8004080442 Forwaids monthly upeiating rept for Mar i?80 
VUNDT, C P Portland General Electric Co 00/04/01 Ip 


— 8004000446 honthly operating lept for Mar i 980 

0AIR.G G Portland General Electric Co 00/04/01 4pp 


S Rcpartable occurrences. LERs t related c ot r c sp and enc e 


0004220084 PNO-77-143 Pacific Pomp Co supplied facilities w/production 
lot nf 40 pumps mfg using shafts made of inferior matl 
Cause unstated All utils w/pumps were notified NRC 
headquarters notified on 770012 

WHITTrK U Region 2, Atlanta* Office of the On actor 77/00/12 

Ip 


0004210224 PNC1-77-203 on 771117. pips caps were discvoverod on sensing 
lines foT all foui wide range containment pressure sensors 
Condition emstod since Kay 1977 Caps were removed from 
sensing lines immediately 

KLINGER, 6 . NOLAN. F . SNIEZEK. J Region 2. Atlanta. Office of the 
Director 77/11/18 Ip 


0004 150440 Forwards LCR 60-004/03L-0 

YUNDT. C P Portland General Electric Co 00/04/07 2pp 


--0QO415O442 LER 00-004/031-0 an 800309. d ut I n g periodic te st i ng . c on tr o 1 
room emergency ventilation sys failed to have required 
flow rate Caused by peieonnel error Manual ventilation 
damper placed in throttled position Damper signs posted 
PERRY, J C Portland General Electric Co 80/04/07 Ip 


B004290471 Forwards LER 90-005/OIT-0 

YUNDT. C P Pot bland General Electric Co 00/04/22 2pp 


— BD04290478 LER 00-005/017-0 an 80041 1. dur i ng periodic survolHance 
testing, throe of four main steam isolation valves failed 
to respond to manually initiated closing signal Caused by 
compunent fai I ure 

PERRY, J C Portland GenoTal Electric Co 00/04/22 Ip 


T Hearing transcripts on non-ant i trust matters 


0004040063 Forwards licensee testimony on matters other than structural 
adequacy of comp lex, test irDony on structural adequacy of 
modified c amp lex . i cvl ew of proposed design of mads for 
control bldg ( response to NRC request for suppl info 
JOHNSON. R Portland General Electric Co 80/03/17 3pp 


— 8004040060 Toatimony re matters other than structural adequacy of 
madlfled complex Prof qual i f i cations of DJ Droehl.LJ 
Erickson. RC Anderson t WW White end 
BROEHL.n J , ERICKSON. L U Pacific Gas (S* Electric Co 
ANDERSON. R C Oechlel Corp 80/03/17 iSOpp 


— 6004040067 Testimony re structural adequacy of modified complex Prof 
qual i f i cations of RC Anderson, WH WhiteiS Dlmal & LC Chang-Lo 
enc 1 

ANDERSON. R C . DIMAL.S Bechtel Power Corp (subs of Bechtel 
Corp > WHITE. W W Bechtel Corp 90/03/17 t05pp 


— 0004040070 “Review of Proposed Mods fop Control Bldg “ 

HOLLEY. M J Hanso. Holley Briggs, Inc DRE8LER. B Wise. 

Jannoy. Elstncr Sc Association. Inc 80/03/13 I7pp 


—8004040073 Forniarcis supplemental info responding to NRC request at 
800307 meeting re structural considerations of proposed mods 
to control bldg 

BROEHL.n J Portland General Electric Co 90/03/17 50pp 


0004200002 Transcript of 900331 evidentiary h ear ing. Phase 2 in 
Portland. OR Pp 3640-3912 
e Commission 80/03/31 27?pp 


0004190311 Transcript of Phase Two e/identiary hearing in Portland.OR 
Pp 3913-4123 

* Commission 60/04/01 210pp 


B004170314 Transcript of 000402 hearing in Partland.OR Pp 4,300-4.453 
■* Atomic Safety and Licensing Board Panel 60/04/02 I54pp, 


8004170326 Transcript of 000403 evidentiary hear Ing. Phase 2. in 
Portland. OR Pp 4*454-4.497 

« Atomic Safety and Licensing Board Panel BD/04/03 43pp 
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0004200003 Transcript of C00416 heai mg m Portland»OR Pp 4498-4630 
* Atomic and Licensing Board PatieJ 00/04/16 161pp 


B0O425O253 Transcript of 800417 hearing m Portland* OR Pp 4659-4830 
♦ Atomic Safety end Licensing Board Panel 00/04/17 I97pp 


DOCKET 50-346 DAVIS-tJESSE KUCLEAR POWER STATION- UNIT 1 


F Security- miedicali emergency i- fire protection plans 


0004240524 Fortjaids sys description t operating Instructions for NRC 
health physics telephone netoJork Sys designed for use during 
nuclear incident oi AD Netuioik may also he used for daily 
administrative t facsimilie trarfic 

KEPPLER. J C Region 3. Chicago. Ofnce of the Director BO/03/20 

2pp 

--9004240526 Sys description A operating instructions for NRC health 
physics telephone netuork 

* Government Services- Inc 79/11/30 6pp 

0004010419 Forwards upgraded emergency plan * response to 000219-31 
onsite review of emergency planning Util will use updated 
version to implement procedures t conduct training by Spring 
or Summer 1900 

CRQU&E,R P Toledo Edison Co 80/03/27 9pp 


--6004010427 Emergency plan 

« Toledo Edison Co 00/03/28 tGOpp 


0004160353 Forwards description of fire protection sys mods scheduled 
far completion by GO 0422. in support of util 791222 request 
for delay until 800930 Delay is based on revised estimates 
of work scope 1 manpower limitations 
CROU0E.R P Toledo Edison Co 80/04/11 3pp 


8004280456 Forwards Revision 13 to industrial security plan-AD 1800 00 
Enel withheld iref lOCTRS 790) 

CRDUSE-R P Toledo Edison Co 80/04/22 Ip 


0 Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvemeti t in radiological emergency planning St 
preparedne ss - d istributed as Qoard notification 
GDSStCK.L V Office of the Executive Director for Operations 
80/04/02 34pp 


H General correspondence 


7906290654 Responds to 790411 Itr on reactor saf etyr c lari fying 
concerns re Davis-Beste shutdown ^ geologic faults near 
Oiab ko Canyon 

EI&ENHUT.D G Division of Operating Reactors 79/05/22 2pp 


I Financial information 


0004150471 Forwards three documents as evidence of guarantee of share 
of retrospective premium which may be levied against 
licensees in CY0O Adequate cash flow can be generated! if 
required! for retrospective premium 

MAU0AM3iE H Cleveland Electric [lluminatlng Co BO/04/10 2pp 


0OD428O39O Forwards cash flaw info for Toledo Edison ^ Cleveland 
Electric Illumination Co Annual Financial Rept 1979 for 
Toledo Edison to demonstrate ability to pay combined 
retrospective premium for facility 

CROUSE. R P , ERTLE, R F Toledo Edison Co 80/04/10 6pp 


—8004280303 Annual Financial Rept 1979 
a Toledo Edison Co 80/04/10 26pp 


— 6004260386 Forwards cash flow info f/ Annual Financial Rept 1979 to 
demonstrate ability to pay retrospective premium for 
facility W/o annual rept 

MAU0AN3. E H Cleveland Electric Illuminating Co 80/04/10 2pp 


J Insurance & indemnity information 


8004140346 Forwards Endorsement 25 to MAEUU Policy MF-92 

CDRREA* C Marsh V MeUrnnan^Enc r M & M Nuclear Consul tantsi Inc Div 

eO/04/03 2 pp 


P Operating license stage documents 6 correspondence 


8004040005 Forwards outline of p lant-speci f Ic questions to be addressed 
in addition to info required by IE Bulletin 79-27 re B00206 
reactor trip at Crystal Rivei Sequence of events tt planned 
corrective actions also enc I 

DENTON, H R Office of Hue Lear Reactor Regulation 00/03/06 26pp 


8004070215 Requests Class IV fees for review <k approval of 800211 
application proposing Tech Spec changes for Cycle 2 
operation 

DIGGS, R M License Fee Management Branch 80/03/06 Ip 


B004030102 Forwards “Nuclear Data Link Specs." study of digital 
c onmun I cat ion sys to transmit info from plants to Dethesda 
Operations Ctr 

EESENHUT.D G Division of Operating Reactors BO/03/12 5pp 


— 8004030110 "Nuclear Data Link Specs " 

» Division of Operating Reactors 80/02/31 26pp 


B004030230 Natificaison of 000316 meeeting u/all operating reactor 

licensees in Dethesda- MD to evaluate implications of Crystal 
River Unit 3 event V response to IE Bulletin 79-27 
REIO-R (1 Operating Reactors Branch 4 80/03/14 2pp 


6004100176 Requests controlled set of Pt-lDs Submittal should be 
forwarded to attention of Region 3 incident response ctr 
within 20 days 

KEPPLER.J G Region 3, Chicago, Office of the Director BO/03/20 

Ip 


8004150103 Forwards Amend 23 to License NPF-3 safety evaluation 6 
notice of issuance availability 

REED-R N Operating Reactors Branch 4 80/03/27 Ip 


— 8004150110 Amend 23 to License NPF-3 modifying Tech Specs to allow for 
delay in testing of reactor vessel internals vent valves 
REID.R W Operating Reactors Branch 4 80/03/27 2pp 


— 8004150116 Safety evaluation supporting Amend 23 to License NPF-3 
» Office of Nuclear Reactor Regulation 60/03/27 Spp 


— 6004150120 Notice of Issuance & availability of Amend 23 to License 
NPF-3 

REIO-R N Operating Reactors Dranch 4 80/03/27 2pp 


G004080514 Forwards addl responses to questions raised during 600225-26 
site visit for review of implementation of NUREO-OS70 
requirements 

CnaUBE. R P Toledo Edison Co 80/04/01 4pp 


8004210320 Summary of 000222 meeting w/DStN owners group in Bethesda.Md 
re abnormal transient operational guidelines 
SEICEL. R L Reactor Systems Branch 60/04/82 4pp 


S00425036B 6umniary of 800403 meeting w/uti Is. Bt<U. NU5 Carp McGraw-Hill 
in Dethesda- MD re draft NURE0-O667« “Transient Response of 
BtVf-Des Igned Reactors “ 

CAPRA- R A Standard 1 1 ation Branch aO/04/0'4 7pp 


8004fB0490 Notification of 800423 meeting w/utlls & QttW in DethesdafMD 
to discuss impl ementat t an of recommendations by B&U Reactor 
Transient Response Task Force 

CAPRA! R A Standard i t fttion Branch 80/04/85 2pp 


8084220534 Advises that installation of proposed reaetpr vessel head 
vent is still under review Design requires vent path w/two 
isplabton valves in series Installation scheduled for 1901 
refueling outage 

CROUSE. R P Toledo Edison Co 08/04/15 Ip 


8004220457 Clarifies Items 162 of util 600324 Itr re actions In 
response to transient at Crystal River 3 Pilot operated 
relief ^ pressurlier stray valve will close during lote of 
power Power source removed during testing procedure 
GROUSE, R P Toledo Ed Ison Co 80/04/16 2pp, 


8004250376 Forwards info re QA requirements for diesel generator fuel 
oil in response to NRC 800iO7 request. Util does not cover 
diesel generator fuel oil t does not include Reg Guide 1 i37 
in OA program Encerpts of procedures end 
CROUSE. R P Toledo Edison Co 80/04/18 4pp, 
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0 Inspection report^! lE Bulletins K correspondence 


G004020135 Forwards response io IE Insp Rept 50-346/79~23 re 
verification studij of pipe uhip restraints on RCS All 
anelijses verify restraint* are adequate 
CRDUSEiR P Toledo Edison Co 79/12/07 76pp 


8004040143 Foru/ards IE Insp Rept 50*'a46/79~33 on 791121,1212-14 
000125 No noncomp 1 lance noted 

FIORELL1,0 Region 3/ Chicago, Reactor Construction & Engineering 
Support Branch 80/02/14 2pp 


— 0004040130 IE Insp Rept 50-346/79-33 on 791 121 , 1212-U B0012S No 

noncotrp 1 iance noted Major areas inspected resistance temp 
detector connection repair at hot leg risers tn licensee 
implementation of IE Bulletins 79-02 Ik 79**14 
DANIELSdNiO H Region 3, Chicago, Reactor Construction !< 
Engineering Support Branch VIN,T Region 3, Chicago. Office of 
the Director 00/02/lS 6pp 


0004100013 Foruiards IE Insp Rept 30-346/00-01 on 800102-04.07-11,14-18. 
21-25.29-31 St 0201 & notice of violation 

HEI8HMAN. R F Region 3. Chicago, Reactor Operations Nuclear Support 
Branch 80/02/21 2pp 


— 0004100016 Notice of violation from insp on 800102-04.07-11,14-18. 
21-25.39-31 4. 0201 

* Region 3, Chicago, Office of the Director 80/02/20 Ip 


—0004100022 IE Insp Rept 50-346/80-01 on 800102-04,07-11,14-10,21-25. 
29-31 S( 0201 Noncomp 1 lance noted improper sultch lineup in 
control room emergency ventilation sys 

REVES.L A . TAMBLINO.T N Region 3. Chicago. Office of the 
Director 00/02/20 7pp 


8004100146 Foruards IE Info Notice 80-08. "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/03/07 
if 


0004040455 Responds to IE Bulletin 80-03. "Loss of Charcoal from 8td 
Type 11.2 Inch. Adsorber Cells " Type II filtration charcoal 
toploading adsorbers uelded lU/o charcoal leakage Torque 
setting adjusted to obtain proper compression 
CROUSE, R P Toledo Edison Co 80/03/14 3pp 


8004040115 Foruards IE Insp Rept 5D-346/BD-02 on 800114-10 & notice of 
violation Notice of violation uitheld (ref 10CFR2 790> 

HiND.J A Region 3. Chicago, Safeguards Branch G0/03/1B 2pp 


>8004040132 IE Insp Rept 50-346/60-02 on 800114-18 Noncomp Hance noted 
failure to adequately control access Portion of active 
intrusion detection alarm sys not tamper'^ind icating Details 
withheld (ref 10CFR2 790) 

HIND.J A Region 3. Chicago. Safeguards Dranch USTJCK.N R , 
BCHAPER.J F Region 3, Chicago. Office of the Director 80/03/07 
2pp 


8004070415 Ac k receipt of 600304 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-346/79-30 
HEI6HKAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/03/24 ip 


—8004090424 Respond* to NRC 000212 Itr re violations noted in IE Insp 
Rept 50-346/79-30 Corrective ac tions, reorganl led authorised 
access list, updated drawings tv monltorod distribution t< 
control of drawings 

CROUSE, R P Toledo Edison Co 00/03/04 3pp 


0004100001 Ack receipt of 800314 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-346/00-01 
HElSHNANi R F Region 3, Chicago. Reactor Operations Nuclear Support 
Dranch 00/03/24 ip 


—8004100091 Responds to NRC 800221 Itr re violations noted In IE Insp 
Rept 50-346/80-01 Corrective actions loca l/remote Switch 
HA 5261A handle removed stored In adjacent location 
CROUSE. R P Toledo Edison Co 00/03/14 2pp 


8004150191 Forwards IE Info Notice 00-12, "Instrument Failure Causes 
Opening of PORV Block Valve " No specific action or 
response necessary 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 00/03/31 

Ip 


8004080724 Forwards IE Circular BO-05. "Emeigency Diosel Conerator 
Lubricating Oil Addition t Onsite Supply " No written 
response required 

KEPPLER. J G Region 3, Chicago. Qfrice of the Director 00/04/01 
Ip 


8004150055 Forwards IE Info Notice 80-13, "GE Type SDM Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLER. J G Region 3. Chicago. Ofrite of the Director SO/04/02 
IP 


8004100060 Forwards attachments to IE Circular 00-03, "Protection From 
Toxic Gas Haiards. " mad /ertent ly omitted from 800306 
transinl tta I 

KEPPLER, J G Region 3, Chicago. Office of the Director 00/04/02 

4 


8004220151 Forwards IE Info Notice 00-14. "Safety Suggestions From 
Employees " No action required 

KEPPLER.J G Region 3, Chicago. Office of the Director 80/04/02 

ip 


8004220384 Forwards IE Circular 80-07. "Problems W/HPCT Turbine Oil 
Sys " No written response required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/04/03 
Ip 


8004300617 Forwards partial lesponse to IE Bulletin 79-OlB. "Environ 
Qua 1 if icat i on of Class IE Equipment '* Response to Items 1, 

3 &. 5 are comp lete, w/part lal response to Item 2 W/o end 
CROU6E. R P Toledo Edison Co 00/04/03 2pp 


8004230285 Forwards IE Bullotln 79-03A, "Longitudinal Held Defects in 
A6ME 5A-312, Type 304 Stainless Steel Pipe " Action required 
KEPPLER.J O Region 3, Chicago, Office of the Director 00/04/07 
ip 


0004220057 Forwai ds IE Bulletin 00-00, "Eiam of Containment Liner 
Penetration Welds " Written response required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/04/09 
ip 


R Periodic operating reports 4. related correspondence 


8004140350 Forwards monthly operating Topt for Mar 1900 
NURRAV. T D Toledo Edison Co 00/04/07 Ip 


—0004140353 Monthly operating rept for Mar 1980 
aARSQUR.B Toledo Edison Co 80/04/07 I2pp 


S Reportable occurrences. LERs t related correspondence 


8004100517 PND-l 1 1-70-1 19A review of failure of diesel generator 
sequencer circuit indicated that design error had occurred 
in translating logic drawing to contractor Installation 
drawing Corrective action was documented in NRC 7B0612 Itr 
KLINGER. 0 . NOLAN, F . 8NIEZEK. J Region 3, Chicago. Office of the 
Director 76/06/13 Ip 


800 

to 
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*^00 H S-"!*- J liFl ,J 'jjl 'i -L-0 

flUtfWAT.r r Tolicdo LiJi»dr> Co CC C4'lO Ip 


SCO^-ltOv'O LfF? Pi' '"I'iL 'n 3003)3 during diesej #jre protection 

jeellj nit t ? shopped u/control button 

Or*'-e stppp^jd p'- p rj.^j r-t be ;,*'drted i-ause not determined 
tjg acreoo rhec* fretriil puip pTD>.ed success^ui 
FRr(*jNE,P Toledo £i1i»on <" o £0/04'' 10 3pp 


Oc'hS r5ri.ird«, LCf' ^C' OJZ c3L-0 

T D Toledo fdi, n u 0j/O4 15 Ip 


“-00042102^7 LER flij“022i> mZL-O on ftl^03l7i operat i ons personnel noticed loss 
of c.antrdl room iridii.dtijti tar contain -tent dlhgdrogen 
analijier 2 di^cberge line val<e CV5010E Caused by const 
personnel acc iderita 1 ly opening breaker 
STOTZi J C Toledo Ediion lo BO/04/15 3pp 


300423'Ji57 FoT«,eids revised L£R BO-003/03L-1 
MURRAi' T D Toledo Edison Cc 60/04 16 Ip 


- il00'42t&6ii6 Re ised 1 EH l*C - i30£J/O3L - 1 or^ QOOSll^gap discovered in mail 
wh ei e ti e t! 4 . 0 “in:h '-onJuits go from electrical penetration 
rocn ? •’0 cable t oom Sii-intn gap around ventilation duct 
also found Caused bg i-nproper initial installation 
CKEsfO ft C Toledo Edisrn Co 00/02/13 Opp 


3004220/52 Foiuards revised LER 79 074/03u*l 
KURRAt, T 0 Toledo Edison Co 00/04/16 Ip 


**-60 342xiO ^61 Revised LFR 77-074/03L-1 on 790707i aui 1 1 iarg feeduiater pump 
suction pressure smit h i nope rab i I i tg made auiiliarg 
reedma^er train inoporable Caused bg uirong tgpe suitch being 
installed Switches r«?placed 

HITCHENS. C C Toledo Edison Co 79/00/02 3pp 


9004220765 Foruards revised LER 7’9-099 '03L-0 
MUflRAi/ T D Toledo Edison Co 00/04/16 Ip 


-6004220772 R^vfised LER 79-090/03L-1 on 791004. during performance of 
component rooling water monthly test. decay heat cooler I 
riomponent cooling outlet valve CC1467 would not operate 
Caused by valve linkage slippage Linkage realigned 
DEAKY/JE.K Toledo Edison Co 79/10/30 2pp 


8004260539 Forwards LER ei0“O23/03L-0 

MURRAV.T D Toledo Edison Co 00/04/24 ip 


r Operating license stage documents i correspondence 


8004030102 Forward s "Nuclear Rata Link Specs." study of digital 
communication sys to transmit inro from plants bo Qethesda 
Operations Ctr 

EISENHUT.D G Division of Operating Reactors 80/03/12 5pp 


— 0004030110 "Nuclear Data Lint Specs " 

• Division of Operating Reactors a0/02/2i 2Qpp 


8004010372 Forwards addl info re compressed air sys Piping S< 
Instrumentation drawing end 

MCCRACKEHjK M Alabama Power Co 80/03/24 6pp 


8004010425 Forwards response to NRC 600223 request for info re 
intersys^em LOCA Ho ^alve cent j gurat 1 ons conform to Event 5 
Plant design i insp commitments are more than sufficient to 
ensure that Event 5 will not be problem at facility 
CLAYTON. F L Alabama Power Co 00/03/24 9pp 


aoO'4080403 Commits to install backup sys to normal instrument air 
supply for pressuT iier power operated relief volvesi in 
response to Lessons Learned Re/iew Team Installation will be 
completed by end of Ret 1900 second refueling outage 
CLAYTQN. F L Alabama Power Co 80/03/26 Ip 


8004030192 Application to amend License NPF~2 Tech Specs Figures 6 2-1, 
6 2-2 t Tech Specs 6 5 1 2, 6 5 1 8. 6 5 2 2 ?« 6 5 3 I . re 
orgamiatlon & responsibilities N Figure 3 2^3 6 Dasos 2 ) 1 
re change in rod bow penalty calculation 
CLAYTON. F L Alabama Power Co 00/03/23 Spp 


■8004030194 Proposed changes to Tech Spec Figures. 6 2-1.6 2-2 & Tech 
Specs 6 9 1 2(6 5 1 0.6 522&6531 re organiiatlon !< 
responsibilities h Figure 3 2-3 V Eases 2 I 1 re change in 
rod bow penalty calculation 
* Alabama Power Co 30/03/26 lOpp 


8004080657 Responds to MRC 600226 request Forwards summary of heat 
transfer calculations used to justify two inches of ref leg 
insulation associated w/change discussed in 790830 Itr 
CLAYTON, F L Alabama Power Co 00/03/31 2pp 


8004080651 Forwairfs response to NRC 791013 request for info re 
auxiliary feedwater sys Identifies reactor conditions that 
impose safety -related performance requirements on sys 
design 

CLAYTON. F L Alabama Power Co 00/04/01 I2pp 


-~e0O42SO546 LER 80-023/03L-0 on 800327. d l sc overed that control rod 
groups 3/4 were mo, mg m pn their own Group 3 was OY, 
withdrawn Croup 4 was 907, withdiauin Caused by component 
failure Co-nponent replaced 

WERNER. D J Toledo Edison Co 80/04/24 3pp 


&0042S0572 Forwards LER Q0-024/03L-0 

hurray. T D Toledo Edison Co 80/04/24 Ip 


8004230042 Advises that Commission has determined waiver of Class III 
amend tee tor Tech Spar changes re fJro protection is 
appropriate Refund will bo processed 

MILLER, u O License Foe Management Branch 80/04/03 ip 


8004150447 Forwards draft ETS le proposed Tech Spec amend 
CLAYTON, F L Alabama Power Co 60/04/07 5pp 


—0004260575 I ER 80 024/G3L-0 on 600327. following normally initiated 
reactor trip, aui i I lary feed pump turbine 1-2 main steam 
Isolation valve MS-107 closed Cause unknown Further 
investigation of /al,^e t> operator will be pursued 
riATHENY.O Toledo Edison Co 80/04/24 3 pp 


DOCKET 50-348 UOSEPH M PARLEY NUCLEAR PLANT. UNIT I 

-medical, emergency I fiie protection plans 


80041IOS.3 Not,f,c4U„„ o, 800325.26 27 «/uti 1. stvtv. o, 

SFiTWFcV planning at facility 

REEVES. E Operating Reactors Branch t 80/03/10 2pp 


u^riocF^n^o. “'-H »nun..„c, PUn 

CLAYTON. F L Alabama Power Co 80/03/20 ip 


J Insurance ?. indemnity information 


8004150452 Drafts ETS for radiological effluents 
♦ Alabama Rower Co 60/04/07 04pp 


8004250020 Forwards auiiliary feedwater sys evaluation status 
indicating portions currently accoptable per *Nnc 791013 Ur 
Requests addl info for certain items within 45 days Revised 
version of endurance tost requirements end 
SCHIdENCER. A Operating Reactors Branch 1 80/04/08 7pp 


0004260434 Confirms 600417 tclcon ro util intent to resolve auxiliary 
feedwater sys designs evaluation by followina resolution 
on Unit I for Unit 2 

CLAYTONrF L Alabama Powpr Co 80/04/21 Ip 


0004290264 Forwards Revision 2 to Inservice 
CLAYTON, F L Alabama Power Co 60/04/21 


testing program 

Ip 


-8004290266 Revision 2 to Insorvico testing program re turbine driven 
auxiliary feedwater pump recirculation test line 
» Alabama Power Co 80/02/27 4 pp 


8004060485 Forwards 
FIELDER, U harsh 
Div 80/03/31 ; 


Endorsement 29 to NELIA Policy NF-23a 
5.^HcLennan,Itic , ri 6 M Nuclear Consultants. Inc 


0 tnspectlon reports. IE Bulletins f, correspondence 


6004160038 Forwards IE nulUtm 79-OlB. ''Environ Qualification of CUs» 
It equipment " Action required IE DulUtin 79-OlD dtd 800114 
should be disregarded 

O'^REILLY.J P Region 3, Chicago, Office of the Director 60/01/17 
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8004100076 Supplements 7707P6 1/ 0827 rofiportsos to Item 6 of IE Bulletin 
79-13# "Cracking In Feedu/ater Sgs Piping " Radiography was 
perfoTmed on each feeduater piping ujold beyond first 
support FSAR Figure 3 8-8 enc 1 

CLAVTON# F L Alabama Power Co 80/01/30 3pp 


8004090264 Forwards tE Insp Repfc 50-348/60-01 on 600130-31 No 
noncomp 1 lance noted 

BRYANTi J C Region 2. Atlanta* Reactor Construction Engineering 
Support Qranch Q0/02/S1 2pp 


—0004090291 IE Insp fiept 50-349/80-01 on 600130-31 No noncomp 1 i ance 
noted Major areas inspected areas & activities re IE 
Bulletin 79-17 

HERDT# A R Region 2i Atlanta# Reactor Construction t* EnQinoering 
Support Branch ECONOMQS# N Region 2» Atlanta# Office of the 
Director 60/0S/19 4pp 


8004060021 Ack receipt of 600221 Itr in forming NRC of steps taken to 
correct violations noted in IE Insp Rept 50-340/79-42 
BTOHRj J P Region 2. Atlanta# Fuel Facility tr Materials Safety 
Branch 60/03/11 2pp 


— 8004080029 Responds to NRC 800204 Itr re violations noted in IE Insp 
Rept 90-340/79-42 Corrective actions Maint Work Request 
19749 changed to accommodate plant conditions which uhould 
affect procedure for proposed work 
CLAYTON. F L Alabama Power Co 60/02/21 2pp 


--8004060034 Forwards IE Insp Repfc 30-34Q/79-42 on 791210-14 notice of 
violation 

STDHRiJ P Region 2, Atlanta. Fuel Facility V Materials Safety 
Branch 60/02/04 2pp 


—8004080040 Notice of violation from Insp on 791210-14 

tt Region 2. Atlanta. Office of the Dlracfcor 00/01/29 Ip 


—8004080043 IE Insp Rept 90-340/79-42 on 791210-14 Noncomp 1 ianc o noted 
failure to follow procedures for reviewing maint work 
retiuest 

OIBSQN.A F # MOSEY# C M Region 2. Atlanta# Office of the Director 
60/01/29 6pp 


8004260134 Forwards IE Insp Rept SO-348/Q0-O9 on 000219-22 No 
noncamp I iancc noted 

LEWIS.R C Region S. Atlanta# Reactor Oporatlons Nuclear Support 
Branch 60/03/12 2pp 


—6004260143 lE Insp Repfc 90-348/80-09 on 600219-22 No noncomp 1 ianca 
noted Major areas inspected areas of small break lose of 
coolant procedures training 

UPRlOHTfC M Region 2# Atlanta. Reactor Operations Nuclear Support 
Branch BRADFORD# W H . JOHNSON. A H Region 2. Atlanta# Office of 
the Director 60/03/10 6pp 


8004110003 Forwards response to IE Bulletin 79-27 Loss of Class IE bus 
would not significantly affoct Instrumentation panels Some 
functions not related to achieving colcf shutdown aro 

temporarily lest 

CLAYTON# F L Alabama Power Co 00/03/13 Spp 


8004190313 Forwards IE Info Notice 60-12. "Instrument Failure Causes 
Opening of PPR9 & Block Valvo " No specific action or 
response nacessary 

O'REILLY# J P Region 2# Atlanta# Office of the Director 80/03/31 

2pp 


6004060562 Forwards IE Circular 00-03# "Emergency Diesel Generator 
Lubricating Oil Addition & Dnslbe Supply " No written 
response re<^ulred 

O'REILLY# J P Region 2# Atlanta# Office of the Director BO/04/01 

app 


8004190064 Forwards IE Info Notice 00-13. "GE Type BDM Control Switches 
Defective CAM rollowers " No specific action or response 
required 

0'REILLY#JP Region 2# Atlanta# Office of the Director 80/04/02 
2pp 


6004240242 Forwards IE Info Notice 60-14. "Safety Suggestions From 
Employees " No action required 

O'REIULYiJ P Region 2# Atlanta# Office of the Director 80/04/02 

Spp 


0004180272 Forwards IE Circular 00-07# "Problems W/HPCI Turbine Oil 
8ys *' No written response required 

O'REILLY# J P Region 2# Atlanta# Office of the Director 80/04/03 

2pp 


8004330113 Forwards IC Rullehin 79-03A ' Long i tud ina I Weld Defects in 
ASHE SA-3I2< Type 304 Stainless bteel Pipe " Action required 
O'REILLY, J P Region L. Atlanta. Office of the Director 60/04/04 
IP 


8004180323 Forwards IE Bulletin 60-08. 'Txam of Containment Liner 
Ponotration Welds " Uiilten lesponse lequired 

O'REILLY. J P Region 2. Atlanta# Ofnee of the Director 80/04/07 
2pp 


0004300594 Submits quarterly tollowup status rept in i esponso to IE 
Bulletin 79-14, "Seismic Analysis for As-Duilt Safety- 
Related Piping Sys " No deficient suppoi ts have been 
identified which affect opexability of sys 
CLAYTON. F L Alabama Power Co 60/04/00 2pp 


R Periodic operating i pports A# related correspondence 


0004030212 Forwards "Annual Operating Rept for 1979 
CLAYTON# F L Alabama Power Co 80/03/26 Ip 


8004030214 "Annual Operating Rept for 1979 
« Alabama Power Co 60/03/26 13pp 


8004080492 Forwards "1979 Annual Envn on Operating Rept, Part □ 
Radiological * 

CLAYTON# F L Alabama Power Co 60/03/31 Ip 


—8004060501 "Annual Environ Operating Rept#Part D Radiological 
» Alabama Power Co 00/03/31 49pp 


6004150426 Forwards monthly operating rept for Mar 1980 
CLAYTON, F L Alabama Power Co 80/04/11 Ip 


— 8004150428 Monthly operating rept for Mar l90O 

HAIRSTON, N 0 Alabama Power Co 80/04/01 7pp 


S Reportable occurrences, LERs f related correspondence 


6004220064 PNO-77-143 Pacific Pump Co supplied facilities w/ppoduction 
lot of 40 pumps mfg using shafts made of inferior mat! 

Cause unstated All utils w/pumps were notified NRC 
headquarters notified on 770612 

WHITTiK W Region 2# Atlanta# Gffice of the Director 77/00/12 

ip 


0004010507 Forwards LERs 60-01 0/O3L-O 80-019/03L-0 

CLAYTON, F L Alabama Power Co 80/03/21 Ip 


— 0004010510 LER 0O-OI0/O3L-O on 000229. d i scovered bistable associated 
w/pressure transmitter 457 failed to meet trip setpoint 
requirements of surveillance test Caused by dirty gain 
potentiometer Potentiometer cleaned 
HAIRSTON# W G Alabama Power Co 00/03/21 Ip 


— 6004010513 LER 0O-O19/O3L-O an 800229, during performance of control 
room Train A<0> ventilation operability test# rec Ir cul ati on 
fan IB failed to start Caused by blown control power fuse 
<« shorted alarm relay coil Coil I fuse replaced 
HAIRSTON, W 0 Alabama Power Co 60/03/21 Ip 


0OO4OHO94O Forwards LERs BO-020/03L-0 ^ 0O-O22/O3L-O 
CLAYTON, F L Alabama power Co 60/04/02 Ip 


— 8OO4O0OS47 LER 80-022/03L-0 on 600303. dur i ng performance of 
FNP-1-8TP-I6 7# discharge valve to contalnmont spray header 
did not open as required Cause not determined Problem did 
net reoccur w/testlng Surveillance test completed 
HAIRSTON. W G Alabama Power Co 00/04/02 Ip 


•8004000554 LER 80~oao/03L-0 on 800303# inaccurate pressure signal noted 
from PT~494# 1C 6/Q pressure transmitter Caused by frolen 
tensing line due to abnormally cold weather h. Insufficient 
protection Sensing line thawed ^ channel check performed 
HAIRSTON# W G Alabama Power Co 80/04/02 Ip 


0004220729 Forwards LER 60-021 /03L-0 updated LER 79-056 /03U-1 

CLAYTON, F U Alabama Power Co 80/04/09 Ip 


—6004220730 LER 00-031/031-0 on 00031 6# duri ng review of surveillance 
test schedule. found FNP-l~STP-9 0#RCS leakage test had not 
been performed within time interval Cause not stated 
Personnel instructed re test interval 
HAIRSTON.W G Alabama Power Co 80/04/09 2pp 
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--G0042207*iA Updated LER 7R-056/03L- 1 on 791 100- twenty fire barrier 
penetrations wore determined not functional Caused by 
improper interpretation of procedures LiiTiiting conditions 
for operation met 

HAIRSTOP^. g G Alaba/nd Power Co eO/04/09 2pp 


000*1290367 Forwards LER QO-024/03L-0 

CLAYTQW-F L Alabama Power Co 00/04^22 ip 


--0004290369 UER G0’024/03L”0 on 000330. while perrordiing turbine startup. 
IB SOFP tripped due to ID steam generator Mgh level signal 
Caused by poor t ommuni cat lOn between plant operators 
Personnel instructed re maintaining proper co^muA Icat ion 
HAIRSTQN.W G Alabama Power Co 00/04/22 Ip 


DOCKET 50-351 KOREA RESEARCH REACTOR 


G Inspection reports- IF CuMetins correspondence 


800409 0352 Forward’s IE Uull«»tin 00-03, "Loss of Charcoal From Std Typo 
1 1, Twa-Jneh. Tray Adsorber Cells " Action re-quired 

O'REILLY. JP Region 2- Atlanta- Office of the Director BO/02/06 

2pp 


DOCKET 50-332 UIP^ERICK GENERATIRG STATION. UNIT 1 


A App 1 I cat lon/construc t ion stage doci/tnents tt correspondence 


8004040031 Advises or issuance of NUflEO-OSSS, ''Interim Staff Position 
on Environ Qualification of Safety -Re la ted Electrical 
Equipment." providing guidance re methods for compliance 
ROSSfD F Division of Project Management 00/02/05 7pp 


8003200214 Sumd^ary of 791210 meeting u/PottstOwn Trap~Rock Quarries 
InciPerkins Run Blast ing. Inc- Leet As sac lates. CVN Industries» 

USDS 8t NRC re evaluation of effects of blasting at Oanatoga 
quarry on fac > 1 i ty 

KANE, J 0 Geosciences Branch 00/02/27 4pp 


0004020466 Notification of 000326 6 27 meeting w/r epresentati ves froffl 
Mark II owners group in San Josc.CA to discuss Mark II 
Creace Test Program, 4T c /o tests t foreign tests 
ELTAMILA^F Containment Systems Branch 80/03/10 12pp 


8004030122 Noiifi cation of 800326-27 meeting w/Mark II owners groopp 
NRC consultants U GE in San Jose.CA to discuss Mark II 
Creare test program, 4T C/0 J- foreign tests Topics are 
proprietary Agenda enc 1 

ELTANILA. F Containment Systems Qranch 80/03/10 )2pp 


8004020441 Forwards KRC 800120 i 0211 Itrs to GE re mods ia DWR 
control rod drive sys addl analyses of boiloff rates, 

respectively Furtbei snfo L guidance to be Issued in 
NUfiEO-0619 

DAER.R L Light Water Reactors Branch 2 80/03/13 2pp 


0OO4O0QO77 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr- has been postponed pending GAO 
clearance under Federal Repts Act 

CRIMES. D K Emergency Preparedness Task Force 00/03/11 4pp 


H General correspondence 


8004070030 Urges NRC to take into consideration that 3 G million people 
reside within 30-mile radius of plant Considering 
population density. aiea could not be evacuated easily 
STOUDT. T Affiliation Unknown 80/02/13 Ip 


0004040224 Expresses concerns te util request for use of Delaware River 
water for facility W/3 8 million people in area t many 
obstac les . ut 1 1 continues to build plant Charges NRC 
w/r espons 1 b i 1 1 ty to protect public from util 
POLLITT.K. Affiliation Unknown 60/02/22 Ip 


9004040244 Approves favoiable stand on public hearing request re 
evacuation plans at facility Power plant was mistake k 
const should be stopped before more money i? wasted 
KEIL, J Affiliation Unknown 00/02/22 Ip 


6004040291 Approves favorable stand on public hearing request re 
evacuation plans at facility Const should be stopped Plant 
should not be built in populated area 
KEIL, J Affiliation Unknown 60/02/22 Ip 


0004040119 Urges that all reactors come under new NRC regulations that 
do not allow reactors to operate in densely populated areas 
Facility is classified as second most dangerous location 
re population proilmlty Const should stop Immediately 
LONGSHORE, rt L Affiliation Unknown 00/02/23 Ip 


6004040216 Requests that NRC stop power plant const Area surrounding 
facility ss densely populated Questions whether NRC would 
reimburse people for property losses & health damage if 
another TMl accident occurred 

FRIEDMAN, C Affiliation Unknown 00/03/05 Ip 


8004070024 Suggests const of facility should be halted immediately 
Cites earthquake fault t lack of adequate water supply as 
problems Facility is not needed by util now or in future 
GRATER, J Affiliation Unknown 00/03/06 Ip 


B0040201I7 Responds to B00303 Itr requesting info re application of 
TMl-2 Lessons Learned Task Force to facility & certain other 
plants under const NTIS should be contacted for 8ER info 
AGIO proceedings announced in FR 

UAROA, B A Assistant Director for Light Uater Reactors 80/03/23 
2PP 


6004180196 Responds to 600306 Ibr re substituting coal plants for 
nuclear plants under const at site Since Unit 1 is 60!i 
complete 6 Unit 2 40ji complete. little capital cost could be 
saved by stopping const 

YQUNOQLOQDiD J Cost Benefit Analysis Dranch 00/04/02 Spp 


6004100471 Expresses concern re faulting at site Job interview in 1974 
u/Oilbert Associates in Pattstoun.FA revealed that proposed 
site ranked third or fourth of six site studies Also learned 
that site chosen duo to ability to control public opinion 
ORLANDO, E Hurphy «« Fartsh 00/04/03 Spp 


8004250303 Responds to 800317 congressional referral of Itf re util 
failure to accept loan of cryogenic processing sys from 
Limerick facility rather than purging to atomosphere Purging 
chosen for expedience 

DENTON, H R Office of Nuclear Reactor Regulation 00/04/07 2pp 


I Financial information 


0004140317 Forwards Annual Financial Rept 1979 

QRADLEYrE J Philadelphia Electric Co. 80/04/00 Ip 


—8004140319 Annua k Financial Rept 1979 

e Philadelphia Electric Co 80/02/25 36pp 


Q Inspection reports* IF Bulletins t correspondence 


0004150139 Forwards (E Insp Repts 50-3S2/BO-01 ^ 90-353/80-01 on 
B00109-U & 16 No none omp 1 lance noted 

CARU80N, R T Region 1, Philadelphia, Reactor Construction it 
Engineering Support Branch 80/03/12 2pp 
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--B004150143 IE Itisp Rppts 50-352/B0-01 f 50-353/GO-OI on 0OOIO9-11 \ 16 
No noncorrtp t 1 anc e noted Major areae inspected QA program for 
task of installing reactor pressure vessel internals & 
control rod drive hijdraulic & neutron monitoring ays 
OAGE/L , WALTON. G , EBNETER. S Region I, Philadelphia. Office of 
the Director SO/02/07 4pp 


8004090435 Fortuards IE Insp Repts 50-3 5 3/ 79- 1 4 «< 50-353/79-13 on 
791230.21.2/ h 28 No noncomp 1 iance noted 

CARLSON- R T Region 1- Ph i lade Iph la. Reactor Construction «< 
Engineering Support Branch 60/02/13 3pp 


“-0OO4O9O43O IE In«p Repts 50-353/79-14 30-353/79-13 on 791230,21.27 

2B No noncomp 1 lance noted Major areas inspected OA program 
uiorlc activities it records ft. OC records of nonconformance 
reporting sys 

OAGE.L , CHAUDNARy.S Region I. Philadelphia. Office of the 

Director CQNETER. S Region 1. Philadelphia. Reactor Conatruciion 

fit Engineering Support Branch 00/03/07 6pp 


8004100099 Forwards IE Insp Repts S0-35S/79-13 ft. 50-353/79-12 on 
791212-13 ft 17-21 No none amp 1 1 anc e noted 

CARLSON, R T Region 1. Philadelphia, Reactor Construction 5 
Engineering Support Branch B0/O2/I3 3pp 


—00041001 12 1C Insp Repis 50-352/79-13 *< 50-353/79-12 on 771212-13 ft, 
17-21 No noncomp 1 lance noted Major areas inspected OA 
procedures, documentation ft. ujork activities pertaining to 
st oreg e. hand 1 mg ft. surveillance of safety-related cables 
EBNETERi 3 D Region I, Ph 1 1 ade Iph la. Reactor Construction & 
Engineering Support Branch PAVLINO-. R T , VARELA, A A Region 1. 
Philadelphia, Office of the Director 00/02/07 6pp 


600409039/ Advises that IE Rulietln 00~05. ^'Vacuum Condition Redultlng 
in Damage to Chemical Vol Control Sys (CVCS) Koldup Tanks. " 
was Incorrectly sent for action No response required 
ORlERfB H Region 1, Ph i lade Iph la, Offica of the Director 
eo/03/l7 Ip 


0004100421 Responds to IE Bulletin 00-03 Charcoal filters used will not 
be susceptible to charcoal leakage problems Filters from 
American Air have not been delivered to job site. but when 
received will verify screen attachnent sparing 
KEMPER. J S Philadelphia Electric Co 00/03/17 Ip 


8004330059 Ack receipt of B00214 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/79-i 1 h 
50-353/79-10 

CARLSON. R T Region 1, Philadelphia. Reactor Construction ft. 
Engineering Support Branch QO/03/20 ip 


—0004230071 Responds to NRC 800111 Itr re violations noted In IE Insp 
Repts 50-352/79-11 8, 50-353/79-10 Corrective actions 
superintendents have been instructed to keep equipment 
covered 

KEMPER, U 8 Philadelphia Electric Co 00/03/14 3pp 


—0004230079 Forwards lE Insp Repts 50-352/79-11 ft< 50-353/79-10 on 
791015-31 ft, I10i“15 f* notice of violation 

CARLSONi R T Region 1> Philadelphia. Reactor Construction ft. 
Engineering Support Branch BO/01/11 Spp 


—0004230009 Notice of violation from insp on 791015-31 ft, 1101-15 

e Region 1. Ph 1 ladelph ia. Office of the Director 79/12/27 2pp 


—0004230114 IE Insp Repts 50-352/79-11 ft, SO-353/79-ll on 791015-31 8, 
1101-15 Noncompliance noted failure to protect safety- 
related item from const activities when stored ft, to follow 
weld procedures requirements to prevent undercutting 
MATTfOAivl C Region i. Ph 1 ladelphta. Office of the Director 
MCOAUOHYr R W Region i, Philadelphia, Reactor Construction ft- 
Engineering Support Branch 79/12/27 i4pp 


0004150293 Forwards IE Info Notice 00-12, “Instrument Failure Causes 
Opening of PQRV ft, Block Valve '* No specific action or 
response necessary 

DRIER, D H Region 1, Phi ladelph ia. Office of the Director 
80/03/31 ip 


8004090093 Forwards IE Circular 80-05, “Emergency Oiesel Generator 
Lubricating Oil Addition ft- Onsite Supply “ No written 
response required 

DRIER.B H Region 1. Ph i ladel ph la. Office of the Director 
00/04/01 Ip 


8004110502 Forwards IE Info Notice 00-13. <*OE Type 8BM Control Switches 
Defective GAM Followers " No written response required 
DRIER, D H Region 1. Ph i lade Iph ia. Office of the Director 
00/04/02 Ip 


0004240337 Forwaid^ IE Jtiio Notice 80-14, ‘Cafetg Suggestions From 
Employees ' No action icqijiiod 

GRIER. B H Region 1, PI, i t a J e 1 p h i a . tl^fico of the Director 
80/04/02 Ip 


8004100104 Forwaids IE CtTcuJai 00-0^, 'Problems W/HPCI Turbine Oil 
Sys " No written response required 

GRIER. B N Region 1. Ph i I ade I ph la. Gffive of the Director 
BO/04/03 IP 


9004110063 Forwards lE Bulletin 80-07 ' BWR Jet Pump Assembly Failure “ 

No written response required 

GRIER. B H Region I, Philadelphia, Office of the Director 
80/04/04 IP 


0004230399 Forwards IE Bulletin /9-03A. "Longitudinal Neld Defects in 
ASME SA-312, Type 304 Stainless Steel Pipe " Action required 
GRIER. B H Region 1, Philadelphia. Office of the Director 
00/04/04 Ip 


6004190267 Foi wards IE Bulletin 00-08, ' Etam of Containment Liner 

Penetration Melds “ Written response required 
GRIER. (1 H Region 1, Ph 1 lade Iph la, Office of the Director 
00/04/07 ip 


S Reportable occurrences. tCRs 6 related correspondence 


0004300360 Forwards final deficiency rapt re electrical raceway 
separat ion 

KEMPER. J S Philadelphia flectrit Co 00/04/24 Ip 


— 8004300376 Final deficiency ropt re electiical raceway separation 
Project QC Insp E-2 0 has been revised to include final 
acceptance insp to verify that separation requirements have 
been naintairied ft. training classes held 
* Philadelphia Electric Co 80/04/30 4pp 


DOCKET 50-353 LIHERICK GCNERATIIs'G STATION, UNIT 2 


A App H cation/construc t i on stage documents A correspondence 


0004040031 Advises of issuances of NURE0-058Q. "Interim Staff Position 
on Environ Qua 1 i f 1 cat loii of Safety-Related Electrical 
Equipment, “ providing guidance re methods for compliance 
ROSS, D F Division of Project Management 80/02/05 7pp 


0003200214 Summary of 791210 meeting w/Pottstown Trap-Rock Quarries 
IncfPerkins Run Blasting, Inc > Leet Associates, CVW Industries, 

USDS ft. NRC re evaluation of effects of blasting at Sanatoga 
quarry on facility 

KANE. J D Geosciences Branch 00/02/27 4pp 


6004020466 Notification of 800326 27 meeting w/r epr e sen ta 1 1 ve s from 

Mark II owners group in 8an Jose.CA to discuss Mark II 
Creace Tost Prtjgram.4T c/o tests ft foreign tests 
£LTAWILA,F Containment Systems Branch 00/03/10 12pp 


0004030122 Notification of 600326-27 meeting w/Mark fl owners group. 
NRC consultant* ft, OE in Ban Jose.CA to discuss Mark II 
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I43000&4 Su^nnidrij of BOl) 126-^7 uyUark II ovwnera group in. San 

losctCA 10 discoa^ion uf rone et ns on data from Creare 

ests f' foreign full-^LSle test programs * relationships w/ 
lark II dosigns 

UTAWILA F Con tainniPTit Systems Branch BO/04/14 22pp 


Securiii/i medical. e(ti*>'gencg ^ tire pro^ectian plans 


I 410 OQ 0 & Cgrrmenta on piopo&ed role J 0 CFP 5 O no eiomptions to license 
hauld be given until emcigencif reponse plans are deemed 
ideqerate NRC should idconsider i^soapice of CP to facility 
(EIDTSrH G Art Illation UnJciioun dO/ 03/03 Ip 


140 S 0077 Advises that submittal date Kor evacuation time estimates* 
equffsted bg NRC 79 J?S 6 Itr.lias teen pustponed pending GAO 
learance undei Federal Pepts Act 

!RntES*D K Eir-ergeitcg Prepat edness TasV Fotce QO/ 03/11 4 pp 


General correspondence 


>4070030 Urges NRC to tate into consideration that 3 9 million people 
eslde uiithiii 30 -niile radius of plant Considering 
ppulation densitgiarpa could not be evacuated easily 
TOUOTvT Aff l I lat ion Unknown BO/OLV 13 Ip 


>4040224 Ffcpressob toOLerns le util lequest for use of Delaware River 

later for facility U /3 9 million people m area •{< many 

thstac le 5 . uti 1 continues to build plant Charges NRC 

i/r espons I b 1 1 1 ty to protect public from util 

□LLITT**^ Affiliation Unknown 00 / 02/22 £p 


4040244 Appro.es Favorable stand on public hearing request re 
vacuaison plans at faciiity Power plant was mistake ^ 
ons t should be stopped before more money is wasted 
Elt.J Affiliation Unknown Q 0 /Q 2 / 3 ? Ip 


4040251 Approves favoiable stand an public hearing request re 
vacuation plans at facility Const should be stopped Plarvt 
hould not be built t.n populated area 
ElLf J Affiliation Unknown 30 / 02/22 Ip 


4040119 Urges that all reactors cone under new NRC regulations that 
0 not alJaiiJ reactois to operate in denselg populated areas 
acllily IS classified us second most dangeious location 
c population proximity Const should stop immediately 
ONGSHDRE. M L Affiliation Unknown BO/ 02/33 Ip 


4040214 * Requests that hHC stop power plant const Area surrounding 
'Cilily IS densely populated Questions whether NRC would 
eimburse people for property losses I health damage if 
TothCT TMI accident occurred 

RIEDKAN. C Affiliation Unknowri 80 / 03 /Q 5 Ip 


1070024 Suggests const or facility should be halted immcdistely 
ites earthquake fault * lack of adequate water supply as 
roblems Fac i I i ty is not needed bg util now or in future 
?ATER. J Aft illation Unknown SO/OG/OA Ip 


020117 Responds to 000103 lit requesbing info re application of 
iI -2 Lessons Learned Task Foice tci fai'illtg tt certain other 
lants under const NTIS should be contacted for SER info 
LB proceedings annoupced in FR 

\R 0 A* 8 A Assistant pnecloi far Light Nater Reactors □ 0 / 03/22 
'P 


11801943 Responds to Q 00306 Itr re substituting coal plants far 
iclcar plants under cpnst at site Since Un 1 1 1 Is 60 % 
impleie tr Unit 2 40 X omp 1 ete* 1 i ttle capital cost could be 
ived by stopping const 

lUNGflLOOD* B J Cost ilonexit Axial ysis Hianch 60 / 04/02 2 pp 


100471 Expresses comern ro Faulting at site Job interview in 1974 
'Gilbert Associates 1 1 > P<Jttstown*PA ie>'ea]ed that proposed 
te ranked third oi fourth or aii site studies Also learned 
at site Chosen due tp ability to control public opinion 
LANDOvE llurphy ?, Parish Bu' 04 / 0'1 app 


1250283 Responds to QAC 31 ? congressional lercrral of Itr le oti 1 
lilure to accept loan of cryogenic plocessmg sys from 
imerick facility lather than puiging to atomosphere Purging 
tosen for erpedionto 

MTON. H R Office of Nuclear Reactoi Regulation BO/ 04/07 2 pp 
inancial inrormation 


H 0317 Foriuaids Annual Financial Ropl 1979 

ADLEY. E J Philadelphia Flectnc Co 80 / 04/00 Ip 


-“'0004140319 Annual Finamial Rept 1/79 

■* Philadelphia Elettru to tl 0 / 0 P /*'’5 36 pp 


0 Inspection repoits IF n<jlle*iTi 5 f toi respond once 


8004150139 FaiuaTd^ IE Iri'p Repts 50 352 /DO-Ol I 50 - 353 /S 0-01 On 
000109-11 */■ 16 No Tionc unp 1 1 anc e noted 

CARL&ONj R T Region 1 Philadelphia, heactoi Construction ^ 
EnginPPting Suppsi t Branch nO'02'12 2pp 

“-8004150143 IE Insp Repts 50 JD 2 / 80-01 f 50 - 353 /BO-Ol on 800109-11 tr 16 
No none omp 1 laru e noted Najoi ji eas inspected QA program for 
task or installing reacloi pressure vessel internals t> 
control rod drive hydiauli*' ’ neutton monitoping sys 
OAGL.L . WALTON* G < EDNETER* S Region I, Ph 1 1 ad e 1 ph la . Office of 
the Director 00 / 02/07 4 pp 


8004090435 Forward^ IE Insp F>epts 50-352/79-14 t 50-353/79-13 on 
79122()< 21 . 27 b 20 No none omp 1 1 anc c noted 

CARLSON. R T Region 1. Ph ) lad e Iph i at Reactot Construction i 
Engineering Support Oraiich 6Q/02/13 2pp 


—0004090438 IE Insp Repts 50 -'J 52 / 79 -l 4 f 50 - 353 / 79-13 on 791220 * 21*27 U 
20 No noncomp I lance noted f’lajor areas inspected QA pi ogram 
work activities t leioids b OC records of nonconf oriDaiKo 
reporting sys 

GAGE-L * CHAUDNAR/.S Region 1 . Philadelphia* Office of tbo 

Director EBNETER.S Region 1 . Philadelphia* Reactor Canstruction 

?v Enginoering Support BranLh 00 / 02/07 6 pp 


8004100099 Forwaids IE Insp Repts 50 - 352 // 9-13 b 50 - 353 / 79-12 on 
791212-13 ?< l /'-21 No nunc omp 1 1 anc e noted 

CARLBONi n T Region 1 . Philadelphia. Reactor Construction It 
Engineering Support Branch 80 / 02/13 2 pp 


—8004100112 IE Insp Repts 50 -J 52 / 79-13 50 - 353 / 79-12 on 791212-13 t 

17-21 Mo none oenp 1 I anc e noted ilajor areas inspected QA 
procedures, documentat 1 on fy *iiork activities pertaining to 
s torage. handl mg surveillance of safety-related cables 
EONETERi B D Region 1 . Pti J 1 ade 1 ph i a. Reactor Construction t 
Engineering Support Bi anch PAVLINO. K T • VARELA, A A Region 1 * 
Philadelphia. Office cf the Diiectoi 00 / 02/07 <i>pp 


8004090397 Advises that IE Bulletin 00 - 05 * ‘'Vacuum Condition Resulting 
in Damage to Chemical Vol Control Sys (CVC 8 > Holdup Tanks." 
was incorrectly sent for action No response required 
ORICR. B H Region 1 * Philadelphia, Office of tho Director 
80 / 03/17 Ip 


8004100421 Responds to lE Bulletin B 0 -Q 3 Chaicoal filters used will not 
be susceptible to charcoal leakage problems Filters from 
American Air hayp not been delivered to job site* but when 
received will verify screen attachnent sparing 
KEMPER. J S Philadelphia Electric Co B 0 /O 3/17 Ip 


8004230059 Ac k receipt or 800214 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Repts 50 - 352 / 79-11 U 
50 - 353 / 79-10 

CARLS 0 N*R T Region 1 , Philadelphia* Reactor Construction 
Engineering Support Ilranch 00 / 03/20 Ip 


— 0004230071 Responds to NRC 000111 Ur re violations noted in IE Insp 
Repts 50 - 352 / 79-11 I 50 - 35 J/ 79 -IO Corrective actions 
superintendents have been instructed to keep equipment 
covered 

KEMPER.J S Philadelphia Electric Co 80 / 02/14 Dpp 


—0004230079 Forwards IF Insp Repts 50 - 352 / 79-11 h 50 - 353 / 79-10 on 
/ 9 IOl 5 - 3 t f* 1101-15 r notice of violation 

CARLSON, R T Region 1 . Ph i lade 1 ph la. Reactor Construction & 
Engineering Support Brarich 60 / 01/11 2 pp 


— 8004230089 Notice of violation from insp on 791015-31 U 1101-15 

e Region 1 * Philadelphia. Office of the Director 79 / 12/27 2 np 


—0004230114 IF Insp l?epts 50 - 352 / 79-11 f* 50 - 353 / 79-11 on 791015-31 
1101-15 NoncompI I ance noted failure to protect safety- 
related item From const activities i*jheri stored t to follow 
weld pi occdures requirements to prevent undercutting 
MATTlGA. J C Region 1 . Philadelphia* Office of the Director 
MCGAUOHVrR U Region 1 * Ph 1 1 ade Iph la* Reactor Construction & 
Engineering Support ilranch 79 / 12 / 2 / I 4 pp 


8004150293 Forwards IE Inrq Notice 80 - 12 * “Inilrufnent Failure Causes 
Opening of PORv t Block Valve No specific action or 
response necessary 

GRIER* B H Region I* Philadelphia. Office of the Director 
00 /( 13/31 Ip 


DOCKETED ITEMS 


205 


9004090093 Foriuards Cltcular 90-05* ’’Efliergency Di&sel Generator 
Lubricating Oil Addition Onsite Supply " No ujritten 
response required 

ORlERi 0 H Region 1* Philadelphia* Office of the Director 
BO/04/01 ip 


8004110502 Forwards IE Info Notice 00-13* "OE Type SDM- Contiol Switches 
Defective CAM rollowers " Nd written lesponse required 
GRlERi D K Region 1* Fh i lade 1 ph i-a. Office of the Director 
80/04/02 ip 


8004240337 Forwards IE Info Notice 90-14* "Safety Suggestions Fi om 
Employees " No action lequiied 

ORlERiD K Region I* Ph i lade Iph la* Office or the Director 
80/04/02 ip 


8004160184 Forwards IE Circular 00-07* "Problems W/HPCI Turbine Oil 
8ys " No written response required 

GRiER/D H Region 1* Philadelphia* Office of the Director 
80/04/03 ip 


0004110063 Forwards IE Dulletin 80-07* "BWR Jet Pump Assembly Failure " 
No written response required 

GRIERrQ H Region S* Ph i lade Iph la* Office of the Director 
80/04/04 Ip 


8004230399 Forwards IE Rullotin 79-03Ai "Longitudinal Mold Defects in 
A8ME 8A-312 j T ype 304 Stainless Steal Pipe " Action required 
GRIERiD H Region 1* Philadelphia* Office of the Director 
00/04/04 ip 


0004180267 Forwards IE nulletm 00-08* ^'Exam of Containment Liner 
Penetration Nelds " Written response required 
GRI£R*D H Region 1* Ph i lade Iph la* Office of the Dlrectoi 
00/04/07 Ip 


8 Reportable occurrences* LCRs t* related correspondence 


8004300360 Forwards final deficiency repi re eloctrical raceway 
separation 

KEMPER*J 8 Philadelphia Electric Co 60/04/34 Ip 


--8004300376 Final deficiency ropt re electrical raceway separation 
Project QC Insp E-2 0 has been levised to include final 
acceptance insp to verify that separation requirements have 
been maintained Si training classes held 
e Philadelphia Electric Co 00/04/30 4pp 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT I 


A App 1 Icat lon/construc t i DTi stage documents ^ correspondence 


0004040031 Advises of issuance of NURE0-05QBi "Interim Staff Position 
on Environ Qualification of Saf ety-Related Electrical 
Equipment," providing guidance re methods for compliance 
ROBS* D F Division of Project Management 00/02/05 7pp 


0004020451 Forwards NRC 800126 t 0211 Urs to GE re mods to DWR 
cpntrol rod drive sys addl analyses of boiJoff rates 
respectively Further info & guidance to be issued in 
N(JREG-0619 

DAER*R L Light Water Reactors Branch 2 00/03/13 3pp 


8004020154 Forwards addl info re shortrtose sturgeon In Delaware River 
Concludes that continued operation of Unit 1, future 
operation of Unit 2 it const completion of Hope Creek unite 
will not jeopardlie existence of shortnose sturgeon 

REOAN, W H Assistant Director for Envl ronmontal Projects 80/03/14 
3pp 


8004170250 Responds to NRC 000314 biological assessment of Impact uf 
continued operation or const of facilities Forwards 
biological opinion S summary of informal consultation u/NRC 
re Salem Unit I Shortnoso stutgeon are not In jeopardy 
LEITZELLj T L Commerce* Dop t of» National Marine Fisheries Service 
80/04/15 20pp 


F Security* medical* emergency ir fi^e protection plans 


6004080077 Advises that submittal date for evacuation time estimates, 
requested by NRG 791226 ltr*has been postponed ponding OAO 
clearance under Federal Repts Act 

0RIME5iD*K Emergency Preparedness Task Force 80/03/11 4pp 


G Adjudicatory c oi r espondence 


0004040207 Comments on irresponsible way inteiyenois are being treated 
Sites case of ruling to allow Salem Unit 1 to operate 
despite no evidence that licensee could protec* endangered 
shortnose sturgeon 

COLEMAN. E C , COlEriAN*A C nffuidtiori Unknown 80/03/05 3pp 


0004090192 Explains c n c urns tanc es iiwolving 900222 sve of DNWL 
draft rept le measuiements of underground mining radon 
releases t NRC testimony of Rf1 Wilde re same rept Missing 
Page 6 encl 

UORDENICK, H Mealing OianCh 4 80/03/05 4pp 


8004030026 Memoiandum of understanding betwe<?n NRC 8* FEMA re prompt 
improvement in radiological emergency planning L 
prep aredness* d i s tr ibuted as Board notification 
■OOSBICK.L U Office o t- the Executive Diiector for Operations 
80/04/02 34pp 


8004300585 Responds to 791018 petitions requesting that Ccmmissian 
issue show cause order to suipend or i evoke OL for Salem 1 
t CPs for Salem 2 fj Hope Creek 14 2. fy stay issuance of OL 
for Salem 2 Request denied W/Ouector's decision 

DENTON, H R Office of Nucleai Reactor Regulation 00/04/10 Ip 


— 0004300590 Director's decision under lOCrR2 206 on E f* A Coleman 
petition requesting that Commission issue show cause order 
re facilities OL & CP issuances Request denied 

DENTON, H R Office of Nuclear Reactor Regulation 80/04/18 6pp 


— 0004300590 Notice of issuance / availability of Director's decision 
under lOCrR2 206 on A i- E Coleman petition requesting that 
Commission issue show cause order re facilities OL & CP 
issuances 

DENTON* H R Office of Nuclear Reactor Regulation 80/04/10 2p p 


— 0004300600 "Assessment or Impacts of Facilities on Shortnose Sturgeon. 
Acipenscr Drevirostrum Lesuer " 

MA3NIK.M T , W1LS0N*J H Office of Nuclear Reactor Regulation 
80/03/31 Ip 


H General correspondence 


8004030123 Responds to 790816, )ti re plans to reopen TMI- i * nu-c 1 ear 
plant const in NJ >* nuclear accidents Plant will not reopen 
until saf e ty-rela ted issues are resolved Provides info re 
plants in NJ No diseases resulted from TMl 

DENTON* H R Office of Nucieai Reactor Regulation BO/03/03 2pp 


— 8004030129 Opposes restart of TMI-l< const of nuclear plants in NJ it 
nuclear accidents due to health haiaids 6 risks to public 
safe ty 

F0STER*K Affl I talion Unknown 79/08/16 2pp 


Q Inspection reports* IK Bulletins correspondence 


0004100152 Ack receipt of 800213 Itr informing NRC of steps taken to 
correct violations noted in IT Insp Repts 50-354/79-09 it 
50-35S/79-0Q 

CARLSON, R T Region 1* Philadelphia* Reactor Construction & 
Engineering Support Branch 00/03/12 ip 


—8004100157 Responds to HRC 6u0li5 Itr re violations noted in IC Insp 
Repts 50-354/79-09 t 30-355/79-00 Corrective actions opened 
new pour cards* updated concrete repair filing sys & revised 
Tech Specs bWP/P-C-l 

MARTIN, T J Public Service Electric S* Gas Co of New Jersey 
80/02/13 2pp 


—0004100158 Forwards IE Insp Repts 50-3D4//9-09 t 50-355/79-06 on 
791126-30 ti notice of violation 

CARLSON, R T Region 1* Ph 1 ladelph ia* Reactor Construction it 
Engineering Support Branch 80/01/15 2pp 


— 8004100160 Notice of violation from insp on 791126-30 

■*» Region 1* Phi ladelph la. Office of the Director 80/01/li Ip 


— B004100169 IE Insp Repts 50-354/79-09 K SO-3S5/79-O0 on 791126-30 
Noncomp i lance noted failure Co issue supplementary concrete 
pour card after signing off concrete placement checklist on 
pour w/def 1C lent areas remaining to be repaired 
MCOAUOHV, R W Region 1, Ph 1 ladelp h ia , Reactor Construction i' 
Engineering Support Branch VARELA, A A , BATEMAN, W H Region 1* 
Philadelphia* Office of the Directoi BO/Dl/ll lOpp 
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0OO4O9O3'?0 Ad/iSflS that IE Rulletin bO-^*5, Wacuun Co-nd 1 1 1 oh Resulting 
jn Damage to Chemical ''ol Control Sys (CVCS> Holdup Tanks." 
i^as incorrectly tent fui action ho response required 
GRIER, B H Region 1, Philadelphia. Oftice ot the Director 
60/03/1/ Ip 


0004250234 Resoonda IF auUetin SO-03 Completed investigation 
flipected by 800501 * pend mg response from Bechtel 
martinet J Public Set«ir@ Electric * Gas Co of Neu Jersey 
00/03/21 ip 


8004150299 roiu)ard-» It Inro hotice 30-12, 'Instrurkent Failure Causes 
Opening of PQRV f Ulocl Valve ' Ho speciric action or 
response netessaiy 

GRIER/D H Region 1. Philadelphia. Office of the Director 
80/03/3t Ip 


B004090099 Forwards IE Circular 80-05. '• Cmnrgericy Diesel Generator 

Lubricating Oil Addition ^ Onsite Supply " No uintten 
response required 

ORIER, B H Region 1, Ph l lade 1 ph i a . Office of the Directoi 
80/04/OJ ip 


0004110507 Forwards IE Infc llotice 00-13, "GE Type BftM Control Switches 
Defective CAM Follower. ' ho written response required 
ORlERiD H Region I, Philadelphia. Office of the Director 
BO/04/02 Ip 


800434034b Forwards IE Info Motice 80-1 ^'Safety Suggestions From 
Employees “ No action required 

ORIERpB H Region 1. Ph i ladelp h i a. Office of the Director 
aO/04/02 Ip 


800419010b Foiwards lE CiTCular 00-07, ’’Problems U/HPC I Tutbine Oil 
Sys " No written response required 

CRIER, BH Region I, Philadelphia. Office of the Director 
80/04/03 Ip 


0004110071 Forwards IE Bulletin 80-07. ”DHR Jet Pump Assembly Failure " 
No written response lequtred 

GRIER.BH Region 1. Philadelphia. Office of the Director 
80/04/04 Ip 


0004230455 Forwards IE Oullotin 79-03A. -’Long i tudina I Held Defects in 
ASHE SA~3l2,Typc 304 Stainless Steel Pipe Action required 
ORIER.B H Region 1> Ph i lade 1 phia. Ofrice of the Director 
aO/04/04 Ip 


600416027b Forwards IE Bulletin SO-Odi ^'Exam of Containment Liner 
Penetiation Helds " Uritten response i equired 
CRIER. 0 H Region ). Philadelphia. Office of the Director 
80/04/07 tp 


S Reportable occurrences, lERs I related correspondence 


6004000109 Ack leccipt of 0OOJO3 interim deficiency rept re main steam 
pipe spools 

CARLSON. R T Region 1. Philadelphia. Reactor Construction & 
rnftfn»*rtng Support Branch 60/03/12 Ip 


14 Interim deficiency rept re main steam pipe spools OE issued 
tions to restore affected wall thickness to original 
equlremrnt Final lept will be submitted by 000321 
ubllc Service Electric 2« Gas Co of New Jersey 80/03/03 


of 000314 interim deficiency rept re discrepancy 
d wire 

t, Ph 1 1 ade Ipti la, Reactor Construction- (< 

BO/03/31 Ip 


1 procurement of 
air of 
rcuel d kng 

MARTIN. T J Public Bernice Electric U Gas Co of New Jersey 
80/03/14 2pp 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION, UNIT 2 


A App I Icalion/c onstruc 1 1 on stage documents t correspondence 


0004040031 Advises of issuance of NUREO-OSBe, ‘‘Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment," providing guidance re methods for compliance 
ROSSiD F Division of Project Hanagsment 00/02/05 7pp 


0004020451 Foiuard^ NRC 800120 ♦. u2U Itrs to GE re mods to BUR 
control rod drive sys t, addl analyses of hoiloff rates 
r« s p ec 1 1 .rely Furthei info guidance to be issued in 
NUREC~0bl9 

BAER, R L Light Water Reactors Br«nch 2 80/03/13 3pp 


8004020154 Foi wards addl info re shortnose sturgeon in Delaware River 
Concludes tba^ continued opetation of Unit 1, future 
Operation of Unit 2 t const completion of Hope Creek units 
will not jeopardiie eiistence of shortnose sturgeon 

REGAN, W H Assistant Diiectoi for Environmental Projects 00/03/14 

2pp 


a004020ib3 ’'Assessment ot Impacts of Salem 8 Hope Creek Btallons on 
Bhortnosc Sturgeon, Ac i penser Brevirostrum Lesoer ” 

MASNIK.H T Office of Nuclear Roactor Regulation 80/03/03 
llOpp 


0004170250 Responds to NRC 000314 biological assessment of impact of 
continued operation or const of facilities Forwards 
biological opinion t summai y of informal consultation w/NRC 
re Salem Unit 1 Sbortnose sturgeon are not in jeopardy 
LEITZELL.T L Commerce, Dept of. National Marine Fisheries Service 
eO/04/15 20pp 


F Security, medical, emergency 4 fire protection plans 


6004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Iti.has bebn postponed pending OAD 
clearance under Federal Ropts Act 

GRIMES, D K Emergency Preparedness Task Force 60/03/ 1 t 4pp 


G Adjudicatory correspondence 


8004040207 Comments on irresponsible way intervenars are being treated 
Sites case of ruling ho allow Salem Unit ) to operate 
despite no evidence that licensee could protect endangered 
shortnose sturgeon 

COLEMAN,? 0 Affiliation Unknown 00/03/05 3pp 


0004090192 Explains circumstances involving 600222 sve Of DNHL 
draft rept re measurements Of underground mining radon 
releases t* NRC testimony of RM Hilde re same rept Missing 
Page b enc 1 

OORDENICK, 0 M Hearing Branch 4 00/03/05 4pp 


6004030026 Memorandum of understand i ng between NRC FEMA re prompt 
improvement in radiological emergency planning tt 
preparedness. di stributed as Board notification 
CQSSICKiL V Office of the Executive Director for Operations 
80/04/02 34pp 


8004300565 Responds to 791016 petitions requesting that Commission 
issue show cause order to suspend or revoke GL for Salem 1 
Ik CPs foi Salem 2 ^ Hope Creek 1 {,< 2, & stay issuance of OL 
for Salem 2 Request denied W/D irector 's decision 
DENTON. H R Office of Nuclear Reactor Regulation 80/04/10 Ip 


--0004300590 Director's decision under 10CFR2 20b on AkE Colemen petition 
requesting that Commission Issue show cause order re 
facilities QL k CP issuances Request denied 

OEMTON.H R Office of Nuclear Reactor Regulation 00/04/18 6pp 


— 8004300590 Notice of issuance i availability of Director's decision 
under 10CFR2 206 on At,E Coleman petition requesting that 
Commission issue show cause order re facilities OL C, CP 
tssuanc os 

DENTON. H R Office of Nuclear Reactor Regulation 00/04/10 2pp 


— 8004300600 "Assessmont of Impacts of Facilities on Bhortnose Sturgeon, 
Acipenssr Dieviroetrum L«suer '* 

MASNIK. M T Office of Nuclear Reactor Regulation 00/03/31 Ip 


H General corresp andcnco 


8004030123 Responds to 790016, Itr re plans to reopen TMI-t, nuc lear 
plant const ih NJ k nuclear accidents Plant will not reopen 
until safety-related issues are resolved Provides info re 
plants in NJ No diseases resulted from TMI 

DENTON. H R Office of Nuclear Reactor Regulation 00/03/03 2pp 


— 0004030129 Opposes restart of TMI-l, const of nuclear plants in NJ i 
nuclear accidents duo to health haiards k risks to public 
sa fety 

FOBTERpK Affiliation Unknown 79/00/16 2pp 
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Q Inspection reports. IF liuHctins J correspondence 


0004100152 Ack receipt of 800213 Jtr informing NRG of steps taken to 
correct violations noted in IE Insp Repts 50-354/79’*09 fc 
50-355/79-00 

CARLSDN. R T Region 1. Ph i 1 ad e 1 p h i a . Reactor Construction I 
Engineering Support Branch 00/03/13 Ip 


--0004 1001 57 Responds to NRC 000115 1 tr re violations noted in IE Insp 
Repts 50-354/79-09 ?< 50-355/79-00 Corrective actions opened 
neio pour cards, updated concrete repair filing sijs & revised 
Tech Specs SWP/P-C-l 

MARTIN/T J Public Service Electric 4- tias Co of New Jerseg 
00/02/13 3pp 


— 0004100159 Forwards IE Insp Repts SO-354//9-09 50-355/79-00 on 

791J2A“30 notice of violation 

CARLSON.R T Region 1. Ph i ladel ph ia. Reactor Construction & 
Engineering Support Branch 80/Ot/lS 2pp 


— B0041001&0 Notice of violation from insp on 79I12&-30 

* Region If Ph i ladel ph ia, Office of the Director BO/Ol/il Ip 


— 8004100U8 IE Insp Repts 50-354/79-09 it 50-355/79-0B on 791126-30 
Noncompliance noted failure to issue supp lementarg concrete 
poor card after signing off concrete placement checklist on 
pour ui/doficlent areas remaining to be repaired 
MC0AUQH7f R W Region 1. Ph i 1 adei ph la# Reactor Construction & 
Engineering Support Branch VARELA. A A . BATEMAN/ M H Region 1/ 
Philadelphia/ Office of the Director 00/01/11 lOpp 


6004090398 Advises that IE Bulletin 00-05/ "Vacuum Condition Resulting 
In Damage to Chemical Vol Control Sg s (CVC8) Holdup Tank*/" 
was incorrectly sent for action No response req.i^ii'od 
ORIER/D H Region 1/ Philadelphia/ Office of the Director 
90/03/17 Ip 


8004250224 Responds to IE Pulletln 00-03 Completed investigation 
expected by 800501/ pending response from Bechtel 
MARTINfT J Public Seivice Electric it Oas Co of New liersey 
80/03/21 Ip 


9004150299 Forwards IE Info Notice 80-12/ "Instrument Failure Causes 
Opening of PORV ?i Block Valve " No specific action oi 
response necessary 

ORIER/D H Region 1/ Philadelphia. Office of the Diiecto-r 
80/03/31 Ip 


0004090099 Forwards IE Circular 80-05. "Emergency Diesel (Generator 
Lubricating Oil Addition it Onsite Bupplij *' No written 
response required 

ORIER/D.H Region 1. Philadelphia/ Office of the Director 
80/04/01 Ip 


8004110507 Forwards IE Info Notice 80-13/ "OE Typa 8DM Control Switches 
Defective CAN Followers " No written response required 
ORIER/D H Region li I»h I lade] ph la. Office of the Director 
80/04/02 Ip 


8004240346 Forwards IE Info Notice 80-14. "Safety Suggestions From 
Employees '* No action required 

ORIERiB.H Region 1. Ph 1 lade Iph la. Office of the Director 
80/04/08 Ip 


8004180186 Forwards IE Circular 00-07/ “Probloms W/HPCl Turbine Oil 
Sys No written response required 

ORlER/D K Region I# Philadelphia/ Office of the Director 
00/04/03 ip 


0004110071 Forwards IE DuUetin Q0-07i "DWR Jet Pump Assembly Failure 
No written response required 

ORIER/B H Region 1/ Ph i lade iph iai Office of the Director 
80/04/04 Ip 


0004230455 Forwards IE Bulletin 79-03A/ "Long itud Inal Weld Defects In 
A8ME SA-3i2iType 304 Gtainless 8t«el Pipe " Action required. 

ORlERiB K Region I, Philadelphia/ Office of the Director 
80/04/04 Ip 


0004180276 Forwards IE Bulletin 00-09. "Exam of Containrtient Liner 
Penetration Welds " Written rasponse required 
ORlERrB H Region Philadelphia/ Office of the Director 
80/04/07 ip 


S Reportable occ ui ? encea. LER 4 lela^'ed cori espondence 


8004090314 A-c k receipt of 000211 interim deficiency rept advising that 
investigation of suiface indication u^/s not yet completed 
Complete rept should be submitted when required info is 
ava liable 

CARLSON/ R T Region 1/ Ph i i I ph i a. Reactor Can s t rut. 1 1 on t/ 
Engineering Suppoi t Branch 80 >'03/06 Ip 


— 0004090317 interim deficiency rept le surface Indication on reactor 
pressure vessel Grinding rework to investigate indication 
Will commence 800215 i be completed by 000230 
MARTIN. T J Public Service Electric i Gas Co of New Jersey 
00/02/11 2pp 


0004000109 Ack receipt of 000303 interim deficiency rept re main steam 
pipe spools 

CARLEoih R T Region (. Philadelphia. Reactor Construction V 
Engineering Support Branch 00/03/12 Ip 


' — 8004000114 Interim deficiency rept le mam steam pipe spools OE issued 
instructions to restoie affected wall thickness to original 
GE spec requirement Final rept will be submitted by 800321 
MARTIN Public Service Electric i Gas Co of New Jersey 00/03/03 

2pp 


0004280171 Ack leceipt of 000314 intetjm deficiency lept re discrepancy 
in procurement of weld wire 

CARLSON/R T Region 1. Philadelphia/ Reactor Construction 4 
Englneeiing Support Branch 80/03/31 ip 


— 8004280174 Interioi deficiency rept re discrepancy in pi ocuremont of 
weld wire Pittsburgh Des Moines has completed repair of 
stiffeners where coupon^ wore temoyed i removal i rewelding 
of seams of heat I D A8913 

MARTIN'T J Public Service Electric f Gas Co of New Jersey 
00/03/14 2pp 


DOCKET 50-356 UNlV OF ILLINOIS LOPRA RESEARCH REACTOR 


Q Inspection reports. IF Rulletiha i correspondence 


0004110259 Forwards IE Insp Repts 50-151/00-01 i 50-356/80-01 on 
800204-06 No noncomp 1 lance noted 

DAVIS/A n Region 3/ Chicago. Fuel Facility i Materials Safety 
Branch 00/03/03 2pp 


—8004110274 IE Insp Repts 50-151/80-01 i 50-356/00-01 on 000204-06 No 
noncomp 1 lance noted Major ai'eas inspected emergency 
planning Including support prnc edures/ personne I Interviews, 
review or training i drills i insp of equipment 

E8SI0. T H NRC Regional Offices GREER. R J Region 3, Chicago. 
Office of the Director 00/02/2? 4pp 


DOCKET 50-358 WILLIAM H 71MMER NUCUAR bTATlDN. UNIT I 


A App Hcatl on/canstruc tion stage documents i. correspondence 


0004040031 Advises of Issuance of NUREG-O50B/ "Interim Staff Fosition 
on Environ Qua 1 1 f i ca tion of Sa fety-Re Lated Electrical 
Equipment/" providing guidance re methods for compliance 
RQ88/ D F Division flf Project Management 00/02/05 7pp 


8004040017 Submits addi guidance to NUREG-0500/ "Interim Staff Position 
on Environ Oual i f 1 c ail on of Safety-Related Electrical 
Equipment " Requests review of equipment qual i f Icati on 
documentation to identify degree of compliance 
R088/ D F Division of Project Management 80/02/21 3pp 


6004020466 Nolificatlan of 800326 t 2/ meeting w/representatl ves from 
Mark tl owners group in San Jose/CA to discuss Mark II 
Create Tost Program. 4T c/o tests 4 foreign teats 
ELTAWILA/F Containment Systems Branch 80/03/10 I2pp 


8004030122 Notification of 800326-27 meeting w/Mark It owners group. 
NRC consultants L G£ In San Jose.CA to discuss Mark II 
Creare test program/ 4T C/O i foreign tests Topics are 
proprietary Agenda end 

ELTAWILAi F Containment Systems Branch 80/03/10 I2pp 


0004040474 Bumoiary of 000227 meeting w/Mark II owners group re status 
of several long-term program tasks / Inc I ud Ing Tasks A 17/ 

A 16 S' task related to utillration of foreign test data 
ELTAWILA/F Containment Systems Branch 80/03/10 I04pp 
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Q00403(j24ti Rfjquest, o »* torri at notiLe ♦‘or order eitendiT^g 

const complptlon diateit-ri include addl s-tote merits re c-nvuon 
c ons i d erat i c n 5 Pevisioti should be effective as of factlltij 
notice 

CHR1STFN3URV. E Hearings Division t'O/OD/g? Ip 

0OO425OO(^ij Uoli t-xcation or S'jt'S»‘l-e.2 ineetiTig \i>/wtil in llos c out OH to 
discuss forecast panel site visit 

PELTIEfir I A Light Watei R&actois Uranch 1 00/04/09 4pp 

900415030J Responds to NRc 800av,‘J itr ie environ qo«a 1 i t - 1 c a i on of Class 
IE instrumentation h eloctrival equipment Completion of 
documentation review eipec-ted bij 8006)5 Requests info on 
mods to NUREG-'O50& lesulting fi om comment process 
FLYNN. J D Cincinnati i5as 5 Electric Co 90/04/10 Ip 


6004300064 Summery of 8003243-27 meetings w/Mark M owners group in San 
jQsejCfi re discussion of NRC concerns on data from Creafe 
tests }j foreign full-suale test programs V relationships w/ 

Mark II designs 

ELTAWlLArE Containment Systems Dianch BO/04/14 22pp 


F Security, medical, emergency * fne ptote-ction plans 


0004060077 Advi9>»s that t>utmittal date tor evacuation time estimates, 
requested by NHC 791526 Itr.haa been postponed pending G/\0 
clearance under Federal Repts Act 

CRIMES. B K Efrergencg Pieparednbss TasW Foice 80/03/Ll 4pp 


0004500017 Forwaids Revision 15 to "Fire Protection Evaluation Rept. 
submitted as lesponsos to questions 

DQROMANN.E a Cincinnati Cdis t Electric Co 80/04/25 Ip 


— B00428O322 "Fire Piotection Evaluatioii Rept." Revision 15 
* Cincinnati Oas V Electric Co 00/04/30 7pp 


0 Adjudicatory con espond ence 


8004030339 Response to State of KY SO-0304 petition to intervene as 
interested state If participation granted, re emergency 
p lanninj. State of KV must entei proceeding )ti present stage 
of development Certificate of Sve end 

CONNER,! D , WETTERHAHT-I- H J Cincinnati Oas V Elec true Co 
CONNER,! D Conner, Moore *» Corbar 80/03/ 19 4pp 


B0041004E6 Petition foi 1 eavp to intervene by Zimmer Area Citiiens 
h Ziffmor Area Citiiens of k* Y Petitioner is concerned 
about proximity of elementary ft secondary schools to nuclear 
power plant Certificate of Sve enc L 

DENNlb0f4, A n Affi I lation Unknown DENN1S0N,AB Affiliation 
Unknown 80/03/24 9p p 


0004070182 Response in suppoil of State of KY participation as 
interested state State emergency p rep ar odti e s s plan involved 
in safe opeiation of facility Recommends admission at 
present stage of dB./e 1 opment 

SARTH. C A Hearing Branch 3 SO/03/26 4pp 


60040B0592 Memorandum f order admitting State of KY as interested 
state, si'bj to taking proceeding as found in present Stage 
Order taken w/o GO Bright par t i c ipati on 

DECHHQEfER. C Atomic Safety and Licensing Board Panel 60/04/01 
Spp 


8004030026 Memorandum of unaerstand tng between NRC ft, FEMA re prompt 
improvement in radiological emergencij planning t« 
preparedness, d IS ti Ibuted as Board notification 
COSSICKi L U Office or the Executive Director for Operations 
00/04/02 34pp 


G0042201S6 Requests denial of Zimmer Area Citiiens ft. Zimmer Area 
Citiiens in KY petitions to intervene as interested person 
Petitioner has failed to demonstrate good cause for late 
filing Certificate gf S''C end 

CONNER.! B Cincinnati Gas I Electric Ca CONNER, T D Conner, 
Moore S Corter 60/04/07 fiQpp 


0OO4i0(}l}l Responds to GQ03?t inquiry, on bahalf of Miami Valley Power 
Project, re cost of subpoenaing SH Hanauer to testify at OL 
proceedings NRC regulations dn not permit ISRC personnel to 
be Subpoenaed for NR-C proceedings 
BARTH, C A Hearing Branch 3 80/04/10 Spp 


--60041G0203 Inquires, on behalf of Miami Valley Power Projects re cost 
of subpoenaing SH HaneusT to testify at GL proceedinoi on 
status of info available from Mark 1) owners group 
OILLMAN, D Affiliation Unknown 80/03/21 Ip 


8004210445 Response re t q.iirnt nd i ng that Zimmei Area Citnens 900321 
petition to intervene be gTaritsd, provided that contentions 
10 emeigEncg planning / ladiological monitoring be filed in 
20 dags Certificate of Sve oiicl 
BARTH. C A Hearing Blanch 3 00/04/10 9pp 


H General c or i esp ond enc e 


7908150559 Discusses /90530 Iti suggestitig training of licensed 
operating personnel in handling casualty conditlona & 
emergency situations Outlines possible future NRC role re 
conducting *■> observing in-plaiit drills 

MATTSON. R UiTisiOfi of Systems Safe-ty 79/07/17 2pp 


— 7909150564 Submits suggestions le need for more operator training in 
handling casualty cord i t i ons. in-p lani casualty training 
during refueling. k, Litiliiation of emergency teams during 
extreme casualty conditions 

ADAMS, J E Affiliation Unknown 79/05/30 3pp 


8004090157 Submits inquiry re fee requirements if subpoenaed to testify 
at OL hoarinQs on info available from Mark 11 owners group 
OILLMAN. D Miami Valley Powet Project 80/03/21 Ip 


I Financial information 


8004040340 Forwards Annual Financial Rept 1979 for ut 1 1 , Co 1 utnb u s & 
Southern OH Electiic Co f Dayton Pouer t' Light Co 
DOR G MANN. £ A Cincinnati Gas t/EIectiicCq 80/04/01 Ip 


-'-6004040343 Annual Financial Rept 1979 

■* Cincinnati Gas 5 Flcctiic Co GO/01/23 32pp 


■'-8004040350 Annual Financial Rept 1979 

^ Columbus fy Southern Ohio Electric Co 60/03/07 36pp 


—6004040355 Annual Financial Rept 1979 

« Dayton Powet ft Light Co 80/02/06 35pp 


Q Inspection repoi ts. IE Bulletins t< correspondence 


0004210134 Forwards tC Insp Rept 50-350/80-03 on 800122-24 & notice of 
V i atat i on 

FIORELLliG Region 3> Chicago. Reactor Construction ft< Engineering 
Support Branch 80/02/29 Spp 


— 0004210137 Notice of violation from insp on 000122-24 

» Region 3. Chicago, Office of the Director BO/OS/31 2pp 


— 8004210143 rt Insp Rept 50-350/80-03 on 800122-24 None omp 1 ianc e noted 
failure to comply w/deslgn requii emonts in approved test 
p roc ed ur es 

VANDELi T E , GALLAGHER. E J , «N0R, R C Region 3. Chicago, Office 
of the Director 80/02/21 6pp 


6004300014 Forwards IE Insp Rept SO-CBSB/ 79-36 on 791114-15.000120-31 
0201 No noncomp 1 lance noted 

HETSHHAN. H F Region 3. Chicago, Reactor Operations Nuclear Support 

Branch 80/02/29 2pp 


—6004300022 IE Insp Rept 50-359/79-36 on 791114-15.000120-31 ft« 0201 
Nd noncomp 1 lance noted Major areas inspected pr eoperatlona 1 
test program Including test procedure review, I Icense audits, 
unresolved items ft. fuel insp 

STREETER J F . MAURA, F ftogiori 3, Chicago, Office of the Director 

80/02/22 6pp 


0004100123 Forwards IF Info Notice BO-00, "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

ViEPPLER,J O Region 3, Chicago, Office of the Director 80/03/07 
1 P 


8004160009 Responds to IF Bulletin 80-03 re loss of charcoal from std 
adsorber cells Plant has no charcoal adsorbei filter beds 
supplied by Flanders Adsorbers supplied by CVI Penwalt Gorp 
& Am erica n Air Filter 

BOROMANN, E A Cincinnati Gas Electric Co 80/03/21 Spp 


9004150163 Forwards IC Info Notice 00-12. "Instrument Failure Causes 
Opening of PORV ftt Block Valve "■ No specific action or 
reeponso necessary 

HEPPLER, J G^ Region 3, Chicago, Office of the Director 00/03/31 
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9004080694 Foruiards IG Circular 00-05/ "Emergenci^ Diesel Oener^toi 
Lubricating Oil Addition S' Dnsite Supply " No uiritten 
response required 

KEFPLER/ J 0 Region 3. Chicago^ Office of the Director 80/04/01 
ip 


8004150024 Forujards IE Info Notice BO-13. "GE Type SDM Control Siuitchen 
Defective CAM Pollotuers '* No specific action or response 
r eq,u ircd 

KEPPLER/J G Region 3. Chicago. Office of the Director 00/04/02 

IP 


9004180037 Foruiards attachments to IE Circular BO-03. "Protection From 
Tone Gas Haiards/" inadvertently omitted from 800306 
transml tta I 

KEPPLER, J 0 Region 3. Chicago. Office of th® Director 00/04/02 

Ip 


0004220113 Forwards IE Info Notice BO-14, "Safety Suggestions From 
Employees " No action required 

KEPPLEfti J 0 Region 3, Chicago* Office of the Director 80/04/02 

Ip 


B004220344 Forwards IE Circulai BO-07. "Problems U/HPCl Tuibine Oil 
Bys " No written response required 

KEPPLER* J 0 Region 3» Chicago* Office of the Director 00/04/03 

IP 


B0041 10032 Forwards IE bulletin 0O~O7i "DWR Jet Pump Assembly Failure 
NO written response required 

KEPPLER* J G Region 3, Chicago* Office of the Director BO/04/07 

Ip 


8004230207 Forwards IE Bulletin 79'03A. "Longitudinal Ueld Defects In 
A9ME SA-3l2,Typo 304 Stainless Steel Pipe " Action required 
KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/04/07 
ip 


8004220100 Forwards IE Bulletin 80-00. "Exam of Containment Liner 
Penetration Melds " tJritten response i equired 

KEPPLER. J 0 Reglnn 3. Chicago. Office of the Director 00/04/09 

IP 


8004300592 Ack receipt of 000310 Kr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-358/79-37 
FlORELLIiG Region 3. Chicago, Reactor Construction Engineering 
Support Branch 80/04/11 Ip 


— 8004300604 Responds to NRC 800215 Itr re violations noted in IE Insp 
Rept S0-3S8/79-37 Corrective actions pipe support insp 
program revised generation const dept requested to prepare 
procedure for preparat ion, d i s tr ibution & revision of depi 
DORGMANN. E A Cincinnati Oas t Electric Co 80/03/18 Ip 


S Reportable occurrences, LERs i rolatorf correspondence 


0004160215 Ack receipt of 800314 Interim deficiency rept re Anchor/ 
Darling gate valves NRC will review matter upon rocelpt of 
final rept 

FlORELLt.O Region 3, Chicago* Reactor Construction Si Engflneering 
Support Branch 80/04/01 Ip 


U Congress lonal/E)(ecut ive Correspondence 


0004140252 Responds to 800207 Itr re c onst i tuent group concerns about 
facility Util required to comply u/f i nanc ial protoctlon & 
indemnity provisions of PrJ co-Anderson Act 10CFR140 prior 
to OL issuance W/FES, Sec ti on 0, re need for power 
DIRCKSiM J Office of the Executive Director for Operations 
00/03/25 2pp 


— 0004140262 Requests info on behalf of canatituent group re possible 
radiation exposure caused by accident similar to Thl“2 
event Lists areas of concern 
HOPKINB, L J House of Rep 60/02/07 ip 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


A App 1 i c a ti on/c on s true k i on stage documents correspondence 


8004040031 Advises of Issuance of NUREO-0580, 'interim Staff Position 
on Environ Qualification of 8af ety-Re lated Electrical 
Equipment." providing guidance re methods for compliance 
RD88r D F Division of Project Management qO/ 02/05 7pp 


0004040017 Submifs add 1 guidance *0 NURtG'OSBO. 'Interim Staff Position 
on Environ Qua 1 1 f i c 3 I i on ot ?a ieiy-Wel ated Electrical 
Equipment " Requests re»iew or equipment qualification 
documentation ^o identity degree or compliance 
ROBS. D F Division of Pro-jec» Management GO/02/21 3pp 


800423005B Requests into ie auiiliary feedwater sys per Bulletins t 
Orders Task Fotco re.^iew of 1MI~2 accident Info should be 
providsd as amend to applicatioi, Submittil schedule should 
include NRC approval pTioi to issuance of OL W/enc I 
ROSS. 0 F Division of Project Management BO/OS'^IO 53p p 


SOO411OO20 Forwards requests fui addl info re FSAR review Addl open 
item concerns appioval or analysis methods used for loss of 
flow trans 1 enis. d ep end 1 ng on appiosal of CENBR code 
described in CtNPD-177-P 

BAERjR L Light Uatei Reactors Bianch 2 80y03/20 l5pp 


8004030181 Forwards info lequested by NRC 800117 **elcon re confirmatory 
analysis of shutdown cooling line Index to piping layout, 
isometric sheet S pipe suppoit drawings cnc 1 

HAYNES. J G Southei n California Edison Co 80/04/01 16pp 


—0004033106 "Quality Class 1 t 1 1 , ASMC Code. Section III Design Spec fot 
RCS Piping Comp Dnents. 5y s 1201 ‘ Thiity-two oversixe 

drawings end 

« Dechtcl Coip 79/05M0 400pp 

8004290133 Summary of 600305-07 meetings w/Fnends of the Earth in San 
Diego. CA re seismology 6 citrergeticy preparedness concerns 
RQOD.H Light Mater Reactors Bianch 3 00/04/10 6pp 

0004220570 Notifies that difficulties w/proposed memorandum of 
agreement re tiansmssion project have been resolved to 
satisfaction of CA Ofe of Histciic Preseivation NRC should 
forward agreement to advisoiy council for action 
MELLON. K California. State of 00/04/lS ip 


0004290640 Forwards data on which review of seismic reflection profiles 
within 25 km San Clnofre will be based Response to NRC 
000320 request will be ptovided by approx B00425 
BASKIN, K P Southern Califotnia Edison Co 80/04/10 6pp 


8004300011 Forwards LANDSAT photogiaphs of southern CA to facilitate 
Geosciences Branch review Photographs will be* referenced In 
F6AR. Section 1 0 

BASKIN. K P Southern California Edison Co Q0/04/1B Ip 


D NRC Draft/Firial Environmental Statements, suppls & coi respondence 


Q004300375 Responds to NRC 000317 request Forwards revised tables from 
DES re operation of fac 1 1 1 ty , Inc I ud mg recorded data from 
1976-79 t« projections for 190O-B5 Tables show production 
costs. peak demand, energy requirements 6 reserve margins 
BASKIN. K P Southern California Ldison Co 80/04/11 6pp 


r Security, medical, emei getic'j I fire protection plans 


8004000077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 lir.has been postponed pending GAO 
clearance under Federal Repts Act 

GRIMES. B K Emergency Preparedness Task Foi c b BO/03/11 4pp 


6004060S}S Forwards review summary of fire protection covering Items 
3 t 6r f oam suppression sys. 3 1 7, gas suppression sys **3 2 
3, turbine bldg structure Items 3 1 1.3 1 2.3 i 5 are 
partially completed V summai y will be provided accordingly 
HALL, R E Brookhaven National Laboratory 80/03/31 I6pp 


8004080395 Notifies that combined response to NRC 791211 000324 Itrs 

re safeguards contingency plan will be sent by 800421 
HAYNES. J O Southern California Edison Co BO/04/01 Ip 


8OO4230320 Forwards ravxsion to BNL 800331 Itr re Items 3 1 1 15), 3 1 2 
(b>,3 1 5(d), 3 1 6# 3 1 7(al,3 i 7(b). 3 1 I5(b> St 3 2 3 for 
fire protection review 

HALL, R E Brookhavan National Laboratory 80/04/16 t6pp 


80043D0363 Notifies NRC that util requires addl time to revise 
safeguards contingency plan as described in NRC 800324 Itr 
Revised safeguards plan will be forwarded by B0D512 
BASKIN, K P Bouthern California Edison Co 60/04/21 Ip 
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G Ad jud icator*j cot r e s pond eni, e 


aOO*MOOA/7 SLipulatlori &jtcndin-g t ijtie #«jr a'v&ULters of anterv®Ttor 
Fiiffttds of the Earth thud sat in ter rogator > e-s 
C«rtiricate of S\.c one I 

PIGOTTfD Southern Cali^ortUd Edison Co PIGQTT, D R Chichering 

t Oregori/ 0O/O3('Ol> 4p p 


QQ04100S37 Raspohse to third set or i ntet r ugator i es Inlcudos info re 
persons ansuienng j nfen oga t orie» i/ biiiie period uherv 
applicant decided to cuTistruct nucleai plant Certificate 
op S^c U Pigott vet i P ice 1 1 on enc I 

PiGOTT.n R Sauthern California Edison Co PtGOTT*D R Chlctering 
i> Oregorg 80/O3/1B 25pp 


800403002i> Memorandum of understanding b?tueen NRC fr FEMA ro prompt 
impr Qvemen t in radiological enei'gencg planning t 
preparedne 9B' d 1 s tr ibut ed a% Qoai d notification 
OGSSICHiL y Office of the Eiecutivc Director tor Operations 
ao/04/0a 3dpp 


H Oeneial correspondence 


Q0041501BS Responds to BOOSc^l Itr opposing issuance of QL for 
facilities Public hearings in vicinitg of plants luil) 
probablg be held nait g«ar 

HAMCHETT/J 0 Region 5. San Francisca, Office of th® Director 
80/03/ 11 Ip 


— B004150195 Requests that hJRC not issue QL to util for proposed addl 
generating stations Continued operation of present facilitij 
represents imcnediatc hazard to life tt propertg All nuclear 
plants leak radiation should be shut domn 
SVESLOSWY.F Affiliation Unknown 60/02/21 Bpp 


80040204^2 Farujerds Commission statenrent of pol ieg on conduct of 
adjudicatory proce ed ings* Rob 1 i shed in 791109 FR W/o end 
CHANDLER, L J Heariiris Branch I BO/03/17 Ip 


0 Inspection reports, IE Bulletins *a correspondence 


8004210161 Forwards IE Insp Repts •50-36l/e0**02 U S0'>3t2/80-0l on 
900103-04 t 21-28 ho noncomp I lanc e noted 

SPENCER, G S Region 5. San Francisco. Reactor Construction t 
Engineering Support Branch 80/03/11 2pp 


--9004210196 IE Insp Rept 50-361/60-02 I 5O-362/Q0-01 on 600103-04 I 
51-28 No noncomp 1 larice noted Hajor areas inspected const 
acti vit les, iht lud I ng reactor pressure vessel & internals 
protec t ton, def ic t enc y followups fire m fuel pool area 
HAYNES, R C Region 5i San Franciscoi Reactor Construction tc 
Engineering Support Drancb PATE, R J Region 5< San Francisco, 
Office of the Hirector 80/03/11 4pp 


8004210412 Forwards IE Inap Ropts 90-361/79-32 % 50-362/79-29 on 
79I20I-3I No noncomp i lanc « noted 

SPENCER 1 0 S Region 5, San Francisco, Reactor Construction t 
Engineering Support Branch 80/03/11 2pp 


— 8004210417 IE, Insp Repts 90-361/79-32 t 50-362/79-S9 on 791201-31 No 
noncomp 1 tance noted Major areas inspected const activities, 
including reactor pressure vessel 6 internals protection 
PATEiR J Region 5, San Francisco. Office of the Director 
HAYNES, R C Region 5, San Francisco, Reactor Construction 
Engineering Support Btanch GO/03/10 5pp 


3C04020049 AeV receipt of 800304 Itr informing NRC of steps taken to 
correct vioUtiona noted in IE Insp Repts 50-361/79-29 it 
50-362/79-27 

SPENCER, O S Region S. San Francisco. Reactor Construction U 
Engineering Support Branch 90/03/17 Ip 


--8004020049 Responds to NRC 800204 Itr re violations noted in IE Insp 
Repts 50-361/79—29 i 50-362/79-27 Corrective actions cable 
will be replaced Open parts capped ui/appropr late cover 
PAPAY, L T Southern California Edison Cq 80/03/04 5pp 


--8004020054 Forwards IE Snap Repts 50-361/79-29 K 50-362/79-27 cn 
79ttl3-l6 b 1211-34 notice of violation 

SPENCER. 0 s Region S.- San Francisco. Office of the Director 
80/02/04 2pp 


—8004020058 Notice of violation from Insp on 79UI3-16 i’ 12it-|4 
* Region 5. San Francisco, Office of the Director 80/02/04 

2pp 


—8004020062 IE Insp Rept 50- 36J//9-29 b 50-369/79-27 on 791113-16 b 
1211-14 Noncomp 1 lanc e noted failure to use cleanliness caps 
on instrumentation lines *. to control unused E701B weld 
rods 

DODDS. R T Region 5, San Francisco. Reactor Construction U 
Engineering Support Branch HERNANDEZ. G , ELIN. J 0 Region 5, San 
Francisco, Office or the Director 00/02/04 9pp 


3004280092 Forwards IE Insp Repts 50-361/60-04 N 50-362/80-02 on 
800219-29 No noncomp 1 lance noted 

spencer, 0 S Region 5< San Francisco. Reactor Construction b 
Engineering Support Branch 80/03/20 2pp 


—9004200095 IE Insp Repts 50-361/00-04 b 50-362/90-02 on 800219-29 No 
none omp 1 1 anc e noted hajo? at eas inspected const activities, 
including reac toi pressure vessel b internals protection, 
piping storage ft previous item re conective actions 
HAYNES, R C Region 5, San Francisco, Reactor Construction b 
Engineering Support DraTTCh PATE, R J Region S, San Francisco, 
Office of the Director 0O/O3/J7 4pp 


8004150214 FoTwards IE Into Notice 80-12. "Instrument Failure Causes 
Opening of FORV b Block Valve “ No specific action or 
response necessary 

ENGELKEN.R H Region 5. San Francisco, Office of the Diroctor 
80/03/31 ip 


3004100107 Forward^ IE Circulai 80-05, "Emergency Diesel Generator 
Lubricating Oil Addition b Onsite Supply " No written 
response required 

ENOELWCN.R H Region 5, San Francisco, Office of the Director 
80/04/01 Ip 


8004U0114 Forwards IE Info Notice 00-13, "GE Type BDM Control 9uitches 
Defective CAM Followers " No specific action or response 
req^uired 

ENGELKEN, R H Region S, San Francisco. Office of the Director 
80/04/02 Ip 


8004220046 Forwards IE Into Notice 80-14, ''Safety Suggestions From 
Enployees " No action lequired 

ENGELKEN.R H Region S, San Francisco, Office of the Director 
80/04/02 Ip 


8004100135 Forwards IE Circular 90-07. “Problems N/HPCI Turbine Dll 
Sys '' No written response requiied 

ENGELKEN. R H Region 5, San Franc isco^ Office of the Director 
00/04/03 Ip 


0004230366 Forwards IE Dullotin 79-03A, "Longitudinal Held Defects In 
A8ME SA-312,Tvpe 304 Stainless Steel Pipe “ Action lequired 
ENOELKENiR H Region 5. Ban Francisco, Office of the Director 
80/04/04 Ip 


800422019Q Forwards IE Dulietln BO-00, "Exam of Containment Liner 
Penetration Helds " Written lesponse required 
ENOELKCN. n H Region 5. Ban Francisco. Office of the Director 
00/04/07 Ip 


R Periodic operating reports b related correspondence 


6004070339 Forwards info re occupational exposure b environ 
surveillance programs For 1979 

OTTOSON, H L Southern California Edison Co 00/03/31 3pp 


—0004070345 "1979 Annual Gporating ftept.Vol I, Oceanographi c Data Rept " 
* Brown b Caldwell 80/03/31 400t>p 


— 0004070348 "1979 Annual Operating Rcpt.Vol 2. Biological Data Rept 
Intertidal I nfauna, Sub t idal Infaunal , Ke Ip. Ichthyop lankton " 

» Marine Biological Consultants, Inc , 90/03/31 300pp 


—8004070352 "1979 Annual Operating Rept.Vol 3. Biological Data Rept 
PlanStlon, Mar d Benthos Rocky Intertidal " 
e Lockheed Center for Marine Research 80/03/31 500pp 


— 6004070357 "1979 Annual Operating Rept.Vol 4rDiolaglcal Data Rept' 
Nekton '* 

e Drown % Caldwell 80/03/31 250pp 


6004140161 Forwards "Annual Operating Rept, 1979," Vols 1-4 N/o end 
DICTCH.,R South Carolina Electric b Oas Co 00/04/04 2pp 


i 
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or t; 


bio 


occurrences. LERs related c orrespandence 


F Securiti;' nedic^l.- em^^rgencjj * rue piotection plans 


iT^ca. 1 
LKEI^ 
3^L & 


receipt of 8QD310 interim dcfictencij rept re measuring 
"^ocalibr at vendor facilities Anticipates receipt 
by aoosao 

^ n Region 5. Ban Francisco. Office of the Director 

1 P 


Q0040B0077 Advises that lubmittal date i-or evacuation time estimates, 
requested by NRC /91^26 It-r.has been postponed pending GAO 
clearance under Federal Repts Ac *- 

GRIMES. □ K Emergency Pi epai edness Tasii Force aO/03/ll 4p p 


lOOS 

cm t 

30c> 

NN. t> 


OO 
b T 
53 


I 

O 


nt 

t 

S 


er 

VB 

QU 


1 m def i c 
ndor fac 

them Ca 


encg rept re meacuring ^ test equipment 
titles Final lept will be submitted 

ifornia Edison Co BO/03/10 Ip 


Q004060S15 Foruiai ds revieu summary ot fne protection cavei mg ! bems 
3 1 6i f flam suppression sys.3 1 7. gas suppression sys £< 3 2 
3. turbine bldg structure Items 3 I 1.3 1 2.3 1 5 are 
partially completed ^ nummary uri 1 1 be provided accordingly 
HALL. R E Brookhaven National Laboratory 60/03/31 )6pp 


OS^ ^ cr 

-r, ^OTia^rd'S amended final deficiency i ept re pipe support 

Y. L 790706 rept 

■ Southern California Edison Co 80/04/07 Ip, 


Q004080395 Notifies that combined response to NRC 791211 Ki E00324 Itrs 
re safeguards cont irigency plan will be sent by 800421 
HAYNES. J 0 Southern California Edison Co flO/04/01 Ip 


j. ^ Amended final dcftcioncy rept re design deficiencies related 

j safety-related pipe supports Updates 790706 rept 

ItJdlng all addl deficlervcics Program initiated to 
g "total design of sys prior to changeover to startup 

California Edison Co 80/’04/07 4pp 


0004230320 Forwards revision to 3NL 000131 Itr re Items 3 I 1(5). 3 1 2 
(b).3 I 5(d). 3 J 6.3 1 /(a). 3 I 7(b). 3 1 I5<b) A. 3 2 3 for 
fire protection review 

HALL. R £ Qrookhaveit National Laboratory 80/04/16 16pp 


SAN OMOFRE NUCLEAR STATION. UNIT 3 
^ * on/c Otis true t ion stage documents t correspondence 


8004300363 Notifies NRC ihetb util lequiies addl time bo revise 
safeguards contingency plan as described in NRC 000324 Itr 
Revised safeguards plait will be forwarded by 800512 
OASKIN.K P Southern California Edison Co 00/04/21 Ip 


0 31 Advises of issuance of NURE(5-0500. 'interim Staff Position 
nvix'on Qua 1 i f leal i on of Saf e ty-Ro la bed Electrical 
^ ^ providing guidance re methods for compliance 

F". Division of Project Management 00/02/05 7pp 


0£>1 ■? Submits addl guidance to NUREO-OSaa. "Interim Staff Position 
on Qua 1 1 f 1 call on of Saf ety-Relatod Electrical 
pm&rst;. Requests review of equipment qualification 
^ ^ "fc 1 o n te identify degree of compliance 
» O R. Division of Project Management 00/02/21 3pp 


OODO^ Requests info re auiiliary feedwater sys per Bulletins & 
Force review of TMl-2 accident Info should be 
Ided as aimend to application Submittal schedule should 
ud a JviRC approval prior to issuance of OL W/encL 
iD R. Division of Project Management 80/03/10 53pp 


0020 Roruiards requests for addl info re F9AR review Addl open 
coocorns approval of analysis methods used for loss of 
tT* s 1 on t e . depending on approval of CENDR code 

rlb^d In CENPD-177-P 

fR l_ . Light Water Reactors Branch 2 00/03/20 ISpp 


Q Adjudicatory correspondence 


8004100477 Stipulation eitending time for answers of mtervenor 
Friends of the Earth third set of intei i ogaiDt i es 
Certificate of Sve end 

PlOQTT.D R Southern California Edison Co PIGOTT.D R Chickering 
h Gregory 60/03/05 4pp 


3004100537 Response to third set of intei roga tor les Inlcudes info re 
persons answering in-terrogator i os t time period when 
applicant decided to construct nuclear plant Certificate 
of Sve L DR Pigott verification end 

PIGOTT.D R Southern California Edison Co PIGOTT.D R Chickering 
^ Gregory 80/03/18 2bpp 


0004030026 Memorandum of understanding between NRC t/ FEMA re prompt 
improvement in radiological emergency planning 6 
preparedness. d istr 1 b uted as Board notification 
G0B8ICK.L V Office of the Eiecutive Director for Operations 
80/04/02 34pp 


H General correspondence 


Ota t 

gs i s 
ot r* 1 
ES. kJ 


Roriuard4 info requested by NRC 
oif shutdown cooling line Index 
sheet tt pipe support drawings 
Q- BoubKorn California Edison 


000117 telcon re confirmatory 
to piping layout! 
enc 1 

Co 00/04/01 lApp 


6004150106 Responds to 000221 Iti opposing issuance of QL for 
facilities Public hearings in vicinity of plants will 
probably be held neil year 

HANCKETT. J G Region 5. San Francisco. Office of the Director 
80/03/11 Ip 


03010^ ^'Quality Class I U II.A8ME Cadei&ectlon 111 Design Spec for 
@ iP i p 1 ng C omp onents. Sy s 1201 ** Thirty-two overslte 
aui i n a 9 one I 

□ Corp. 79/05/10 400pp 


0133 

Oi C Ai 

. H 


Suminary of 800305-07 meetings w/Frienda of the Earth in San 
■re SBlinioiogy U. emergency preparedness concerns * 

Light Water Reactors Branch 3 00/04/10 6pp 


Q^'T'O Notifies that difficulties w/proposed memorandum of 
Bmaers'fc (br anemi s s ion project have been resolved to 

vfaic: t! i on of CA Ofc of Historic Preservation NRC should 
ard Agrettoianb to advisorij council for action 
OM» K California! State of 00/04/15 ip 


06*4 

In 

SO 

INj 


O Raruard 
25 kfli Ban 

l^. p Sou 


s data on which 
□nofre will be 
ill be provided 
them Ca 1 1 f orni 


review of seismic reflection 
based Response to NRC 
fay approx 000425 
a Edison Co 80/04/10 6pp 


profiles 


OOl t 

Cl *»T 1 

,3«FC 


poriuard* LANDQAT photographs of southern CA to fad 
c 0 a Hranch review Photographs will be referenced in 


tr 1 on 1 O 

p Southern California Edison Co 


00/04/18 Ip 


bate 


—0004150195 Kequosts that NRC not issue QL to util for proposed addl 
generating stations Continued operation of present facility 
represents immediate haiard to lire & property All nuclear 
plants leak radiation ^ should be shut down 
SVESLOSKYiF Affi nation Unknown 00/02/21 3pp 


8004020462 Forwards Commission statement of policy on conduct of 
adjudicatory proceed logs. pub 1 1 shed in 791109 FR H/o end 
CHANDLER. L J Hearing Branch 1 00/03/17 Ip 


0 Inspection reports. lE Bulletins *;i cot raspondence 


B004310IB1 Forwards IE Insp Repts 50-361/00-02 k 50-362/B0-01 on 
000103-04 k 21-28 No noticomp H ance noted 

8PENCER.0 S Region 5. Ban Francisco. Reactor Construction V 
Engineering Support Branch 60/03/11 2pp 


—8004210106 IE Insp Rept 50-361 /BO-OP 50-362/80-01 on 000103-04 6 
21-28 No noncemp 1 xance noted Major areas inspected const 
ac tl vi t iesi tnc lud ing reactor pressui e vessel ^ internals 
protect i on. def Ic i ancy followups L fire in fuel pool area 
HAYNES. R C Region 5. San Francisco. Reactor Construction tt 
Engineering Support Branch PATE. R J Region 5. San Francisco. 
Office of the Directoi 80/03/11 4pp 


^ I n* 1 Environmental Statements, suppls Ci correspondence 

— M. PQS^onds to NRC 800317 request Forwards revised tables from 
_ g Ion of f ac i 1 Ity r inc lud ing recorded data from 
& projections for 1980-85 Tables show production 
d firandi energy requirements t> reserve margins 
^ C> Southern California Edison Co 80/04/11 6pp 
IN^ ^ 


0004210412 Forwards IE Insp Repts 50-361/79-32 t 50-362/79-29 on 
791201-31 No noiicomp 1 ianc e noted 

8P£NCERi 0 B Region 5. San Francisco. Reactor Construction & 
Engineering Support Branch SO/03/il 2pp 
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“-800-4210 II 7 JE.IiisC f'tpPr 12 f on 791201-31 No 

mQnconip 1 I 3P>c p noifJ Hjitji -jiess irispi5rlc-d cwiist ac t* vi ti esi- 
incluJing rtcr<.tci pi^«- nt-j ei--el * 9iiteirt.3l> psotfctlon 
PATE( R J Region Ir -aT) fr ajPtt. 1 3 < o. 0*-fico oi the Oireittor 

HAYf-IES. R C Rt-gion S,>n Fra»'i.i5co. Reac<--or Cons I r Lfc t j on ? 

Eng ineer 1 1>3 ’■yppoii Ri 3Fi< li 30 ' 01 / lO 5 pp 


Q00<I020045 At! T^ceip' o t i tr i n i-oriii i ng NRC of steps takefi to 

corTOct violsliori^ ne t r 3 so IT Inap Rtfpt-> 5U-3AI/79-29’ t 
50-*36a77^“?7 

SPENCER I G S Region 5, P r -attr i st □ Reactor Construe t lofi ft 

Engineering Soppuit Hijsich t3 Cj 717 Ip 


— 8004020049 Responds to NRr Snoio'l Itr >e violations noted in lE insp 
Repts 50-361/7?-r9 f 5l‘- l6 ’ '79-2'^ Correctwe actions cable 
will be replaced Opeiv parts (.apped ui/appr pp r i ate cover 
PjAPAYiL T Southern f^lifoinia Edison Co 30/03/04 5pp 


“-30040200^4 /aruards IE Insp R^pts 50-361/79*29 7 50-3627 79-'2 7 en 
791113-3* ^ 12IJ-I4 ^ natirp ot /lolation 

5PENCER>G S Region '>< Sait rraituiscOi OPtice of the Director 
80/02704 2pp 


- 6004020059 Notice of- vicilancn rron iitep or» 791113-16 ft* 1211-14 
♦ Region 5 San Marici^co. Office or the Director BO/02/04 
?PP 


—80040200^2 IF Incp Rept 50-361/79-29 50-362/ /9-27 on 791113-1* ft< 

1211-14 Ncnc orp I ianc e nated failuie to vse cleanliness caps 
cn ms truifen tat » or* lines to control unused E7Oi0 weld 
rods 

DGDDSt R T Region 5, San Francisco* Reactor Construction ft- 
EngmeoTing Support Bt*»rich HERNANL>LZj 0 * ELINpJO Region 5« San 
Francisco. Otrice or the Omector 30/02/04 9pp 


3004280092 Forwards IF Insp Popts 50-361/80-04 fy 50-362/80-02 on 
9002I9-29 No riorc oinp I i anc e riuted 

SPENCER, G S Region 5 San Franc isco< Reactor Construction *< 
Engineering SuppuiL Dronrh 60/03/20 2pp 


— 80042B0095 |E Insp Repts 50-361 /eo-04 f 50-362/80-02 on 000219-29 No 
noncemp 1 lane e noted Majoi ai eas inspected const activities, 
including reactor pressure vessel f-' internals protection) 
piping stoi age i previous itejn re corrective actions 
H/^VNES)R C Region 5, 'Jan Francisco. Reactor Construction t 
Engineering Support Dranch PATE, R J Region 5, San- Francisco. 
Office of the Piiector 80/03/17 4pp 


S004150214 Faruiartfs IF Info Notice BO-l?. " Ins trument Failure Causes 
Opening ct PORV f* Dlotk Valve *' Mo specific action or 
response necessary 

ENOELKEN) R H -Region 5. San Francisco Office of the Director 
80/0373! Ip 


8004)00107 Forwards TE Circular SO-^OS, ‘'Emergen c g* Diesel Generator 
Lubricating Oil Addittuib ft< Onsite Supply " No uritten 
response rei^uirocf 

ENGELiHEN R H Region b. San Fr«ncisto, Office of the Director 
80704/01 Ip 


B004110114 Foriipards JC Into Notice 80-13, "GE Type SDH Control Suitctiss 
Defective CArt FolloiifBr:^ ' No specific action or response 
required 

ENGELKEN R H Region 5. San Franc i sc u/ Office of the Director 
80704/02 Ip 


B00422004B Forwartfs )E Info Notice BO-l'l, "6afetij Suggestions From 
Emplogees " No action required 

ENOELI^EN, R H Region 5i San Francisco. Office of the Director 
aO/04702 Ip 


aOG4taOl35 Forwpr-ds IC Circular 80-07, 'Problems W/HPCI Turbine Oil 
Sys " No written response required 

ENOEiXEN.R H Region 5. San Francisco, Office of the Oirecioi 
BO/04/03 Ip 


60G423D369 Forwards IE Dulletin 79-03A, "L ongi Lud i nal Weld Defects in 
ASME SA-312. Type 30+ Stainless Steel Pipe " Action required 
EUOELKEN. R H Region 5. Sari Francisco. Office of the Director 
00704/04 Ip 


3004220198 Forwards IE DulJetin 80-09 "Ecann of Containment Liner 
P eti etra 1 1 qri Melds “ Written lesponse required 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
00/04/07 Ip 


R Peiiojlc QpeiuliT.g > ep »i ' related correspondence 


aOO4O7u330 Forward 5 info re occupational enposui e f-> environ 
surveillance programs ror 

aiTOSOU. H L Southern California Edison Co 80/03/31 3pp 


— 800407-0345 "1979 rsnnuai Uperating Rept,Vol 1. Oteanograph i c Data Hept 
* Broun /, Caldu-ell 80/03/31 400pp 


— S004070352 "19/9 Annual Uperatirtg Rept. 7 qI 3. Ulological Data Rept 
Plan V ton. Hard Benthos Rociy Intertidal 

Lockheed Center for Marine Research 00/03/31 SOOpp 


— 0004070357 '1979 Annual Gper sting Rept. Vol 4. Dial og l ca 1 Data Rept 
Nek 1- on " 

» Broun t Calduiell 60/03/31 SSOpp 


0004140161 Forwards "Annuel Operating Rept, 1979, Vols 1-4 W/o end 
OIETCH, R South Cardino Electric ’ Gas Co 00/04704 2pp 


5 Reportable occui reriLCs lERs ^ related correspondence 


9004100492 Ack receipt of 000310 interim deficiency rept re measuring U 
equipment recallbt at vrndoi facilities Anticipates receipt 
of final ropt by 800530 

ENGELKEM. R H Region 5. San Fiancisco, Office of the Director 
80/03/15 Ip 


— DOO41OOS00 Interjpri deficiency rept le flieasorlng ft' test equipment 
recalibr at vendor facilities Final i ept will bo submitted 
by 600530 

NINN, 0 E Southern California Edison Co 00/03/10 Ip 


8004150536 Forwards amended ririal deficiency rept re pipe support 
design. updating 790706 rept 

PAPA/. L T Southern California Edison Co 00/04/07 Ip 


— 0004150546 Amended final deficiency rept re design deficiencies related 
to certain safefcy-i elated pipe supports Updates 790706 ropt 
by including sii addl deficiencies Program initiated to 
revieui total design of sys prior to changeover tp startup 
♦ Southern California Edison Co 80/04/07 4pp 


DOCKET 50-363 FORKED RIVER NUCLEAR STATION, UNIT 1 


A App 1 ica tlon/construc t ion stage documents ft. correspondence 


0004040031 Advises of lesiiancc of NUREG-0S8a, "Interim Staff Fosltlon 
on Environ Qualification of Saf ety-Related Electrical 
Equipment," providing guidance re methods for compliance 
ROSS. 0 F Division of Project Management 80/02/05 7pp 


F Security, medical, emfi gency ft. fire protection plans 


80040B0077 Advises that submittal date for evacuation time estlmatbs, 
requested by NRC 791226 Itr, has been postponed pending OAO 
clearance undei Federal Repts Act 

GRIMES; D K Emergency Preparedness Task Force 00/03/11 4pp 


H General correspond'enc e 


0004030123 Responds to 770816, Itr re plans to reopen Tf1I-l r nuc 1 ear 
plant const In NJ 6 nuclear accidents Plant will not reopen 
until safety-related Issues are resolved Provides info re 
plants in NJ No diseases resulted from TMI 

DENTON, H R Office of Nuclear Reactor Regulation 00/03/03 2pp 


—8004030129 Opposes restart of TMI-1, const of nuclear plants in NJ & 
nuclear accidents due to health haiards ft< risks to public 
safety 

FOSTER; K Affiliation Unknown 79/00/16 2pp 


t Financial information 


8004090477 Forwards supplementary financial info in support of TMI-i 
restart proceedings 

HAFER, F D General Public Utilities - GPU Service Corp 80/04/03 
140pp 


— 8004090463 Annual Financial Rept 1979, 

s General Public Utilities - GPU Service Corp a Jersey Contra! 
Power 6 Light Co * Metropolitan Edison Co 60/04/03, 44pp 



DOCKETED ITEMS 


213 


Q Inspection reports, IE Bulletins 8c corresponiience 


8004020006 Responds to IE Buliotin 80-03 re visual ineps of charcoal 
adsorber cells Equipment of this type has not been purchased 
to d^te 

FINFROCK, I R Jersey Central Power {, Light Co 00/03/11 Ip 


0004130271 Forwards IE Info Notice BO-lS, "Instrumont Failure Causes 
Opening of PORV i Dloct Valve “ No specific action or 
response nocessarg 

ORIERjB H Region I, Ph i ladel ph i a* Office of the Director 
00/03/31 Ip 


0OO4O9OO6O Forwards IE Circular 00-05, "Emergency Diesel Generator 
Lubricating Oil Addition fj Onsite Supply " No written 
response required 

GRIER, D H Region Ic Philadelphia, Office of the Director 
00/04/01 ip 


8004110134 Forwards IE Info Notice 80-13, "GE Type SQM Control Switches 
Defective CAM Follotueis " No written response required 
GRIER, Q H Region 1, Philadelphia, Office of the Director 
00/04/02 Ip 


0004240306 Forwards IE Info Notice 80-14, "Safety Suggestions From 
Employees " No action required 

GRIER, B H Region 1, Fh i ladel p h la. Office of the Director 
00/04/02 Ip 


Q0041802A1 Forwards lE Circular 00-07, "ProbUnis W/HPCl Turbine Oil 
Sys " No written response required 

QR!ER,D H Region t, Philadelphia, Office of the Director 
00/04/03 Ip 


8004230309 Forwards IE Bulletin 79-03A, ^'Longitudinal Weld Defects in 
ASME SA-3I2,Type 304 Stainless Steel Pipe " Action required 
GRIERiB H Region 1, Ph i i ade 1 ph la, Office of the Director 
80/04/04 Ip 


0004100136 Forwards IE Bulletin 80-00, "Cxam of Containment Liner 
Penetration Uclds " Written losponse required 
GRIER. n H Region 1, Fh i 1 add ph la , Office of the Director 
00/04/07 Ip 


DOCKET 00-364 JOSEPH M FARLEV Nl»CLEAR PLANT, UNIT 2 


A App 1 icat ion/cons true 1 1 on stage documents ^ correspondence 


8004040031 Advises of issuance of NUREG-OSBB, "Interim Staff Position 
on Environ dual i f icat i on of Safety-Related Electrical 
Equlpmonli " providing guidance re methods fop compliance 
ROSS, D F Division of Project .Management 00/02/05 7pp 


0004040017 Submits addl guidance to NUREO-OSao, "Interim Staff Position 
on Environ Qua I if ication of Saf oty-Rela ted Electrical 
Equipment " Requests revlow of equipment qua 1 i f icatl on 
documentation to Identify degree of compliance 
ROSS, D F Division of Project Management 00/02/21 3pp 


0004230058 Requests info re auxiliary feedwater sys per Dullotins V 
Orders Task Force review of TMI-2 accident Info should be 
provided as amend to application Submittal schedule should 
include NRC approval prior to issuance of OL W/encl 
ROSSj D, F Division of Project Management 60/03/10 53pp 


0004020473 Forwards License SNM-1060 for uti 1 , authorl i ing receipt, 
possession %t storage of U enriched in U-23S isotope t. Pu 
License also authoflies packaging of fuel assemblies for 
delivery to carrier Safoty evaluation end 
PAOEjR G Uranium Fuel Licensing Branch 60/03/12 2pp 


— 8004020401 License SNM-1860 for uti I, author 1 1 ing receip t, possess iom 
insp & storage of U enriched in tf-235 isotope in fuel 
assemblies fission counters, t Pu in encapsulated Pu- 
beryllium neutron sout cos L alpha sources 
PAGE, R O Uranium Fuel Licensing Branch 80/03/12 2pp 


— 0004020405 Safety evaluation supporting 790918 application for license 
for fuel 1U accessories Licensee should be granted examptipn 
from 10CFR70 24 requirements 

DELANEY, J C Uranium Fuel Licensing Branch 00/03/12 2pp 


0004250048 Forwards request for addl info re review of OL application 
Schedule based on assumption that info will be available by 
600505 Requests response within seven days after receipt of 
I tr if date cannot be met 

OTOLZiJ F Light Water Reactors Branch 1 00/04/01 Mpp 


9004100330 Foi wards i n r o i- eisinic qual t r i c«it I on of saf e ty -re 1 a tod 
non-rSSD supplied elt,c«ricsl ' mechanical equipment Summary 
equipment list encl 

CLAVTON, F L Alabcma Tow-i Ci 90/04,04 I5pp 


80041S0447 Forwards dijft ETis le proposed Tech Spec amend 
CLAYTON, F L Alabama Power vo 00/0,1/0’ 3pp 


— 0004150432 Diafts ETS toi rad i a 1 eg ical effluents 
* Alabama Power Co 90/04/07 a4pp 


6004200434 Confirms 000417 tolcon ?e util intent to resolve auxiliary 
feedwater sqs designs evaluation by following resolution 
on Uni t 1 for Unit 3 

CLAVTOW, F L Alabama Power Co 00/04/21 Ip 


F Security, medical, emei gency K fire protection plans 


0OO4OBOO77 Advises that submittal date for evacuation time estimates, 
requested by NRC 791236 ltr,has been postponed pending GAO 
clearance ondei Federal Repts Act 

GRIMES, Q K Emergency Preparedness Tash Force 00/03/11 4pp 


0004110573 Notification of 000335, 26 it 2/ meetings w/uti I , States of AL, 
FL GA K FEMA re emergency planning at facility 
REEVES, E Operating ReactofS Branch I 80/03/18 2pp 


9001070267 Forwards TG/ised safeguards security contingency plan Plan 
withheld (ref 10CFR3 790) 

CLAVTON. F L Alabama Power Co 00/03/36 Ip 


0 Inspection reports, IE Bulletins * correspondence 


0004150313 Forwards 1C Info Notice 80-12, "Instrument Failure Causes 
Opening of PORV f' Block Valve " No specific action or 
response necessaiy 

O'REILLY, J P Region 3, Atlanta. Office of the Director 00/03/31 

2pp 


0004080502 Forwards IE Cirrular 80-05 ‘Tmorgency Diesel Generator 
Lubricating Oil Addition */ Onsite Supply *' No written 
response required 

O'REILLY, J P Region ?, Atlanta, Office of the Director 80/04/01 

2pp 


0004150064 Forwards IC Info Notice 00-13, "OE Type SBM Control Switches 
Defective CAM Followers " No specific action or response 
required 

O'REILLV.J P Region 3, Atlanta, Office of the Director 00/04/02 

2pp 


0004240243 Forwaids IF Info Notice 00-14, "Safety Suggestions From 
Employees *' No action requited 

O'REILLY, J P Region ?» Atlant**), Office of the Director 00/04/02 

2pp 


0004100272 Forwards lE Circular 00-07, "Problems U/HPCI Turbine Oil 
Sys " No written tesponse required 

□ 'REILLY, J P Region 3, Atlanta, Ofrice of the Director 00/04/03 
2pp 


8004230113 Forwards IE Bulletin 79-03A "Longitudinal Ueld Defects in 
A8ME SA-312, Type 304 Stainless Steel Pipe " Action required 
□'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/04 
Ip 


QOO410OG23 Forwards IE Bulletin 00-08 "Eiam of Containment Liner 
Penetration Welds " WiiLten lesponse required 

O'REILLV, J P Region 2, Atlanta, Office of the Director 80/04/07 

2pp 


8004250401 Forwards addl info re facility preservice insp program in 
response to NRC 800403 request Insp plan for Class 1 S' 2 
components presented which identifies items to be 
inspected 

CLAYTON, F L Alabama Power Co 80/04/21 lOOpp 


S Reportable occurrences, LERs 4 related correspondence 


0OO422OOB4 PNO-77-143 Pacific Pump Co supplied facilities u/production 
lot of 40 pumps mfg using shafts made of inferior matl 
Cause unstated All utils w/pumps were notified NRC 
headquarters notified on 770012 

WHITT, K W Region 2, Atlanta, Office of the Director 77/00/12 

Ip 
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DOCKETED ITEMS 


Notifies tNst •» t i I ' is «?''ajuated rod drop anali^sis -discussed 
in Wes t i nghou sc /9 I I I 5 ' r*c llrs lo fJRC Reportable 
deficiency exists West i ng hous e topical rept re solutions 
uill be reviewed uhen issued l r» nud-l90O 
CLAYTON, F L Power to 60/0*1^03 2p p 


)CKET 50 36fc LC-lJlN I HATCH hUClCAfi PLANT, UNIT 2 


Adjodjcatoiy c or i e , p or,C e nc e 


30'l2904i0 Forwards MRC confirmatory orders 

STELLO, V Office of Ittspeciion t Enforcement, Office of tbe 
Director Ip 


*8004290‘l66 Order confirminj util >. omtil tinent to perform Teview requested 
by IE Bulletin 79-27 o ij 800i?3t> Info required outlined in 
Attachment A 

STELLO, V Office of Inspection 1. Enf -or cemen t. Office of the 
Director 80/04/04 5pp 


-000429047'? Order confirming u 1 1 i commitment to perform revieu* requested 
by !E Bulletin 79-27 by QOOfcPfi Info required contained in 
Attachment A 

STELlOtV Office of Inspection f Enforcement, Office of the 
Director &0/04/04 5pp 


Operating license stage docuf«eribs A correspondence 


jO40SOI89 Discusses NRC 7-61123 request that all LWR licensees assess 
higher fission gas release foi fuel burnups above 50.000 
MW-day per metric ton Flesponses indicate that no immediate 
licensing action is required tor operating reactor 
JPPOLITO.T A Operating Reactors Branch 3 80/03/10 Op p 


J04030102 Forward* “Nucleai Dd < a LinSi Specs," study of digital 
communication sys to transmit info from plants to Dethesda 
Operations Ctr 

EISEWHUT.D G Division of Operating Reactors 80/03/15 Spp 


'8004030119 Nuclear Data Lin\ Specs '' 

■» Division of Opeiating Reactors 80/02/21 aSpp 


104030227 Describes review of pi irrary coolant s-ys pressure isolation 
valves in response to NRC 000553 I tr re potential for LOCA 
Forwards sketches of penetrations exhibiting Event 5 valve 
configuration for each unit 

WIDNERkW a Georgia foujeT Co 80/03/31 Spp 


104290055 Forwards 800179 V 0211 Itis to OE re proposed control rod 
drive sys irods related to elimination of cracking in return 
line TiDiiles Guidelines for mods will be discussed in 
NUREG-0619, to be issued in “Foi Commoiif form in Apr 1900 
IPPDLTTO. T A Operating Reactors Branch 3 BO/04/07 2pp 


'04150350 Submits info le control rod operab 1 1 1 ty , ( n response to 
NRC BOOtlO Itr During Sept 197B to Dec 1779 no instances 
occurred of control rods failing to insert fully Only 
malfunctions were nitiogen cartridge valve leaks 
WIDNER.U A Georgia Poujer Co 80/04/08 Ip 


Inspection- reportsi IF PuUetins correspendence 


104090349 Fo-ru/ards IE Oulletin 80-03, "Loss of Charcoal From 9td Type 
1 1 « Two- S nc h r Tray Adsorber Cell* " Action required 

Q^REILLV,J P Region 2, Atlanta Office of the Dirocfcor 80/02/0^ 
2pp 


04010112 Partially responds to IE Sulletin 79-OlD, “Environ 
■alification of Class IF Equipment " Class IE components 
sted including environ ana I y s is, inadequate qual i f icat 1 on 
i U test f accident temp profiles W/o one J 
"ER, W A Georgia Power Co 00/02/06 5pp 


215 Forwards IE R^pts 50-321/80-08 ^ 50-366/80-08 OTi 
1-32 No non c o-mp 1 Ian c e noted 

r, J C Region 2, Atlanta. Reac toi Construction i( Engineering 
ft Branch 80/03/04 2p p 


04220221 IE Insp Repts 50-321/80-09 t 5O-366/BO-O0 on 600221-22 No 
none ompl lance noted Major areas inspected followup on items 
of noncofflp I lane e re lOCFRaS 

DROWkLEE^V L , CDNLON, T E Region 2, Atlanta, Office of the 
Director BO/03/04 3pp 


Q0040900J2 Ack receipt of 000310 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/80-01 6 
5O-366/B0-O1 

LEWI&iR C Region. 2, Atlanta. Reactor Operations Nuclear Support 
Branch 8O/03/1G ip 


“’-0004090035 Responds to NRC 800205 Itr re violations noted in IE Insp 
Repts 50-371/80-OJ ? 50-366/80-01 Corrective actions data 
sheet revised to leiocaio rire pu,rp fuel level checks & 
assigmiient sheet revised to use -HNP-2-9503 
WIDIIFR.W A Georgia Power Co 80/03/10 Ip 


— 0004090036 Foriijards IE Insp Repts 30-321/00-01 Zt S0-366/D0-OI on 
600108-11 *, notice of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/02/05 ?pp 


— 8004090041 Notice of violation rrom insp on 800100-11 

»» Region 2. Atlanta, Office of the Director BO/02/05 Ip 

—8004090049 IE Insp Repts 50-321/80-01 6 50-366/00-01 on BOO 100- II 
None omp I i anc e noted failure to follow surveillance 
procedures 

UPRIGHT, C M Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch MOON, D T Region 2. Atlanta. Office of the Director 
80/02/05 6pp 


0004110565 Submits response to IE Bulletin 00-03, “Loss of Charcoal 
From Sfcd Type It , Tuo- Inch. Ti ag Adsorber Cell* '' All filters 
are in good cond it ion, al 1 screens are stable t housing 
frames are solid No carbon lost through screens 
WIONER, W A Georgia Power Co 00/03/21 3pp 


0004150190 Responds to IE nulletin 00-03 re charcoal adsorber cells 
Insp of all Util 1 ventilation sys indicate that all 
filters are in good condition Util 2 uses deep bed type 
carbon filter beds rather than cells 
WIDNER, W A Georgia Power Co 00/03/91 3pp 


0004170290 Responds to IC Bulletin 79-27. “Loss of Non-Class lE 
Instrumentation 4 Control Power Bys Dus During Operation " 
Review of emergency proc edures, required by Item 2, is now 
scheduled for completion by 800626 
WIDNER, W A Georgia Power Co 80/03/26 Ip 


0OO4LSOS2I Forwards IE Info Notice 00-12, ''Instrument Failure Causes 
Opening of PORV Block Valve “ No specific action or 
response necessary 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/31 

2pp 


0OO4O8O6P4 Forwards IF Clrcula? 80-05, “Fmergoncy Diesel Generator 
Lubricating Oil Addition <e Onsite Supply “ No written 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/01 

2pp 


0004150065 Ack receipt of 000211 Ur informing NRC of steps taken to 
correct violation noted in It Insp Repts 50-321/79-37 Zt 
50-366/79-41 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Drench 00/04/01 ip 


—0004150072 Responds to NRC 800117 Ur re violation noted in IE Insp 
Rept 50-321/79-37 L 50-366/79-4J Corrective actions existing 
radiation work practices t procedures reviewed & modified 
WIDNER,W A Georgia Power Co 00/02/11 2pp 


—8004150079 Forwards IE Insp Repts 50-321/79-37 Z> 50-366/79-41 on 
79ino-l207 Z> notice of violation 
LEWI8.R C NRC Regional Offices 80/01/17 2pp 


— 0004150006 Notice of violation from Insp on 791110-1207 

e Region 2, Atlanta, Office of the Director 80/01/15 Ip 

—0004150096 IF Insp Repts 50-321/79-37 Zt 50-366/77-41 on 791110-1207 
Noncomp) 1 ance noted radiation work permit* wore not 
approved t. posted prior to woi k contrary to procedures 
Tech Specs 

DANCE, H C NRC Regional Offices ROGERS, R F Region 2, Atlanta, 
Office of the Director 00/01/13 Spp 


B0041S0126 Ack receipt oF 000313 Ur informing NRC of steps taken to 
correct violation noted in IE Insp Repts SO-321/00-04 & 
50-366/80-04 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/04/01 Ip 



DOCKETED ITEMS 


— 8Q04I5013& Responds to NRC 8003]*; Itr re violation noted In IE Insp 
Rspti 50-321/B0-O4 S 366/80-04 Cprr-ective actions shtPt 
foreman S' operators involved ujore relieved of duties for 
special training 

WIDNER,W A Georgia Pouiei Co 00/03/13 tp 


-”0004150142 Forwards I£ Insp Repts 50-321/00-04 V 50-366/B0-04 on 
791212-000104 A notice of violation 

LEWISi R C Region 2/ Atlanta. Reactor Operations Nuclear Support 
Branch 00/02/14 2pp 


-”8004150147 Notice of violation from insp on 79l2ta”800l04 
♦ NftC Regional Offices 80/02/13 Ip 


—0004150159 IE Insp ftept 50-321 /BO-04 t. 50-366/00-04 an 771212-000104 
None amp 1 ianc e noted HPCI sgs not proven operable as 
required by Tech Specs 

OANCEj H Cl Region 2i Atlanta> Reactor Operations Nuclear Support 
Branch ROOERSi R F Region 2* Atlanta^ Office of the Director 
00/02/13 4pp 


8004150093 Forwards IE Info Notice 80-13* "GE Type SQM Control Switchos 
Defective CAM Followers ” No specific action or response 
required 

O'REILLY*^ P Region 2i Atlanta. Office of the Director 00/04/02 

2pp 


0004240265 Forwards IE Info Notice 00-14. “6afet(j Suggestions From 
Employees " No action required 

O'REILLY, J P Region 2. Atlanta. Office of the Director BO/04/02 

2pp 


0004100303 Forwards IE Circular 80-07. "Problems W/HPCI Turbine Oil 
8ys " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/03 

2pp 


8004110011 Forwards IF Bulletin 00-07, "DWR Jet Pump Assembly Failure 
Written response required 

O'REILLYiJ P Region 3> Atlanta, Office of the Director 80/04/04 

2pp 


0004230173 Forwards IE Bulletin 79-03A "Longitudinal Weld Defects in 
ASHE BA-312, Type 304 Stainless Steel Pipe " Action required 
O'REILLY, J P Region St Atlanta, Office of the Director 80/04/04 
ip 


8004180436 Forwards IE Bulletin 80-00; "Exam of Containment Liner 
Penetration Welds " Written response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/04/07 

2pp 


8004230467 Submits Info in response to 000121 Itr re IE QuMetin 90-02 
Documentation associated u/receipt U installation of 
sparger assemblies b mods is on file at plant site 
WIDNERi W A Georgia Power Co 80/04/16 4pp 


8004200452 Updates 000346 response to lE Bulletin 77-OID "Environ 
Oual If icatlon of Class IE Equipment ** Enough Info re Bechtel 
equipment will be available by 000001 to provide meaningful 
response Info needed from OE will be complete by 001226 
WIDNER.W A Georgia Power Co 00/04/21 2pp 


R Periodic operating reports ^ related correspondence 


0004010321 Forwards "Annual Environ Surveillance Rapt for CV79 
MANRY, M Georgia Power Co. 00/03/20 Ip 


— 8004010326 "Annual Environ Surveillance Rept for CY79 *' 
# Georgia Power Co 00/03/20 300pp 


8004150303 Forwards monthly operating rept for Mar 1900 
MANRY, K Georgia Power Co 00/04/10 Ip 


— 80041S0385 Monthly operating rept for Mar 1980 
RQDEN, J W Georgia Power Co 80/04/10 lOpp 


B004150393 Forwards monthly operating rept for Mar 1900 
MANRY, M Georgia Power Co 00/04/10 Ip 


8 Reportable occurrences, LERs 4 related correspondence 


0004150454 Forwards LER QG-017/03L-0 

MANRY, H Georgia Power Co 80/03/13 Ip 


— 0004150460 IFP BO-017/03L-0 On 000219. dyr i ng instrument check. B d 
dlhydrogen dioiide recorder found reading low Caused hy 
diaphragm failuio in p analyrer vacuum pump D i a p hr a J-fns 
replaced AnaLyier recalibr * leturred to sve 
NIX. R T Georgia Poiijer Co QO/03/13 2pp 


Q004020343 Foi wards LER 80-020/ 03L-D 

MANRY, M Georgia Power Co a0/03/?4 Ip 

— 8004020347 LER 0O-O2O/O3L-O on a00?29, dur t ng normal op o rat I n n. wh i 
performing HPCI enhaust diaphragm pleasure switch 
sur ve 1 1 1 anc e . two switches uiceedad Tech Specs Caused by 
instrument drift Switches localibr 
NIX, R T Georgia Power Co 80/03/25 2pp 


9004020361 Forwards LCH a0-0l9/03L-0 

MANRY; M Geoigia Power Co 80/03/24 ip 


— BOO'1020365 LER 60-019/03L~0 an 900227, d ur 1 n g instiumont check, A di 
H2Q2 analijtcT recorder Found giving erroneous reading 
Caused by diaphragm failure in A analyter vacuum pump 
OiaphragiTiB replaced Aiialyiei calibr ^ retui nod in sve 
NIX,R T Georgia Power Co 80/03/24 2pp 


8004020315 Forwards LER 80-028 /O3L-0 

MANRY, M Georgia Poruei Co 80/03/25 Ip 

””0004020317 LER Ga-029/03L-0 on 000229, dur i Tig instiumenfc chock, D dr 
H3-02 analyier recorder was found giving- erroneous reading 
Caused by leakage in sys I eaVi repaired Analyror callhr 
returned to sve 

NIX.R T Georgia Power Co 80/03/25 £pp 


0004020325 Forwards LER 80-G27/03L-0 

MANRY. M Georgia Power Co Q0/03/a5 IP 


—0004020330 LER 60-027 /03L-0 on 900315, while per form 1 ng . P Ian I sve w 
pump auto function operability s urve 1 1 lance, i so ]a 1 1 on valve 
an4l-F3l6A failed to actuate to isolation position upon 
signal Caused by instrument failure 
NIX.R T Georgia Rawer Go BO/03/25 2pp 


B 004020429 Forwards LER 00-0a5/03L‘ 0 

MANRY, M Georgia Power Co 00/03/25 Ip 


— 8004020437 LER Q0-02S/03L O on 600308, dur i ng shubdown. wh i lo per for. 
RHRfLPcn pump start timers calibr, relay 2CH-K7SA setpoint 
exceeded Tech Specs Caused by setpoint drift Relay recallbr 
MIX,R T Oeorgia Power Co 80/03/25 app 


6004150425 RO-50-366/ 1900-29 on 900324. battery chargers 20 t< 2J. usod 
while charging diesel batteries SA 2C, resp ec t i vc ly , fa i 1 ed 
to maintain necessary load t, voltage requirements Caused by 
possible testing component failure Batteries recharged 
MANRYrM Georgia Power Co 00/03/25 2pp 


0004070314 Forwards LER 80-021 /03L-0 

MANRY, f1 Georgia Power Co 00/03/36 Ip 


— BQ04070324 LER 80-02J/03L-0 on 000303, while in s h u fed own, s urve i 1 1 an 
tests found KPCI turbine exhaust va 1 ve , f eetfwa t or check valve 
fee equipment drain sump isolation valve w/unacc eptab 1 e 
leakage Causes under investigation 
COOOn;!, C L Georgia Power Co 60/03/27 3pp 


8Q041S0410 RQ-SO” 366/ 1 990-03 1 ori 800327. dur i ng cold shutdawn.. wh 1 le 
performing IQ-month survci 11 anc e . ba t tery charges 2A, 2Q fc 2C 
were unable to maintain Loading requ { remertts Caused by BCR« 
fe, current limiting modules betng out of adjustment 
MANRYrM Georgia Power Co 00/03/20 2pp 


8004040429 Forwards LER □0-024/03L-0 

MANRY, M Georgia Power Cq 80/03/31 Ip 


””9004040438 LER 80-024 /03L—0 on 600309, u/raac tor in cold shutdown, ml 
performing ASHE operability test on RMR water pumps, pump 
2EII''COOID dropped from 4, 000 gpm to 3.600 gpm Caused by 
debris being drawn into suction of pump ' 

NIX, 0 T Georgia Power Co B0/03/31 2pp l 


0OO4UO472 Forwards UE« QO-026/03L-0 

MANRY, M Georgia Power Co 00/04/02 Ip 

—9004110476 LER 80”026/03L”0 on 800314 during local leak rate tesili 
hydrogen recombiner return isolation valve 2T49-FOO50 had 
unacceptable test results Caused by scratch on seat 
apparently due to valve closing on piece of debris i 

COGGIM. C L Georgia Power Co B0/04/O2 2pp ' 

I 


I 
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20^41 10 UeirJ* LC^ »' U’. "IT 0 

M Ij t'ot 3 i a F' 3«eT lO r'''i>4/01 Ip 

- Fu041104Li 1 iiff< >vj duiing i0-nonth sor /e-i 1 lante test 

or» Jtatiun ^r.ar-g»rs 2G * 2Jr both failed to 

naint< 3 if» ie3pe''ti»e loJiv Cj»i;6ed volta^? control module 4 
currrn* limi*- t-jI’jIo tine tuning 

COGGll* CL 'Jeorgia r'o'Jsr '-o 6 Vu4/o3 2pp 


fi004l504&l Fcrgard^ ICR ‘It. -C j '» -'^>21 -0 

HA!Jnr’,M Geoigia PojeT < 3 62 ‘*1/03 Ip 


- fi004l50455 ( ER Q0’O3O/OJt on d00320j wh 1 1 o performing turbine control 
valve rast closure pressure quitch cal ibr. 2C71-r4003D found 
at lets than Tech 5p« lltrit Caused bty instrument drift 
Instruront recaltbt 

r4l;t fi T Georgia Pouer CO cr(3'04/'03 2pp 


S004220652 Fot wards LER liu'03/'03U-0 

MANRV t< Georgia Powet Co 00/04/17 Ip 

--0CO42JO6S0 LER 0O“O3''/OJL 0 on 900326. whije in cold shutdoum & 
pertorming reactor ua^ei c hemistr g. not ed chloride 
concentration was 0 116 ppm Cause attributed td reactor 
water cleanup sys out For 26'*days Cleanup sys fixed 
ROGERS. U H Geotgia Power Co 60/04/17 2pp 


0004220705 Forwards LER Q0-043/O3L-0 

MAfJfl/.M Georgia Power Co QO/04/17 Ip 


— 0004220717 LER 00 043/03L -0 on 000401, while in cold shutdown & 
performing insp re<iuired by IE Oulletin 00-03, not i caab I e 
amount oF carbon found on floor of both trains of refueling 
floor ventilation sgs Probably caused by improper packing 
ROGERS. U H Georgia Power Co 80/04/17 2pp 


6004150476 Forwards LER 0O-uJPOlT-O 

flATiRV, M Georgia Power C3 00/04/07 Ip 


0004220706 Forwards LFR 0O-O44/O3L-O 

MANRV.M Georgia Power Co 60/04/17 Ip 


--0004150401 LER 80 O3l/OJT“0 0 -n B0C327 during performance of IB-month 
tests on station battery chargers 2A, 2B 6 2C, chargers were 
unable to naintaiti load lim.its Caused by imbalanced silicon 
control rectifiers f naladjusted coneot limit module 
COGGIfJ.C L Ceorjia Power Co 80/04/06 2pp 


3004150562 Forwards LER 30-022/01T-0 

MANRY n Georgia Power Co 00/04/07 Ip 


— &004220716 LER 0O-O14/O1L-O on 000402, dur ing calibr procedure, found 
drywell sensor 2T47-N0/3 incorrectly connected to 
suppression pool /apoi temp Indjcatoi temp sensor 
2T4B-N073 Incorrectly connected to drywell temp indicator 
NIX.R T Georgia Power Co 00/04/17 2pp 


0004220726 Forwards LER 00-035/031-0 

HANRY. M Georgia Power Co 00/04/17 Ip 


--0004150572 LER 80-032/011-0 on 600327. dur mg maint outage 6 

sur/eillance test. noted th«t 2D PSU pump seq.uenced to bus in 
2 to 5-s Cause unknown 

COGClNrC L Georgia Power Co BG/04/08 2pp 


0004200531 RO 50-366/1900-045 on 000405. during cold shutdown. leak rate 
test on automatic depressuri i at ion sys valve air supply 
accumulator check val/es Uidicated unacceptable leakage 
rates Cause under investigation No immediate action taken 
rtANRV. rt Georgia Power Co 80/04/07 2pp 


8004220615 Forwards LCR 0O"O39/O3L'O 

MANRV.H Georgia Power Co BO/04/15 Ip 


--8004220617 LER 00 039/OjL-0 on 6C0325. while performing standby gas 
treatment ventilation surve i 11 anc e . no flow established at 
2T46-D0016 filter tram Caused by failure of 2746-COOID fan 
motor wiring Motor repaired 
NIX.R T Georgia Power Co 80/04/15 2pp 


8004220620 Forwards LEW ao-ij33/03L-0 

KANftY. M Georgia Power Co 00/04 M 5 Ip 


8004220636 LER B0-OT3/O3L-0 on 800331, while ill cold shutdown, tnaxlal 
peak recoTding accelet ometers on reactor pedestal 
feedwater inlet line were not calibr within time limit 
Caused by instro.Tient failure during calibr 
NIX.R T Georgia Power Co 80/04/15 2pp 


--8004220735 LER 80-035/03L-0 on 000321, dur lug calibr procedure 
HNP-2~5327, al 1 but si* accumulator pressure switches found 
to be outside Tech Specs Caused by personnel error & 
component failure Pressure switches recalibr 
NIX.R T Georgia Power Co 00/04/17 2pp 


8004200416 Forwards LER 80-04 1/03L-0 

MANRY. h Georgia Power Co QO/04/21 ip 


-“8004200*119 LER 00-04 1 /03L-0 on 800401, dur ing performance nf ULRT. 
feedwater isolation valve 2B21-F077A did not have acceptable 
results during initial test Caused by natural wear tear 
to valve seat Leak rate limit met by cori ectivo maint 
COGGIN.C L Georgia Power Co 00/04/21 2pp 


0004200441 Forwards LER 0O-O36/O3L-O 

flANRV.M Georgia Power Co 00/04/22 Ip 


■8004280447 UER 0O-O36/O3L-O on 800326. dur mg ILRTs, while shut down fur 
surveillance vent/hoader deflector installation utitago, 
feedwater check valve. diywali purge inlet isolation valve 6 
ILRT verf 1 f 1 cat 1 on flow isolation valve foiled testa 
CQGOIN.C Georgia Power Co 80/04/22 3pp 


DOCKET 90-36? BAILLY GENERATING STATION 

A^ Application/construction stage documents V correspondence 


0004220662 Forwards LER 00-034 '03L-0 

NANRY,M Georgia Power Co 00/04/15 ip 


0004220667 LER B0-034/O3L-O on 000320, wh 1 1 c performing calibr on mam 
steam line. temp switches 2321-NOlOA. N013A ^ N0I3D found to 
have bad repeatability Caused by instrument drift Calibr 
procedure revised 

NIX.R T Georgia Power Co 00/04/15 2pp 


1220728 Forwards LER 8u-G45/0n-0 
INRY.H Georgia Power Co &0/04/15 Ip 


0004220736 LER 0O-O45/OIT-O on 800404. while in cold shutdown, 3e 
test was performed on auto depressuri lation sys valves air 
supply accumulator check valves Leaks were beyond acceptable 
rate Cause unknown Valves will be repaired prior to startup 
GDCOIN, C L Georgia Power Co 00/04/15 2pp 


004220664 Forwards LER 80-040/03L-0 
MANRY, M Gecipgia Power Co 00/04/16 


0004040031 Advises of issuance of NUREG-05B8 
on Environ Qualification of Safety-Related 
Equipment," providing guidance re methods 
ROSg.D F Division of Pioject Management 


, “Interim Staff PosilioP 
El ectr ical 
for compliance 
00/02/05 7pp 


8004020466 Notification of 800326 & 27 meeting w/represeritati vos 
«ark I[ owners gioup in San Jose,CA to discuss Mark II 
CreacB Test Program. 4T c/o tests t foreign tests 
ELTAWILArF Containment Systems Branch 80/03/10 I2pp 


from 


NOr r Ar. ^ w/nark n owner 

NRC consultants 6 GE in San Jose.CA to discuss Mark II 
Creare test program.4T C/0 U foreign tests Topics are 
proprietary Agenda end 

EL TAW 1 LA. F Containment Systems Branch 00/03/10 12pp 


0004040474 Summary of 000227 .meeting w/Mark II owners group re status 
basks, including Tasks A i? £ 
ELTALini*l^ oil I nation of foreign test data 

ELTAWILA, F Containment Systems Branch 80/03/10 I04pp 


-8004220671 LER 80-040/03L-0 on 000331 . dur ing review of outage 
surveillance requirements, cycle surveillances required by 
Amend 12 to Tech Specs had not been conducted Caused bu 

performed before startup 
CQGGIN. C L Georgia Power Co 80/04/(6 2pp 


potential of piles Info as to whet 
std NACE tests were used is requlr 
RUBENSTEIN,L 9 Light Water React 


used to measure corrosion 
std ABTM tests or 

Branch 4 80/03/2Q 3 p 
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0OO<1I5OO47 Summary of 800310 meeting w/Corps of Engineers ^ NRC 
consultants in Bethesda^MD re issues ot pile driving at 
site 

THOrtPSGNf 0 0 Goosuiences Branch 80/04/02 7pp 


B0041500B4 fJoti 1 1 cat lon of OOOhI"^ meeting u/util in ChicagoiIL ro pile 
driving issues 

LYNCH/ M D Light Water Reactors Branch 4 00/04/02 4pp 


B004240502 Discusses status of plant rcvieui re foundation pilings Corps 
of Engineers is reviewing geotechnical engineering aspects 
of proposed plant Particular effort is being concentrated on 
Category 1 pile dr i ving. suspended by NRC 
THOMPSON/ O 0 Geosciences Branch BO/04/03 2p p 


8004300064 Summary of 800326-27 meetings w/NdrV H owners group in Ban 
Josei CA re discussion of NRC concerns on data from Create 
tests foreign full-scalo test pi ograms It relationships u/ 

Mark II designs 

ELTAWILA/F Containmont Systems Drench 0O/O4/i4 22pp 


F Security/ medical/ emergency 8/ f»re protection plana 


8004090077 Advises that submittal date for evacuation time estimates/ 
requested by NRC 791226 Itr/has been postponed pending OAO 
clearance under Federal fiepts Act 

GRIMES/ D K Emcigency Preparedness Task Force QO/03/11 4pp 


0 Adjudicatory correspondence 


B004230091 Requests to institute proceeding & to suspend or revoke CP 
Urges admittance of Porter County chapter of Iiaak Walton 
League of Amer 1 cai Concerned Citiiens Against Oalllg Nuclear 
Siteiet alias parties W/Cer t if 1 cate of Sve & documentati on 
VOLLEN.n J Volien/ R J OSANN, E W Osann, E W GRAHAM/ R I 
Oraham/ R L 76/11/24 I07pp 


— 8004230093 Summary of 760604 meeting w/util Natl Park Sve to discuss 
Qailly IN Dunes Natl Lakashorc Meeting re technical 
discussion will take place in future 

OEKLER/R P Environmental Projects Branch 1 76/06/29 4pp 


— 8004230096 Summary of 760603 meting at IN Dunes Natl Lakeshore on 
Sailly site to discuss fossil ^ planned units V monitoTing 
efforts Urges cons idoi at ion of technical mgt meetings 
QECKLERi R P Environmental Projects Branch I 76/06/30 8pp 


— G004230101 Request for hearing re CP amend extending completion to 
050901 Certificate Of 8vc enc I 

VOLLEN/R J Vo 11 am R J 08ANN. E Qsann/ E W GRAHAM/ R L 
Graham/ R L 79/02/27 4pp 


9004040069 Joint interveuors response stating no objection to Stale of 
IL 000215 motion for continuance re CP extension proceeding 
Certificate of Bve enc 1 

VOLLCN. R J Voilen. R J GO/02/20 3pp 


Q0040B0169 Opposes extention of facility const date 
ARNURIUS/G Affiliation Unknown 00/02/23 Ip 


0004020214 Notice advising of ASLO denial of Joint Interveners' motion 
re CP extension Formal order will be issued on 800303 
Cortlflcate of 8vc end 

VOLLEN. R J UoUon. n J 90/02/25 3pp. 


0004010294 Contention by City of Gary i IN/ Uni ted Steelworkers of 
America/ Bai I iy Al 1 lance/ Save the Dunes Council iV Critical 
Mass Energy Project Questians whether realistic evacuation 
t< emergency plans may be implemented adequately^ 

COHNrP D Cohn/ D D SCHULTZ/ U Q Schultip W B 00/02/26 Ip 


— 0004010300 Reply in opposition to NRC Northern IN Public Sve 
Commission responses to petition to Intervene re CP 
extension Supporting affidavits J. Certificate of 6vc end 
CQHN. D B Cohn/ D 0 SCHULTZ, W D Schulti/ H D 00/02/26 

aapp 


8004020479 First suppl to petition to intervene by joint intervenors* 
alleging that extension of completion date is not based on 
good cause required by Atomic Energy Act Certificate of Sve 
end 

VOLLEN, R J Jdlen, R J 00/02/26 SRpp 


0004020200 Responds to Eichhorn 000227 Itr Arrangements will be made re 
pick up of applicant responses to supplemental petitions at 
convenient time Certificate of Syc encl 

SHEA/ K H Lowenste Ini Newman/ Rei Sf Axelrad ^ Toil 00/02/27 4pp 


6004020092 Rcspcjnse in opposition to G LchultirA ? G Grab ows k i . Ska te of 
IL/City or vaiy V Porter CouTity Chaptei eupplomofited 
petitions to intervene rileJ in lesporise to ASLQ 000207 
Older Urges denial of heai mg requests W/Cer 1 1 f 1 1 ate of Sve 
EICHHORN. W H , SHEA. J Noi Hiern Indiana Public Service Co 
EICHHORN. W H El c h hoi n. E i chhor n *■' Link 80/03/07 75pp 


Q004040053 F'iotlce of appeal ante iti CP ertension proceeding 
FRAN1Z.& P Northern Indiana Public Service Co TRANTZ/S P 
Lowens teiH' Newman. Re 1 s. A( e 1 rad I Toll 80/03/12 ip 


3004140125 Foi wards NRC /'V0926 memoiandum ie NJREG“'062Si "Rept of 
Siting Policy Task Force " Memo notes that Dailly alone of 
all nucleai plants fail, ill six siting criteria State of lU 
will assist pi 0 se Intel venor filing 
HANSCLL/D Illinois, State of 80/03/19 4pp 


— 8004140127 Discusses NUflEG'06?5i Pecommendati on 2 Complete survey of OL 
fjt CP sites for haiardous tac i 1 1 1 1 es. ai rpor ts A pipelines 
cannot be completed tor 791004 briefing Approx 1-0-20/ of 
existing sites would t-ail first three distance criteria 
HDUSTCIN/R W Accident Analysis Branch 79/09/26 8pp 


- 8004140130 Request for hearing te aplicant 790207 request for eifcensior 
until 850901 to complete const NRC cannot determine that 
amend involves no significant haiards consideration 
Certificate of Sve encl 

MANSELL, D Illinois. State of 79/03/05 4pp 


8004300133 Supplemental statement re standing Contends that members of 
United Steel Wot kei e of America Local lOlO are users of IN 
Dunes Natl LaVeshore in which site dewatering will take 
place due to const W/a f t- i da ./i t h Certificate of Sve 
FRANTZ. J United Steelworkers of America 80/03/26 Ip 


B004230105 Draws attention to Commission 800313 ardor to be considered 
prior to issuance of piehearing conference order re stds 
applied for standing to intervene 

SHEAi K H Lowenstei n, Newman. Re 1 s. Axelrad ^ Toll 80/03/27 2pp 


8004080567 Order requesting parties to submit views on apparent 
deficiencies in 800312-13 special prehearing conference 
transcr ip t/ b y 60041 l.ie Cf extension proceeding 
GROSSMAN/ H Atomic Safety and Licensing Board Panel 00/03/28 
2pP 


0004230020 Motion for addl time to file contentions tt first suppl to 
Intervention petition in OP extension proceeding Dewatering 
iTifo should be leconsldered at 5-yr mteival Affidavit, 
motion ’/ Certificate of Gve encl 

RODDINS/R L Lake Michigan Federation 00/03/20 Itpp 


Q004110576 Responds to request for info te CP extension proceeding 
Participant pro se in NRC adjudication may be relieved of 
requirement to file 20 copies of all documents on Secretaiy 
of Commission in accordance w/lOCFR2 7O0<d) 

OaUDBERO.S C Haaritig Branch ? 80/03/31 2pp 


8004030026 Memorandum of understanding between NRC L FEMA re prompt 
improvement in rad lolog ica 1 emergency planning U 
preparedness, d 1 str Ibuted as Board notification 
G0ES[CK,L V Office of the Executive Director for Operations 
80/04/02 34pp 


8004100000 Qrdor relieving G */■ A Grabowski from 20-copy requirement for 
pleading ft documents filing m CP extension proceeding 
GROSSMAN, H Atomic Eiafoty and Licensing Board Panel 00/04/02 
2pp 


B004210425 Brief in response to A'lLB request during 8-00312-13 special 
prehearing conference Inttjrre I at i ansh 1 p between ash pond 
seepage 6 const dewatering was fully litigated during 
CP hearings is now ban od from reconsideration 
GOLDBERG, 8 C Hearing Branch 2 00/04/10 5pp 


'-0004210431 Affidavit slating observations on relationship between ash 
ponds foi applicant coal-fiieo plants It facility const site 
dewatering Prof qualifications ft Certificate of 8vc end 
GECKLER.R P Division of bite Safety i, Environmental Analysis 
00/04/09 9pp 


8004150223 Position stating that good cause for CP extension need not 
be beyond control of permit holder under lOCFRSO 55<b) Prior 
practice, pel Diablo Canyon f/ othei cases, has accepted need 
for applicant eva luati on. ai> good cause W/C er 1 1 f i ca te of Sve 
GODDARD, R J Heariny Branch 2 80/04/11 llpp 
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300415025-6 Response ^3 A-LS 0OOOO'’‘i ordei seeking views re prefieai ing 
conference tiensciipt ot- CP evtein$i(}n pmceeding Suggests 
issuance oF clarirginj in s true 1 1 f^ns due to inferior q^ualltg 
or transciipt the* Jiieiy arid-ct rindings Uy Cer ti f i c ate of Sve 
OODDARO. R J Hearing Rranc-h 2 30/04/11 5pp 


3004210209 Response in to Lake MI Federa-tion QOO320 motion 

to File c orttent I oTi-s ^ fits*" auppl to petition to intervene 
If Federation is gr,anted i n tei vent ion. par 1 1 c ipa 1 1 on should 
be limited to issue of const de'x'atering U/Cerfc i f l cate of Sve 
GOLDBERG. S C Hearing rfranen S 30/04/ t7 9p p 


3004250415 Confirms meeting at IL Attg General Of c. Ch l c aypi IL to 

discuss contentions ad anced in CF eitension proceeding 
GOLDBERG. S C Hearing Branch 2 tiO/04/23 Ip 


3D043003SB States no obd^ctaon to granting C & A Graboutski B0O4O2 
second supp] to intervention petition in CP extension 
proceeding NRC has no intention to t - 1 1 c formal response 
GGLDDEHO.S C Hearing Branch 2 80/04 /2B Ip 


H Geitei al correspondence 


0OG4OSOI7O Opposes e> tension oi CF^ Plant so close to homes of millions 
of people IS too dangerous 

HECK. A E Affiliation Unknoun 80/03/22 Ip 


3004070364 Responds to 790916 request that LPDR be established in 
I n d 1 ana p o 1 I e , 1 M RRC establishes LPPP in iiDmed 1 ate vicinity 
of proposed % operating commercial nuclear power plants 
Applicable LP.DR locations fy hours of operation enci 
SQL/DFR.J L Division of Flutes and Records 60/03/13 3pp 


-’8004070373 Requests establishment of LPDR In I ndianapol is< IN 
Delie^es that LPDR would be appreciated &t uiell-used by 
citizens of I nd lanapol IS 

DENNETT/ C L Affiliation Unknown 79/09/16 2pp 


9004030165 Opposes const of facility due to proximity to Chicago Sc 
increase In disaster potential 

CLARK, M , FRIGO.R , HHITSHUPST.C Affiliation Unknawn 80/03/19 

Ip 


P Operating license stage documents t c ot res p ondenc e 


6004150461 Pleading supplementing State of IL 791121 Itr treated under 
10CrR2 cl06 Urges institution of hearing re siting adequacy t 
development of eciergenty e./'ac uat i on plan Requests that issue 
be decided by Commission or A5LB Certificate of Sve enc 1 
SCOTT. IJ J / HAt^SELL, D Illinois. State of 80/04/10 3pp 


Q Inspection reports. IE Bulletins i corra sporidence 


0004100139 Forwards Ifc Info Notice 80*08, "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

KEPPLEfi.J 0 fSegiori 3. Chicago, Office of the Director 80/03/07 
ip 


0004150160 Forwards IE Info Notice 00-12. “Instrument Failure Causes 
Opening of PORV & Slock Valve " No specific action or 
response necessary 

KEPPLER/J G Region 3. Chicago, Office of the Director 00/03/31 
Ip 


6004090718 Forwards IE Circular 80-05. “emergency Diesel Oeneiretor 
Lubricating Oil Addition Onsite Supply ’* No- written 
"esponse required 

EPPLER/U 0 Region 3, Chicago, Office of the Director 80/04/01 


150048 Forwards IE Info Notice 80-13, "GE Typo SBrt Control Switches 
fectlve CAM Followors " No specific action or response 
aqo ired 

.EPPLER/JG Begian 3. Chicago, DPrlce of the Director BO/04/02 
ip 


}4ieOD54 Forwards attachments to IE Circular 80-03, "Protection From 
Toxic Gas Haiards," inadvertently omitted from 600306 
Vransmi Ltai 

tEPPLEHfJG Region 3. Chicago, Office of the Director 80/04/i>2 

Ip 


K)422014& Forwards IE Info Notice 00-14, "Safety Suggestions From 
Employees " No action required 

KEPPLER/J 0 Region 3/ Chicago* Office of the Director 60/04/02 

ip 


8004220302 Foruards IC Circular 00-07. "Problems U/HPCI Turbine OiJ 
Sya " No written lesponsc required 

KEPPLCR, J G Region 3. Chicago. Office of the Director BO/04/03 
Ip 


S0041 10043 Forwards IF Dulle<in 80-07, “OWf? Jet Pomp Assembly Failure “ 
No written response required 

MEPPLCR, J G Region 3, Chicago, Office of the Director 80/04/07 
Ip 


0004230280 Forwards IE Bulletin 79-03Ai “Longitudinal Weld Defects in 
ASME SA'-312, Type 304 Stainless Steel Pipe " Action required 
KEPPLER, J G Region 3, Chicago, Dfric© of the Director 00/04/07 
IP 


0004220114 Forwards It Bulletin flO-OS, “Eiam pt Containment Liner 
Penetration Welds " Written response required 

KEPPLER. J G Regions. Chicago, Office of the Director 80/04/09 
Ip 


R Periodic operating reports i related correspondence 


8004000331 Forwards ue] I charts for 000313-19, Dai 1 1 y wells w/o 
rec orders, pond lave 1 s. piieumat 1 c pressure transducers, water 
meter leadings f USGS wells for 000319 

OOHN, R J Northern Indiana Public Service Co BO/03/28 33pp 


B0041S0493 Forwards well charts for SO0319-26 ^ Oaillg wells w/o 
recorder s. pond I eve! s, p neumat i c pressure transd uc or s, wa t er 
meter readings (/ USGS wells for 800326 

nOHN/R J Northern Indiana Public Service Co 60/04/07 33pp 


8004220553 Forwards well charts for 800326-0402, Qai 11 y wells w/o 
recorders, pond level s, pneumat i c pressure transducer s, water 
meter readings tr US05 wells for 800402 

DQHN.R J Northern Indiana Public Service Co BO/04/11 33pp 


8004280494 Forwards welt charts for 600402-10, Dai I ly wells w /0 
recorders for P004l0*pond levels far 800410, pneumatic 
pressure transduc ers. water meter readings for Q00409i U508 
wells for 800409 6 rainfall data for B0020t-0331 
DOHN, R J Northern Indiana Public Service Co 80/04/10 34pp 


6004300431 Forwards well charts for 800410-16, Qal 1 1 y wells u/p 
recorders, pond levels, pneumatic pressure transducers, 
water meter readings t, MSGS wells for 800416 

DOHN, R J Northern Indiana Public Service Cd 80/04/25 33pp 


DOCKET 50-368 ARKANSAS NUCLEAR ONE. UNIT 2 


F Security, medical, emergency t fire piotection plans 


6004030107 Approves design of cable spreading room fire barrier, in 
response to util 000228 request Barriei located at cabling 
nexus of redundant safe shutdown divisions Status of fire 
protection review mods end 

LAINAS.G Plant Systems Dranch 00/03/17 2pp 


8004010386 Advises that all fire protection mods will be complete by 
flOlOOl except Unit 2 Iteins 3 J 4 tt 3 18 Hardware mods for 
Item 3 18 scheduled for har 1981 cold shutdown Smoke 
detector sya for Item 3 H will be installed when complete 
TRIMOLE.D C Arkansas Power K. Light Co 80/03/26 Spp 


0004150567 Forwards drawings Fk description of mods for containment 
bidg manual hose stations as required by fire protection 
safety evaluation Drawings available in Central Files only 
TRIMBLE, D C Arkansas Power t Light Co BO/04/09 20pp 


—8004150579 "Hydraulic Calculation for Containment Hose Reel Project *' 
HUFF, M , FRANCE, E R , SANDER8, D Arkansas Power Light Co 
00/02/04 17pp 


--8004150390 “FAAST Fluid Analysis Simulation Technl que, User Info 
Ma nua 1 " 

* Control Data Corp 70/03/19 I30pp 


—6004150601 “Hydraulic Calculations Containment Hose Reel Project 
( DC P -203 5 K FA AST Output! " 

HUFF, M , FRANCE, E R , SANDERS, D Arkansas Power it Light Co 
80/01/17 Qipp 
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H Osneral correspondence 


6004100S81 Responds to 791212 Itr re compoters It stds used in 

nuclear potuer plants Digital catrputers used ior nionitorlng 
operations %t core protection calculator sys provides 
protection functions 

DENTON- H R Office of Nuclear Reactor Regulation 80/03/27 Ip 


"-8004100682 Requests info rc reliability of computers that control 
nuclear plants U safety stds since accident 
BRADSHAW. M Affiliation Unfcnoiun 79/12/13. Ip 


8004200347 Responds to 000321 Itr requesting summary eheets for 
operating reactors Foruards sheets prepared in month* prior 
to issuance of QLs W/o encl 

DENTON. H R Office of Nuclear Reactor Regulation 00/04/04 Ip 


— 8004200352 Requests info re performanc e evaluations of all reactors 
since first CP was granted 

WEST. D Affiliation Untnouin 80/03/0f Ip 


B004170240 Requests that util be required to submit EIS before 
authority Is granted to eipatid nuclear waste fuel storage 
pools at site Prior EIS insufficient 
PETERS. B Affiliation Unknown 00/04/09 2pp 


I Financial Information 


0OO422OS35 Annual Financial Rapt 1979 

« Middle South Utilltiesi Inc 79/12/31 40pp 


0QO41SO235 Forward* Annual Financial Rapt 1979 

TRIMBLE. D C Arkansas Power & Light Co 00/04/10 Ip 


— B004190239 Annual Financial Rept 1979 

4 Arkansa* Power Light Co 80/04/10 4App 


P Operating license stage document* (c corraspondence 


8004110800 Summariies uaUdoLin r« identifying seismic Category I piping 
& saf ety-related sys attached to or in close proximity to 
concrete block walls Numbers are prel Imitiary U mag b» 
adjusted upon survey completion on 000130 
TfilMDLE.D C Arkansas Power $< Light Co 80/01/28 Ip 


0004070160 Forwards NRG evaluation of actions taken to satisfy Category 
A requirement* of TMI'-a Lessons Learned All Category A 
requirement* have been met satisfactorily w/exception of 
Item 2 1 7a for Unit S 

REIO.R W Operating Reactors Branch 4 00/03/10 2pp. 


—0004070170 ''Evaluation of Licensee Compliance W/Category A Items pf NRC 
Recommendations Resulting from THI-2 Lessons Learned " 

* Operating Reactors Branch 4 60/03/31 i3pp 


8004030102 Forwards "Nuclear Data Link 0pecs4 '* study of digital 
communication sys to transmit info from plants to Eethesda 
Operations Ctp 

EISENHUT.D 0 Division of Operating Reactors 80/03/12 5pp 


— 8004030118 "Nuclear Data Link Bptcs '♦ 

* Divlvion of Operating Reactors 00/02/21. 28pp. 


0004070344 Inform* fcha* 3<?'' tion 2 A 3, Revision 5 of OA manual re diosel 
generator fuel oil meets Tech Spec requirements per 000107 
reques t 

TRIMBLE. D C Aricansas Power 1 Light Co BO/04/03 Ip 


S0042800S9 Forwards requ.^st for addl info re 790924 request for amend 
to License NPF-'A coiiceining response time for steam driven 
emergency feedwater pumps Supporting analysis showing no 
decrease in safety margin fi om change should be provided 
REID. R U Operating Reactors Branch *1 00/04/04 3pp 


0 Inspection reports. It Bulletins L coi respondence 


0004090151 Forwards IE Insp Ropts 50-313/00-01 L 50-34B/B0-0I en 
000107-10 t notice of violation 

HADSENt 0 L Region 4, Dallas. Reacfar Operations Nuclear Support 
Branch 00/02/01 2pp 


— 8004090153 Notice of violation rrom insp on G00I07-18 

* Region 4. Dallas. Office of the Director 80/02/01 2pp 


—8004090159 IE Insp Repts 50-313/80-01 lU 50-360/00-01 on 000107-10 
Noncompl lance noted data sheet* recorded relay setting only 
t did not contain sufficient info tf calibr t testing program 
for protective relaying was deficient in procedures 
8PAN0LER.R O , 0M1TH.R . UESTERKAN. T F Region 4. Dallas. Office 
of the Director 00/02/01 6pp 


0004100319 Forwards TE Insp Repts 50-313/00-02 tt 50-360/00-02 on 
791222-800121 It notice of violation 
MAD0EN. O L NRC Regional Offices 80/02/00 2pp 


—0004100524 Notice of violation from insp on 791222-000121 
* NRC Regional Office* BO/02/06 Ip 


—0004100335 IE Insp Repts 50-313/00-02 t 50-368/80-02 on 791222-000121 
None amp 1 iance noted failure to adhere to requirements of 
test procedure 

JOHNSON. W D . CALLAN. L J . NE6TERMAN. T F NRC Regional Offices 
80/02/06 Spp 


8004040009 Forwards IE Insp flopts 50-313/79-24 b 50-368/79-23 on 
791107 No noncomp 1 iance noted 

MADSEN. O L Region 4. Dallas. Reactor Operation* Nuclear Support 
Branch 80/02/26 3pp 


—8004040094 IE In*p Repts 50-313/79-24 L 50-368/79-23 on 791109 No 
noncompl tanc e noted Major areas inspected current NRC & DOT 
regulat lan*« current requirement* of waste burial firm*i 
Instructions tc operating procedures & audit program 
KARRISON.H C Region 4. Dallas. Office of the Director 
BROMN. 0 D Region 4. Dallas. Fuel Facility it Materials Safety 
□ranch 80/01/16 4pp 


8OO4250103 Respond* to IE Bulletin 79-27. "Los* of Non-Class IE 
Instrumentation L Control Power Sys Dus During Operation " 
Util ha* reviewed applicable buses No buses identified 
which coirld affect ability to achieve cold shutdown 
TRIMBLE. D C Arkansas Power 4 Light Co 80/02/20 2pp 


8004030209 Provide* descriptions of long-term Le««on* Loarned change* 
to plant shielding fc modified sampling *y* to minimlxa 
ptrtonnel exposure during worst case accident conditions 
TRIMBLE. D C Arkansas Power L Light Co 80/03/31 7pp 


0004070287 Forward* proposed change to Paragraph 15 2 2 constituting 
Revision 5 to APL-TOP-IA. "QA Manua 1. Nonconforming Matli 
Part* or Components '* 

TRIMBLE. D.C Arkansas Power L Light Co 00/03/31 Ip 


— 8004070403 Proposed change to Paragraph 19 2 2 of '^OA Manual. 
Nonconforming Matl. Parts or Components *' 

« Arkansas Power it Light Co ALP-TOP-IA 80/03/31 2pp 


8004150304 Forwards brief description of safety evaluation for deelgn 
changes completed in 1979 which require safety evaluation 
per 10CFR50 99 Mod* include emergency tooling pond changTe. 
firehouse station addition it increaee of sprinkler coverage 
TRIMBLE. D C Arkansas Power it Light Co 80/03/31 5pp. 


8004170006 Forwards description of safety avaluation for design changes 
completed in 1979, 

TRIMBLE. D C Arkansas Power It Light Co 80/03/31 6pp. 
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ec 04->5u( ■*? K i'. = p rfp>* ‘ '1' Ji' 0 1 » 5O-3^j0/G0~04 oj\ Q00131 Z 0201 

■*c? iicmt I t jr L * n ' j jnspec + ed practices of 

licensee- rn ‘3 t t* r ti ■ ‘.-■i « iruie I * n^irit cori*-Tectsd 

p i»i sori^? I 

'j- I' *t tillda; fupl fariLitij t tlatertale Safety 

Sran-n iJt " T *,r<, >• .0 If I Re-gion 4. DallaSi Office of 

the I;ir?r<cf 1 »> rj ! , ,'pc 


5004130*31 It- I'l*-- ''itice Ol-i; Instrumei^t F*»ilLire Causes 

Openirg of f » iMr;' *•' i ?pccii-ic action or 

respa-nse netessaxj 

SCVFpiTiH ‘v Reg 1 .11 \ [ Ji ) 1 = . . 0 t f i c <■ of the Director OO/OT/31 

i P 


30Ci40Q0i>0ti Foiiif3Tjl» I fc Ci.i-»jlai ^O-O^j "Ffticrgency Diesel Gerorator 
Lubricating 'nl AdJi + i n ’ Supply ' Mo "jritten 

responiie ruiiLiifed 

SEYFP ITr'iA / Region 4» I'llliS O-fFi.i* C5t the Director 60/04701 
1 P 


QCi 04 tiOu 9 ’^ Forward? IT Info li a 1 1 r ^ SO-lJr "GE Type SBI 1 Control Switches 
Defective u^M Follower^ ' ^Jg spncific action or response 
re-q p I T ed 

SE■YPP1Tll^ / -Region 4 D^lles/ Office of the Director 00/04/02 

Ip 


6004130493 Foruaiii J {• Inro tiofi-? GO- 14 , "Safety Suggestions From 
Enployees No action req,uiied 

SEYFPITp/ V Region 4. l)al las Office -of the Director 90/04/02 
I P 


B0041801&'? FoTuards IE Cnruia.f GO-07, 'Problents Id/HPCI Turbine Oil 
Sys ' Mo ujritlen response required 

SeVFRlT.l' V Pejion 4, Dallas. Office of the Director 30/04/03 


□004530324 ForMards IL DuMetin rG-ODfl, "Long i tudiita 1 Meld Defects in 
ASME 5A*332, Type 304 Stainless Steel Pipe " Action required 
SEVFPir.H V Hegion 4 til Us Office of the Director BO/04/04 
Ip 


R Periodic operating teporrs K related correspondence 


0004510274 Forwards rronthly operating rept for Mar 1960 
TRJMDLE. D C X*Ttan3as Power 1 Light Co 60/04/11 Jp 


"“QOO421O20O Mon-thly operating rept for Mar 1990 

PENDERGR ArT< R Arkansas Power f-* Light Co BO/04/11 fapp 


8004590400 Forwards corrections to monthly operating rept for Mar 1980 
TRIHDLE V C Arkansas F’ouer i Light Co 60/04/17 Ip 


”8004290451 Corrections tft <nonthly operating rept for Mar 1900 
PEMDERGRAFT, n ArPfans.ii, Pouer f Light Co 60/04/11 3pp 


S Reportable Occur reiKes, L TRs /y related correspondence 


7611100176 Describes 780?l<i event at subj facil auto transfer of 
auilliary loads on both units to startup transformer #2 w/ 
consequent overload Recoitiinen J i licensee be advised of 
nonconformance w/GDC-l'^ K modify his design 
R0BA« F Power Systems Branch GATTERFIELD, R ClectriCt 
I nstc ucoentat i on t Control Systems Branch 78/11/01 6pp 


3004200521 RC) 5O”368/0&“Ol6 on 000319/ a r ter revioulng C-E Itr re 
discrepancy in shutdown margiiti tor boron dilution in Mode S 
rtll notified lrC by teKori Tech Spec change request will be 
• ubmitted to ensure greater than S'-l shutdown rnsTgln 
I'HANLOrlp J P Arkansas Power ^ Light Co 00/03/19 Ip 


>4020342 Forwards LbR Q0*013/03L -O 

rRlHCLE/D C Arkansas Power t tight Co 00/03/20 Ip 


J00'102-0346r LER 0O-O13/O3L-O on 800229. durl ng mode 5 operatl on* reac tor 
cooling sqs chloride concentratiori found to be approx 0 5 
ppm. vl D lat 1 ng Teth Gpsr^ Probably caused by batch 
contaminated during majnt on safety Injection chock valve 
PENDERGRArT, R Arkansas Power 5- Light Co 90/03/20 Ip 

>4080577 Forwards LER QO-Olia/O I T-O 

ftlMDLe.D C Arkansas Power t Light Co 90/04/01 Ip 


1004080596 LtR BO-Dlfc/OlT-0 on 80031&. mcorvsistervcg identified between 
Tech Specs t FSAR sarety analysis Caused by failure Of 
initial Tech Gpecs to determirie safety analysis limits 
Reactivity balance calculation, procedure revised 
SNlfELWC Arkansas Power I Light Co 80/04/01 2pp 


G004l50iu5 Fonuards LER >JO 0H'03L-u 

TRIKDLE.D C nTl<an»ciS Pjw»>i • Ligb* Co 00/04/11 Ip 


- ”80041 SOoiS I F.R 80 014/U3L -Q on 9003 1 3. d ur l ng mode 5 up erat i on, 1 oc a 1 
leak rate teciting at containment penetration 2Va revealed 
e)ic*> 3 sivu Lea* rale tcruieer, valve actuation L heatup 
processes Caused by pai tidily open inside isolation valve 
SHIVELV.C N Ariiansis Power f' Light Co 90/04/11 Ip 


Q004220691 Forwaids LFR GC-Ol 7v03L -0 

TPIMCLF.D C Arkansas Powpi ♦ light Co 00/04/15 Ip 


”8004220703 LER 0O-OJ7/O3L-O on 80031&I during mode 3 operation, A steam 
gereraFor pi essure indicatar 2 Pt”l041-4N on Channel D 
failed high Caused by clectTomc output of pressure 
transmit'ter plant piotection sys falling high 
SHIVELY C fJ Atkansa% Power V Light Co 00/04/15 Ip 


DOCKET 50“3i9 WllLlAM D MCGUIRE NUCLEAR STATION. UNIT 1 


A App I ica t i on/construc t ion stage documents i correspondence 


aoO'1040031 Advises of issuance of NUREG-059Q. "InteMm Staff Position 
on Environ Qualification of Satet y -Re lated Electrical 
Equipment. “ providing guidance re methods for compliance 
RQSS.D F Division of Project Management BO/02/05 7pp 


6004040017 Submits add 1 guid«-ince to NUREG”O590i "Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment " Requests review or equipment qualification 
documentation to identify dsgtee of compliance 
ROSBrD F Division of Project Management 80/02/21 3pp 


9004230058 Requests info le auxiliary feedwater sgs per Dulletins L 
Orders Task Force review of TMI-2 accident Info should be 
provided as amend to application Submittal schedule should 
include fJRC approval prior to issuance of OL W/encl 
RQSS.D F Division of Pioject Management 0O/O3/JO 53pp 


8004140123 roruards isquest for addl info re NRC review of LQCA 
analyses provided in plant FSAR Revisions 29< 33i 34 U 3h 
Info should be provided by 000421 

DALR.R L Light Water Reactors Hranch 2 80/03/19 4pp 


8004170327 "TMI“Plus One Toward a Sater Nuclear Power Program 
* Duke Power Co 80/03/26 I3pp 


8004070234 Forwaids Page 3-10 * Table 3 1-1 of offsite dose 
caluculation manual . coi rec t ing typographical errors Also 
forwards Page B-l inadvertently omitted from 800317 
submittal ot manual 

PARKER, W 0 Duke Power Co 80/03/37 Ip 


— 0OO4O7O23t Pages 3-tO ** R-J I Table 3 l-l of offsite dose calculation 
ntanua I 

» Duke Power Co 60/03/27 3pp 


9004150051 Summary of 600327 meeting ui/util in De th cs da, MD, r o 
scheduling of initial fuel loading t< license application 
re VI ew 

DIRKEL/R A Light Mater Reactors Branch 2 00/03/26 5pp 


6004080366 Foi wards addl info i equested by NRC 800129 Itr, re ©mergoncy 
diesel generator reliability f implementation of NUREG-0660 
rec ommendat i ons 

PARKER, M 0 Duke Power Cq 80/04/03 ilpp 


0004140430 Forwaids compaiison of draft STS w/snubber functional test 
sampling plan 

C0LLING3, D M Duke Power Co 00/04/03 Ilpp 


8004080455 Forwards "3l6(bl Predictive Study of Impingement 8< 
Entrainment" ft "Consol idai-Qd Overvi eu, Basel Ine Yr 1970-79, " 
as requested 

PARKER, M 0 Duke Power Cq BO/04/04 Ip 


—8004000459 '’316<b) Predictive Study of Impingement Entrainment " 
e Duke Power Co 78/10/31 300pp 


— 8004CB0461 “Consolidated Ovetvicu, Basel me Yr 1970-79 " 
« Duke Power Cp 60/03/31 300pp 


00041.40340 Forwaids response to NRC 000219 request for info re environ 
qualification of containment pressure tiansmitters 
“Qualification Test Rept on Three Model 306A Differential 
Pressure Tiansmitters ? Remote Sensors," Vols 1 ic 2 
PARKER, W 0 Duke Power Co 60/04/08 4pp 
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— B0041403S4 "Qua 1 1 F icat i on Test Rept on Three Model 306A Differential 
Pressure Transfni tters ft Reatobe Sensors*" Vol l.Revlaion D 
HATHAKER<D P * DAVIES. L M Wy I e Laboratories 43904-1 VI RD 
78/07/06 43pp 


**-8004140390 "Qualification Test Rept on Three Model 366A Differential 
Pressure Transmitters F/ Rerrtote Sensors." Vol ^.Revision C 
BROWN, J , CAMPDELL.E R Wq 1 e Laboratories 43904 V2 RC 
70/07/06 loopp 


0004280072 Discusses revieui of q^ualibative evaluation of combined 
failure of 10-inch accumulator line impinged sit-lnch hot 
leg injection line Requests sensibivltg analgsis of lO-lnch 
cold leg split break w/six-tnch split break i-QCA 
DAER.R L Light Water Reactors Branch S 00/04/09 3pp 


8004200076 Ack receipt of util 791226 response to NRC request for 
independent field audit of installed electrical sys Si 
equipment Util review lacks performance of detailed field 
audit by independent group 

BAERiR L Light Water Reactors Branch a 00/04/09 4pp 


6004300142 Requests submittal of three listed items an NRC docket to 
provide retrievable technical ref sources on guide tube 
wear Info should be incorporated in next revision to F8AR 
BAER.R L Light Water Reactors Branch 2 00/04/11 3pp 


8004220720 Incorporates three Itr refs into 79IP14 response to NRC 
790711 request for info re fuel assdfnbly guide thimble tube 
wear Refs consist of Tf1 Anderson 780912, 101& S- 790627 Itrs 
to DO Eisenhut 

PARKER, W 0 Duke Power €o QO/04/16 Ip 


8004290493 Forwards "Qtatlstical Analysis of Mechanical Properties for 
Containment Plates ti Wold Filler Metal " 4c drawings re Ames 
Lab statistical design parameters for containment Drawings 
available in Central Files only 
PARKBR.W 0 Duke Power Co 00/04/24 2pp 


—0004290501 "Statistical Analysis of Mechanical Properties for 
Containment Plates $( Weld Filler Metal " 

HUFFAKER/T Duke Power Co IRLEYN, K B Consumers Power Co 
80/04/21 Spp 


F Security, medical, emergency ?< fire protection plans 


6004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr. has been postponed pending OAO 
clearance under Federal Repts Act 

CRIMES. 0 K Emergency Preparedness Task Force 00/03/Jl 4pp 


8004030152 Forwards info in support of standby shutdown facility Enel 
withheld <rof I0crn2 7901 
PARKER, M 0 Duke Power Co 00/03/31 Ip 


80041Q0273 Forwards Revision 7 to modified amended security plan 
Plan withhold (ref lOCFRa 790) 

PARKER. W 0 Duke Power Co 80/04/1*) Ip 


8004160197 forward, B*! ^pitaloy.JN Doriohew CR Marotta F E Lanti 
profiled tt.<tinonje4 to to Licence SNH-1773 For Oconeo 

spent Fuel trarispor<a''ioi> F, -Lfoiago at McGuife 
KETCHEN. E G Hearing fl'inch 4 00,04/11 2pp 


- -80041OO199 Prenied re 0OD423 hearing Updates license amc 

recoi d re spent fuel handling *, stotage a I terra b i v es . s ta tu s 
of* tfRC spent fuel Cetsk review F pm compaction application 
SP1TALN/,B S Advar. ed Fuel f Spent Fuel Licensing Branch 
aO/04/n 9pp 


— 8004160210 Supplemental NRC rept "Spent Fuel Storage oi- Oconee Spon 
Fuel at McGuire Nuclear Station - Unit i " 

« Cofi'misslon 00/04/11 2pp 


— 0004160219 Prefileri testimony re doses caused by Oconee spent fuel 
assembly ruptu? e while sfored at McGuire spent fuel pool 
Converts URC 800200 aifidavit* to question f/ answer format 
Prof qua 1 1 f lea 1 1 ons eric I 

DONOHEW. J N Environmental t/aluation Branch 90/04/11 I3pp 


--8004160221 Testimonij re A8Lfl questions at Transcript 4027 t. 4432-47 
concerning whether Fuel stored in McOuiie spent fuel pool 
would remain subciiticat it cask Falls onto pool Converts 
NRC 800208 affidavits to question F, answer Format 
MAROTTA.C R Office of Nuclear Mateiial Safety Safeguards 
00/04/n 2pp 


—8004160224 "NftC Criticality Analysts oF McGuire Spent Fuel Pool 
Containing Oconee Spent Fuel tor Cask-Drop Accident " Prof 
qua I 1 f ications enc 1 

MAROTTA. C R Office of Nucleai Mateiial Safety 6 Safeguards 
80/04/11 lOpp 


— 6004160227 Testimony re ASL B questions at Transcript 4027 i> 4432-47 
concerning whether fuel stored in McGuire spent fuel pool 
iwould remain sober itical it cask falls onto pool Converts 
NRC Q00208 affidavits to question & answer format 
LANTZ.E Division of Opeiating Reactors 80/04/11 2pp 


— 6004)60230 "Supplemental Criticality Analysis for Proposed Transfer 
Spent Fuel Ft om Ocoiroe to McGuire " Prof qualifications 
enc 1 

LANTZ.E Division or Operating Reactors 80/04/11 Spp 


— 6004)60235 Affidavit re occupational doses caused by Oconee spent f 
as^ombly rupture.at «}70 dags in agf.whon stored in McGuire 
spent fuel pool Completes NRC response to A'lLD 791031 order 
Supporting documentation enc I 

DONDHEWr J N Environmental Evaluation Branch 00/04/10 Opp 


--0004160240 Affidavit re occupational doses caused by Ocaneo sperrt f 
assembly rupture, at 40 day^ in age, when stored in McGuire 
spout fuel pool Completes NRC response to ASLU 791031 order 
Supporting documentation enc 1 

DGNDICW.J N Environmental Evaluation Branch 00/04/10 6pp 


0 Adjudicatory correspondence 


8004230078 Forward* 800328 8ECy*-ao-l66 requesting amend to irradiated 
reactor fuel in*'transit physical protoetkon roquiretnents If 
amend approved, e f feet on NRC case re spent fuel 
transportation & storage will bo provided 
MOEFLINO.R K Hearing Branch 4 80/04/01 Ip 


8004030026 Memorandum of understanding betwoen NRC b FEMA re prompt 
improvement in radiological emergency planning 
preparedness, d i str ibuted as Board notification 
OOSSiCKiL V Office of the Gicecgtiv© Director for Operation* 
80/04/02 34pp 


8004180432 Forwards NRC 800403 Itr w/encl commercial newspaper 
advertisement re resumption of evidentiary hearings NRC 
wishes to notify public officials of counties In which 
proposed alternate routes are located 
KETCHEN, E 0 Hearing Branch 4 00/04/08 Ip 


— 8004180441 Notifies of resumption of evidentiary hearings re amend of 
License SNM“i773 Proposed action is to transport up to 300 
spent fuel assemblies from Oconee nuclear facility to 
McGuire nuclear facility Commercial newspaper notice end 
RQUBEi L C Advanced Fuel 4- Spent Fuel Licensing Branch 00/04/03 
Spp 
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8004150070 forwards It tnfc BO-t3 ‘■‘GE T^jpe SBM Control Switches 

Defective FollotJt'rs ' Mo specific actt'Otv or r«^ptins« 

Q'REILL/.O F Region AUanta. Oip^ite of the Director 6^/04/02 

2pp 


0OOil24O24'? For-ward-^ IF Into Notice 80'- 1 4 "Safety Suggestions Trom 
Emplogsea •' No action required 

O'RFiLLYiJ P Region c.\ Atlantai Office of the Director 80/04/02 

2pp 


e004l8032i. Forwards lE Circulai BO-07. '‘Problems W/MPC I Turbine Oil 
Sqs " No written responve required 

O'RElLLSiJ P Region 2 Aflatita< Office of the Director BO/04/03 

2pp 


QDO4230132 Forliiards IE BaLletin /9-03A ‘Longitudinal Ueld Defects In 
ASME SA-312. Type 204 Stainless Steel Pipe '■ Action required 
□ ‘REILLV.J- P Region d Atlanta. Office of the Director 80/04/04 
IP 


8004080366 Fot wards addl info requested bi^ NRC B00129 Itr.re emergency 
diesel genoidtor reliability t implementation of NURE0^0660 
recommendations 

PARKER. U 0 Duke Power Co 83/04/03 llpp 

B004140430 Forwards comparison of diaffc STB u/snubber functional test 
sampling plan 

C8UL1N0S.I) H DuVe Power Co BO/04/03 tlpp 

8004080455 Forwards "3l6(b> Predictive Study of Impingement & 
Entrainment” & ''Consolidated Overview. Basel Ine Yr 1978^79. " 
as requested 

PARKER. W 0 Duke Power Co 00/04/04 Ip 


— 8004080459 ”3l6<b) Predictive Study of Impingement 8i Entrainmont ” 
Duke power Co 7Q/10/31 300p p 


— 8004080461 "Canaol idatad Overview. Basel me Yr 1978-79 " 
Duke Power Co 80/03/31 SOOpp 


8004160358 Forwards IE Bulletin DD-OQ. "Eram of Containment Liner 
Penetration Welds ” Written response req^uired 

□ ‘REILLY. J P Region 2, Atlanta. Qrfice of the Director EO/04/07 
2pp 


S Reportable occurrences. LERs i related correspondence 


8004080101 Part 21 rept ie devi<ition uhich could result in reduction 
of integrity of RCPt) Voive bonnet flange ^jieldment uias liquid 
penetrant examined o-n one side only Personnel uill conplete 
e lamination 

HILLERiMU Duke Power Co 80/03/11 3pp 


0004020340 Forwards Significant Deficiency Rept SO 369-370/00-02 re 
steam generator narrow range level transmitter cables 
PARKER. H O Duke Power Co 60/03/27 tp 


--B00402035B Significant Deficiency Rept 60 369-370/BO-03 re failure of 
steam generator narruu range level tiansmstter cables to 
meet environ qualification requirements Bicteen cables in 
Unit t will be replaced & new cables installed in Unit 2 
^ Duke Power Co 80/03/27 Ip 


DOCKET 50-370 WILLIAM B MCOUIRE NUCLEAR STATION. UNIT 2 


A App 1 1 cat lon/c ons true 1 1 on stage documents S. correspondence 


8004040031 Advises of issuance of Ndneo-OSSO. '' Inter im Staff Position 
on Environ Qual i f ic a tian of &af oiyi-Re la ted Electrical 
Equipment." providing guidance re methods for compliance 
ROSS. D P Division of Pioject Management 80/02/05 7pp 


8004040017 Submits addk guidance to NUREO-OSB0. '^'Interim Staff Position 
on Environ Qualification qf Safety-Related Electrical 
Equipment " Requests revieui or equipment qualification 
documentation to identify degree of compliance 
ROSS I D F Division of Project Management 00/02/21 3pp 


0004230058 Requests info re aukiliary feedwater sys per Bulletins 8. 
Orders Task Force review of THt-2 accident Info should be 
provided as amend to application Bubmittal schedule should 
include NRC approval prior tu tssuance of OL W/encl 
ROSS. D F Division of Project Management 00/03/10 53pp 


8004140348 Forwards response to KIRC B00219 request for info re environ 
qualification of containment pressure transmitters h 
'"Qualification Test Rept on Three Model 306A Differential 
Pressure Transmitters it Remote Sensors. " Vols 1 U 2 
PARKER. U Q Duke Power Co 00/04/03 4pp 


—0004140354 "Qualification Test Rept on Three Model 306A Differential 
Pressure Transmitters 6 Remote Sensors. “ Vol 1. Revision B 
HAYMAKER, D F , DAVIES. L « Wylo Laboratories 43904-1 Vl RB 
78/07/06 43pp 


— B00414035B "Qualification Test Rept on Three Model 3a6A Differential 
Pressure Transmitters 6 Remote Sensors. " Vol 2. Revision C 
BROWN. J . CAMPBELL. E R Wy 1 e Laboratories 43904 V2 RC 
70/07/06 loopp 


60042B0072 Discusses review of qualitative evaluation of combined 
failure of lO-inch accumulator line h impinged sit-inch hot 
leg Injection line Requests sensitivity analysis of 10-inch 
cold leg split break u/sit-inch split break LQCA 
BAERiR L Light Water Reactors Branch S 80/04/09 3pp 


0004280076 Ack receipt of util 791226 response to NRC request for 
Independent field audit of installed electrical lys b 
equipment Util review lacks performance of detailed field 
audit by independent group 

BAERIR L Light Water Reactors Branch 2 00/04/09 4pp 


0004300142 Requests submittal of three listed items on NRC docket to 
provide retrievable technical i ef souTces on guide tube 
wear Info should be incorporated in next revision to F8AR. 

BAER, ft L Light Water Reactors Branch 2 80/04/11 3pp 


6004220720 Incorporates three Itr refs into 791214 response to NRC 
790911 request for info re fuel assembly guide thimble tube 
wear Reft consist of TM Anderson 700912.1015 U 790627 Itrt 
to DO Eisenhut 

PARKER, W O Duke Power Co 00/04/16 Ip 


0004290493 Forwards "Statistical Analysis of Mechanical Properties for 
Containment Plates 6 Weld Filler Metal '* & drawings re Ames 
Lab statistical design parameters for containment Drawings 
available in Central Files only 
PARKER* W 0 Duke Power Co 80/04/24 2pp 


9004140123 Fortyards request for attd| info re NRG review of LQCA 
analyses provided in plant FSAR Revisions 29.33.34 6 36 
Info should be provided by 600421 

BAER.R L Light Water Reactors Branch 2 80/03/19 4pp 

9004170327 "'THl-Plus One Toward a Safer Nuclear Po<uer Program " 

* Duke Power Co 00/03/26 I3pp 

0004070234 Forwurds Page 3-10 4. Table 3 t~l of offsite dose 
caluculation manual* c art ectinq typographical errors Atsa 
forwards Page B-l inadvertently omitted from 800317 
submittal of manual 

PARKER. M O Duke Power Co 80/03/27 Ip 

—8004070236 Psyes 3-10 i B-l Table 3 l-l of offsite dose calculation 
manual 

* Duke Pofrar Co 90/03/27 3pp 


— 0004290501 “Statistical Analysis of Mechanical Properties for 
Conkainment Plates be Weld Filler Metal " 

HUFFAKERi T Duke Power Co TRLEYN, K 9 Consumers Power Co 
00/04/21 5pp 

F Becurity. medical, emergency fire protection plans 

0004000077 Advises that submittal date for evacuation time eetlmates, 
requested by NRC 791226 itr, has been postponed pending OAO 
clearance under Federal Repti Act 

CRIMES, B K Emergency Preparedness Task Force aO/03/li 4pp, 

0004030152 Forufards info in support of standby shutdown facility End 
withheld <ref 10CFR2 790) 

PARKER, W 0 Duke Power Co 80/03/31* Ip 


O Adjud icatorif correspondence 


8004150051 Summary of 000327 maeting ui/utiL In Bethesda, MD. re 
scfreduiing af initial Fuel ioadnig 6 license application 
review 

BlRKELiR A Light Water Reactors Branch 2 00/03/20 5pp 


0004230070 Forwards 800320 SECV-00-166 requesting amend to irradiated 
reactor fuel in-translt physical protection requirements If 
amend approvad , ef f ect on NRC case re spent fuel 
transportation storage will be provided 
HOEFLINO.R K Hearing Branch 4 00/04/01 Ip 
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600403002& Metnorandum of understanding between NRC & TEMA re prompt 
ImprovemEnt In radiological emergency planning t( 
preparedness^ distri buted as Board notification 
OQSSIGKj L ^ Office of the Executive Director for Operations 
80/04/02 04 pp 


0 Inspection report4< IE Bulletins & correspondence 


G004180516 Forwards response to IE Bulletin 80-03. "Loss of Charcoal 
from Btd Tgpe 1 1. Two-Inchi Trag Adsorber Cells ** Lists 
charcoal filters for which visual insp was performed No 
significant charcoal leakage found 
PARKED. M O Duke Power Co 80/03/21 3pp 


8004150511 Forwards IE Info Notice 80^13. "Instrument Failure Causes 
Opening of PORV St Block Valve " No Specific action or 
response necessary 

O'REILLY* J P Region 2 . Atlanta. Office of the Olroctor 80/07/31 

2 pp 


8004080611 Forwards IE Circular 80-05. "Emorgency Diesel Generator 
Lubricating Oil Addition h Dnsite Supply " No written 
response reauired 

O'REILLY. J P Region 2. Atlanta* Office of the Director 60/04/01 

2 pp 


8004150070 Forwards IE Info Notice 80-13. **0E Type SDH Control Switches 
Defective CAM Followers *' No specific action or response 
reauired 

O'REILLY. J P Region 2. Atlanta* Office of the Director 00/04/02 

app 


8004240249 Forwards IE Info Notice 80-14. ''Safety Suggestions From 
Employees “ No action required 

O'REILLY, JP Region 2. Atlanta. Office of the Director 80/04/02 
2 pp 


8004180326 Forwards IE Circular 80-07, "Problems N/HPCI Turbine Oil 
8 ys " No written response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/04/03 

2pp 


8004230132 Forwards I£ Dulletin 79-03A "Longitudinal geld Defects In 
ASME 9A-3l2i Type 304 Stainless Steel Pipe " Action required 
O'REILLY. JP Region 2. Atlanta. Office of the Director 00/04/04 
Ip 


8004180358 Forwards IC Bulletin 8 O-O 81 '"Eiam of Containment Liner 
Penatration Welds '* Written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/04/07 

2 pp 


8 Reportable occurrences. LERs L related correspondence 


8004080101 Part 21 rept re deviation which could result in reduction 
of integrity of RCPD Valve bonnet flange weldment was liquid 
penetrant examined on one side only personnel will complete 
examination 

MILLER. H L Duke Power Co 80/03/11 3pp 


8004020348 Forwards Significant Deficiency Rept SO 369-370/80-02 re 
steam generator narrow range level transmitter cables 
PARKER, W D Duke Power Go 80/03/27 Ip 


—8004020358 Significant Deficiency Rept 8 D 369-370/80-02 re failure of 
steam generator narrow range level transmitter cables to 
meet environ qualification r equirements. Sixteen cables in 
Unit 1 will be replaced b new cables Installed in Unit 2 
* Duke Power Co 80/03/27 Ip 


DOCKET 50-373 LASALLE COUNTY STATION. UNIT 1 


A App 1 Icatlan/construc tion stage documents correspondence 


0004040031 Advises of issuance of NUfiEG-0588. "Interim Staff Position 
on Environ Dual i f Icatlon of 8 a f ety-Rslated Electrical 
Equipment* '* providing guidance re methods for compliance 
RO80I D F Division of Project Management, 80/02/05 7pp 


8004040017 Submits addl guidance to NUREO-O388i "Interim Staff position 
on Environ Qualification of Safety-Related Electrical 
Equipment " Requests review of equipment qualification 
documentation to identify degree of compliance 
ROBS, D F Oiviiion of Project Management 80/02/21 3pp 


8004020466 Notification of 800326 t 37 meeting w/repres en ta t 1 ves from 
Mark II owners 91 oup in San Jose.CA to discuss Mark II 
Greece Test Pi ogram, 4T c/o tests ?y foreign tests 
ELTAWILA.F Containment Systems Branch 80/03/10 I2pp 


6004030122 Notification of 800326-27 meeting u/Mark II owners group. 
NRC consultants A GC in San Jose.CA to discuss Mark 11 
Creare test program, 4T C/Q h foreign tests Topics are 
proprietary Agenda enc J 

ELTANILA. F Cental nmen t Systems Branch 80/03/10 12pp 


8004070097 Advises that ASME Code Case N-24 I is acceptable & may 
be used in hydrostatic testing program to exempt certain 
piping from testing 

PARiR.O 0 Light Water Reactors Branch 3 80/03/17 2pp 


6004040474 Summary of Q00227 meeting w/Hark II owners group re status 
of several long-term program tasks. includ ing Tasks A 17 & 

A 16 k, task related to utiliiation of foreign test data 
ELTAWILA.F Conta 1 fiment Systems branch B0/03/1B 104pp 


8004100102 Requests conti oiled set of PlfJDs for each plant Submittal 
should be forwarded to attention of Region 3 incident 
response ctr within 20 days 

KEPPLERrJ 0 Region 3, Chicago, Office of the Director 80/03/20 
Ip 


0004130316 Forwards revised pages constituting Revision i3 to CE-l-A. 
QA program Revisions reflect recent organixation title 
changes 

NAUOHTON.W F Commonwealth Edison Co 00/04/02 Ip 


—8004150328 Revised pages constituting Revision 13 to QA program 
Revisions reflect recent organi 1 at tonal title changes 
« Commonwealth Edison Co CE-t-A Rl3 80/04/04 7pp 


0004130416 Forwards ASME Section XI repairs & revisions rept. Frocoduro 
L 8 0 P 3 1. Revision O 

HATT3. T E Commonwealth Edison Co 80/04/03 Ip 


—8004150419 Procedure for ASMC Section XI repairs L revisions Repair/ 
revision Repts 5-S h 33-30 end 
e Commonwealth Edison Co 79/04/11 17pp 


8004280051 Discusses NRC caseload forecast panel 800326-37 site visit 
to review status of const b readiness for fuel loading at 
Unit 1 NRC projects fuel load date two months later than 
util List of attendees at QD0326-27 meetings end 
DOURNIA* A Light Nater Reactors Branch 3 QO/04/09 5pp 


8004300064 Summary of 800326-27 meetings w/Mark II owners group in San 
Jose.GA re discussion of NRC concerns on data from Creare 
tests & foreign full-scale test programs relationships w/ 

Mark II designs 

ELTANILAi F Containment Systems Branch 80/04/14 2 Zpp 


8004230479 Requests guidance on approach required to complete SER 
Fuel is scheduled for loading on 000730 NRC forecast panel 
audit approves Nov 1980 fuel loading Expediting review 
would be appreciated 

PEOPLES. D L Commonwealth Edison Co 60/04/15 2pp 


8004250427 Forwards response to NUREQ-OS/O b "Design Grlterie U 
Conceptual Design Description for Technical Support Ctrs for 
Facilities" for review Util emergency plan will be submitted 
w/Lasalle County site-specific emergency plan 
PEOPLES 1 0 L Commonwealth Edison Co 00/04/15 60pp 


— 8004350420 "Design Criteria i, Conceptual Design Description for 
Technical Support Ctrs for Facilities *' 

* Bechtel Power Corp (subs of Bechtel Carp } 79/12/26 32pp 


8004280410 Forwards draft radiological ETS JS< draft "Onsite Dose 
Calculation Manual " Urges that App I matls be reviewed in 
conjunction u/ongolng operating plant review 
PEOPLEa.DL Commonuiea 1 th Edison Co 80/04/21 2pp 


— 8D04S80412 Draft radiological ET 5 . Sect ions 1-6 
* Commonwealth Edison Co 78/10/31 lOOpp 


— 8004380414 Draft Dnsite Pose Calculation Manual 
a Commonwealth Edison Co 79/12/20 150pp 


F Becurlty* medical, emergency & fire protection plans 


8004020413 Forwards NRC 800306 trip rept re 800228 site visit to 
complete fire protection review 

BOURNIA, A Light Water Reactors Branch 3 80/03/10 Ip 
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— 0OO4O2O41'9 SubiTiti tiip rept re 000220 site visit to complete fire 
protection rpvieuj -Only one otta otf canterri eiiats re need 
for sprinklers Applicant conmitted to correct situation 
using otifr of three specified alternatwes 
HARRISDV G AuTlliary Sgstems Srarc h B0/03/0ij Jpp 


ti0040S0077 Advises that sufcmittal date ror evacuation time estimates, 
requested by NF?C 7^ 1 ?2A Itr.has been postponed pending GAO 
clearance undei Fodeial Repts Act 

GRIMESiH K Emergency F r ep are doe Task Force 00/03^11 4pp 

B004010352 Forwards positional on t'lre protection issue Provides 
c onri 1 tens rit s made at 000207^08 meetings 

DELOEOROE. L 0 Commonwealth Edison Co 00/03/24 22pp 


8004070273 Forwards Pages i:-26 i- C-27 of Revision 5 to security plans, 
omitted from SOQ32 1 submittal End uithheld 
(ref 10CFR2 790) 

PeOPLEB.D L Commonuoalth Edison Co 00/04/02 Ip 


I Financial information 


8004140213 Responds to 79tOlJ ipquest foi financial info Prospectus for 
most recent security issuer eihibits * testimony re plant 
investment date, erst of ^ ap i ‘ a 1 . re •■e of return. It economic 
c ond 1 1 1 ons enc I 

LELGEQRGE. U 0 Conmonwea I fch Edison Co ©0/-02/2S iaOOpp 


F Utility Final Safety Analysts Report (FSAR) amends 


0004080522 Folwards affidavit stating that distribution of Amend 40 to 
FSAR has been made in accordance u/QD Parr 7 /052A I tr 
DELGEORGE. L 0 Commonwealth Edison Co 80/04/02 2pp 


Q Inspection reports. If bulletins i correspondence 


8004070172 Forwards IE Insp Rept 50-373/80-01 on 000109-11 & 15 No 
none ompl latiac e noted 

DAVIS. A B Region 3, «'tiicagQ. Fuel Facility 4. Materials Safety 
Branch BO/02/07 2pp 


— 8004070174 IE Insp Rept 50-37 ^/80-01 on 800109-11 ?. 15 No non coropl lance 
noted Major areas inspected radiation protection & radwaste 
mg t programs 

FISHER. W L Region 1, Chicago. Fuel Facility t Materials Safety 
Branch MILLER. D E Regian 3. Chicago, Office of the Director 
80/01/31 4pp 


0004040036 Forwards IF Insp Rapts 50-373/00-03 t 50-374/00-02 on 
6001 17-10 No noncomp I 1 ance noted 

FI0REULI.& Region 3. Chicago. Reactoi Construction t* Engineering 
Support Branch 00/02/lh 2pp 


— S00404C040 IE Insp Rfpts 50-373/BO-O3 t, 50-374/00-02 on 800117-10 No 
noncomp 1 1 anc e noted Major ai eas inspected status re safety- 
related portions of heat i ng. , ent i la 1 1 on if air conditioning 
sys 

WILLIAMS. C C . JONES. C E Region 3. Chicago. Office of the 
Director 00/02/11 4pp 


04090629 Forwards IF Insp Repts 50-373/60-04 tt 50-374/80-03 on 
70129-31 I notice of violation 

[(]RELLl.(v Region 3. Chicago. Reactor Construction ft Engineering 
jpport Branch 60/'n2/t-0 2p 


J040S0635 Notice of violation i-roin map on 000129-31 
» Region 3, Chicago. Office of the Director 80/02/15 ip 

8004080647 IE Insp Repts 5O-3/3/B0-O4 • SO-3/4/80-03 on 800129-31 
Noncoenp 1 lance noted madaquate updating of specs U 
drawings 

VIN. 1 T . DAIHELSON.D H Region 3. Chicago. Office of the 
Director 60/02/15 5pp 


'04090272 Forwards It ln«^p Repts 50-373/80-09 « 50-374/B0-0S on 
600207-09 Nq noncomp 1 lance noted 

FlORELLlrO Region 3. Chicago. Reactor Construction f» Engineering 
Support Branch 60/02/25 ?PP 


B00409027B IE Insp Repts 50-373/80-09 i 50-374/80-05 on 000207-08 No 
noncemp liance noted Majai areas inspected suppression pool & 
reactor recirculating sys mods 

InllLLlAliS. C C . NELSLERr J H Region 3. Chicagoi Office of the 
Director 8&/0a/2l 4pp 


0004000162 Forwards U Insp Repts 50-37 V0O-O6 h 50-374/00-06 on 
800130-31 ‘ UcOl No none omp I lafU e no^ed 

FlORELLl.G Region 3, Chicago Reac^oi Construction !« Engineering 
Support Branch Qj/OZ/S' 2p 

--800408019G IC Insp Repts 50-J '3/80-06 ^ 50-374/S0-06 on 000130-31 t 
0201 No noncompliance noted Majat areas inspected const 
5 tatus- el ec tr l c a I te»ting electrical records 

HAVES, D W Region 3. Chicago. Reactoi Operations Nuclear Support 
Branch BARRETT P n Region 3. Chicago. Office of the Director 
80/02/25 5pp 

8004180187 Foi wards IE Insp Repl 50-3/3/80-05 on 800101-31 f< notice of 
violation 

HEISHMAN.R F Region 1. Chicago. Reactor Operations Nuclear Support 
Branch 60/03/04 c*pp 


1-8004100199 Notice of violation fron insp on 800101-31 

« Region 3. Chicago. Office of the Director 60/02/26 Ip 

— 0004180203 IE Insp Rept 50-3/3/00-05 on 600101-31 Noncomp 1 lance noted 
failure to control temporary electrical leads to permanent 
station equipment 

SPCSSARDrR L , WALKER R D Region 3, Chicago, Office of the 
Director QO/02/26 17pp 

8004100110 Forwards IC Info Notice 00-08, "States Co Sliding Link 
Electiical Terminal Block " No specific action or reaponse 
required 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/03/07 

Ip 

8004140119 Forwaids response to IE Bulletin 00-03. ''Loss of Charcoal 
from 8 td Typo 1 1 . Two- 1 rich Tray Adsorbei Cells " Visual 
examination doteimined that contact between casing I 4 screen 
IS adequate to prevent charcoal granule escape 
PEOPLES. D L Commonwealth Edison Co 00/03/20 5pp 

600415015? Forwards IE Info Notice 80-12. "Instrument Failure Causes 
Opening of PORV *< Block Valve " No specific action or 
response necessary 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/03/31 
Ip 

8004080606 Forwards IE Circulai 80-05, "Emergency Diesel Generator 
Lubricating Oil Addition '4' Onsite Supply " No written 
response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/04/01 
IP 

8004150014 Foi wards IF Info Notice 00-13, "GE Typo SUM Control Switches 
Defective CAM Followers " No spoclfir action or response 
requ i red 

KEPPLER.J G Region 1. Chicago. Office of the Director 80/04/02 
Ip 


6004180030 Forwaids attachments to IE Circular 80-03. “Protection From 
Toxic Gas Haxaids." i nadvertent ly omitted from 600306 
ti ansmi tia I 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/04/02 

Ip 

8004220093 Forwards IE Info Notice 30-14. “Safety Suggestions From 
Employees '' No action lequired 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/04/02 

Ip 

8004220324 Forwards IE Circular 80-07. “Problems W/HPC I Turbine Oil 
Sys “ No written response required 

KFPPLER.J 0 Region 3. Chicago. Office of the Director 00/04/03 
Ip 


6004220069 Forwards IE Bullotin 60-08. “Exam of Containment Liner 
Penetration Welds “ Nritten response required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/04/09 
»P 

8004110023 Forwards IF Bulletin 80-07. “DWR Jet Pump Assembly Failure 
No written response required 

KEPPIER. J 0 Region 3. Chicago. Office of the Director 00/04/07 
Ip 


6004230224 Forwards IE Bulletin 79-03A. “Longitudinal Weld Defects in 
A8ME 8A-312. Type 304 Stainless Steel Pipe “ Action required 
KEPPLER.J G Region 3. Chicago. Office of the Director BO/04/07 
Ip 
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DOCKET 50«374 LASALLE COUMTV STATION. UNIT 2 


A App 1 icatidn/canstf uct ton stage doctintenfcs C< correspondence 


80Q4040031 Advises of issi/ance of NUREG~O5Q0. "Interim Staff Position 
on Environ Qualification of Saf ett^-Rela ted Electrical 
Equipment." providing guidance re methods for compliance 
ROSS. D F Division of Project Management B0/O2/O5 7pp 


0004040017 Submits addl guidance to NUREG-O&SB, "Interim Staff Position 
on Environ Qual if i catl on of Sat-etg-Reta ted Electrical 
Equipment " Requests revicu/ of equipment qualification 
documentation to identify degree of compliance 
ROSS. D F Division of Project Management QO/02/21 3pp 


e0040204^S Notification of S00326 & 27 meeting u/representat i ves from 
Nark IJ owners group In San JosciCA to discuss Mark II 
Creace Test Program.4T c/a tests ^ foreign tests 
ELTAWILA. F Containment Systems Dranch 00/03/10 13pp 


B004030122 Notification of 800326-27 meeting u/Mark II owners group. 
NRC consultantfi U OE in San Jose.CA to discuss Mark II 
Creare test program. 4T C/0 i( foreign test* Topic* are 
proprietary Agenda end 

ELTAWlLAiF Containment Systems Branch BO/03/10 12pp 


8004070097 Advises that ASME Code Case N-2<U is acceptable U may 
be used in hydrostatic testing program to exempt certain 
piping from testing 

PARRiO D Light Uater Reactors Branch 3 00/03/17 2pp 


0004040474 Summary of B00227 meeting u/Mark II owners group re status 
of several long-term program tasks. i nc 1 ud mg Tasks A 17 tt 
A 16 task related to utilization of foreign test data 
ELTAWILA. r Containment Systems Branch 80/03/19 104pp 


0004100102 Requests controlled set of P*<IOs for each plant Submittal 
should be forwarded to attention of Region 3 Incident 
response ctr within 80 days 

KEPPLER.vi 0 Region 3, Chicago. Office of the Director 80/03/20 

4 


8004150316 Forwards revised pages constituting Revision 13 to CE-l-A. 
QA program Revisions reflect recent organization title 
changes 

NAUOHTON.W F Commonwealth Edison Co 60/04/02 Ip 


—8004150328 Revised pages constituting Revision 13 to QA program 
Revisions reflect recent organi lational title changes 
« Commonwealth Edison Co CE-l-A RI3 80/04/04 7pp 


8004150416 Forwards A0M£ Section XI repairs It revisions rep t. Procedure 
L 8 Q P 3 1. Revision D 

WATTS, T E Commonwealth Edison Co 00/04/03 Ip 


>8004150419 Procedure for ASME Section XI repairs fc revisions Repair/ 
revision Repts 5-8 & 23-30 end 
« Commonwealth Edison Co 79/04/11 i7pp 


8004280051 Discusses NRC caseload forecast panel 600326-27 site visit 
to review status of const l< readiness for fuel loading at 
Unit 1 NRC projects fuel load date two months later than 
util List of attendees at 800326-27 meetings end 
BDURNIAi A Light Water Reactors Branch 3 80/04/09 5pp 


0004300064 Summary of 800326-27 meetings u/Mark II owners group in San 
Jo''s«,CA re discussion of NRC concerns on data from Creare 
bests foreign full-scale test programs & relationships w/ 

Mark II designs 

ELTAWILA. F Containment Systems Branch 80/04/14 22pp 


8004250427 Forwards response to NUREQ-057a 8. "Design Criteria I. 
Conceptual Design Description for Technical Support Ctrs for 
Facilities" for review Util emergency plan will be submitted 
w/Lasalle County site-specific emergency plan 
PEOPLES, D L Commonwealth Edison Co 80/04/L5 60pp 


— 8004250428 "Design Criteria Conceptuol Design Description for 
Technical Support Ctrs for Facilities " 

» Bechtel Power Corp (subs of Bechtel Corp J 79/12/26 32pp 


8004260410 Forwards draft radiological ET8 & draft "Dnsite Dose 
Calculation Manual " Urges that App I metis be reviewed in 
conjunction w/ongolng operating plant review 
PEOPLES, D L Commonwealth Edison Co 80/04/21 2pp 


— 6004280414 Dt af t Onsite L'Oio Calculation Manual 
a Commonwealth Edison <* o 7*5^12/20 150ap 


F Securttyr medical. efliTg«ncy * fire piotection plans 


8004020413 Forwards NRC 800-}0r. trip rept re 600220 site vi«lt to 
complete fue protection leview 

DOURMIA. A Light Water Reactors Branch 3 00/03/10 Ip 


— 8004020419 Submits trip lept le 800228 site visif to complete fire 
protection review Only ono area of concern exists re need 
for spTinkloTs Applicant committed to correct situation 
using one of thi ee speciried alternati'es 
HARRISON. 6 Auxiliaiy Systems Branch 60/03/06 3pp 


Q0040B0077 Advises that submittaL date rot evacuation time estimates- 
requested by NRC 791226 Iti.has been postponed pending OAO 
clearance under FedeiaJ Repts Act 

GRIMES. E K Gmergoncy Pt eparediiess Tas' Force 60/03/11 4pp 


3004010352 Fotwards positions on fire protection issue Provides 
commitments made at 000207-08 meetings 

DELOEQRGF. L 0 Commonwealth Edison Co 00/03/24 22pp 


8004070273 Forwards Pages C-26 C-27 of Revision 5 to security plans, 

omitted from B00324 submittal Enel withheld 
(ref 10CFR2 /90» 

PEOPLES. D L CommonuDal th Edison Cc 80/04/02 Ip 


I Financial information 


8004140213 Responds to 791013 i eque*t for financial info Prospectus for 
most recent security i ssuo. eih 1 b i ts -I. testimony rp plant 
investment data, cost or capital, of retuiri. I, economic 

conditions enc 1 

OELOEORGE. L 0 Commonwealth Edison Co 60/02/28 600pp 


K Utility Final Safety Analysis Report (FSAR) V amends 


8004080522 Forwards affidavit stating that distribution of Amend 48 to 
F9AR has been made in accordance W/0I> Parr 770526 Itr 
OELOEOROC. L O Commonwealth Edison Co 80/04/02 2pp 


Q Inspection reports. IE Bulletins & correspondence 


8004040036 Forwards IE Insp Repts 50-373/80*03 b 50-3/4/ 00-02 on 
□00117-18 No noncomp 1 1 anc« noted 

FiGRELLIiO Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch 80/02/15 2pp 


8004040040 IE Insp Repts 50-3/3/80-03 I 50-3/4/60-02 on 800117-18 No 
noncomp I lane e noted Major ai eas inspected status re safety- 
related portions of heat mg. vent i lat ion t> air conditioning 
sys 

giLLIAMS, C C , JONES. C E Region 3. Chicago, Office of the 
OirectoT 80/02/i 1 4pp 


— 8004280412 Draft radiological ETS. Sections 1-6 
# Commonwealth Edison Go 78/10/31 lOOpp 
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— eOO^OGOI*?© IE Ir\sp Rept^ 5C-3/3/B0’06 50-374/00-06 on 800130-31 t* 

0201 No noiicampl i ance noted ^iajor areoi inspected const 
status, elec trical testing ^ electrical records 

HAVES. D W Region 3 Chicago* Reacioi Operations hucloar Support 
Branch BARRETT, P A Region 3* Chicago, Office of the DiTector 
00/02/25 5pp 

8004100110 Forwards IF Into Notice 80-09, "States €o Sliding Link 
Electrical Terminal Blork • No specific action or response 
re<iulred 

KEPPLER.J G Region 3. Chicago. Office of the Birector GO/03/07 

Ip 

0004140119 Forwards response to IE Oulletin 00-03. "Loss of Charcoal 
from Btd Tgpe ll.Tioo-Inch Trag Adsorber Cells " Visual 
examination deteimined that contact betueen casing 6 screen 
IS adequate to prevent charcoal granule escape 
PEOPLES. D L Ciim<-tinweal th Edison Co 00/03/20 5pp 


Q004150I59 Forwards IE Info Notice 00-12* Instrument Failure Causes 
Opening of PORV L Block Valve " No specific action or 
response necessarg 

KEPPLERrJ 0 Region 3, Chicago. Office of the Director 00/03/31 

Ip 


6004080606 Forwards IF Circular BO^OS, 'Emergency Diesel Generator 
Lubricating Oil Addition Onsite Supply “ No written 
response required 

KEPPLER, J 0 Region 3* Chicago Office of the Director BO/04/01 
IP 


Q004150014 Forwards IE Info Notice BO-13, "GE Type SDM Control Bsii fcches 
Defective CAM Followers " No specific action or response 
required 

KEPPLER.J C Region 3. Chicago. Office of the Director 80/04/02 
Ip 


DOCKET 50-332 WATERFORD GENERATING STAT10.N, UNIT 3 


A Appl icat lon/construc t Ion stage documents ?« coi respondence 


B004040031 Advises of issuance of NUREO-0500, "Interim Gtaff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment.* providing guidance re methods for compliance 
ROSS, D F Division of Project Management BO/02/05 7pp 


0004040017 Submits addl guidance to NUREC-OSBB, ''Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment " Requests review or equipment qual 1 f icatlon 
documentation to identify degree of compliance 
ROSS. D F Division of Project Management BO/02/21 3pp 


G0042300SB Requests info re auiiiiary feedwater sys per Bulletins & 
Orders Task Force review of TMI-2 accident Info should be 
provided as amend to application Submittal schedule should 
include NRC approval prior to issuance of OL N/encl 
ROSS.D F Division of Project Management 00/03/10 53pp 


B0D4O2O206 Refers to enc 1 Itr from EO Carrier . State Historic 
Preservation Of f ic ier, concerning field survey for 
archeolog ica I resources at plant const site Literature 
search should be made it NRC informed of survey results 
BALLARD,}? L Environmental Pi ejects Branch i BO/03/1? Spp 


G0041S0420 Forwards proposod revisions to "Prooperational Environ 
Surveillance Program " OL stage environ rept uiill be amended 
In future to include changes 

ASUELL, D L Louisiana Power ( Light Co QO/04/n Dpp 


— B0D4150424 Proposed revisions to "Preoperational Environ Surveillance 
Program " 

S’ Louisiana Power & Light Co 00/04/11 78pp 


8004100030 Forwards attachments to IE Circular 80-03, "Protection From 
Toxic Gas Haiards. '* inadvertently omitted from B00306 
transmi ttal 

KEPPLER.J 0 Region 3. Chicago, Office of the Director SO/04/02 
1|^ 


B004220093 Forwards tE Info Notice B0-14i "Safety Suggestions From 
Employees ^ Mo action required 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/04/02 

Ip 


6004220324 Forwards LE Circular 00-07. "Problems U/HPCl Turbine Gil 
Sys " No written response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 00/04/03 

Ip 


F Security, medical, emeigency 4, fire protection plans 


0004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 771226 Itr. has been postponed pending OAO 
clearance under Federal Repts Act 

GRIMES. D K Emergency Preparedness Task Force 80/03/11 4pp 


0 Adjudicatory correspondence 


0004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvement in radiological emergency planning t. 
preparedness. distributed as Board notification 
OOBStCK.L V Office of the Eiecutiva Director for Oporationa 
00/04/02 34pp 


8004220069 Forwards lE Bulletin 80-00. ' Eiam of Containment Liner 
Penetration Uelds " Urittcn response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 00/04/09 
IP 


8004110023 Forwards IE Bulletin 80-07, "BUR Jet Pump Assembly Failure " 
No written response required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 80/04/07 

Ip 


>04230224 Forwards !£ Bulletin 77-03A. "Longitudinal Weld Defects in 
ASME SA-3t2rType 304 Stainless Steel Pipe " Action required 
KEPPLER.J 0 Regtan 3, Chicago. Office oif the Director 80/04/07 
Ip 


S Reportable occurrences. LERs b related correspondence 


8004030173 Ack receipt of 000227 final deficiency rept re reactor 
containment structural steel Review will be completed during 
future insp 

FIORELLI.O Region 3. Chicago. Reactoi Construction & Engineering 
Support Branch 80/03/19 Ip 


8004170248 Forwards NRC 000229 interrogatories b request for documents 
directed to LA Consumei League Ack Informal agreement to 
respond within one wk 

tiCGDllREN.il J Hearing Branch I 80/04/19 Ip 


H General correspondence 


8004030352 FOIA request foi info re facility FSAR & documents ro NRC 
regulations including App I of lOCFRSO 
KRADSE.L Affiliation Unknown 80/03/07 Ip 


8004030399 Responds to FOIA request for info re facility FSAR & 
documents re NRC regulations including App 1 of 10CFR20 
Forieards documents listed in App A Document 9 includes 
App I N/o enc 1 

FELTON, J M Division of Rules and Records 80/03/21 2pp 


I Financial information 


8004220535 Annual Financial Rept 1979 

* HiddU South Utilities, Inc 79/12/31 40pp 


DOCKET 30-376 NORTH COAST NUC PLANT 
G Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC 
improvement in radiological emergency planning £c 
preparedness. distributed as Board notification 
GDSSICK.L V Office of the Executive Director fo 
00/04/02 34pp 


FEMA ra prompt 


Operations 


B004250365 Forwards Annual Financial Rept 1979 

A8WELL. D L Arkansas Power & Light Co 80/04/22 Ip 


— 8004250369 Annual Financial Rept 1979 

♦ Arkansas Power 4 Light Co 80/02/19 24pp 

O Inspection reports. IE Bulletins t correspondence 


8004240220 Forwards IE Info Notice 80-14. "Safety Suggestions From 
Employees •' No action required. 

SEYFRIT.K-V Region 4. Dallas. Office of the Director 00/04/02 
Ip 
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8004220281 Forwards lE Circular 0O-O7( "Problems U/HPCI Turbine Oil 
54 s *' No written response required 

SEYFRlTiK V Region 4# Dallas, Office oF the Director 00/04/03 
Ip 


Q004220793 Forwards lE Bulletin 79-03A "Longitudinal Ueld DeTpcfcs in 
ASME EA'’312. Tgpe 304 Stainless Steel Pipa ** Action required 
BEYFRIT, K V Region 4, Dallas, Off ice of the Director 60/04/04 

IP 


6004220328 Forwards IE Bulletin 80-00, ''Eiam of Contailunent Liner 
Penetration Neldt " Written response required 

8EYFRIT. K V Region 4, Dallas, Office of the Director 00/04/07 

ip 


8 Reportable occurrences, LERs i. related correspondence 


0004010343 Forwards final rept of Significant Deficiency 11 re 
switchgear breaker position switch operator defect 
A8WELL,D L Louisiana Power U Light Co 90/03/20 ip 


— 0004010347 Final rept of Significant Deficiency 11, re switchgear 
breaker position switch operator defect Thlrty~thre« breaker 
position switch operators replaced w/nowly designed OE 
assemblies Operators have guides preventing bending 
CRNICM. J , HILHISERiR J , HART, J Louisiana Power tf Light Co 
90/03/10 Spp 


0004070308 Forwards final deficiency rept re noncompliance to welding 
requirements for heating, venti lation 8< air conditioning 
seismic support hanger to embedded plates 
A9WELL, D L Louisiana Power Light Co 0O/D3/3I Ip 


— 0004070310 Final deficiency rept re noncomp 1 lance to welding 
requirements for heating, venti latlon b air conditioning 
seismic support hanger to embedded plates All affected welds 
repaired & insps documented for QA files 

GRNICH« « NlLHlBERiR J , HARTNETT, R A Louisiana power (e Light 
Co 80/03/31 3pp 


6004250347 Forwards final doficlsncv rept re Significant Const 
Deficiency 13 re reactor containment bldg dome concrete 
A8WELL. D L Arkansas Power U Light Co. 00/04/21 Ip 


”-6004250392 Final deficiency rept re Improper consolidation of concrete 
in lower portion of wall In reactor containment bldg dome 
Caused by improper, random vibration during concrete 
p lacement 

CDNICHi J < MILHI8ER,R J , HARTNETT, R A Arkansas Power h Light Co 
00/04/00 App 


B0D42B059A Forwards final rept of Significant Const Deficiency 13 
All corrective action repairs have been completed t, 
verification testing accomplished 

A8WELL, D, L Louisiana Power Light Co 80/04/21 Ip 


—0004200605 Final rept of Significant Const Deficioncy 13 re defects in 
containment bldg dome concrete Caused by improper random 
vibration due to vibrators that were Inadequate In site & 
number Qualified job superintendent will be provided 
CRNIGH, J < HILHiSERrR J , HARTNETT, R A Louisiana Power & Light 
Co 00/04/08 6pp 


DOCKET 50-384 INDONE0IA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


0004220601 Request that License 0*^121 be amended to authorize 
possession only Core fuel will remain Inside reactor until 
NRG approval for dismantling is obtained 

ADANBONrR » California Polytechnic State Univ, 79/11/05 Ip 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION^ UNIT 1 


A Applica tion/construc tlon stage documents St correspondence 


8004040031 Advises of issuance of NUREO-OSSa, ^'Interim Staff position 
on Environ Qual If Icatlon of Safety-Related: Electrical 
Equipment/" providing guidance re methods for compliance 
R08B,D r Division of Project Management BO/02/09 7pp 


8004040017 Submits addl guidance to NUREO-ODSB/ "Interim Staff Position 
on Environ Qualification of Saf ety -Related Electrical 
Equipment " Requests review of equipment qualification 
dacumentation to identify degree of compliance 
ROSBtD F Division of Project Management, BO/02/21 3pp 


0004020466 Notification of 800326 A 37 moetirig w/rep 1 esentatives from 
Mark II owners group in ban Jose/CA to discuss Mart II 
Creaco Test Program, 4T c/o tests h foreign tests 
ELTAWILA, F Containment Systems Branch 00/03/10 12pp 


8004030J32 Notification of 000326-2/ meeting w/Mark II owners group, 
NRC consultants It GE In San Jose/CA to discuss Mark 11 
Creare test program, 4T C/0 £< foreign tests Topics are 
proprietary Agenda end 

ELTAMILA, F Containment Systems Branch 60/03/10 12pp 


0OO4OBO654 Forwards summary of 600220 meeting w/utll re plant-unique 
containment pi'ogram 

PARR.O D light Water Reactors Branch 3 80/03/14 Ip 


— a0040BOh60 Summary of 0OQ22B meeting w/util PNL, KUU, KFK. SRI Inti. 
Bechtel, NUS Corp 31c CNSNS to discuss plant-uniquo containment 
program List of attendees t agenda end 

ELTAWILA, F Containment Systems Branch 00/03/07 iBpp 


8004040474 Summarij of 80022? meeting w/Mark II owners group re status 
of several long-term program ta sks, me I ud 1 ng Tasks A 17 6 
A 16 task related to utiliiation of foreign test data 
ELTAWILA, F Containment Systems Branch QO/OS/iQ I04pp 


B0042104IO Requests addl info re reactor sys to continue review of 
application for GL 

PARR, O D Light Water Reactors Branch 3 00/03/21 16pp 


8004100464 Responds to 000313 request for approval to use A8ME Code 
Cases N-234 << N-235 during preset vice ezamlnation of reactor 
pressure vessel Code cases acceptable 

PARRrO D Light Water Reactors Branch 3 QO/03/27 2pp 


8004140352 Confirms NRC 000411 meeting w/util ^ ANL re operational 
biological monitoring progiams & ET5 Proposed agenda end 
CURTIS, N W Pennsylvania Power 6 Light Co 00/04/07 2pp 


B00414026B Comments on archaeology project at site Quotation for survey 
work is eicessive Requests study to define satisfactory 
Phase I study of area 

KENTrB C Pennsylvania, State of 00/04/08 tp 


0004300064 Summary of 600326-27 meetings w/Mark 11 owners group in San 
Jose,CA re discussion of NRC concerns on data from Creare 
tests ir foreign full-scale test programs 6 relationships w/ 

Mark 11 designs. 

ELTAWILA, F Containment Systems Branch 60/04/14 22pp 


8004210335 Forwards Susquehanna River dais in response to NRC 800407 
request 

SKINNER, H F Pennsylvania Power t Light Co 80/04/15 Ip 


— G004S10340 "Deaionstrab ion for Brunner Island Steim Electric Station 
Units 1-3, Vols 1 & 2 " 

» EO 0, Inc ;7/05/19 200pp 


— 8004210344 "Potential Effects of Brunner Island Steam Electric Station 
on Future Migrations of American Shad in Susquehanna River " 
e EQ t 0, Inc 77/00/13 23pp 


— 0004210347 "Probabilities of Normal t( Worst Case Conditions in 
Susquehanna River during Critical Periods for Muskellunge 
Spawning Stnallmooth Bass Egg Survival 6 Development " 
e EG V 0, Inc 77/07/13 16pp 


— 8004210349 "Assessment of Theimal Effects from Brunner Island Steam 
Electric Station Based on Newly Derived Max Weekly Average 
Temps " 

* EG 0, Inc 77/05/31 33pp 


—0004210355 "Ecological Study of Effects of Brunner Island Steam 
Electric Station Cooling Water Intakes " 

JOHNSON. T D , PHDENIX.D R Roy F Weston. Inc 77/11/18 7app 


— 800421035B "Diologlcal Survey of Susquehanna River in Vicinity of York 
Haven, PA 1970 Terminal Rept " 

WURTZ.C D Charles 6 Wurti 79/06/27 33pp 


— 8004210366 "Ich thyofaunal & Creel Census/Fi sbing Pressure Surveys in 
Vicinity of Brunner Island Steam Electric Station " 

DENONCDURT, R F RF Denoncourt 7B/05/31 I6lpp 


8004200472 Comments on Nt)REG-0564, App D re archaelog leal survey of Pond 
Hill Reservoir location Plan is preliminary rept containing 
no factual info re prehistoric matl that might be found 
SOLENBEROER'R Bloomsberg State College 00/04/17 3p p 
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L- JJPIC fn < i t u-rir.r »' td 1 Statcntiits, svippls f correspoirdenc*? 


PC>042^00'''^/ ro.ru)3» (J« S’-'Pf to liar 1^30 DES I'J/o er>c 1 

SELLS D F Fn M nnmpnt-ti ) Projects Hr^iTiuh 2 83/03/31 8pp 


F Securi^iji mein.al, ■'■nit rgsrit g 1 rlre piotection plans 


0-OO4OBOO77 Advises thjt e^tmittal da^e evaci/ation time estimates^ 

requested NF(C in hdi Been postponed pendir^g OAQ 

cleaiartcp under Feoeral P©pt«i Act 

GRIHES»R K Emergency Propat edri« 3 s TasI' Force 80/03/11 4pp 


G Ad j u<# ica tor i| c otr esp andence 


0OO4OBO175 Requests to male linited appearance statement at B00320 
liear i ng 

ENDRIZZIrD Aft i list 4 on Uninoujfi 80/02/27 Ip 

B004100571 Notifies that liir issued disft suppl to DEB on ©00331 Siippl 
f, DES labelled NURe5"Of*4 DE'^ issued K> served on ASLQ & all 
parties in Jutip i^79 Disft s'jppl has been served on all 
persons on s/r list Exceptions listed 
CtirCHlNiJ M Hearing Uranch 3 80^03/03 Ip 


S004090S71 Requests to make limited appearance statement on behalf of 
Taipaijeis Assoclnlioii of Lackauanna County at licensing 
bearings Evening or (Jeel<«and sessiotis should be held for 
c 1 ti xen participation 

BCHUMACKER-K Affiliation Unknown BO/03/07 Ip 

ao04090lS4 Requests to make limited- appearance statement at Jltenslng 
bearings 

HEKriENDlfWER- R Af f l I lot l on Unknown ©O/M/lO 2pp 

800430000.6 Requests notification of upcoming licensing hearitigs re 
facilities Hearings should be on weekends ot evenings 
WEsrONiK Affiliation Unknown 60/03/10 Ip 


— 8004300009 Requests notification of time tt location of licensing 
hearing for facilities Portion of bearings should be 
scheduled on weeVerids or evenings to ofi-er public better 
chance ta attend 

FARBER/R C Af f i 1 1 a 1 1 on Unknown ©0/03/10 Ip 


— 800430000? Requests nnt i f icati on df time 6’ location of licensing 
hearings for facilities A tc» make limited appearanco 
statement Hearings should be scheduled during evenings or 
weekends 

CAHILL. J Affiliation Unknown 80/03/12 Ip 


-'■6004300013 Requests notification of time % location of licensing 
hearings for facilities f. to make limited appearance 
statement Mjn of half of hearings should be scheduled at 
night or on weekends 

DOROUCH.R Aff 1 1 Uij on Unknown 80/02/29 Ip 


■800430001'? Requests notification of time it location of licensing 
hearings for facilities & to make lieuted appearance 
statement Hearings should be scheduled on evenings (• 
weekend s 

LAniNt.Q J Affiliafion Unknown 30/03/1? Ip 


'-8004300023 Requests notification of time & location of licensing 
hearings for facilities Requests to make limited appearance 
statement 

DETflICN.D F Affiliation Unknown 80/03/10 Ip 


80043-00025 Requests notification of time location of licensing 
healings for facilities Rsquests to mate limited appearance 
statement Poition of hearings should be held on evenings ^ 
weekends 

MlNTCRi A J Affiliation Unknown 80/02/2? Ip 


— 800430002? Requests ■notification of time 4< location of licensing 
hearings for facilities Requests to make limited appearance 
statements Portion of hearings should bo scheduled on 
on evenings or weekends 

FALLOH. P Affiliation Unknown 80/03/10 ip 


— 8004300033 Requests motif icat t an or time location of licensing 
hearings for facilities Requests to moke limited appearance 
statement Portion of hearings should be scheduled for 
evenings or weeSiends 

LEKi A Affiliation Unknown 80/03/10 Ip 


— B004300036 Requests no ♦ i r i c a t i on or time t location of licensing 
healings roi facilities Requests to make limited appearance 
statemenr Portion of he-ii mgs .should pe scheduled for 
evenings f weekends 

GRAY.P F Affiliation Unknown 00/03/10 ip 

- -6004300039 Eipresses concern that util is attempting to limit 
participation or intervenoi s at upcoming licensing hearings 
SK1£LA*<. B Affiliation Unknown BO/03/IO Ip 

— 8004300042 E*pte»reS concern that util is attempting to limit 
participation of intervenors at upcoming licensing hearings 
DUDJN.K J Affiliation Unknown SO/02/2? Ip 


— 8004300046 Eipresses concern that util is attempting to limit 
parti c ipat ion or intervenors at upcoming licensing hearings 
DERAVHOND. J 8 Affiliation Unknown BO/03/10 Ip 


' — 0004300054 Requests making limited appearance statement concerning 
three motions on agenda ot ASL3 hearings in Ui 1 kes-Barre. PA 
QUTCHKO. P R Affiliation Unknown 90/03/12 Ip 


--0004300057 Requests notification of time A location of licensing 
hearings for facilities h to make limited appearance 
statement Poi Eton of hearings should be hold on evenings or 
(tieeVonds 

MERRILL. D H Affiliation Unknown 80/03/08 ip 


--0OO43OOO61 Requests to miVe limited appearance statoment at facility 
licensing hearings i iioti f i cat i on of time L location of 
meeting Time for slatemonts should be made available on 
weekends oi evenings 

KRSYKWA, E J Affiliation Unknown 00/03/ il Ip 


—8004300063 Requests to make limited appearance statement at facility 
licensing heatings & notification of time A location of 
meeting Hearings Should be held on evenings or weekends 
SMITH. D Affiliation Unknown BO/03/21 ip 


—*8004300066 Requests to make limited appearance statement at facility 
licensing hearings f/ notification of time ^ location of 
meeting Time should be made available on evenings or 
weekends for statements 

MACHAtlER.GE Af fi 1 1 at i on Unknown 00/03/10 Ip 


— ©•004300067 Expresses concern that util is attempting to limit 
participation of intervenors at upcoming licensing hearings 
UlOOlNS.R M Affiliation Unknown 80/02/2? Ip 


— 8004300069 Requests to make limited appearance statement in favor of 
util tnoiions at 600320 a 6LB hearings in Ul 1 kes-Rarre. PA 
MURRAY. F Scranton. Univ of 80/03/12 Ip 


— 6004300070 Requests to make limited appearance statemont at ASL0 000320 
prehearing confeience in Ui 1 Ves-'Barrcj PA 
THOMPSON, F Affiliation Unknown 60/03/13 Ip 


— 8004300071 Requests. on behalf of Cltiiens Lobby, to make limited 
appearance statement at 800320 licensing hearing in Wilkes- 
Barre* PA 

DASALYOA.G Affiliation Unknown 00/03/11 ip 


— 6004300073 Requests to make limited appearance statement at facility 
licensing hearings tf notification of time & location of 
meeting Time should be made available for statements on 
evenings it weokends 

ORAMSON, L Affiliation Unknown 80/03/13 Ip 


— B004300076 Requests to make limited appearance statement at B00320 
licensing hearing in Wi 1 fcos-Barre. PA 
ELLIDTT. C P Affiliation Unknown 80/03/17 Ip 


— ©004300080 Expresses concern re ASLB consideration of util motion to 
restrict public miervcnors in licensing proceedings Full 
inquiry should be made re any attempts to deny public due 
process it rights within established NRC procedures 
SALZMAH, L Friends of the Earth 60/03/13 Ip 


— 0OO43OOOB3 Requests to make limited appearance statement at facility 
licensing hearings & notification of time i location of 
meeting Time fur statements should be made available on 
evenings or weekends 

8AUER3.MA Affiliation Unknown 80/03/10 Ip 


— 6OO43OO-0aB Expresses concern that util is attempting to limit 
participation of intervenars at upcoming licensing hearings 
* Affiliation Unknown 80/02/2? Ip 
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0004020040 Response to ASLB 800222 prehearing confprehce mernorandu/n t 
order Alleged restitctive l> biased agenda Urges discussion 
of onsite insp advisability t reconsideration of denied 
contentions U/Ccrfei f i c ate of Sve 

HALLIOAN^T J Cltiiens Against Nuclear Dangers 80/03/12 App 


0OOAO8O14G (lesponsB to ASLB B00222 order sotting oral argument re 
applicant motions to prohibit Susquehanna Environ Advocates 
li Environ Coalition on Nuclear Potuer from litigation of 
contpTitlons Urges to cancel argument W/Cor ti f i c ate of Sve 
JONHSRUDi J H Environmental Coal it inn on Nuclear power 80/03/14 
4pp 


8004230111 St!<-ond prcheaiinj cirnter^Pire cider denying applicants' 
motions to lestrict «Susqyeinnn3 Fn>i|fii< Advocates * Enviidn 
Coalition on Nucleai Po»jjeT p 3? • i ^ i p it i i^ri ritii^ns Again^^t 
Nucleai Dangers envi''on i,orit»ntions limited to our» filing 
PAPiSrO H . DECHHClEfEP r a*tTHc Satei y ind Licensing Dod»d Panel 
GO/04/U 2lpp 


8004200246 Forwards Urn v of Hojdelbeig lOvised 1 tans la*- ion 520- 
"Radiological Assessment of UyhJ Nuclecir Power Plant '* 
“Review of Wyhl Rept" uill be available to public in form 
of NUREO U/o end 

CUTCHIN, J H Heaiiiig Bunch 4 80/04/24 Ip 


0004080677 Request for eipeditad consideration of ASLD actions re 
discovery limits decision-making Urges omission of util 
motions to restrict intervenois participation in 000320 oral 
argument Rgquests certification Certificate of Sve end 
JDHNSRUDj J H Environmental Coalition on Nuclear Power 80/03/14 

16pp 


0004230006 Petition to raise specific issues at 000320 prehearing 
corf erence, re intervenors' motions for protective ordoi on 
Contentions I 6 2 t status as full partg In proceeding 
8CHULTZ1 0 R Susquehanna Environmental Advocates 80/03/14 2pp 


8004050156 Requests to make limited appearance statement at licensing 
hear ing 

DURNSr D Affiliation Unknown GO/03/15 Ip 


0004080161 Requests to make limited appearance statement at licensing 
hearing 

OEIOER^O Affiliation Unknown 00/03/iS Spp 


H General c 01 respond enc- 


0004080065 Eifpressos conct.rn re cucessive number of interr ogatorios 
sent to J Jcihnsrud as mtervenoi m licensing heai mgs 
Appears that NRC is <-iyjng to hindei J Johnsrud 
effectiveness Certificile of Sve enc 1 
WARDEN- W e Aff I 1 iatlon Unknown 80''02/l4 4pp 


0004040176 Advises that news media * info gioups show utii attempting 
to misuse 1 ntei r oga toi y process to limit participation of 
intervenois at upcoming licensing hoaiing for facility 
Protests util efforts 

LEONrA Aff l 1 lation Unknown 00/02/29 Ip 


B004070I85 Requests noMfication of time i location of upcoming hearing 
on facility licensing Uiges scheduling of heai mgs on 
weekends 01 evenings 

mOOINS-R li Affiliation UnVnoun BO/02/27 2pp 


G0041B0136 Responds to 600214 Hr to Gilinsky re concern about 
treatment of public par tic 1 pant- Envi ron Co-aliiion on flue 1 ear 
Power 4i director- J Johnsrud in license proceeding NRC 
regulations docs not permit views of f-the-record 

FITZOERALD.J A Office of the Executive Legal Director 00/03/20 

2pp 


8004080685 Kemorandum re ASLQ G00320~2i prehearing denial of applicants 
motions against Environ Coalition on Nuclear Power 
Susquehanna Environ Advocates Delineates areas in uhleh 
intarvenors should supplement answers to interrogatories 
PARIS, 0 H . BECHHDEFER.C Atomic Safety and Licensing Board Panel 
00/03/27 6pp 


8004280032 Submits comments re NRC in posi-ThI period t* licensing 
situation ai facilities Recommends suspension of CP until 
independent auditors assess need for power & alternatives 
PERKINS- J L Affiliation Unknown 0O/D3/S7 3pp 


80D41B0247 Requests to make limited appearance statemenl; at licensing 
hearing 

SHELLY. F L Affiliation Unknown 80/03/31 tp 


0004100331 Requests to make limited appearance statement at licensing 
prehearing 

LAWSON. L Affiliation Unknown 80/04/01 Ip 


8004070171 Requests notification of time * location of upcoming hearing 
on facility licensing Urge^ scheduling of hearings on 
weekends or evenings 

RHEINHEIMER- D Af f 1 1 lai i on Unknown 80/02/27 2pp 


0004040166 Requests notification of time 4 location of upcoming healing 
on facility 1 ic ensi ng. sc hodul mg hearing on weekends or 
evening 6 limited appeal <int,e at hearing 
WC8TNED0E. T Af f J 1 lat i on Unknown 00/03/03 ?pp 


8004070064 Advises that news media // info groups show util attempting 
to misuse i rttei rogatory proc«*S5 to limit parti c Ipat ion of 
iritervenors at upcoming licensing hearing for facility 
Pi otests util efforts 

RHEINHEIMER- D Aff 1 1 lai i or Unknown 80/03/03 Jp 


0004070193 Requests notification or time location of upcoming hearing 
on facility licensing Uiges scheduling of hearings on 
weekends or evenings Requests limited appearance at hearing 
BRISTOL- M Affiliation Unknown 00/03/04 2pp 


0004090104 Expresses feai for potential castastrophe resulting from 
const of facility 

nODACK-M Affiliation Unknown 80/03/0S Ip 


6004100334 Requests to make limited appearance staterrent at licensing 
prehearing 

HILLS- 8 D Affiliation Unknown 80/04/01 Ip 


8004030026 Hemorandum of understanding between NRC 4' FEMA re prompt 
improvement in radiological emergency planning t 
preparedness, d i stributed as Board notification 
008SICK-L V Office of the Executive Director for Operations 
80/04/02 34pp 


8004110016 Responds to A8LB 000320-21 prehearing conference request to 
examine possibility of making available in Nilkes-Barre area 
complete sot of AEG NRC repts of cases decided by 
Commission Repts will be loaned to Osterhout Free Library 
CUTCHIN, J M Hearing Branch 3 00/04/03 2pp 


—0004110017 Submits trip ropt re 800313-14 visit to Osterhoul Free 
Library- Wi 1 kes-Barre- PA Library houses Susquehanna LPDR 
documents Library does not loan out documents to patrons 
Documents in good order but in need of revamping 
LOOAN- F Division of Rules and Records BO/04/03 2pp 


0004150067 Response in opposition to Environ Coalition an Nuclear Poioer 
000315 petition for review of ASLB prehearing rulings 
Requests to address merits if appeal is granted Certificate 
of Sve end 

CUTCHIN. U H Hearing Branch 3 00/04/04 lipp 



230 


DOCKETED ITEMS 


--79121)0291 IE In^fi rtepts 50-j87/y8-J 5 t 50-308/7H-I3 on 79032) '0921 
tloncompl noted ♦■-allure to qu-aliFy welders 4^ failure to 

use specified cur 1115 ^ otnpound for spray pond 
GALLO/R JM Region 1. Philadelphia. Office of the Director 
HCOAUGHVjR W Pegion 1. Philadelphia. Reactor Construction & 
Engineering Support Hi anch 7B/10/17 i3pp 


0CO4O7O379 Aik receipt of 6C<Q227 I tr informing WRC of steps taien to 
correct violations noted in |E Insp Repts 50-367779^36 tc 
50-393/79-19 

CARLSON. R T Region i Philadelphia. Reactor Construction % 
Engineering Support Branch G0/03/’07 Ip 


— B004070332 Responds to NRC 800123 Itr ie violations noted in IE Insp 
ReptS 50-337/79-3* U 50-338/79-19 Corrective actipna amended 
Bechtel Field Insp Manual Procedure G-3i< Revl sion 6 & held 
training sessions for field engineers on bolt installation 
SABDL. A R Pennsylvania Pauei I Light Co 80/02/27 5pp 


—8004070305 forwards IE Insp Repts 50-387/79-3* & 50-388/79-19 on 
791029-1102 A notice of viokation 

CARL5CN. R T Region i. Ph i ladel phta^ Reactor Cons true i i or> & 
Engineering Support Branch 80/01/23 2pp 


— 8004070391 Notice of violation fron Insp on 791029-1102 

-4 Region I. Ph t lad e l phi Office of the Director 80/01/11 3pp 


—8004070396 IE Insp Repts 30-387/79-3* S 50-388/79-19 on 791029-1102 
None omp I lance noted failure to provide adequate design 
revieu resulting in nonconfcir tning installation L failure to 
follow procedure for lagging nonconforming items 
PAOlINO.R J Rejion I. Philadelphia. Office of the Director 

EDNETER.G B Region 1. Phi ladelph la. Reactor Construction it 

Engineering Support Uramch 80/01/11 *pp 


0OO4'O9O4O2 Advises that 3E Hulletin 0O-OS. "Vacuum Condition Resulting 
in Damage to Chemical Vo 1 Control Ggs (CVCS) Koldup Tenks.** 
bias mcorrecHg sent #01 action No response required 
GRtER.S i< Region 1. Ph i ladelph la. Office of the Director 
80/03/ I 7 Ip 


8004100094 Ack receipt of 800229 Itr informing MRC of steps taken to 
correct violations noted in IE Insp Repts 50-397/79-31 t 
5O'‘3a0/79-l6 

CARLSON. R r Region 1. Philadelphia! Reactor Const ri/c t ton 
Engineering Support Branch 80/03/17 Ip 


— 800410009B Responds to NRC 800118 Itr re violations noted in- IE Insp 
Repts 50-387/79-3J & 50-309/79-1* Corrective aetjoni revised 
Tech Specs re correct welder qua 1 1 f icat i on procedure it 
quenching method for N2 noitle mods 

SABOLrA ft Pennsy Ivania Po'i>pr 4. Light -Co 80/02/29 3pp 


—8004 100103 Forwards IE Irvsp Repts 50-307/79-31 * 50-388/79-1* on 
790910-1005 4< notice of violation 

CARLSON. R T Region 1. Phi ladelph 1 a, Reactor Construction (c 
Engineering Support Brdnch 80/01/18 Ip 


— 8Q04100106 hfakice of violation from insp on 790910-1005 

* Region I. Philadelphia! Office pf the Director 60/01/09 2pp 


— 8004101)111 IE Insp Repts 50-387/79-31 «t 50-383/79-1* on 790910-1005 
None ompliance noted failure to review SRSE 1-12« Revli ion 2 
it to provide documented instructian la control completion 
re water quenching of weld VRR-B31 -2-FM-13M 

MCOAOOHf. R W Region Ir Ph i lade 1 phifl» Reactor Construction * 
Engineering Support Branch HIOGINS, J C « OALLQt R M Region l> 
Philadelphia* Office of the Director 80/01/09 I2pp 


3004150595 Foriuar-ds IF Info Notice B0-I2i I ostru-fflant Failure Causes 
Opening of PORV i Block Valve “ No specific action or 
response necessary 

CRIER. Q H Region 1* Philadelphia! Office of the Director 
B0/03/3J Ip 


J004090097 Forwards IE Circular 80-03. "Emergency Diesel Oanepator 
Lubricating ail Addlttan i> Onsite Supply " No written 
response required 

GRIER.O H Region i. Phi ladelph la. Office of the Director 
80/04/01 Ip 


ea04Il0504 Forwards IE Info Notice SO-13. "GE Type SDN Control Switches 
Defective CAM Followers No written response required 
ORIER^ B H Region K Philadelphia. Office of the Director 
80/04/02 Ip 


8004240341 Forwards IE Info Notice 80—14. "Safety Suggestions From 
Employees “ No action required 

CRIER.B H Region 1, Philadelphia. Office of the Director 
00/04/02 Ip 


800410010? Forwards IE Circular 00-07. "Problems IV/HPC I Turbine Oil 
3y s " No written lesponse required 

GRIER.D H Region 1. Philadelphia. Office of the Dircctpr 
eo/04/03 tp 


60041100*0 Forwards IE Uullebin 80-07. ' SWR Jet Pump Assembly Failure 
No written response required 

GRlERiB H Region 1. Phi ladel ph ia. Office of the Dlrectnr 
00/04/04 ip 


6004230401 Forwards IE Qulleim 79-03A. "Longitudinal Neld Defects in 
ASHE SA~312, Type 304 Stainless Steel Pipe " Action required 
GRIER. B M Region 1. Philadelphia. Office of the Director 
00/04/04 Ip 


0004160270 Foiwards IE Bulletin 60-00! "Etam of Containment Liner 
Prnetiation tfalds " Nntten response required 
GRlERfB H Region 1. Ph 1 ladel phia. Office of the Director 
80/04/07 I p 


B Reportable occurrences. UEfU * related correspondence 


8004080516 Final deficiency rapt re hydramotor actuator springs 
Affected dampei s have been identified 6 being controlled 
Actuators will either be replaced or tested to establish 
ad equacy 

CDRTIS.N U Pennsylvania Power 6 Light Co 80/03/28 2pp 


'80040’60951 Informs KRC of notification to 13 purchasers of NH model 
fflilliampere hydramotor actuators Actuators have been 
discovered to be mfg from Incorrect matl 

FDRNELLA.n L ITT General Controls. Division of Inti Tel & Tel 
CoTp 79/12/07 4pp 


60040003*3 Interim deficiency rept re defective cast carbon steel swing 
check valves mfg by Pacific Valve. Inc Final rept will be 
forwarded during June I960 

CURTI 61 N U Pennsylvania Power 6 Light Co 80/03/31 2pp 


8004390394 Forwards final deficiency rept re Culter Hammer E-30 
pushbutton sticking problem t dislodgement of Switch 
CH E-30AB from contact block Conditions of Amphenol female 
connectors not reportable under lOCFRSO Rationale end 
CURTIG.N W Pennsylvania Power * Light Co 80/04/18 3pp 


— 8004290399 Final deficiency rept re Cutler Hammer E-30 pushbutton 
sticking problem 6 dislodgement of Switch CH E-30AD from 
contact block Sticking pushbutton corrected by scraping 
edge Locking devices for CM E-30 switches retightened 
« Pennsylvania Power 6 Light Co 80/04/18 3pp 


6004300374 Forwards final deficiency rept re Cutler-Hammer E-30 
pushbutton switches 

CURTIS. HU Paniisy Ivania Power fc Light Co 80/04/18 2pp 


— 8004300303 Final deficiency rept re Cutler-Hammer E-30 pushbutton 
switches Sticking of pushbutton occurs on two-button 
modules Dislorfge/nent of operating module apparently caused 
by mechanical locking ring not being tightly locked 
* Pennsvlvania Power 6 Light Co 80/04/10 4pp 


T Hearing transcripts on non-anti trust matter* 


6004020087 Transcript of B00320 prehearing conference In Hi 1 kes-Barre,! 
PA Pp 375-645 

DECHOEFER.C E Atomic Safety and Licensing Board Panel 00/03/20 
272pp 


8004160233 Transcript of 800320 prehearing conference P 375 only 
» Atomic Safety and Licensing Board Panel 80/03/20 Ip 


--0OO418O230 Transcript of 800320 prehearing conference P I only 
e Atomic Safety and Licensing Board Panel 00/03/21 Ip 


B004020146 Transcript of 800321 prehearing conference in Wilkes-Barre. 
PA Pp *46-757 

SECHHOEFER. C E Atomic Safety and Licensing Board Panel 00/03/81 
114pp 


U Congressional/Eiecutive Carruspondence 


8004000512 Responds lo J Ulma request for status of facility licensing 
Licensing process delayed due to post-TMI efforts to 
upgrade safety requirements NRC is evaluating available 
resources te rr-establlsh applicant review schedules 
D1RCKB>W J Office of the Eiecutive Director for Operations 
80/03/06 3pp 
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— B0040S021B Foru^ard^ Itr re J Ulman request for status of facilitg 
1 lc«nslng 

MCDADE, J K House of Rep 00/02/07 2pp 


DOCKET SO-BBS SUSQUEHANNA STEAM ELECTRIC STATIQM. UNIT 2 


A App 1 icatlon/construc t ion stage documents 1 correspond enc# 


0004040031 Advises of issuance of NUREO-OSSR. '^Ititerim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equlpmentf providing guidance re methods for compliance 
ROSS* 0 F Division of Project Management 00/02/09 7pp 


0004040017 Submits addl guidance to NUREO'^OSSB. '‘Interim Staff Position 
on Environ Qual i f ication of Safety-Related Electrical 
Equipment *' Requests revieui of equipment qual if Icat ton 
documentation to identify degree of compliance 
R088« D F Division of Project Management QO/02/21 3pp 


G00402046& Notification of B0032& & 27 meeting w/r epresentat Ives from. 
Mark II owners group in San Jose.CA to discuss Hark 11 
Create Test ProgramrAT c/o tests & foreign tests 
ELTAWILA.F Containment Systems Branch 00/03/10 i2pp 


0004030122 Notification of 0OO32&-27 meeting u/Mark II ouiners groups 
NRC consultants e< OE in San Jos«»CA to discuss Mark 11 
Creare test programi 4T C/D t* foreign tests Topics are 
proprietary Agenda encl 

ELTAUILArF Containment Bystems Branch 00/03/10 ISpp 


0OO4D8O6S4 Forurards summary of 800220 meeting u/util re plant-unique 
containment program 

PARR^O D Light Nater Reactors Branch 3 DO/03/14 Ip 


—0004000640 Summary of 000220 meeting u/util BNLr HWU# KFKi SRI Inti. 
Bechtel. NU8 Corp €i CH8NS to discuss plant-unique containment 
program List of attendees ^ agenda encl 

ELTAWILA. F Containment Systems Branch 00/03/07 IBpP 


0004040474 Summary of 000227 meeting u/Hark II owners group re status 
of several long-term prograrii tasks, incl uding Tasks A 17 S< 

A 16 task related to utilliation of foreign test data 
ELTAWlLAiF Containment aystems Branch 00/03/10 104pp 


0004210410 Requasts addl info re reactor syt to continue review of 
application for QL 

PARRiO D Light Water Reactors Branch 3 80/03/21 16pp 


0004100404 Raspoitds to 000313 request for approval to use AS-HE Code 
Cases N-234 it N-239 during presarvice examination of reactor 
pressure vessel Code cases acceptable 

PARRrO D Light Water Reactors Branch 3 00/03/27. 2pp 


0004140392 Confirms NRC 000411 meeting w/util it ANL re operational 
biological monitoring programs & ET0 Proposed agenda encl 
CURTIS. N W Pennsylvania Power & Light Co 80/04/07 2pp 


8004140260 Comments on archaeology project at site Quotation for survey 
work it sxcesslve Requests study to define setlsfactory 
Phase I study of area 

KENTiB C Pennsylvania. State of 00/04/00 Ip 


— 8004210349 "Assessment of Thermal Et frets from Brunner Island Steam 
Electric Station Based on Neuly Dert/ed Mai Weekly Average 
Temps " 

s EO t G. Inc 79/05/ Jl 33pp 


—8004210355 "Ecological Study of Effects of Hi unner Island Steam 
Electric Station Cooling Water Intakes " 

JOHNSON. T D . PHOENIX.D R Roy f Weston. Inc 77/11/10 70pp 


— 0OO421OG5B "Biological Sur.'ry of Susquehanna Rivei in Vicinity of Vork 
Havenr PA 1970 Terminal Ropt 

WURTZ, C n Charles B Wurtz 79/06/29 33pp 


^-0004210366 “Ichthyofaunal t Creel Census/Fishing Pressure Surveys in 
Vicinity of Brunner Island Steam Electric Station " 

OENOMCaURT. R F R F Denoncourt /0/O5/31 16lpp 


6004280492 Comments on NUREG-0564. App B re arc hae I og i c a 1 survey of Pond 
Hill Raaervoii location Plan is preliminary rept containing 
no factual info re prehistniU matl that might be found 
SOLENBEROER, R Bloomsberg Slate College 00/04/17 3pp 


D NRC Draft/Final Environmental Statements, suppls U correspondence 


8004220077 Forwards draft supp to Mar 1900 DES W/o encl 

SELLS. D E Environmental Projects Branch 2 80/03/31 Spp 


F Security, tnudical. emergency L fire protection plans 


0OO4OSOO77 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 ]tr. has been postponed pending OAP 
clearance under Fedeial Repts Act 

GRIMES. 8 K Emergency Preparedness Task Force 80/03/11 4pp 


0 Adjudicatory correspondence 


6004080175 Requests to make limited appearance statement at 000320 
hear ing 

ENDRIZZI.D Affiliation Unknown 80/02/27 Ip 


8004100571 Notifies that NRC Issued draft suppl to DEB on 800331 Suppl 
& 0E8 labelled NUREO-0564 DES issued & served on ASLB L all 
parties in June 1979 Oiaft suppl has been served on all 
persons on sve list Eiceptlotis listed 
CUrCHiN. M Hearing Branch 3 00/03/03 Ip 


0OO4O0OS7I Requests to make limited appearance statement on behalf of 
Taxpayerv Association of Lackawanna County at licensing 
hearings Evening oi weekend sessions should be held for 
citizen participation 

SCHUMACHER. K Affiliation Unknown 60/03/07 ip 


8004000194 Requests to make limited appearance statement at licensing 
hearings 

HEHHENDINOER. R Affiliation Unknown 80/03/10 2pp 


8004300064 Bummery of 800326-27 meetings w/Mark II owners group in 8an 
Jose.CA re discuitlon of NRC concernis on data front Creare 
tests U foreign full-scale test programs & relationships u/ 

Mark tl designs 

ELTAWlLArF Containment Systems Branch 00/04/14 22pp 


8004210339 Forwards Busquehanna River data In responsq to NRC 800407 
request 

BKINNEft.W F Pennsylvania Power h Light Co 80/04/19 Ip 


—8004210340 "Demonstration for Brunner Island Steam Electric Station 
Units l-3.Vols 1 h 2 " 

» EG i Oj me 77/09/19 200pp 


— 8004210344 "Potential Effect* of Brunner Island Bteaai Electric Station 
on Future Migrations of American Shad in Susquehanna River. " 

« EO it 0, Inc 77/0B/13 23pp 


— 8004210347 "Probabilities of Normal h Worst Case Conditions in 
Susquehanna River during Critical Periods for Muskel lunge 
Spawning it Smallmouth Bass Egg Survival it Ssvelopotent " 

« EG 0. Inc 77/09/19 16pp 
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- “BOO'4 J0o0?*ri Fi rtlron or tin-.e V loC^tioTi af JiC^nsin^ 
heal in rc' t'l'fiM*’ i '■cmJt'itB “"w riike limited ^jrppeaiance 
% tat e.Tioni 

DEIPICH. C»P /,rri 1 1-1 » 1 .n 'In* I cut, 'i0f"T'10 Ip 


•'-80'04;^l.OC'iL 5 F*^iiitje»r- iic P j t k : a ’ i ot tirun I location of licen^ln^ 
hcatirtgs fri Tte pipits to ni^'<c limited appearance 

stdtenent f'c'Ttion i+ re&r j n a tiniulo he held on evenings f 
ueeV end ^ 

WINTER A ' T T i J I -4 ’ I cr, On nCi-n Ip 


— 0004-100029 Hequpftts no ' i f i ^ ' t zn c t ii*,? * location o# licensing 
hearings for raciJitj,? rt>q«je-,t, <0 -n* 1 !• o limited appearance 
stateirents Portion jr le-Tiing ihoula be scheduled on 
or eventii^e or' ujeeieT>ds 

TALLONiP ft t- 1 I I 1 at l sr, < ' ri !■ n'i-iii PO/Ol^lO Ip 


--0004300031 Requests no t 1 r 1 1 j r lort ^ t- +inie t location of- licensing 
hearings foi haciljtict> F'e^ne l- • *0 inci»e limited! appearance 
staler ent Porti<-rt or he>iini;a »nQulJ be scheduled 
evenings 01 Heci'endv 

A Affiliation Hnfcncuii PO-'Ol/lO Ip 

--0OO43OOu3fe Requests 1 j + 1 ,* t* 1 on ot time •* location of kicensing 
heatings foi faciliti>>s FveHij»',ls to flta'ie limited appearance 
staterritnt Portion of hrning-s should be srheduled for 
evenings * uieei*ends 

CRAV.F^ F Att illation Urilnouip tU/'t,3'lO Ip 


-*-8004 300039 (-xpresse,, lorcern rhit util is attempting bo limit 
participatiorr at intAr.'aTiois at upcoming licensing hearings 
SKlSLAhfS Affiliation Unknown 00/0 i/ 10 Ip 


--8004300042 fipresses Concern that util is at^eiirpting to IJinit 
pai 1 1 c I pat i on of inteweriors at uproming licensing hearings 
DUBlN.kC J Af + l I lai lull Uns.nown 80/02/29 Ip 

— 8004300046 t {presses c-.ncprn that util is attempting to limit 
partlcipabicn at intei venoi s at upcoming licensing hearings 
DERAYKONDi J 5 AfUliatioM Unknown 80/03/10 Ip 

— 8004300054 Requesi-s mcifing limited appearance statement concerning 
three motiens on agenda of ASLB hearings m IJl I tes-Darre, PA 
DUTCHKO.P R 4f fi 1 l ,»t ion Unknown 00/03/12 Ip 


— 8004300057 Requests notification 0 # time fv location of licensing 
hear LTigs for fnciliti^'s f to maVe limited appear<ince 
statement Poitinn of bearings should be held on evenings or 
cue eKend s 

HERRILL.D 4 Affjl tail all UnitiiOwM 80/03/08 Ip 


— 8004300061 Requests to make limited appearance statement at facllttg 
licensing hearings V iipt 1 f t c 1 on of lime Z location of 
meeting lime foi sl^tcienkj should be (tiade available on 
uieeWends or evenings 

K1?S¥/h'A,E J AfflliaMon UnVnowTl 80/03/ 1 J tp 


8004300063 Requests tn male limited appearance statement at faclllti^ 
licensing h<»«T ings *• i U cat 1 on of time Zt location of 
meeting Hearings should be held on evenings or ueekends 
smith, l> Afrlliation Unknown 30/03/21 Ip 


8004300066 Retiuests to make limited appearance statement at facilitg 
UcBuslng hearings V nut 1 fi cat ion oe time Z location of 
meeting Time should l-o made available on evenings or 
weekends for statements 

MACHAKeR.G C AtUliolion Unknown 00/03/ 10 Ip 


8 OO 43 OOO 07 BxpTPSses tnnfern that util is attempting to limit 
participation of i ntei qi ^ at upcoming licensing hearings 
UtQGlNS. R f1 Affiliation Unihown 80/02/29 Ip 


-8004300069 Requ-csts to make lirniled appearance statement In favor of 
util motions at 000320 A8L(1 hearirig-s m Wi ) !ces-Sarre< PA 
rtURR/iV. F ^cruntoii On i ♦ ot 80/03/12 Ip 


B004300070 Requests to male limited appearance statement at ASLB 800320 
prehearing confeience in Wi U es-flar* e. PA 
ri-inwnc;nrj t- Unvnown 80/03/ j 2 Ip 


f of Cit liens LobiK^i to make Limited 
U320 licensing hearing in Ullkcs- 

riknoun 80/03/ 11 Ip 


— 8004jCuu 73 Request' la mske Ijniipd appearance statement at facility 
licensing hcataiig# *- notiticaiion of tme K location of 
meeting Ti*ie should b** made av^^iloblu t-or statements on 
evenings \ oieei'ends 

IlRAM50*i-L Arf 1 1 latii.n Un known 80/03/13 ip 


-80-04300&76 Requo-ats Ikj nakc limited appear :ince statement at 800320 
licensing hearing in Wv 1 k e s* Bar i e, F’A 
ELUlOTTfC R Aitilution Unk.rioujn 60/03/1/ Ip 


— 60O43000Q0 Eipi esses -cuuceTr le /8LE c on<v i derati on of Ulil moLian to 
rsstric*^ pLibli-v intef vonor s i rr licensing pioceedlngs Full 
tnquirii should be made le anij attempts to deny public due 
process f rights witim, established NRC procedures 
SALZKAN, L FriPiids pr the farth 80/03/13 Ip 


—8004300003 Reqi'ests to make limited appeal ai>ce statement at facility 
liceiiSLTig hearings t> nor 1 F 1 cat 1 on of time t location of 
rnieeting Time foi »ta!eneiitC' should be made available on 
evenings 01 ueekends 

SAULR^i M A Atfiliation Unhnojjn uO/03/10 Ip 


— 80O4JOO0&S Erpi esses concern that util is attempting to limit 
participation ot inl^ivenors at upcoming licensing hearings 
a Affiliation Untnoun 80/02/29 Ip 


8004020040 Response to A8l H 800222 pteheai mg conference memorandum Z 
order Alleges restrictive' I biased agenda Urges discussion 
of onsite insp advisability f' 1 aeons ider at 1 on of denied 
contentions W/Cert 1 f i cate of 8v c 

HALLlGANi T J Citiiens Against Nuclear Dangers 00/03/12 4pp 


8004000143 Response to A6L !♦ 800222 order salting oral argument le 
applicant motions to piohibit Susquehanna Environ Advocates 
Z Environ Coalition on Nuclear Power f 1 om litigation nf 
contentions Urges to cancel at gument U/Cer t if icate of Sve 
JONHSRUDh d H Erivironnental Coalition on Nuclear Power 00/03/ 14 
4pp 


0004080697 Request for cipedited consideration of ASLB actions re 
discovery limits ^ dec 1 s 1 on-ma V mg Urges omission of util 
motions to restrict inteivenors participation in 000320 oral 
argument Requests certification Certificate of Sve end 
JDHNSRUDi J H Environmeirtal Coalition nn Nuclear Power 00/03/14 

16pp 


0004230006 Petition to raise specific issues at 800320 prehearing 
confereirce< re iolei venor s ' motions for protective order on 
Coirtcntions 1 6 2 ^ status as full pai ty in proceeding 
SCHULTZfC R Susquehanna Environmental Advocates 00/03/14 2pp 


8004060156 Requests to mak^i limited appearance statement at llconslng 
hearing 

BURNS, D Affiliation Unknoiwn 00/03/15 Ip 


0004080161 Requestfe to muVo limited appearance statement at UcBnslng 
hearing 

GEI<5ER«0 Affiliation Unknown 0Q/O3/15 2pp 


8004180136 Responds to 000214 Itr to Gil insky fa concern about 
treatment of public part ici pant, Frivli on Coalition on Nuclear 
Pqwer Z directoTiJ Johnsiud in license proceeding NRC 
rogulations does not permit views of f~th e-record 

FITZGERALD, J A Office of the Eiecutive Legal Director 00/03/20 

app 


80D40606Q5 Memorandum re ASLB 800320-21 prehearing denial of applicants 
motions against Enviion Coalition on Nuclear Power 
Susquehanna Environ Advocates Delineates areas in which 
interveners should supplement answei s to interrogatories 
PARIS, 0 H , DECHHOEFER,C Atomic Safety and Licensing Board Panel 
80/03/27 6pp 


0004220032 Submits comments re NRC in posfc-TMl period licensing 
situation at facilities Recommends suspension of CP until 
independent auditors assess need for pouer Z alternatives 
PERitlNS, JL Affiliation Wnk noun 80/03/27 3pp 


0004100249 Requests to make limited appearance statement at licensing 
h earing 

6HELLV, F L Aff i 1 tation Unknown 80/03/31 Ip 


8004100331 Requests to make limited appearance statement at licensing 
prehearing 

UAN30N,L Affiliation Unknown 80/04/01 Ip 
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8004030026 Mamorandum of understanding betuieen NRC t FEMA re prompt 
improvement In radiological omergencg planning It 
preparedness* d IS tr 1 buted as Hoard notification 
GQSSICKiL V Office of the Executive Director for Operations 
80/04/02 □4pp 


800411001^ Responds to ASLQ 800320-21 prehearing conference request to 
examine possibility of making available in Ui 1 kos-Barr e area 
corppicte set of AEG NRG repts of cases decided by 
Commission Repts i4iitl be loaned to Osterhout Free Library 
CUrCHlN*J M Hearing Branch 3 00/04/03 2pp 


— 0004110019 Submits trip rept re 000313-14 visit to Osterhout Free 
Library I Wi 1 kos-flarre* PA Library houses Susquehanna LPDR 
documents Library does not loan out documents to patrons 
Documents in good order but m need of revamping 
LOGAN < F Division of Rules and Records 00/04/03 2pp 


0004150069 Response in opposition to Environ Coalition on Nuclear Power 
800315 petition for review of ASLB prehearing rulings 
Requests to address merits if appeal is granted Certificate 
of Sve end 

CUTCHIN*J M Hearing Branch 3 00/04/04 llpp 


G004S30111 Second prehearing conference order denying applicants' 
motions to restrict Susquehanna Environ Advocates & Environ 
Coalition on Nuclear Pouier participation Cltiiens Against 
Nuclear Danger* environ contentions limited to own filing 
PARIS* D H , 0ECHHaErFR,C Atomic Safety and Licensing Board Panel 
00/04/11 2lpp 


0OO420OS46 Forwards Univ of Heidelberg revised Translation 530< 
■'Rad lol og ica 1 Assessment of Nyh 1 Nuclear Power Plant " 

'^Review of Nyhl Rept" will be available to public in form 
of NUREG N/o one! 

CUTCHIN. J M Hearing Branch 4 00/04/24 Ip 


H General correspondence 


0OO4OBOO65 Expresses concern ro excessive number of interrogatories 
sent to J Johnsrud as intervenor in licensing hearings 
Appears that NRC Is trying to hinder J -Johnsrud 
effectiveness Certificate of Sve enc 1 
WARDENi W 0 Affiliation Unknown 00/02/14 4pp 


0004040176 Advises that news media info groups show util attempting 
to misuse interrogatory process to limit participation of 
intervenors at upcoming licensing hearing for facility 
Protests util efforts 

LEONrA Affiliation Unknown GO/02/29 Ip 


GOO4O7O10S Requests notification of time ^ location of upcoming hearing 
on facility licensing Urges scheduling of hearings on 
weekends or evenings 

UIG0INS*R N Affiliation Unknown GO/02/29 2pp 


0004070191 Requests notification of time fe location of upcoming hearing 
on facility licensing Urges scheduling of hearings on 
weekends or evenings 

RHEINHEIHER* D Aff 1 1 lali on Unknown 00/02/29 2pp 


0004040166 Requests notification of time & location of upcoming hearing 
on facility l ic cnslng* schedul ing hearing on weekends or 
evening ^ limited appearance at hearing 
WE8TNED0E* r. Affiliation Unknown BO/03/03 2pp 


8004070064 Advises that news media ^ info groups show util attempting 
to misuse Interrogatory process to limit par t ic i patl on of 
intervenors at upcoming licensing hearing for facility 
Protests util efforts 

RHEINHEIHER, D Affiliation Unknown BO/03/03 Ip 


0004070193 Requests notification of time & location of upcoming hearing 
on facility licensing Urges scheduling of hearings on 
weekends or evenings Requests limited appeetanco at hearing 
DRI0TOLrM Affiliation Unknown 00/03/04 2pp 


8004090104 Expresses fear for potential castastrophe resulting from 
const of facility 

RODACKi M Affiliation Unknown 80/03/05 tp 


0004030334 Guggests util is attempting to limit partlc ipati on of 
intervenors at open licensing hearings All Intorested 
parties should be heard NRG should be aware of situation 
CREEiR E Affiliation Unknown 00/03/15 Ip 


8004040108 Advises t^af neuja mrdlei t info groups show util attempting 
to misuse l n terrogatoi g pocess to limit part i c i patl on of 
intervenors at opcrming licensing heai mg foi facility 
Protests util et^o^ts 

KULICH, D J illation Unknown 00 '03/ 15 JP 


8004040226 Advises that newsi media i info groups show util attempting 
to misuse intcrr ogatorg piacess to limit participation of 
intervenors at upcoming licetising hearing foi facility 
Protests util efforts 

FASCIQ, P Affiliation Unknnum 0O/O3/1‘> Ip 


8004040353 Expresses concetr) about piospect of plant in Berwick area 
Nuclear power is impiactical ’ dangerous Future generations 
will be untsirly saddled w/ responsibility of our energy 
consump t i on 

NELSON, K J Afnliation Uni noun 80/03/ i 5 Ip 


0 Inspection loports. If Bulletins ■’« coi i ospond ence 


/8 121 10287 Forwaids IE Insp Repts 50-30 //78- 15 'y 50-388/78-13 on 
780821-0921 *- notice or violation 

CARLSONy R T Region 1, Philadelphia* Reactor Construction It 
EngineeiiTig <^uppoi t Branch 78/ JO/17 2pp 


— 7012110209 Notice of violation from insp on 700821-0921 

* Region 1 Philadelphia* Office of the Director 70/10/37 2pp 


— 7812110291 IE Insp Repts 50-307/78-15 ^ 50-388/70-13 on 700821-0921 
t^uncomp 1 1 ance noted failure to qualify welders t failure to 
use specified curing compound for spray pond 
GALLO* R ti Region 1, Philadelphia, Office of the Director 
MCGAUGH/,R W Region 1. Philadelphia. Reactor Construction 4- 
Engineering Support Bianch 78/10/1/ i3pp 


8004070379 Ack receipt of 000227 l»r infoiming NRC of steps taken to 
correct violations noted in IT Insp Rept* 50-387/79-36 1* 
50-388/79-19 

CARUSON, R T Region 1, Ph i lade 1 ph la* Reactor Construction f*< 
Engineering Support Branch UO/03/07 Ip 


— B00407038& Responds to NRC Q00123 lir re violations noted in IE Insp 
Repts 50-387/79-3(1 i 50-3Q8/79- J 9 Corrective actions amended 
Bochtcl Field Insp MsTiual Procedure G-3, Revision 6 V held 
training sessions foi field engincois on bolt Initallation 
SABOL* A R Pennsylvania Power I Light Co 80/02/27 5pp 


--Q0040703S5 Fqiwards IF Insp Repts 50-3Q///9-36 «* 50-380/79-19 on 
791029-1102 •' notice of violation 

CARl SONj R T Region I* Ph i ladelph la. Reactor Construction & 
Engineering Euppol t Branch 80/01/^23 2pp 


-"0004070391 Notice of violation from insp on 791029-1102 

a Region 1, Ph t lade 1 ph i a, Office of the Director 00/01/11 2pp 


—8004070396 IE Insp Repts 30-3Q7/79-36 V 50-360/79-19 on 791029-1102 
NdneompI iance noted failure to provide adequate design 
rdviQw resulting in nnneonf oi ming installation ^ failure to 
fdllotii procedute for Lagging nonconforming items 
PAOLINOtR J Region 1. Philadelphia, Office of the Director 

E0NETER*S D Region 1, Philadelphia* Reactor Construction 8* 

Engineering Support Branch ' 
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--8004100111 le Insp Pepti ^C-j^7^79-31 50-3BB/7«?- 1 on 790910-1005 

/Joncomp 1 t^n.< « iioied failure to nevlew SR86 l’~12> Be-vis i on 2 
t- to prnvjdp dSKu'f'^rii^d jn-strucfion to canlrol completion 
ro water quenching weld VPR-B31 -2-FW-13M 

MCCAU^HViR Region li Ph i I ade I ph ta^ Reactor Conttruc t Lon In 

Engjineerjng Suppoi fc Iirartch NlGClNbn J C OAULQ^R Ji Region li 
Philadelphia. Office of the Director S0/01/‘09 l^pp 


BGD41&U295 Forward-s IF Info Notice 80-12. "Inetiument FalJtire Causes 
Opening or P0Pt> Block Va^^e ' No specific action or 
response necessary 

GRIER p B H Region k. Ph > 1 ad e 1 ph i a p Office of the Director 
ao/03/3t Ip 


Q00409C097 Forwaids IE Circulai 00-05. 'EDergencif Diesel Generator 
Lubricating Oil Addition in Onsite Suppig ’ No written 
relpofiSB required 

GRIERp Q H Region 1. Phi ] ad e 1 ph lai Office of the Director 
BO/04/01 tp 


6004110504 Forwards IF Info Notice 60-13. "OE Type SBrt Cantrol Switches 
Defective CAM Followets " No written respanae required 
GRIER/ B H Region Ip Phi lad e 1 ph lap Office of the Director 
80704/02 tp 


8004240341 Forwards IE Info Notice 00-14. ‘“Safety Suggestions From 
Enployees " No action i equjred 

ORIER/B H Region 1. Phi lad e I ph lap Office of the Director 
eO/04/02 ip 


8004160189 Forwards JE Circular 00-07. "Problems M/HPC I Turbine Oil 
Sys No written response requited 

GRtERp B H Region I. Philadelphia. Office of the Director 
60704/03 Ip 


8004110068 Forwards IE Oulletin 00-07/ ‘OUR viet Pump Assembly Failure '' 
No written response required 

ORIER/0 H Region 1. Philadelphia. Office of the Director 
80704/04 ip 


8004230481 Forwards IE Bulletin 79-03A/ “Longltud inal ifeld Defects In 
ASKE SA-312/Type 304 Stainless Steel Pipe Action required 
GRIER/0 H Region 1. Phi lade 1 phia. Office of the Director 
80704704 Ip 


8004160270 Forwards IE Bulletin 00-00/ "Eeam of Containment Liner 
Penetration Uelds " Written response required 
GRIER/0 M Region 1. Phi lade I ph la. Office of the Director 
80704/07 Ip 


8 Reportable occvirences. LERs ic related correspondence 


8004080 516 Final deficiency repi re hydramotor actuator tprltigs 
Affected dampers have teen identified ^ being controlled 
Actuators wi I k either Or teplaced or tested to establish 
adequacy 

CURTIS. N U Pennsylvania Power L Light Co Q0/D372D 2pp 


--0OO4OGO521 Informs NRC of notification to 13 purchasers of NH model 
mlllLampere hydramotor actuators Actuators have been 
discovered to be mfg from incorrect matl 

FORMELLA/R L ITT OoneraJ Controls. Division of Inti Tel L Tel 
Carp 79/12707 4pp 


800408<X3'63 Interim deficiency re|it re defective cast carbon steel swing 
checli valves mfg ty Pacific Valvei Inc Final rept will be 
forwarded during \fune 1988 

CURTIS. M U Pennsylvania Power U Light Co 60/03/31 2pp 


04290594 Forwards final deficiency rept re Culter Hammer E-30 
pushbutton sticlrlng problem I dislodgement of Switch 
CH E-30AB from contact black Conditions of Amphenol female 
connector* not reportable under lOCFftSO Rationale end. 
2URTIS/N W Pennsylvania Power U Light Co 80/04/19 3pp. 


-0004290399 Final deficiency rept re Cutler Hammer E-30 pushbutton 
sticking problem V dislodgement of Switch CH E“30AB from 
contact block Sticking pushbutton corrected by scraping 
edge Locklnj devices for CH E-30 switches retlghtened 
* Pennsylvania Pouei ^ Light Co 80-/04/1© 3pp 

8004300374 Forwards final deficiency rept re Cutler-Hammer E-30 
pushbutton switches 

CUfiTlS»M W Pennsylvania Power 4 Light Co 00/04/18 Spp 

— E0043003H3 Final deficiency rept re Cut I er-Hammer E-30 pushbutton 
switches Sticking of pushbutton occurs on two-button 
modules Dislodgement of operating module apparently caused 
by mechanical locking ring not being tightly locktil 
« Pennsylvania Power 4- Light Co 80/04/18 4pp 


T Hearing transcripts on non-ant i trust matters 


6004020087 Transcript of 800330 prehearing conference in Hi I kes-Barrej 
PA Pp 375-649 

BECHOFFERpC E Atomic Safety and Licensing Board Panel 60/03/20 
272pp 


8004180233 Transciipt of 600320 prehearing conference P 375 only 
* Atomic Safety and Licensing Board Panel 60/03/20 Ip 


—0004180236 Transcript of B00320 prehearing conferance P I only 
* Atomic Safety and I icensing Board Panel 00/03/21 Ip 


Q004020146 Transcript of 600321 prehearing conference in Wi 1 kes-Darror 
PA Pp 646-757 

BECHKQEFERrC E Atomic Safety and Licensing Doard Panel 60/03/21 
ll4pp 


U Congresstonal/Ex ec uti ve Correspondence 


6004030212 Responds to J Ulma request for status of facility licensing 
Licensing process delayed due to post-TMl efforts to 
upgrade safety requirements NRC is evaluating available 
resources to re-establish applicant review schedules 
OIRCKS/M J Office of the Etecuilve Director for Operations. 
eo/03/06 3pp 


— 8004080216 Forwards Itr re J Ulman request for status of facility 
1 1 censing 

ftCOADE. J M House of Rap 60/02/07 2pp 


DOCKET 90-389 BT LDCIE PLANT. UNIT 2 


A Ap p 1 Icat i cin/constTuc 1 1 on stage documents & correspondence 


8004040031 Advises of issuance of Ni;REO-O50e. "Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment/" providing guidance re methods for compliance 
nOBB/0 F Oivisinn of Project Management 60/02/05 7pp 


8004220839 Forwards general info section of application for OL 
UHRIO.R E Florida Power U Light Co 00/03/24 Ip 


— 8004220243 General Info section of application for OL 
IfHRIOiR E Florida Power L Light Co 60/03/31 tOpp 


800429003B Requests technical batle. analysis L experimintal data re use 
of Ameron NUKEM 750 caulk at aipaniion joint filler inside 
containment Info should be pr-ovided by B00530 or NRG should 
be informed in seven days if unable to meet schedule 
DAER.R L Light Water Reactors Branch 2 00/04/10 2pp 


0004280269 Responds to NRC 800410 Itr requesting that info re use of 
NUHEh 7S0 be provided by 800530 Technical basis for use of 
NUKEfi 750 as qualified caulk requested from Ameron Info will 
not be available by 600530 Bubmlttat expected B00730 
UHRIOrR E Florida Power Light Co 00/04/22 Ip. 


C Utility Environmental Report (£R)/ amends & correspondence 


6004220313 Forwards environ rept far plant/ Ools 1 & 2 Rept available in 
PDR 

UHRIO.R E Florida Power U Light Co 60/03/24 Ip 


— 8004280317 Environ rept. Vo I 1 

a Florida Power L Light Co 80/03/24 700pp 


—8004220321 Environ rept/Ool 8 

a Florida Power 8« Light Co 60/03/84 700pp 


F Security* medical, emergency L fire protection plans 


8004000077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791286 Itr. has been postponed pending OAO 
clearance under Federal Repts Act 

ORFHEai 0 K Emergency Preparedness Task Force 80/03/11, 4pp 


8004030229 Provides status of response to 791226 request for evacuation 
time estimates Draft inputs from consultants ispected by 
800331 Final draft circulation to state 6 local officials 
will precede 000430 submittal of final rept to NRC. 

UHRIO/R E Florida Power & Light Co 60/03/31 Ip 
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G Ad jud icatari^ correspondence 


0004210109 Motion ro Commission 790914 order. requc st ing issuance oP FES 
suppl giving consideration to envn on consequences of Class 
9 ac c i dents 

HODDER.M H Affiliation Unknoun 79/12/12 4pp 


B004220141 Requests denial or intervenor 791312 motion re Claas 9 
accidents Class 9 issue teas disposed of in CP proceeding 
Intervenors should invoke different procedural remedy 
Supporting documentation enc 1 

fleiSiH F Florida Pouer Light Co REIS.H F 
Louienste in. Neumani Re i Si Ax e Irad & Toll G0/01/ld» S3pp 


8004190160 Rosponso to infcervenors RE Roberts. et al. 000118 motion to 
consider Class 9 accidents Intervonors may petition NRC 
per 10CFR2 206. due to ASLAD lack of jurisdiction to grant 
request 

QUMSTEAD. W J . PATON. W D Hearing Branch 4 BO/Ol/lB llpp 


0OO41SO160 Kemorandum ^ order re mtorvenors' 791212 motion for 
consideration of Class 9 accidents Motion dismissed ft 
documents reforred to director of Nuclear Reactor 
Regulation to be treated under 10CFR2 2 6 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 00/02/14 
7pp 


0004020210 Informs that motion for consideration of Class 9 accidents 
will be handled as request for action under 10CFR2 206 
Response to motion uiihin 30 days cannot be guaranteed 
Supporting documentation end 

DENTGN. H R Office of Nuclear Reactor Regulation 80/03/06 2pp 


— 0004020222 Notice that MH Hodder << TJ Anderson request for action has 
been referred to Director of Nuclear Reactor Regulation for 
consi derat ion under iOCERS 206 

DENTON. H R Office of Nuclear Reactor Regulation 00/03/06 Ip 


'*'*6004020228 Foruafds formal ASLAB referral of intervenors^ motion to 
consider environ effects of Class 9 accidents Requests 
consideration under 10CFR2 206 

NURRAVi J P Office of the Executive Legal Director 00/02/22 
Ip 


^-0004020231 Forwards intervonors' motion to consider environ 
consequences of Class 9 accidents Supporting documentation 
enc 1 

DiBMQPrC J Atomic Safety and Licensing Appeal Panel 80/02/14 

Ip 


•*-□004020239 Motion for order to consider environ consequences of Class 9 
accidents In determination of environ impact of proposed 
plpnt const Certificate of 8vc marked— up Commission 790914 

memorandum ^ oider re floating nuclear plants end 
MDDDCR. H H Hodder. M H ANDERSON. T J Miami. FL. Univ of 
79/12/12 lOpp 


— Q00408026S Response in opposition to interveners' motion for 
consideration of environ impact of Class 9 accidents. 
Certificate of Sve it supporting documentation end 
REISiH F . COLL.N A Florida Power & Light Co REIS.H. F 
Lowenstf in. Neuman. Rel s. Axe Irad &< Toll 00/01/16 23pp 


■0004020277 Response to RE Roberts, et alrmotion to consider Class 7 
accidents A8LAB lacks jurisdiction to grant motion 
Alternative forms of relief are available Class 9 accidents 
should not be addressed in proceeding N/Certlf icate of 3vc 
DLM8TEAD. W J . PATON. W D Hearing Branch 4 00/01/18 13pp 


— 6004020272 Reply to applicant 6< NRC response to intervonors' motion for 
consideration of environ effects of Class 9 accident* 

Proximity betueen proposed plant on Hutchinson Island 
Atlantic Gulfstream requires Class 9 consideration 
ANDERSON, r J Miami. FLr Unlv of HODDER.MH HorfdenMH 
E0/02/0S I9pp 


— 6004020282 Order for dismissal of intervenors' motion for consideration 
of Class 9 accidents A8LAQ is without authority to consider 
Issues Motion referred to Director of Nuclear Reactor 
Regulation for consideration under 10CFR8 206 

BIBHQP.C vl Atomic Safety and Licensing Appeal Panel 80/02/14 

7pp 


6004020005 Forwards applicant affidavit of OF Lieber re performance 
of Unit 1 diesel generator Certificate of 0vc encl, 

CQLLiN A Steel. Hector Sc Davis 80/03/14 3pp 


— 8004020011 Affidavit re performance of Unit 1 diesel generator 
Supporting documentation end 

LIEBLER.O E Florida Power S Light Co 60/03/14 17pp 


8004090043 Advises that to addl iJRr t rspnnse necessary tn util 600413 
submittal re petfoimanct- of Unit 1 diesel generator NRC 
perspective re rele/an..e ot Un i f i diesel data to 
proceedirig repoi tird at TransLiipt 732 734 
PATON, W D Hearing Sranch t pO/ 03/28 Ip 

0004030026 Memorandum of understanding between NPC L FEMA re prompt 
improvement in radiological tmergepicy planning 
preparedness, d I stT 1 buted as Soai d notification 
0O55ICK.L V Ofrice ot the Cxerutive Director for Operations 
80/04/02 34pp 


I Financial informatio-n 


8004150406 Forwards Annual rirancial Rept 1979 

UHRIO, R E Florida Power V Light Co 80/04/00 Ip 


—0004150411 Annual Financial Rept 19^9 

Florida Power fy Light Co 80/02/08 72pp 


K Utility Final Sarefy Analysis Report (FSAR) 9/ amends 


8004320248 Forwards FSAH Vo Is l-ll F6AR available in PDR 
UHRtO.R E Florida Power K Light Co 30/03/24 Ip 


— 80042202SO FSAR for Saint Lucie Unit ?. Vols 1-1 1 

» Florida Powei *y Light Co 00/03/24 n.26lpp 


0004220256 Chaptei I of Saint Lucie FSAH. " Introduction fit General 
Description of Plant Site Charac ter i sti c s " 

* Florida Power *y Light Co 80/03/24 400pp 


0OO422O2S8 Chapter 2 of '^alnt Lucie FSAR, "Site Characteristics 
« Floi Ida Pooler i Light Co 00/03/24 aooopp 


8004220261 Chapter 3 of Saint Lucie FSAR, "Design of Structure. 
Components, Cqu i pment V Sys ' 

* Florida Power r* Light Co 00/03/24 ?000pp 


8004220264 Chapter 4 of Saint Lucie FSAR. "Reactor “ 
« Florida Power light Co 00/03/24 600pp 


6004220266 Chapter 5 of Saint Lucie FSAR. "RCS *y Connected 0y6 
* Florida Power A Light Co 80/03/24 500pp 


8004220271 Chapter 6 of Saint Lucie FSAR, "engineered Safety Features 
« Florida Power << Light Co 00/03/24 lOOOpp 


0004220279 Chapter 7 of Saint Lucie FSAR. " instr umentation Control 
# Florida Power h Light Co 00/03/24 400pp 


6004220279 Chapter 8 of Saint l.uc i e FSAR. "Electric Power 
* Florida Power i. Light Co 00/03/24 200pp 


8004220263 Chapter 9 of Saint Lucie FSAR, "Auxiliary Sys 
♦ Florida Power Light Co BO/03/24 tOOOpp 


8004220267 Chapter 10 of Saint lucie FSAFL "Steam f/ Power Conversion 
3y« " 

» Florida Power *y Light Co 80/03/24 POOpp 


8004220296 Chapter 11 of Saint Lucie FSAR. "Radwaste Mgt " 
« Florida Power Light Co 80/03/24 200pp 


8004220290 Chapter 12 of Saint Lucie FSAR. "Radiation Protection '■ 
a Florida Power ♦. Light Co 80/03/24 400pp 


8004220300 Chapter 13 of Saint Lucie FSAR. "Conduct of Operations 
» Florida Power *. Light Cq 80/03/24 iSOpp 


8004220305 Chapter 14 of Saint Lucie FQAR. "Initial Test Program 
a Florida Power Light Co 00/03/24 200pp 


Q004220306 Chapter 15 of Saint Lucie FBAR. "Accident Analysis 
tf Florida Power k. Light Co 00/03/24 lOOOpp 


8004220308 Chapter 16 of Saint Lucie FSAR. "Tech Specs 
« Florida Power fy Light Co 60/03/24 Ip 


8004220309 Chapter 17 of Saint Lucie FSAR. "OA 
* Florida Power 8. Light Co 00/03/24 aOpp 
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M CCT r e tpoaid pni. <> 


B00423017-6 Rpspons^ to S'lC 1 1 I Itr ticeusp conditions referenced in Itr 
tiave not been reccjv^J Ce r 1 1 «■ i r a te of Svc encl 
JABLOr,' f? A Florida Ci^ie^ 00/04/15 2 pp 


Q Inspection reports EE 3ylletin* \ correspondence 


5004090344 Forojards IF 60-03, 'Loss of Charcoal From 5td Tijpo 

11 < Fu) 0 ”l nchj Tr Adsorber Cells " Action required 

□ 'R£ILLV>J F Rcigicn J, Ktlsntai Office of the Director 0O/O2/Odi 

2pp 


B'004040l59 Ack receipt 0 + 900304 I fcr infornting NPC of steps taken to 
correct violations noted in IF Insp Rept 50'-3B'9/79-lB 
KURPHV.C E Region 2. Atlantai Reactor Constr dc t ion b Eng Inecnniii 
Support Brancli 60/03/21 Ip 


'*“0004040173 Responds, to NRC 791105 Iti re violations noted in EE Insp 
Rept 5O“3&9/79~10 CdtP'-tlve actions lot numbers for resin It 
cure containers verified as saiTie Surveillance verified 
deliverq segregation of natls 

UHRIO^R E Florida f^ouer 'y Ligft^ Co 90/03/04 »p 


0004240219 Responds to IE (iulletin 79-25^ "Failures of tfe st inghouse 
3FD Relaqs in 5a f e tij-R e 1 a ted Sgs “ Relays noted in bulletin 
are not used or planned for use in safety-re lated sys at 
fac I 1 I ty 

UHRIOfR E Florida Power it Light Co 30/03/26 Ip 


0OO41SO517 Forujards It Info Notice flO-1?, " Instrument Failure Causes 

Opening or PQRV i Block Valve " No specific action or 
response necessary 

□ 'REILLYiJ P Region t>. Atlanta, Office of the Director 80/03/31 

app 


8004080619 Forwards IE Circular 80-05i "Emergency Diesel Generator 
Lubricating Oil Addition i Onsite Supply " No urlttcn 
response required 

O'REILLYiJP Region 2> Atlanta. Office of the Director 60/04/01 

app 


3004150061 Forwards IE Info Notice BO-13, "OE Type SUM Control Suitchee 
Defective CAN Followers " No specific action or respanse 
r equ l red 

O'REILLY.JP Region ?, Atlanta. Office of the Director 60/04/02 

2pp 


6004240260 Forujards IE Info Notice BC-14, "Safety Suggestions From 
Employees '• No action required 

O'REIILY.J P Region ?, Atlanta. Office of the Director 60/04/02 

2pp 


B004 180321 Forwards ]E Circulai BO-07, "Problems If/HPCI Turbine Oil 
Sij s " No written response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 60/04/03 

app 


Q004230165 Forwards IE RuLletin 79-03A "Longitudinal Weld Defects in 
ASME 5A 312, Type 304 Stainless Steel Pipe '■ Action required 
O'REILLY, J P Region 2, Atlanta,- Office of the Director BO/04/04 
ip 


8004180417 Forwards IE bulletin 00-06, ' Eiam of Canbainment Unep 
Penefcratmn Welds " Written response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/04/07 

app 


Reportable occurrences, LERs i related correspondence 


5004210170 Forwards 000321 interim deficiency rept re spring In certain 
hydramotor acoators for dampens being mfg from incorrect 
matl V possibility of selection, nomographs being interpreted 
incorrectly Final rept will be submitted by B0063D 
UhRfG, R E Florida Power S- Light Co 00/03/25 Ip 


—8004210184 Interim deficiency rept re sprmg in certain hydraoiotor 
actuators for dampers being mfg from incorrect mat! 
possibility of selection nomographs being interpreted 
incorrectly Affected dampers being placed on hold 
Florida Power i Light Co 80/03/21 qpp 


DQCkiEl 50-390 WATTS BAR NUCLEAR PLANT. UNIT l 


A App 1 1 c a t lon/cons tr uc f ion stage documents i correspondence 


0004040031 Advises of issuance of NUREO-OSBB, "Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment " provi-ding guidance re methods for compliance 
ROSS.D F Division of Project Management 00/02/05 7pp 


0004040017 Submits addl guidance to NVREG~05BB, "Interim Staff Positvnn 
on Environ Qualification of Saf ety-Re latcd Electrical 
Equipment “ Requests review of equipment qual if icat ion 
documentation to identify degree of compliance 
ROSS, D F Division of Project Management 00/02/21 3pp 


0004230050 Requests info re auxiliary fendwator sys per Bulletins t 
Orders Task Force review of THI~2 accident Info should be 
provided as amend to application Submittal schedule should 
include NRC approval prior to issuance of OL W/encl 
ROSS. D F Division of Project Management 80/03/10 S3pp 


0004020305 Forwards "Operational Stage Nonrad lolog ical Fisheries 
Monitoring Program " Info supplements operational water 
quality i aquatic biology monitoring program provided on 
791012 

EL-ASRRY, M T Tennessee Valley Authority SO/03/24 2pp 


— 6'OO4O2'O300 "Operational Stage Nonrad iolog i ca 1 Fisheries Monitoring 
Program " 

» Tennessee Valley Authority 00/03/24 7pp 


0004110425 Forwards application for renewal of NPDES Permit TNOO2O160 
Supporting documentation one 1 

EL-ASHRY. M T Tennessee Valley Authority 80/04/07 iOOpp 


0004170213 Requests meeting between NRC i util to ensure that 
qual if 1 cation requirements for reactor operators ii senior 
reactor oper-etors are met Forwards licensing i training 
criteria for license candidates 

MILLS. L t1 Tennessee Vs 1 ley Authority 80/04/14 2pp 


0004290453 Responds to KRC 790730 Itr by forwarding comments on 
NRC-proposed ETS A status of transmission lines Repts 
supporting suggested mods one! 

MILLS, L M Tennessee Valley Authority BO/04/22 19pp 


— 8004290450 ‘evaluation of Volunteer Vegetation Along Newly Cleared 
Rights of Way " 

FOWLER. D K , ADKigOION, L F , TURNER, L J Tennessee Valley 
Authority RW 2 79/07/31 Blpp 


— 8004290462 "Freoperational Sounds Levels " 

* Tennessee Valley Authority 80/04/22 I3pp 


— 8004290467 "Cooling Touer V Steam Plant Flume Morgence at Site 
KNUDSON. D A Tennessee Valley Authority TVA/AQB-I79/13 
79/07/31 52pp 


F Security, medical, emergency i fire protection plans 


8004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 itr. has been postponed pending GAD 
clearance under Fedoial Repts Act 

GRIMES, It K Emergency Preparedness Task Force GO/03/11 4pp 


8004240402 Forwards comments on safeguards contingency plan Comments 
withheld <ref lOCFn2 790) 

RtfSENSTEIN, L 8 Light Water Reactors Branch 4 80/04/10 2pp 


Q Inspection reports, IE Bulletins i correspondence 


8004090392 Forwards IE Bulletin 00-03, "Loss of Charcoal From Std Typa 
1 1 / Two- Inch, Tray Adsotbet Cells " Action required 

□ 'REILLY, V P Region 2, Atlanta, Office of the Director 00/02/06, 

2pp 


8004230036 Forwards lE Insp Repts 50-390/80-03 i 50-391/80-02 on 
000129-0201 No noncomp 11 ante noted 

BRYANT, J C Region 2, Atlanta* Reactor Construction i Engineering 
Support Branch 80/02/22 2pp 


I 
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-'•B00423004& IE Itisp Repts 50-390/R0'-03 t 30-391/80-02 on 000129-0201 No 
noncomp 1 i^nco noted Major are^s inspected lOCFRSO 33(>e> 

c h ipp ing activities in auvlliary bldg>vit;al batterg 
rooms ^ diesel generator bidg 

CANTRELL# F S Region 2# Atlanta) Reactor Construction S< 

Engineering Support Branch THOMAS. M Region 2# Atlanta# Office 
of the Director 80/02/21 4pp 


8004090025 Confirms 800310 telcon arranging 800320 meeting betuoen NRC 
i util in AtlantaiOA to discuss accuracy of uiritten repts 
provided to IE NRC ui 1 1 provide overall evaluation of utlt 
handling of deficiences identified by QA program 

Q'REILLV# J P Region 2 # Atlanta# Off ice of the Director 00/03/12 

2pp 


G00481017Q Forwards response to IE Bulletin 80-03# "Loss of Charcoal 
from Std Type 1 1# Two-Inch. Tray Adsorber Cells “ Enel lists 
results of Insps at facilities to determine if potentlai 
for loss of charcoal incidental to handling or use exists 
MILLS# L ri Tennessee Volley Authority 80/03/21 App 


8004100106 Forwards response to IC Bulletin 79-20 re possible 
malfunction of NAHCD Model EAlSO limit switches At 
facilities where applicable limit switches arc identified, 
replacement gaskets have been ordered 

MILLS# L M Tennessee Valley Authority 0O/O3/2B 2pp 


B004150S27 Forwards IE Info Notice 80-12. "Instrument Failure Causes 
□paninff of PORV S' Block Valve " No specific action or 
response necessary 

O'REILLY, J P Region 2# Atlanta. Office of the Director 80/03/31 

2 pp 


8004080636 Forwards IE Circular 80-03, "Emergency Diesel Generator 
Lubricating Oil Addition S' Onsite Supply " No written 
response required 

O'REILLY. J P Region St Atlanta, Office of the Director BO/04/01 

2 pp 


0004130097 Forwards IE Info Notice 00-13. ^'OE Type SDM Control Switches 
Defective CAM Followers " No specific action or response 
required 

0'REtLLY#J P Region 2# Atlanta# Office of the Director 80/04/02 

2pp 


8004240274 Forwards IE Info Notice 80-14# "Safety Suggestions From 
Employees " No action required 

O'REILLY# J P Region 2# Atlanta/ Office of the Director 80/04/02 

3pp 


8004180273 Forwards IE Circular 80-07# "Problems W/MPCI Turbine Oil 
8 gs " No written response required 

O'REILLY# vV P Region 2. Atlanta/ Office of the Director SO/04/03 
3pp 


8004230142 Forwards IE DulUtln 79-03A "Longitudinal Weld Defects in 
ASME 9A“ai2#Type 304 Stainless Steel Pipe " Action required 
O'REILLY# J P Region 2# Atlanta# Office of the Director fiO/04/04 
Ip. 


8004180445 Forwards IE Bulletin 80-08# "Exam of Containment Liner 
Pinetration Welds " Written response required 

□ 'REILLY# P Region 2# Atlanta# Office of the Director SO/04/07 
3pp. 


— 8004180337 "P reopei at 1 ona I Fijherjos flonitoring Rept. 1977-79 " 

BUCHANAN. J P , KIRBY. M S . PECW.G E Tennessee Valley Authority 
00/03/31 157pp 


5 Reportable occurrences, LEfis I related correspondence 


8004020312 Forwards final deficiency rept re Ruskin fire dampers 
MILLS' L M Tennessee Valley Authority 0O/O3/2S Ip 


— 6004020316 Final deficiency rept re spring slipping problem on Ruskin 
fire dampers Hod packages will be installed w/c onnec 1 1 on of 
Number 6 screw using washer# star lockwasher b hex nut 
through narrow portion of spring slot 
» Tennessee Valley Authority 80/03/28 Ip 


6004150413 Second intcritn deficiency rept re contiol rod drop events 
yielding less conservative DNSR than stated in FSAR 
Uestinghouse investigation in progress Next rept uiU be 
submitted by 000306 

MILL 61 L M Tiennestee Valley Authority BO/04/01 Ip 


8004150437 Forwards final deficiency rept re potential lubrication 
problem in diesel generator turbocharger 
MILLS. L M Tennessee Valley Authority 80/04/01 ip 


— 6004130450 Final deficiency rept re potential lubncatldn problem in 
generator turbocharger Diesel gererators will not be 
unnecessarily started between 15 minutes 6 3-h following 
shutdown from previous run at full operating temp 
« Tennessee Valley Authority 60/04/0) 3pp 


B0042SO337 Forwards second intei im deficiency rept re incorrect bore 1ft 
Dravo transmitter bosses 

MILLS* U M Tennessee Valley Authority BO/04/07 Ip 


— 6004280544 Second intet im deficiency rapt re incancct bore in five 
Dravo ti ansttii tter bosses Caused by breakdown in Dravo QA 
insp program Flow restrictor will be installed betuocn one 
boss valve Remaining bosses will be checked 
e Tennessee Valley Authority 80/04/07 Ip 


6004280536 Third Ihtorifn deficiency rept ro surface crack in loop one 
steam generator Westmghouso investigation has not been 
completed Next rept wit) be submitted by 000613 
MILLS.LM Tenrossoe Valley Authority 00/04/0? Ip 


QOO410O377 Forwards final deficiency rept re grouted anchor bolts on 
main steam line support 

MILLS, L M Tennessee Valley Authority QO/04/10 Ip 


—8004160301 Final deficiency rept re grouted anchor bolts on main steam 
line supports Original anchor bolt design will be replaced 
u/redcsigned bolts fabricated from A193 steel W/A194 nuts 
by 000801 for Unit 1 6 8(07i 1 for Unit 2 
hILLS#L M Tennessee Valley Authority 60/04/10 Ip 


8004300462 Ack receipt of 800314 Itr informing NRC of steps taken to 
correct vlolatione noted In IE Insp Repte 50-390/79-47 Sc 
50-391/79-40 

MURPHY# C E Region 2# Atlanta. Reactor Construction l< Engineering 
Support Branch 00/04/07 2pp 


— 6004300474 Submits revised response to NftC 600114 Ur re violations 
noted in IE Jnsp Repts 50-390/79-47 8 c 50-371/79-40 
Corrective actions incorrectly tagged cable hae been 
properly certified 81 recorded in certiPi cation status rept 
MILLS. L.M Tennessee Valley Authority 80/03/14 3pp 


6004290379 Requests approval of ASME Code Casas N-234 ic N-235 for use 
on reactor pressure vessels Expeditious approval is 
necessary for use of code cases in forthcoming preservice 
insp 

MILLS, U M Tennassee Valley Authority 00/04/23 3pp 


R Periodic operating reports 4^ related correspondence 


6004180331 Forwards "Preoparati onal Fisheries Monitoring Rapt# 1977-79 " 
PreoperPtiona 1 rept describing water quality 8 < nonfisheries 
biological monitoring results will be submitted by 800627 
EL-ASHRVi 11 T Tennessee Valley Authority 80/04/15 2pp 
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Foiuarrfs nitfrijm det^iciency re-pt to def«ctivie reactor 

vestel yppe» internals gyidfr lu'ie support pins 
MlLLSi U I1 Tennessee s-'alley Aui-Ncuity 80/04/23 Ip 

— 0OO42'?Oj' 2'? First interiii deticiencij rept re generic problem tj/d e#e< 1 1 v e 
reactor ^esiel uppri ii)ternal» guide tube support pins 
Caused by hflat tfioatment Wear i n gbous e uii 1 1 investigate to 
determine ir design changes are lequired 
<» Tennessee Valley Authority Q0/04/’23 Ip 

8004270296 Informs ot error i •' dates re eubmittal of interim deficiency 
ropt re control rod drop events yielding leas convervative 
DNB ;?5 than stated in FSAN Hei** rept will bo submitted by 
000606. rot B00506 aa eiiocieoualy Stated in 600401 I tr 
niLLG. L M Tenncise* Valley Authority 00/04/24 Ip 


DOCKET 50-371 WATTG BAR UUCtEAR PLANT, UNIT 3 


A App I 1 ca fc I Qii/cons true 1 1 on stage documents ^ correspondence 


0004040031 Advises of issuance of MJREG-OSBS. "Interim Staff Position 
on Environ dual i f i cat i on of Safety-Related Electrical 
Equipment- ' providing guj-iance re methods for compliance 
ROBB, D F Division of Pt 0 jet t Management 60/02/09 7pp 


B004040017 Submits addl guidance to IM JRE0-05B8,- "Intertm Staff Position 
on Environ Qualification of Safety-Related Electrical 
EquipiTient " Requests review or equipment qua 1 1 f teat I or 
documentation to identify degree of compliance 
ROSS. D F Division of Project Management 60/02/21 3p p 


B-00423Q09S Requests info re auiiltary feeduater sys per Bulle-tlns ie 
Orders last Force review of TltI-2 accident Info should be 
provided as amend to application Submittal schedule should 
include NRC approval prior to issuance of OL W/encl 
RQSSf D F Division of Project Management 0O/O3/JO 53pp 


8004020305 Forwards "Operational Stage Nonrad jo log ical Fisheries 
Monitoring Frograir " Info supplements operational water 
quality & aquatic biology monitoring program provided on 
791012 

EL-ASBRY. N T Tennessee Valley Authority 00/03/24 2pp 

— 0004020380 "□perational Stage Alonrad » olog i cal Fisheries Monitoring 
Program " 

* Tennessee Valley Authority 80/03/24 7pp 

8004110425 Forwards application for renewal of NPDES Permit TN0030166 
Supporting documentation end 

EL-ASHRYi M T Tennessee Valley Authority 00/04/0? lOOpP 


8004170213 Requests meeting between NRC 6 util to ensure that 
qualification requirements far reactoi operators it senior 
reactoT operators are met Forwards licensing training 
criteria for license candidates 

MiLLS.iL M Tennessee Valley Authority 00/04/14 Spp 


G0042904&3 Responds to NRC 770730 Itr by forwarding comments on 
NRC-pr oposed ETS !< status of transmission lines Repts 
supportiTig suggested mods end 

MILLS. L H Tennessee Valley Authority 00/04/32 I9pp 


— 600429045S "Evaluation of Volunteer Vegetation Along Newly Cleared 
Rights of Uay ’• 

FOWLER. D K . ADKISSION. L f . TURNER, L V Tennessee Valley 
Authority Rif 2 77/07/31 31pp 

e 

— B0O429O462 "Preop erati anal Sounds Levels " 

* Tennessee Valley Authority 00/04/22 J3pp 


—8004290467 "Cooling Tower A Steam Plant Plume Mergence at Bite " 
KHUDSON. D A Tennessee Valley Authority TVA/AQB-179/13 
77/07/31 52pp 


F Security, medical, emergency fire protection plans 


8004030077 Advises that submittal date for evacuation time estimates, 
requested by NRC 77t226 I tr, has been postponed pending OAQ 
clearance under Federal Repts Act 

ORIMES, 0 K Emergency Preparedness Task Force 00/03/M 4pp 


80042404B2 Forwards comments on safeguards contingency plan Copimenta 
withheld (ref 10CFR3 790) 

RUQENSTEKJi L S Light Nater Reactors Branch 4 80/04/10 Spp 


0 Inspection reports, IE Bulletins t con espondence 


0OO4O7O3S2 Forwards IE Bulletin 00-03, "Loss of Charcoal From Std Type 
11^ Two-Inch, Ti ay Adsorber Cells ' Action required 

0'RCILLY,J P Region 2, Atlanta, Office of the Director 80/02/06 

2pp 


0004230036 Forwards IE Insp Repts 50-390/00-03 U 90-391/00-02 on 
000129-0201 No nancomp 1 lance noted 

DRVANT.J C Region 2, Atlanta, Reactor Construction t* Engineering 
Support Branch 80/03/22 2pp 


—0004230046 IE Insp Repts 50-390/00-03 50-391/80-02 an 000129-0201 No 

none omp 1 lanc G noted Majoi ai eas inspected 10CFR50 55{el 
t terns. c h ipp ing activities in auxiliary bldg. vital battery 
rooms 6 diesel generator bldg 

CANTRELL, F G Region 2, Atlanta, Reactor Construction it 
Engineering Support Branch TR0KA5, M Region 2, Atlanta, Office^ 

Df the Direcioi 00/02/21 4pp 


0004090025 Confirms 600310 telcon arranging 800320 meeting between NRC 
t> util in Atlania.GA to discuss accuracy of written repts 
provided to lE NRC will piovide overall evaluation of util 
handling of deficiences identified by QA program 

□ 'REILLY. J P Region 2< Atlanta, Office of the Director 0O/O3/11& 

2pp 


0004310170 Forwards response to IE Bulletin 00-03, "Loss of Charcoal 
from Std Type 1 1 , Two- 1 nch. Tray Adsorber Cells " Enel lists 
results of insps at facilities to determine if potential 
for loss of charcoal incidental to handling or use exists 
MILLS, L H Tennessee Valley Authority SO/03/21 4pp 


600416QIOA Forwards response to IE Bulletin 79-20 re possible 
malfunction of NAMCO Model EAIBO limit switches At 
facilities where applicable limit switches are identified, 
replacement gaskets have been ordered 

MILLS, L M Tennessee Valley Authority 80/03/20 2pp 

6004190537 Forwards IE Info Notice GO-12. "Instrument Failure Causes 
Opening of PORV V Block Val/e " No specific action nr 
response necessary 

O'REILLY. J P Region 2, Atlanta. Office of the Pirectar 80/03/31 

2pp 


6004080636 Forwards IE Circular 80-05, "Emergency Diesel Oenorator 
Lubricating Oil Addition t, Onsite Supply " Na written 
response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director BO/04/01 

2pp 


0004190097 Forwards IE Info Notice 80-13. "GE Type aBM Contrdl 0witches 
Defective CAM Followers " No specific action or response 
required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/04/02 
2pp 


0004240274 forwards lE Info Notice 00-14, "Safety Suggestions From 
Employees " No action tequlred 

O'REILLY. J P Region 3, Atlantai Office of the Director 00/04/02 
3pp 


6O041BO279 Forwards l£ Circular 00-07, "Problems N/MPC I Turbine Oil 
Sys " No written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 00/04/03 
2pp 


6004330142 Forwards IE Bulletin 79-03A "Longitudinal Wald Defects in 
A8ME SA-313, Type 304 Stainless 8ieel Pipe " Action required 
O'REILLY. J P Region 2, Atlanta, Orflce of the Director 80/04/04 
Ip 


6004180449 Forwards IE Bulletin BO-OB, "Exam of Containment Liner 
Penetration Walds “ Written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/07, 
3pp 


8004300462 Ack receipt of 800314 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Ropts 50-390/79-47 
50-391/77-40 

MVRPHYiC E Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch 80/04/07 Spp 


--0004300474 Submits revised response td NRC 800114 Itr re violation* 
noted in IE Insp Repts 50-390/79-47 U 50-391/79-40 
Corrective actions incorrectly tagged cable has been 
properly certified & recorded in certification status rept 
MILLS, L M Tennessee Valley Authority 80/03/14 3pp 
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B004290379 Requests approval of ASME Code Cases ^^234 & N-235 for use 
an reactor pressure vessels Expeditious approval Is 
necessary for use of code cases in forthcoming preservice 
Insp 

MILLS/ L M Tennessoe Valley Authority 80/04/23 3p p 


R Periodic operating reports A related correspondenco 


8004180331 Portuards "Pi eoperationa I Fisheries Monitoring Rept, 1977-77 " 
Preoperationa 1 rept describing water quality A nonflsheries 
biological monitoring results will be submitted by 300627 
EL-ABHRY/M T Tennessee Valley Authority 80/04/19 Bp p 


— 80041B0337 "Pr eop erat 1 ona 1 rishories Monitoring Repti l977-'77 " 

DVCHAfMtJ/J P , KIRBY, M S . PECK. 0 E Tennessee Valley Authority 
80/03/31 I57pp 


8 Reportable occurrences, LERs A related correspondence 


S0040S0313 Forwards final deflciencij rept re Ruskin fire dampers 
MILLS, L M Tennessee Valley Authority aO/03/20 Ip 


— 6004020316 Pinal deficiency rept re spring slipping problem on Ruskin 
fire dampers Mod packages will be installed u/c onnec t ion of 
Nufnber 6 screw using washer, star lockuasher & hex nut 
through narrow portion of spring slot 
e Tennessee Valley Authority 00/03/28 Ip 


6004190413 Second interim deficiency rept re control rod drop events 
yielding less conservative DNBR than stated in F8AR 
Uest inghouse investigation in progiess Next rept will be 
submitted by 800906 

MILLS, L M Tennessee Valley Authority 80/04/01 Ip 


S004190437 Forwards final deficiency rept re potential liibrlcatlon 
problem In diesel generator turbocharger 
MILLS* L (1 Tennessee Valley Authority BO/04/01 Ip 


— BD04iS0490 Final deficiency rept re potential lubrication problem in 
generator turbocharger Diesel gerorators will not be 
unneceseari ly started between 15 minutes & 3-h following 
shutdown from previous run at full operating temp 
e Tennessee Valley Authority 00/04/01 3pp 


G004160377 Forwards final doficiency rept re grouted anchor bolts on 
main steam line support 

MILLSfL M Tennessee Valley Authority 60/04/10 Ip 


—6004160361 Final deficiency rept re grouted anchor bolts on main steam 
line supports Original anchor bolt design will be replaced 
w/redeslgned bolts fabricated from A193 steel w/A194 nuts 
by 600801 for Unit 1 6 810711 for Unit 2 
KILLS, L M Tennessee Valley Authority 80/04/10 Ip 


6004280948 Forwards final deficiency rept re grouted anchor bolts on 
main steam line supports 

MILLGiL M Tennessee Valley Authority 80/04/10 Ip 


8004180444 Fourth interim deficiency rept re fabrication of refueling 
water storage tank overflow line, in violation of ASME code 
Final rept will be submitted upon receipt & subsequent 
evaluation of repair procedures from steel company 
MILL8*LM Tennessee Valley Authority 80/04/11 ip 


8004280386 Fourth interim deficiency rept re refueling water storage 
tank overflow line not fabricated to ASHE code Repair 
procedures not received from vendor Mext rept will be 
submitted by 800616, 

MILLS, L H Tennessee Valley Authority 60/04/11 !p 


—8004290353 First iiiterirt< d^l-iciencg i ept re generic problem w/defectivo 
reactor vess&I uppei int-ornals guide tube support pins 
Caused by heat treatment Westinghouse will investigate to 
determine if design changes are requiied 
a Tennessee Valley Authority 80/04/23 Ip 


8004290296 Infoims of erroi in dates re submittal of interim deficiency 
T ap t re contiol rod diop events yielding less convervatlve 
DNQRs than stated in F8AR Ke,t lept will be submitted by 
800606, not 800906 as eri oneously stated in 000401 1 tr 
MILLS, L M Tennessee Valley Authority 80/04/24 Ip 


DOCKET 50-395 VIRGIL C SUMMER NUCLEAR STATION, UNIT 1 


A App 1 1 cat ian/cofis true 1 1 on stage documents t correspondence 


6004040031 Advises of issuance of NUREG-05B8, "Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equi pmen*', '■ providing guidance re methods for compliance 
ROSS, D F Division of Project Mariagemcnl 00/02/05 7pp 


8004040017 Submits add] guidance to NUREO-OS8B, "Interim Staff Position 
on Environ Qualification of Satety-Re latad Electrical 
Equipment " Requests review af equipment qualification 
documentation to identify degree of compliance 
RQS&, D F Division of Pioject Management 80/02/81 3pp 


8004230098 Requests info re auxiliary feedwater sys per Dulletirhs & 
Orders Task Force review of THI-2 accident Info should be 
provided as amend to application Submittal schedule should 
include MRC approval pnof to issuance of OL W/encl 
ROSS, D F Division of Project Management 80/03/10 53pp 


0004070094 Summary of 800222 meeting w/util t NUS Corp re draft of Tech 
Specs Attendee list end 

T10DITS,D Light Watei Reactors Branch 1 60/03/21 5pp 


6004090266 Summary of 800221 meeting $ site visit w/util,Dames & Moore 
t( LA8L re geoloi|y tt seiemology review for site Attendee list 
ti log of boring adjacent to USDS strong motion accelerator 
enc 1 

TIQDETTS. D L Light Water Reactors Branch 2 80/03/21 0pp 


6004300468 Forwards request for addl info per review of recent FSAR 
amends 

0AER,n L Light Water Reactors Branch 2 00/04/04 9pp 


F Security, medical, emergency 4. fire protoctipn plans 


0004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr.has been postponed pending GAO 
clearance under Federal Ropts Act 

ORlHCSi 0 K Emergency Preparedness Task Force 00/03/11 4pp 


8004240409 Interim deficiency rept ro shock arrestor strut assembly 
Interference Next rapt will be submitted by 800530 
MILLSiL M Tennessee Valley Authority 80/04/10 Ip 


8004290413 Forward* final deficiency rept re TPIPE computer user 
failure to check frequency analysis of piping *yi 
HiLLSrL M Tennessee Valley Authority 80/04/21 Ip 


— 8004890424 Final deficiency rept ro TPIPE computer user failure to 
check frequency analysis No erroneous design Info ha* 
resulted Program mod to stop any program run when frequency 
analyii* not converging 

# Tennessee Valley Authority 80/04/21 6p 


9004290346 Forwards first interim deficiency rept re defective reactor 
vessel upper internal* guide tube support pin* 

KILL8/L M Tennetsee Valley Authority 80/04/23 ip 
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Antitrust: cor r i^spDFid ence 


00453000-1 RespoTids tp T Ccnnet' 800314 I tr Nothing presented bv 
applicant irduates thst Stats -or SC is activeli^ supervising 
use tig C/^ROA kartel of ecor'Onic tnarVct pouer over pcchange 
s , c s 

BRAND. W E Drar^d • «all 30/03/21 3pp 


Irispection T*>ports It- BuHetins t cot resp ondenc e 


004020029 Atk receipt or 7*71217 Itr informing NRC of steps taken to 
correct vioiatioris nptr»d ir IE Insp Rept 50-395/79-34 
BRYAMT. J C Region 2. Atlanta^ Reacf-or Construction t Engineering 
Support Branch 00/01/16 Ip 


-8004020035 Responds to NRC 791120 Itr re violations noted in IE Insp 
Rept 5-0~395/79-34 Correctiyp actions documented as-truilt 
condition of pipe support CSH-019 & procedural violations 
in/olved docujTiented Addl QA steps created 

OOHNSOJl. M C South Caroiina Electric «< Gas Co 79/12/17 4p p 


-S00402003i ^oru;a^ds IE fnsp Rept 50-395/79-34 on 791030-1101 i. notice 
of violation 

hfURPHY.C fc Region 2 Atlanta. Reactor Construction L Ettg 1 neer ing 
Support Branch 79/11/20 2pp 


'8004020039 Notice of /lolatiori from insp on 791030-1101 

* Region 2. Atlanta. Office of the Director 79/11/19 Ip 


9004020043 IE Insp Rep t 50-395/79-34 on 791030-1101 Noncomp 1 1 ance 
noted inadequate map of P^pe support CSrt-019 

HERDT.A R Region 2. Atlanta. Reactor Construction tc Engineering 
Support Branch ANO.if P Region 2. Atlanta# Dfflee of the 
Director 79/11/19 4pp 


'04090340 Faroiards lET Quiletm BO-03. "Loss of Charcoal From 8td Type 
1 1 / Two-Inch . Trag Adsorber Cells " Action required 

O'REJLLV.JP Region 2. Atlanta. Office of the Director 90/02/06 
2pp 


04090343 Forwards IE Bulletin 30-03, “Loss Of Charcoal From Std Type 
11 1 Two**! nch. Trag Adsorber Celle " Action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/02/06 

2pp 


04110572 Forwards IE Insp Rept 50-395/00-02 on BOOlOB-ll No 
noncompliance noted 

BRYANT. >/ C Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch 80/02/27 2pp 


a004l]i0575 IE Insp Rept 50-395/80-02 on BOOlOO-ll No noncomp 1 1 ance 
noted Major areas inspected uiork activities tc quality 
records for electrical components t ins tromentatipn 
CONUON. T E Region 2. Atlanta, Reactor Canstructlon 6 Engineering 
Support Branch G I DU 01 IS, T D . HARDWICK. R J Region 2/ Atlanta, 

Office of the Director 00/02/26 7pp 


}4020g0l Ack receipt of IE Insp Rept SO-39S/79-3B on 791119-29 No 
proprietary info 

JOHNSON, M C South TaroJina Electric * Gas Co eO‘/02/a9 Ip 


3004020211 Forwards IE Irsp Kept 50-395/79-30 on 791119-29 No 
none omp i lanc e noted 

O'REILLY, J P Region P, Atlanta, Office of the Director 
80/02/07 Spp 


J004020220 IF Insp Rept 50-395/79-30 on 791119-29 No noncomp 1 iante 
noted Major areas inspected allegations re cold joint in 
reactor bldg ring girrfer 6 cracks in *vc water tunnel 
O'REILLY. J P , MARSH, R . LENAHAN. J J Region 2, Atlanta. Office of 
the Director 0O/O2/D7 llpp 


4040467 Responds to IE Bulletin 00-03, "Loss of Charcoal from Std 
Vpe n>2 Inch, Tray Adsorber Cells “ Visual insp of safety 
nonsafety filter plenums revealed that spot welding used 
n cell const screen sagging or degTatfationi not noted 
REW5, 0 H South Carolina Electric t Oas Co ao/D3/l4 2pp 


4100359 Responds to IF Bulletin 79-13 Hot functional testing 
cheduled for 800501 h fuel loading scheifuled far 0OI2pi 
perating emergency operating procedures for main steam 
Ine break l main feedwater line treat are being flnallietf 
^EWS.E H. South Carolina Electric Gas Co 80/03/12 2pp 


I2B0005 Forwards IE Insp Rept 50-395/80-01 on 800101-31 it notice of 
\ olati on 

IWIS.R C Region 2, Atlanta Reactor Operations Nuclear Support 
'aneh SO/iOa/ia 2pp 


--Q004260009 Notice or violation from insp of> 600101-31 

* Region 2. Atlanta, Office of the Director 90/03/10 Ip 


—3004280014 IE Insp Rept 50-395/00-01 on BOOJOl-31 Noncompliance noted 
failure to perform audit of lifted lead *' jumper log 
KELLOGG. P J Region 2. Atlanta, Reactor Operations Nuclear Support 
flranch SKOLDS, J L Region 3 Atlanta, Office of the Director 
00/03/10 6PP 


Q004090J91 Forwards IE Circular 80-04, "Securing of Threaded Locking 
Devices on Safety-Related Equipment " No written response 
required 

O'REILLY. JP Region 2, Atlanta, Office of tho Director 90/03/14 
1 P 


0004100395 Ac k receipt of 600205 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-395/79-41 
LENiSrR C Region 2, Af^lanta. Reactor Operations Nuclear Support 
Branch 80/03/17 Ip 


— 8004100402 Responds to NRC 800110 Itr re violation notdd in IE insp 
Rept 50-395/79-41 Corrective action«i attached safety tags 
to correct valves wrote Startup Field Rept 1972 
IJtCHOLS, T C South Carolina Electric U Gas Co 00/02/05 Spp 


—0004100409 Forwards IE Insp Rept 50-395/79-41 on 791110-1231 «« notice 
of violation 

LEWIS. R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 60/01/16 2pp 


—8004100412 Notice of violation from insp on 791U0-1231 

e Region 2, Atlanta. Office of the Director 00/01/11 Ip 


>0004100416 IE Insp Rept 50-395/79-41 on 791110-1231 Noncompl lance 
noted improperly positioned safety tags h failure to 
document deficiency in mam steam hydrostatic test 
KELLOGG, P J . SKOLDSrJ L Region 2, Atlanta, Office of the 
Director 80/01/11 8pp 


0004160110 Acic receipt of IE Insp Rept 50-395/00-02 on 600227 No 
proprietary info 

JOHNSON, t1 C South Carolina Electric & Oos Co 00/03/28 Ip 


0004150492 Forwards IE Info Notice B0-i2i "Instrument Failure Causes 
Opening of PORV L Block Valve “ No specific action or 
response necessary 

O'REILLY, JP Region 2. Atlanta, Office of the Director 80/03/31 

2pp 


0OO4J5O495 Forwards 16 Info Notice SO-12. "Instrument Failure Causes 
Opening of PORV fc Block Valve '* No specific action or 
response necessary 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/03/31 

2pp 


80040QOS03 Forwards IE Circular 60-05. "Emergency Diesel Generator 
Lubricating Oil Addition U Onsite Supply " No written 
response required 

O'REJLLV. J P Region 2. Atlanta. Office of the Director 80/04/01. 

2pp 


0004000587 Forwards IE Circular 00-05, "Emergency Diesel Generator 
Lubricating Oil Addition S* Onsite Supply " No written 
response required 

0<REILLY. J P Region 2. Atlanta, Office of the Director 00/04/01 
2pp 


8004150009 Forwards lE Info Notice BO-13, "GE Type BUM Control Switches 
Defective CAN Followers " Nd specific action or response 
requ 1 red 

Q'REILLYi J P Region 2, Atlanta. Office of the Director 80/04/02 
Ip 


0004130091 Forwards IE Info Notice 00-13, "GE Type 8BM Control Switches 
Defective CAM Follotuers " No specific action or response 
requ ired 

O'REILLY.J P Regian 2, Atlanta, Office of the Director 80/04/02, 

2pp 


0004240269 Forwards IE Info Notice 0O~t4r "Safety Suggestions From 
Employees ** No aciio-n required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 30/04/02 

2pp 


0004240271 Forwards IE Info Notice 00-14. "Safety Bugpestions From 
Employees '* No action required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/02 

Ip 
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369 Forujartfs IE Cir-cuiar 60-07* ‘'Problems W/HPCI Turbino Oil 
No uritten response required 

_LV(J P Region 2< Atlanta, Office of the Director 80/04/03 


J7l Forwards IE Circular 80-07, "Problems W/HPCI Turbine Oil 
No written response required 

LY. J P Region 2> Atlanta, Office of the Dtrector 80/04/03 


09 Forwards IE Bulletin 79~03A “Longitudinal Uold Defects in 

!A-312, Type 304 Stainless Steel Pipe “ Action required 

LV,J P Region 2/ Atlanta* Office of the Director 80/04/04 


59 Forward'S IE Bulletin 79“03A "Longitudinal Weld Defects in 

.A~3l2*Typo 304 Stainless Steel Pipe " Action required 

LY,J P Region 2, Atlanta, Office of the Director 00/04/04 


32 Forwards IE Bulletin flO'-OSj “Etam of Containment Liner 
ation Welds " Written response required 

LY*J P Region 2* Atlanta, Office of the Diiector 80/04/07 


3 Reportable occ urreibc es , LEh s t Telat'’d correspondence 


8004020292 Part 21 rep t on BOOlMrColt Industiies reported failure of 
thrust bearing in diesel generator due to o-rnisslon of plugs 
from oil supply sys Thiust bearing I th-iust collar are being 
replaced t plugs installed 

CREWS* E H South Carolina Electric t <ias Co 80/03/05 2p p 


8004020455 Part 2J lept insp Lompteted on crachshaft thrust bearing on 
generator A Plugs piopetly installed t unit free of 
potential defect 

nOR!IARTY*J H Colt Indus Ln os r Inc Q0/03/O6 Ip 


8004H0174 Part 21 rept re umergpncg reedwater pump * turbine governor 
valve linkage Covet nor linkage modified to ac commada I e 
spring which preloads v^lve liiilage so govornot valve 
regains open during standby 

CREWS* E K South Carolina Electric Gas Co 80/03/07 3pp 


G004020321 Format ds deficiency lept re plot lews Identified jn Dergcti- 
Patfcerson Part 2540 strut issembly used w/Pacific Scientific 
mechanical shock arrester's 

CREWS, e H South Carolina Clectiic Gas Co 80/03/10 2pp 


35 Forwards IE DuHetin BO-08* “Eiam of Containment Liner 
ation Weld 0 " Written response required 

LY.J P Rtfgion 2, Atlanta* Office of the Director 00/04/07, 


12 Ack receipt of 0OO31S Ifcr informing NRC of steps taken to 
t violatiorss noted in IE Investigation Repts 50^395/ 
k 50-395/00-03 

C E Region 2* Atlanta* Reactor Construction & Engineering 
b Branch 80/04/07 Ip 


)U9 Responds to violations noted in IE Investigation Repts 
?5/79-35* tc 50-395/90-03 Corrective actions Drawing 
202 revised on 791102 to incorporate A8ME code 
rements for weld fillet «iie of socket welding flanges 
lONIi M C South Carolina Electric Gas Co 60/03/18 3pp 


— 8004020322 Deficiency rept re problems identified in R ergon -Pat t o rson 
Part 2540 strut assembly used w/Pacific Scientific 
mechanical shock arrestors Cause unstated Larger assemblies 
being replaced Smaller assemblies modified 
» South Carolina Eluctnc * Gas Co 00/03/ 10 3pp 


8004220049 Part 21 repi on 800J04* roc ai ved notification of potential 
problems iti/Do rgen-Pat ter s on mechanical shock arrestor 
assemblies Defective assemblies located on RC6# safety- 
related component cooling sys i reactor bldg spi ay sys 
CREWS* E K South Catolina Electi ic ^ Oas Co 80/03/10 5pp 


8004170085 Deficiency Ropt 50-395/00-05-07 re piping supplier drawings 
of reinforciTig fillet weld for branch connections Zt 
contractor revisions not providing min throat thickness for 
specified wold sites Caused by program deviation 
JOHrJGDW.M C South Carolina Electric t Gas Co 80/03/21 3pp 


H24 Forwards IE Investigation Rept 50-395/79-39 on 790910-1219 
0 of violation 

LLYf J F* Region 2* Atlanta* Office of the Director 
713 2pp 


128 Notice of violation frooi insp on, 790910-1219 
gion 2* Atlanta. Office of the Dtrector OD/02/12 ip 


135 IE Investigation Rept 50-395/79-35 on 790910-1219 
mpliance noted procedures did not include fillet weld 
requirements per ASME Section III for socket welding 
es sample weld failed to meet ASHE code 

REi D R * MARSH* R J . LONO. F J Region 2* Atlanta. Office of 
irector QO/02/12 24pp. 


B Ack receipt of IE Insp Rept 5O''395/0O-O5 No proprietary 
rH C South Carolina Electric & 0** Co 00/04/08, Ip 


164 Forwards IE Insp Rept 50-395/00-05 on 000225-20 
icoiflpllance noted 

r.tl C Region 2. Atlanta* Reactor Construction & Engineering 
't Branch 80/03/12 2pp 


193 IE Insp Rept 50-395/00-09 on B0022S-2B No noncomp 1 lance 
Major areas inspected deficiency items*IE bulletins* IE 
ar< I’ const activities 

TE. T E, Region 2* Atlanta* Office of the Director, 

I.J K Region 2. Atlanta* Reactor Construction U Engineering 
t Branch 80/03/12 6pp 


^ Forwards preliminary preservice insp program for weld Insps 
table tests 

H Sooth Carolina Electric U Gas Co 80/04/15 Ip 


59 Prellmlfiary proservice insp program for weld insps l< 
tatlc tests* Inc lud Ing basic insp program* insp 
ures* lists of items inspected preliminary list of 
requests 

th Carolina Electric It Gas Co BO/Q4/19 400pp 


8004170004 Interim deficiency i ep t re potential stress corrosion 
cracking of control rod guide tube support pins Cause 
unstated Westirighouse will perform ultrasonic insp of 
suppoit pins in tuJO or more operating domestic plants 
CREWS. E H South Carolina Electric t Gas Co 00/03/27 4pp 


6004300561 Part 21 rept re control rod guide tube support pin cracking 
due to possible stress corrosion cracking Dioken support pin 
could prevent proper control rod operation 

CREUS. E H South Carolina Cloctric & Gas Co 00/03/27 9pp 


8004150501 Final deficiency ropt re failure of thrust bearing on diesel 
generator mfg by Colt Industries Forufards Colt Industries 
000305 Itr regarding successful completion of shop tests 
CREWS. E H South Carolina Electric Gas Co 00/04/09 2pp 


0OO415O54G Final deficiency rept re measur oment of steam generator 
water level 8team generator Impulse lines are being 
thermally insulated to mintmiie heatup liod wiki ensure 
proper accuracies w/o requiring large setpoint increase 
CRENS.E H South Carolina Electric U Gas Co B0/04/0B 2pp 


0004200490 Final deficiericg rept re measurement of steam generator 
water level Steam generator level impulse lines being 
thermally insulated to minimltc heatup during time required 
to perform trip functi on. a f ter high energy lino break 
CREWS* E H South Carolina Electric ^ Qas Co GO/O4/-08 2pp 


0004250404 Final deficiency rept re h3000 fittings installed tuhere 
piping specs required 116000 fittings Caused by failure to 
perform Ik comply ui/proc edur es to verify matl prior to 
Installation 

JOHNSON. f1 C South Carolina Electric Oas Co 00/04/10 3pp 


8004250429 Final deficiency rept re welding of saf oty-re lated 
instrument hanger /supper ts Caused by failure tc> perform (* 
comply w/procedures Controlled reinsp program instituted 
JOHNSON, li C South Caralina Electric U Gas Co 80/04/ IG 3pp 


DOCKET 50-397 WPP3S NUCLEAR PROJECT* UNIT 3 


A App 1 ication/c onstruc b I on stage documents & correspondence 


GD04040031 Advises of issuance of NUnEG-09Ba. “Interln Staff Position 
on Environ Qualification of Saf ety-Related Electrical 
Equipment." providing guidance re methods far compliance 
ROSS* D F Division oF Project Management 80/02/03 7pp 
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» 1 » • Intfifin pDSitjOT^ 

fcleC-ru^l 

i~ • 1 !, ij'er't iiyjIi»ic^tlon 
^ bj )*i9 < ( rQ-;lj ance 

i« - *’ )>■ fit cj/' 0 i?/ 2 l ^pti 


4,4 ' - ’I 1 ; * 'III itfs •■0 CE discussing an^li^sis of 

< ij f* fj t»v • ' M T- -'rai rcl c«t<jrr> l>n# 

»;ie> ' 'T» V-* rj ^ H .'■-ijlJ net Ce perfom^d 

rf'rfli'j.j, -p f*' 1 -J _'H’L guidance 

r.TrJ’l Cj'’‘T^r’‘ii"cK »1 00 / 03 / 1 ) ?pp 


Ad jodiCet^oiij correspondence 


^ij04Q30o*'' 6 Mertior anduff) oi- understanding between NffC ff FEMA re p pom pi, 
i'tppoveffient in ladiologicdl emoi geneg piatiising ^ 
preparedness, d is* 1 iftuted as Hoard notif sca.t lon 
CQSSiCK.L V Offict of the Fiecutive Director #or Operations 
SO/04/02 3-lpp 


k Utilitg Final Safety AnsigSis Report iTGAR > <- amends 


- 4 4 I t e. ' -er'^irg u'r.iT, 1] Oarers group re status 

* i./',*!'*! \ , t*'- r 31 m Jifding Tasks A 17 4 

Iti ' *441 eiSM'i t” riliijTjcr ur fOreign test data 
'IT| 6 .JU»' F , ' -ilr-e ,• Sranth Q 0 /& 3 Mfl \OApp 


'>l'j7 <►’ * 1 ' <e% *‘' 4 t r r .* *!»« i tur plan for sacrificial 

.ill flf ill si " rr^ ' fee Tecnnical Mono 1173 

j ,>1 *■ 1 »i, i r g i*> r par*ijl cerebration u'olds 

L ' 1437 * irj* r f iM' Fo-ar Supply Sgste.'i BO/ 03/33 

I4pp 


6004020339 Fot wards Amend 0 to FSAF? 

RFI^DErOERy D L wayhin.jton Public Power Supply System 00/03/10 
Ip 


— Q004O20341 Amend 0 to T^AD 

e Washington Public Tower Supply System 00/02/39 OSOpp 


5004140345 Forwards Certificate u# Syc for AmoDd 0 to F6AR 

PEUDERGER.O I. Mashingtun Public Pow&i Gupplg System 00/04/04 

2pp 


jii >1 'bf f-ritt"* b-r j 1 '■ e <r I rij directive re replacement of slot weld* 

- tart-tdl _ li* 

< L'. rr-^bt'ceCL 'T'!*!*’ l5pp 


'7'JJ/l Ftjji,* « erjirewrjng directi e re replacement Hf s\ot welds 

-J'fsriial peneiretidr, .wio, 

* L'^rt-i < Pea '-I I I 3 ' 1 1 tpp 


‘'f ^ . ■? r » » - Id * ergnieering iirectiv# re preparation of partial 
C«-eTati~r .elj joint *- 1 -. ce used on sactificiai wall 

■* fiv*ns * Jfjp >3 l*i 6 PP 


0 Inspection reports. IF bulletins It corresponilence 


8004300293 Forwards lE Insp Ropt 50-397/00-01 on BOOllS-lO 
SPEtlCER,G 5 Region 5. San Francisco. Reactoi Cons true t lOTi 
Engineering Soppoi t Dranrh GO/02/29 Spp 


—8004300290 IE Insp Rept 50"397/GO'Ol on QOOllS-lQ Noncofiip I ianc e noted 
inadequate closote ot sensing lines failure to tontrwl 
welding filler mat! 

DDDDSrR T , LLIN. J 0 . HAlST, D P Region 9. San Franc tsCpi flffJce 
of the Director 00/02/26 8pp 


E0.34u’^i' 1^4 Fijjert engitcgriTig direc*’i<'e re preparation for welding by 
djai F^fU 

e Durr, 5 f Roe C:; 1 ►'03/14 Ip 


0‘i\70,.0'* Fpr,.atd4 respsnses lo Round One ques tionj, Set 7 from 
rec/'aiical r-;ir,eer irrj Srin^h 

REfjEERGER V L Wajhin 3 t''n Ti^pijr Ppyer Supply System 80/03/26 
253PP 


■'I j ' '41 10345 Su-'-ar^ of c'"'* 
potential conflict cf i 
4dLUei that ccnfli^t b' 
adverse), arfect fubli* 
Lrlv'^M Mp Light iJa*er 


‘104 meeting u/util in Bethesda.HD re 
bbU'Sit artectinp Qa prograni hiRC 
f inherent in,/olvenent would 

sarebj 

Fteacrcri Branch *4 BO/04/02 I9pp 


C'*' 4100*1 
'^ethod 
c oat mg 
►eqwest 

*?t, 0 £AjT, 


7 Aloises *hai 1 2 ZiJ 

to verif,^ nai nyr 

IS accepted Rei' ests 
pe sent m aHp > r i 
cTv k *» Lj^ht kjtei 


request kor approval of alternative test 
e tn law hydrogen electrode 
that notarised version of 
to specific Sites for use 
Reactors Branch 4 80/04/0A 9pp 


30 : 420.^ I IB rerejpt or PLA3^5 2 tr re 
resolving ^ualitj probleis identified 
iTie Jd .al 1 rings 

Regions '3ar> Fr anc i sc o 

tsO/OA 04 to 


corrective action plan 
w/ joining sacrificial 

. Office of the Director 


>4160285 A-J.is 
533104 <n/eting 
carretticn io 
599 eUtM^n 
RevilOLDS U 5 


PS of f 
U/ Jtli 
reflect 


urdatenhal misstatement tn 000402 fflinutes of 
re uA program uniomiakion Requests 
that fart ha-j no influence on Local 


Debevfiise » Liberman 80/04/10 ip 


- --:s;r:n.. 

BE'.DEfiCSB.D (. M.'C.njUn PUM.C Pow.r s„ppl, s„t,« B»/«4/|l 


SOG 4300064 Summary of 

Jose CA rt discussion of TiRc core V i” San 

tests 6 foreign full sclll 

rtaM n designs ' ^ Programs t relationships w/ 

m tAut, At . . ^ 


C-LTAi/^A f ‘-ontainirent Syste/is Stanch 


00/04/ 1 4 22pp 


emergency 


fire protection plans 


tl0040900>7 Advises that sybmitta 
requested by nrc 79122* Itr ha 

<7«infe8, 8 H Emergency Rreparet 


for evacuation time estimate 
postponed pending OAD 

Task Force 80 / 03/11 4 pp 


0004280275 Forwards IE Insp Rept 50-39//00''09 on 000310-12 No 
honcompl lance noted 

CREWS, J L Region 5, S-sn Francisco, Reacloi Opoi ations Nucjpflf 
Support Branch 80/03/24 2pp 


—8004200277 IE Insp Rapt 50-377/GO-'05 on 800310-12 No none oflip li ant e 
noted Major areas inspected p reap ora t i oria 1 tosl procedures 
& overali pfeoporat i ona I progxao Inspectors loi/rotf plant for 
independent update of const slatos 

STERNBERG, OH Region 9, San rrancisco, Reactor DpetAtioni Muti»*r 
Support Branch CARLSON, j 0 , v/OHNGON, R i) Region 3. Ban 
Francesco, Office of the Director GO/03/ai 3pp 


aOQ4lS022Q Forwards IE Info Notice 80- 
Opening of POftV V Block Valve No s 
response tiecessai^y 

£.li*ELI/EU, R ti Region 5, San Francis 

a0/03/3s tp 


12 , ^'rnstrument rallure CAusee 
pacific action or 

CO, Office op the Dlroctor 


Lvoricating Oil Addition 
response required 

®*" '^'•oneco 

Bu/ 04 /ul ip 


Onsite Supply " No written 


Offlc® of the Director 


Defective CAM Followers 
required 

EmEim^.R h Regions. 
80/04/02 Ip 


" No specific action or response 
San Francisco, Office of the Dlroclor 


H004220052 Forwards IE 
Employees " No action 
EN(JEUKeN,R H, Region 
80/04/02 ]p 


Info Notice BO- 14 , 
required 

9, San Francisco, 


’'Safety Suggvitlone From 
OfPic® of the Director 


8004180139 Forwards IC Circular 00-07, 
written response required 


’’Problems W/HPCl Turbine Oil 
0 * Office of the Director, 


tHOELKEN, R K 
90/04/04 ip 


negion 3, San Franclscc 




00 / 04/04 ip ^ Pranclsco, Office of the Director 


^^7 ^ Ip P-i’-ncisco, Office of the Director 
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5 Reporidble occurrences. LERs I- related correspondence 


Q004020293 Forwards interim deficiency re-pt le potential 
(hissl Ic'^produclng nonsaf etv~re 1 ated equ-ipment installed in 
Class IE area 

RENBEROERi D L (Washington Public Pouer Supply System Q0/O3/21 
IP 


-~B00402029A Interim deficiency rept re potential ml ss i 1 e-prnducl ng 
nonsaf ety~re lated equipment installed in Class IE area 
Protective barriers are being designed to preclude damage 
to Class IE equipment irt event of flyiuheel failure 
» Washington Public Power Supply System 80/03/21 Ip 


8004020302 Forwards final deficiency rept re pipe whip restraint 
prob lems 

RENDERCERr 0 L Washington Public power Supply System 60/03/21 
2PP 


— -S004D20305 Final deficiency rept re pipe whip restraint QA records t 
fabrication deficiencies Documentation deficiencies have 
been identified All restraints will be reinspectod by 
ultrasonic magnetic particle t visual methods 
* Washington Public Power Supply System 60/03/21 2pp 


6004100480 Act receipt of 800314 1 tr fowar-ding deficiency rept re 
condensate collection in reactor core isolation piping 
EMOELKENf R H Region 5. San Francisco. Office of the Director 
60/03/20 Ip 


8004200466 Forwards deficiency rept re small tore piping design 
RENDEROERiD L Washington Public Power Supply System 60/04/21 
Ip 


— 6004860469 Deficiency rept re small bore piping design Piping U support 
drawings have been released for fabrication of incomplete 
9< unchecked design calculations Independent engineering firm 
will complete remaining designs 

« Washington Public Power Supply System 00/04/Sl Ip 


60042Q047S Forwards interim deficiency rept re violation of min wall 
thickness on small bore piping 

REWOEROER. D L Washington Public Power Supply System 60/04/21 
IP 


*—0004260476 Interim deficiency rept re carbon steel small diameter 
pipe installed w/less than min allowable wall thickness 
Caused by contractor utilizing grinders to remove oxide tc 
mill scale from pipe in preparetlon for welding 
e Washington Public Power Supply System 00/04/Sl Ip 


DOCKET 90-400 SHEAROW HARRIS NUCLEAR POWER PLANT, UNIT 1 


A App 1 ication/cpnstruct ion stage document* U correspondence 


0004040031 Advises of Issuance of NUREQ-OSOe, "Interim Staff Position 
on Environ Qualification of Saf ety-Re lated Electrical 
Equipment," providing guidance re methods for compliance 
RQBSiD F Division of Project Management B0/02/0D 7pp 


6004170047 Discusses deficiency re defective seismic Class I hanger 
welds Deficiency no longer considered reportable under 
10CFR90 SDie) Corrective action completed U found to be 
acceptable 

CHlANOIrN J Carolina Power Lifiht Co 60/02/2S ip 


S0040S0451 Forwards const milestones activities schedule, up dated to 
800331 

MCOUFFIEiM A Carolina Power U Light Cg 00/04/02 13pp. 


0004820491 Submits info in response to NRC 000324 questions re 
electrical field gradients surrounding proposed Harris'^ 
Harnett SOO-kV line 

MCDUFFIE, M A Carolina Power 4* Light Co 00/04/19 2pp 


6004230320 Submits info re electrical field gradients surrounding 
proposed 300 kV 1 Ine, requested in NRC 600324 Itr 
MCDUFFIE, M A Carolina Power 4 Light Co 60/04/19 2pp 


F Bacurityi medical, emergency it fire protection plans 


6004000077 Advises that submittal date for evacuation time estimates, 
requested by KRC 791226 ttr,has been postponed pending OAO 
clearance under Federal Repts Act 

ORIMEB, D K, Emergency Prsparadness Task Force 00/03/11 4pp 


G Adjudicatoiy cot respondence 


0004010519 Petition for re</^ieuj of ASLAD 600220 decision denying 
applicant motion for mod of ALA0''977 re mg t capability 
Supports NRC argument that AELAB exceeded authority re staff 
procedures to treat OL Ceriirjcate of Svc enc 1 
TRaW&Rl0GE,G F , O'NElLLr J H Carolina Power i Light Co 
TROWDRIDOE.G F Shaw, Pittman, Potts / Trowbridge 00/03/11 13pp 


B004030026 Memorandum of understanding between NRC tt FEMA re prompt 
improvement in radiological emergency planning 6 
preparedness, di s tr I buted as Board notification 
GaSSlCK,L V Office of the Executive Oirectoi for Operations 
00/04/02 34pp 


0004210180 Order granting ei tens i on, unt i 1 000418, for Commission to take 
action re review of ALAB-577 t ALAD-591 

CHItKfS J Office of the Secretary of the Commission 90/04/11 

ip 


B004280176 Memorandum 6 order reversing portion* of ALAD-*577 U ALAD-SRl 
re performance of administrative tasks in separate 
proceeding Declines to review applicant issue* re ALAD-3B1 
Directs NRC to conduct preliminary assessment re ALAD-S77 
CNlLKfS J Office of the Secretary of the Commission 0O/O4/J7 
3pp 


Q Inspection reports, IF Bulletins it coi respondence 


8004090030 Ack receipt of IE Insp Rapts 90-400/00-02, 50-401 /BO-02. 
50**402/fl0-02 t' 50-403/60-02 on 791220 t 600121-25 No 
proprietary info 

H0WE,P W Carolina Power b Light Co 80/02/20 ip 


—8004090071 Forwards IE Insp Repts 30-400/00-02,90-401/00-02, 
50-402/00-02 b 30-403/00-02 on 791228 K 000121-29 No 
noncompUance noted 

BRYANT, J C Region 2, Atlanta, Roactor Construction b Engineering 
Support Drench 00/02/20 2pp 


—8004090004 16 Insp Repts 50-400/80-02,50-401/60-02,50-402/60-02 L 
50-403/00-02 on 791226 A 000131-25 No noncomp I lance noted 
Major areas inspected const s tatus, 1 1 c onsoe action on 
previous findings b IE Bulletin 79-25 

DRADELY, R D Region 2, Atlanta, Office of the Diroctpr HUNT, M D 
Region 2, Atlanta, Reactor Construction % Engineering Support 
D ranch 80/02/20 5pp 


0004070295 Ack receipt of IE Insp Repts 50-400/00-04.50-401/80-04. 
50-402/80-04 b 30-403/60-04 oti 800203-07 No propietary info 
HDWE, P W Carolina Power b Light Co 60/03/06 tp 


—8004070315 Forwards IE Insp Repts 50-400/60-04,50-401/80-04, 
50-402/00-04 b 50-403/00-04 on 900205-07 Nq none omp 1 lane e 
noted 

BRYANT, J C Region 3, Atlanta, Reactor Construction b Enninewrinn 
Support Branch 00/02/27 
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nOO'»OBO?‘?Q Fojuards IE Cncular 80-05, ^'Emergency Diesel Geuerator 
LubritatiTig Oil Addition > j > Onsite Gupply ' No uiritten 
respgnse required 

Q'REILLVh J P Region 2, Atlanta, Office of the Director QO/04/01 


OOD4150067 Foruards IE Into Notice 80-13, "GE Type SDM Control Quitches 
Defectwe CAM Follouers " No specific action or response 

O^RElLUf. J P Region 2, A^lanta, Orfice of fhe Director BO/04/02 

2pp 


3004240245 Forwards IE Info Notice 
Efliployees “ No action required 
Q'REIUUV/J P Region 2, Atlanta 

2pp 


BO-14, "Safety Suggestions From 
Office of the Director 00/04/02 


8004100378 Forwards IE Circular 80-07, ‘Problens W/HPC I Turbine Oil 
Sys “ No written response required 

0‘RElLUT, J P Region 2, Atlanta, Orfice of the Director 80/04/03 

2pp 


8004230117 Forwards IE Bulletin 79-03A "Longitudinal Weld Defects in 
A5ME SA-312, Type 304 Stainless Steel Pipe " Action required 
Q'REILLV, J P Region 2. Atlanta, Ortice of the Director 90/04/04 
Ip 


G Adjudicatory rorrespond enc e 


0004010519 Petition for review of ASLAU 800220 decision denying 
applicant motion for mod of ALAB-577 re mg I capability 
Supports NRC argument that ASLAS exceeded authority lo staff 
procedures to treat OL Certificate of Sve end 
TRaWBRIDCE, -G F . O'NEILL. J H Carolina Power 5 Light Co 
TROWORIDGE, -G F Shaw, Pit*-inan. Potts Trowbridge 80/03/li 13pp 


000103002^1 Memorandum of understanding between NRC 8< FEMA re prompt 
improvement in radiological emergency planning f, 
pr epai ednes s , d is tribute d as Board notification 
GQSSICK, L V Office or the Executive Director for Operations 
00/04/02 □4pp 


0004210100 Order granting e xtons i on, unt 1 1 600418, for CommisGion to take 
action re review of ALAfl-577 5 ALAD-501 

CHILK,S J Office of the Secretary of the Commission 00/04/11 

Ip 


8004200170 Nemorandum order reversing portions of ALAU-T/? 8< ALA9-561 
re performance of administrative tasks in separate 
proceeding Declines to review applicant issues re ALAD-SOl 
Directs NRC to conduct preliminary assessment re ALAD-S77 
CMILKrS J Office of the Secretary of the Commission QO/04/17 
5pp 


3004100340 Foi wards IE Bulletin 30-09, 'Exam of Containment Liner 
Penetration Welds " Written response required 

□ 'REILLV, vl P Region 2, Atlanta. Orfice of the Director 00/04/07 

2pp 


S Reportable occurrences, L ERs f' related correspondence 


6D04170053 Interim deficiency lept re deficiencies in procurement* 
fabrication h insp of engineered plates for concrete 
embedment f, support of safety-related loads Estimates 
corrective action wiM be completed by 800f>0t 
CHIANGI.N J Carolina Power t Light Co 80/02/29 Ip 


Q Inspection reports, IE Bulletins L correspondenc o 


Q004090058 Ack receipt of IE Insp Repts 50-400/80-02, 30-401 /QO-Oa, 
50-402/00-02 4 50-403/80-02 on 791220 t, 600121-25 Np 
prop netary info 

HGWE.P U Carolina Power Light Co 00/02/28 ip 


—8004090071 Forwards IE Insp Repts 50-400/80-02,50-401/00-02, 
50-402/60-02 ^ 50-403/80-02 on 791220 «. BOO 121 -25 No 
noncomp 1 1 ante noted 

DBYANTiJ C Region 2, Atlanta, Reactor Construction 8< Engineering 
Bvpport Dranch 30/02/20 2pp 


80042G0560 Interim deficiency rept re omission of rebar in Unit 1 
cantainmnent bldg exterior wall Caused by unique ref 
rotation of "addl steel" (25 bars) on main reinforcing 
drawing Significance not fully recongniied on drawing 
JONES, J A Carolina Power i- Light Co 60/04/16 Spp 


8004230561 Interim deficiency rept re omission of rebar in Unit 1 
containment bldg eiterior wall.adjacent to const opening 
for equipment hatch Review will be expanded to include 
drawing review of reinforcing ste-el in Class I structures 
JONES, J A Carolina Power f' Light Co 80/04/10 2pp 


—8004090094 IE Insp Repts 30-400/60-02,50-401/00-02,50-402/80-02 & 
50-403/00-02 on 791220 ^ 000121-25 No none omp 1 lane o noiod 
Major areas inspected const status, 1 icensee action an 
previous findings t- IT Bulletin 79-25 

ORAD£LV,R D Region 2, Atlanta, Office of the Director HUNT, M D 
Region 2, Atlanta, Reactor Construction i Engineering Bupport 
Branch 90/02/20 Spp 


0004070295 Ac k receipt of IE Insp Repts 90-400/00-04,50-401/80-04. 
90-402/00-04 ?< 30-403/00-04 on 800209-07 No propietary Info 
HOHExP W Carolina Power V Light Co 00/03/06 Ip 


DOCKET 50-401 SHHARON HARRIS NUCLEAR POWER PLANT, UNIT 2 
A App t ication/consti uc tion stage documents 4 correspondence 


— 0004070315 Forwards IE Insp Repts 50-400/00-04,90-401/80-04, 
50-402/80-04 1* 50-403/00-04 on 800205-07 No noncomp I ianc e 
noted 

BRYANT, J C Region 2, Atlanta, Reactor Construction Engineering 
Support Branch 80/02/27 2pp 


□004040031 Advises of issuance of NUREG-05B8. "Interim Staff Position 
on Environ Dual i flcat ion of Safety-Related Electrical 
Equipment," providing guidance re methods for compliance 
fiOSS, D F Division of Project Management 60/02/05 7pp 


004170047 Discusses deficiency re defective seismic Class I hanger 
welds Deficiency no longer considered reportable under 
10CFR50 55(e) Corrective action completed S< found to be 
acceptable 

CHIANGI.N J Carolina Power I Light Co 80/02/22 Ip. 


Forwards const milestones ^ activities schedule, updated to 

oOQ33 I 

MCDUFFIE.M A Carolina Power t Light Co 60/04/02 13pp 


8004220451 Submits info in response to NRC 800324 questions re 
electrical field gradients surrounding proposed Harrls- 
Harnett 500-kV line 

MCDUFFIE, M A Carolina Power t Light Co 60/04/15 2 pp 


electrical field gradients surrounding 
line, requested in NRC 600324 Itr 
MCDUFFIE* H A Carolina Power i Light Co 80/04/15 2pp 


^ fire protection plans 


ORIMESiB K Emergency Preparedness Task Force 80/03/11 4pp 


—8004070331 IE Insp Repts 50-400/80-04,50-401/00-04,50-402/80-04 L 
90-403/00-04 on 600200-07 No noncompliance noted Major 
areas Inspected const progress U licensee action on 
previously identified items 

HUNT.M D Region 2, Atlanta, Office of the Director ORADLGYi R D 
NRC Regional Offices 60/02/22 Spp 


G004070035 Ac k receipt of IE Insp Repts 50-400/60-05,90-401/00-09, 
50-402/80-05 4 50-403/80-05 on 000214-15 No proprietary 
Info 

HOME, P M Carolina Power ^ Light Co 00/03/07 Ip 


— 8004070039 Forwards IE Imp Repts SO-400/H0-O9, 90-401/00-05, 
90-402/60-09 «, 50-403/00-05 on 800214-15 No noncomp 1 iance 
noted 

BRYANT, J C Region 2, Atlanta, Reactor Construction Engineering 
Support Branch 60/02/28 2pp 


--B004070043 IE Insp Repts 50-400/80-05.50-401/00-05,50-402/00-05 
50-403/80-05 on 000214-15 No noncompl iance noted Major areas 
Inspected structuial concrete lakes, dams canals 
HARRIS, J n Region 2, Atlanta, Office of the Director 

CONLON, T E Region 2* Atlanta, Reactor Construction Engineering 

Bupport Branch 60/02/28 4pp 


B004190497 Forwards IE Info Notice 80-12. "Instrument Failure Causes 
Opening of PORV 5 Block Valve " No specific action or 
response necessary 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/31 

2pp 



DOCKETED ITEMS 


2 ' 


fl00408059fl P’oruiartf? IE Csrcular QO'OSi "Emorget^cy Diesel Generator 
Lubricating Oil Addition & Qnsite Supply " No ufitterv 
response required 

O'REILLTiJ P Region 2 i Atlantai Office of the Director 80/04/01 

2 pp 


B004150067 FortiJards IE Info Notice B0-i3, "GE Type SDM Control Bwitchen 
Defective CAM Followers " No specific action or response 
required 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 60/04/02 

2 pp 


8004240243 Forwards IE Info Notice B0~14, "Safety Suggestions From 
Employees " No action required 

O'RElULYiJ P Region 2 , Atlanta, Office of the Director B0/04/O2 
2 pp 


BOO410O378 Forwards IE Circular 80-07, "Problems W/HPCI Turbine Oil 
Sys " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director B0/O4/O3 

2 pp 


0004230117 Forwards IE Rullatin 79-03A "Longitudinal Weld Defects in 
ASME 8A-312, Type 304 Stainless Steel Pipe " Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 30/04/04 
Ip 


B0OA18034O Forwards IE Bulletin 00-08, “Exam of Containment Liner 
Penetration Welds “ Written response required 

O'REILLY, J P Region 8 , Atlanta, Office of the Director 80/04/07 

2 pp 


8 Reportable occurrences, LERs t related correspondence 


6004170033 Interim deficiency rept re deficiencies in procurement* 
fabrication Sc insp of engineered plates for concrete 
embedment support of saf ety-re lated loads Estimates 
corrective action will be completed by 0OO&O1 
CHlANOIiN J Carolina Power ^ Light Co 0O/OS/29 ip 


6004280560 Interim deficiency rept re omission of rebar In Unit 1 
containmnent bldg exterior wall Caused by unique ref 
notation of "addl steel" <23 bars! on main reinforcing 
drawing Significance not fully recongniied on drawing 
JGNE 81 J A Carolina Power Light Co 80/04/16 Spp 


8004280361 Interim deficiency rept re omission of rebar in Unit i 
containment bldg exterior wal l, ad jacent to const opening 
for equipment hatch Review will be expanded to include 
drawing review of reinforcing steel In Class 1 structures 
JQNE 81 J A Carolina Power ^ Light Co 00/04/10 2pp 


DOCKET 50-403 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 3 


A App 1 icatlon/construct ion stage documents << correspondence 


8004040031 Advises of Issuance of NUfiEO-OOefli "Interim Staff Position 
on Environ Dual 1 fi cat ion of Safety-Related Electrical 
Equipment* " providing guidance re methods for compliance 
RQ 861 D F Division of Project Management 0D/O2/O3 7pp 


0004170047 Discusses deficiency re defective selamlc Claes I hanger 
welds Deficiency no longer considered reportable under 
10CFR30 35(e) Corrective action completed St found to be 
acceptable 

CHIANOlrN J Carolina Power & Light Co 80/03/33 Ip 


0004000451 Forwards const milestones activities schedule, updated to 
000331 

HCOUFFIEjM a Carolina Power &i Light Co GO/04/02 13pp 


6004220451 8 ubmits info in response to NRC 800334 quoatlons re 
electrical field gradients surrounding proposed Harrls- 
Harnett 500-kV line, 

MCDUFFlEiK A Carolina Power U Light Co. 80/04/15 Spp 


0004230320 Submits Info re electrical field gradients surrounding 
proposed 300 kV I Ine, requested in NRC 800324 Itr 
MCDUFFIE, K A Carolina Power ^ Light Co 80/04/13 3pp 


F Security, medical, emergency it fire protection plans 


B0040B0077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791336 Itr, has been postponed pending GA 8 
clearance under Federal Repts Act 

GRIMES, D K Emergency Preparedness Task Force 80/03/11 4pp 


0 Adjudicatory c oi r es>ponf| ence 


0004010519 Petition for review of ASLAD G00320 decision denying 
applicant motion for mod of /,LA8"-3'^7 re mg t cap«3billty 
Suppoi ts NRC argument that ASLAG exceeded authority re staff 
procedures to treat (JL Certificate of bvc enc 1 
TROWBP IDCE, G F , G'NEILL. J H Carolina Pouie? t Light Co 
TROWBniDGE, G F Shaw, Pittman, Potts <- Trouibridse 00/03/11 I3pp 


0004030036 Memorandum of understanding between NRC FEMA ro prompt 
improvement in radiological omergency planning h 
prepar adne ss, d i str i buted as Board notification 
OOSBtCKiL V Office of the Executive Dnector foi Oporations 
00/04/02 34pp 


6004S10160 Order granting citonsion, unti 1 000410, for Commission to toko 
attinn re review of ALAH-577 t ALAH-501 

CHILK, S J Office of the Secretary of the Comm i ss i on 00/04,'ll 

Ip 


0004200170 Memorandum order reversing portions of ALAR-S77 h ALAB-901 
re performance of administrative tasks m separaio 
proceeding Declines to leviaw applicant issues ifl ALAD-581 
Directs NRC to conduct prelicnlnaig assessment re ALAB~D77 
CHILK ,8 J Office of the Secretary of the Commission GO/04/17 
Spp 


Q Inspection reporter IT Dulletins ^ •correspondence 


0004090058 Ac b receipt of IE Insp Repts 50-400/80-03.50-401/80-02- 
50-402 /QO-03 6 30-403/00-03 on /9122B t 000121-25 No 
proprietary info 

NOWErP W Carolina Power i. Light Co 00/02/20 Ip 


—8004090071 Forwards IE Insp Repts 30-400/80-02,30-401/80-02, 
50-402/00-02 & SO-403/80-02 on 791220 8 , 800121-25 No 
noncomp 1 1 ance noted 

PRVANTtJ Q Ftcg i ori 3, Atlanta, Reactor ConulTUctlon U Engineering 
Support Dranch QO/02/20 2pp 


—0004090004 IE Insp Repts 30-400/00-02.50-401/00-02,50-402/00-03 1* 
80“40a/80-02 an 79|230 «« 000121-29 No none omp L ianc 0 noted 
Major areas inspected const status, licensee action on 
previous findings IE tlullotiri 79-25 

DRADELY.R D Region 2, Atlanta, Office of the Director HUNT, M V 
Region 2, Atlanta, Reactor Constiuctlon 6 . Cnginoeritig Support 
Dranch 00/02/20 Spp 


8004070295 Ac k lecoipt of IE Insp Repts 30-400/00-04. 50-401/00-04, 
30-402/00-04 «, 50-403/G0-04 on 000205-07 No prop lotary info 
HOWE, P W Carolina Fewer h Light Co 00/03/06 Ip 


—8004070313 Forwards lE Insp Repts 90-400/00-04.50-401/00-04, 
50-403/80-04 «/ 50-403/00-04 on 000205-07 No notitomp 1 ianc e 
noted 

BRYANT, J C Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch 00/02/27 Spp 


— 0004070331 IE Insp Repts 90-400/00-04, 50-401 /ao-04, 50-402/00-04 «, 
30-403>'80-04 on 600303-07 No none omp I ianc 0 noted Major 
areas inspected const progress 4i licensee action on 
previously identified item* 

HUNT,M D Region 2, Atlanta. Office of the Director DRADLCY. R 0 
me Regional Offices 60/02/22 5pp 


8004070035 Atk receipt of IE Insp Repts 50-400/00-05,90-401/00-05, 
30-402/60-09 it 30-403/00-03 an 800214-15 No proprietary 
info 

HOWE.P H Carol ina Power Light Co 60/03/07 Ip 


-“0004070039 Forwards IE Insp Rrpta 90-400/00-09. 50-401/00-03, 
50-403/80-09 «< SO-403/60-00 on 000214-15 No noncompl lance 
noted 

BRYANT, J C Region 2, Atlanta, Reactnr Construction EngtneeMnD 
Support Branch 80/02/20 2pp 


— 0004070043 IE Insp Repts 50-400/80“05, 50-40 I /0O-O5. 30-402/00-03 U 
90-403/00-09 on 000214-19 No noncomp 1 1 anc e noted Major areas 
Inspected structural concrete U lakes, darns 4( canal* 

HARRIS. J R Region 2, Atlanta, Office of the Director 

CQNLON. T E Region 3, Atlanta, Reactor Conilructlen 8 * Engineering 

Support Branch 00/02/28 4pp 


B004150497 Forward* IE Info Notice 60-12, "Instrument Failure Cause* 
Opening of PQRV Block Oalve " No specific action or 
response necessary 

O'REILLYtJP Region 2 . Atlanta. Office of the Director 00/03/31 

app 
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DOCKETED ITEMS 


U0040305'i& Foruatds IF Cli' lit SO-Olji Energenci^ Di»se-1 Gene-rAtor 
H^brJcating Oil Adji^isn ^ Unsile ^jppli/ " No 'iJiitten 
rsiponse 

G'RElLLf, J P ftejjon T Atlanta Otficip o# tne Director BO/04/01 

2pp 

0004150067 ForuariJi [f- J i nj Nonce SU’l3r 'G£ Tgpe SGM Control Suitches 
De#ectl'o CAM FoJloi^er, No spe'-ific action or response 
T e qu l r ed 

0'REtl.Ll, J P Region 2, «Manla, 0#tice of ^he Director BO/04/03 

Spp 

9004340245 Foruards IE Info Notice BO-14, 'Sarptg Soggeatlons From 
E^^ployees ' No action required 

O'REILLV J P Region ? Atlanta, DrfiCe cf the Director 80/04/02 

2PP 

B0041B037B Foiuordi IE Cir ular B0'07, "Problems N/HPCI Turbire Oil 
Sys " No untten re>porae required 

O'REll-UV, J P Region 2, Atlanta, Dtrice of the Director BO/04/03 

2pp 


80042301J7 Foiutards It Bulletin 79-024 "Longitudinal Weld Defects in 
ASttc SA-312, Type 304 Stainleis Steel Pipe ‘ Action required 
O'REILL/, J P Region 2. Htlanta, Oifice of the Director B0/04/'04 
Ip 


G Adjudicatory c or respondente 


8004010519 Petition foi revieui of ASLAD B00220 decision denying 
applicant motion for mod of ALAD*-S77 re mgt capability 
Supports NRC ai goment that ASLAB eiceeded authority re staff 
procedures to treat OL Certificate of Svc end 

TROWDRIDGE, 0 F Carolina Power ^ Light Co O'NEILL* J H Sh au, 
Pittman, Potts S- Trowbridge 80/03/11 I3pp 


B004030036 Meiroiandum of und er s tand I ng between NRC FEMA re prompt 
improvement in radiological emergency planning tt 
preparednessi d 1 str I buted as Hoard notification 
GD6S1CK<L V Office of the Eiecutive Director for Operations 
80/04/ 02 34 pp 


0004210180 Order granting e i tens i on* unt 1 1 B0041B, for Commission to tat» 
action re levieu of ALAH-577 t ALAH-SGl 

CHILK.S J Office of the Secretary of the Commission 00/04/11 

Ip 


8004280176 Memorandum f order reversing portions of ALAD"577 & ALA13-581 
re performance of administrative tasks in seuarate 
proceeding Declines to review applicant issues rc ALAB-5Q1 
Directs NRC to conduct preliminary assessment re ALAD-977 
CHILK, S J Office of the Secretary of the Commission 00/04/17 
5pp 


8004180340 Forwards lE Buliei-in dO-OB, 'Eiam of Containment Liner 
Penetration Uelds " Written response required 

O'HEtLLV, J P Region 2, Atlanta Office of fhe Director BO/04/07 
2PP 


S Reportable occurrertes, LERs * related con espotidenco 


80041700S3 Intel im deficiency rept re deficiencies In procurement, 
fabrication Ia insp of engineered plates for concrete 
embedment U support of safety-related loads Estimates 
corrective action will be completed by 80D601 
CHIAh'Ol N J Carolina Power & Light Co 00/02/29 Ip 


8004280540 Interim deficiency rept re omission of rebar in Unit 1 
containmnent bldg eiterior wall Caused by unique ref 
notation of 'add] steel" i25 bars! on mam reinforcing 
drawing Significance not fully recongniied on drawing 
JCNE8. 3 A Carolina Power b Light Co a0/04/l6 Spp 


8OO420O56J Interim dificienty rept re omission of rebar in Unit i 
containment bldg eitenor wa] ) , ad jacent to const opening 
for equipment hatch Review will be aipandad to include 
drawing review of reinforcing steel in Class I structures 
JONES, J A Carolina Power A Light Co 80/04/IB 2pp 


DOCKET 50-403 SHEARON HARRIS NUCLEAR POWER PLANT* UNIT 4 
A App 1 1 cat I on/construc 1 1 on stage documents t* correspondence 


6004040031 Advises of issuance of KUREO-OSes "Interim Staff Position 
on Environ Dual if ica tion of Sarety-Related Electrical 
Equipment-" providing guidance re methods for compliance 
ROSS, D F Division of Project Management BO/02/05 7pp 


004j700y Discusses deficiency re defective seismic Class I hanger 
welds Deficiency no longer considered reportable under 
10CFR50 55te> Coirective action completed Kt found to be 
acceptable 

CHfANOI,N J Carolina Power I Light Co BO/02/22 Ip 


^^80033^^^ Forwards const .milestones / activities schedule, updated to 
MCDUFFJE. t1 A Carolina Power 4 Light Co 80/04/02 t3pp 


0004230451 Submits info m response to NRC 000324 questions re 
electrical field gradients sunounding proposed Harris- 
Harnett SOO-kV line 

Mrni<rp*e * 


0 Inspection reports* IF Bulletins K correspondence 


3004070056 Ack receipt of IE Insp Repts 50-400/60-02*50-401/60-02, 
50-402/60-02 4 50-403/80-02 on 791220 U 800121-35 No 
proprietary info 

HOWE. P U Carolina Power f/ Light Co 60/02/26 Ip 


—8004070071 Forwards IE Insp Repts 50-400/00-02*60-401/00-02, 
50-402/80-02 5* 50-403/80-02 nn 791228 L 000121-25 No 
noncompliance noted 

DRYANT.J c Region 2* Atlanta, Reactor Construction Cnglnoorlrig 
Suppoit Branch 60/02/20 2pp 


—80040 90064 IE Insp Repts 50-400/60-02,50-401/60-02*50-402/60-02 ft* 
50-403/00-02 an 791228 fjt 600121-25 No noncompliance noted 
Major areas Inspected const status, 1 iconseo action an 
previous findings it IE Dulletin 79-25 

DRADELY,R D Region 2, Atlanta, Office of the Director 00/02/20 

Spp 


5004070275 Ack receipt of IE Insp Repts 50-400/80-04, SO-401/B0-04, 
S0-4O2/S0-O4 ?, 50-403/80-04 on 000205-07 No prop to tar y info 
HOWE. P W Carolina Power 5* Light Co 00/03/06 Ip 


— 6004070315 Forwards IE Insp Repts 50-400/00-04* 50“401/80-04i 
50-402/00-04 50-403/00-04 on 000205-07 No noncomp I iance 

noted 

DRYANr,J C Region 2, Atlanta* Reactor Construction & Eno i neer J Tiff 
Support Branch 60/02/27 2pp 


Q004070035 Ack receipt of IE Insp Repts 50-*}00/a0-03, 50-401/00-05, 
S0-4O2/B0-O5 L 50-403/60-05 on 600214-15 No proprietary 
info 

HOWE. P W Carolina Power t* Light Co 80/03/07 Ip 


— B004070039 Forwards IE Insp Repts 50-400/00-05,50-401/80-05* 
50-402/00-05 it 50-403/00-05 on 600214-15 No noncomp 1 ianco 
noted 

BRYANT* J C Region ?, Atlanta, Reactor Construction & Englneerlna 
Support Branch 0O/O2/2B 2pp 


•8004070043 IE Insp Repts 50-400/80-05,50-401/00-05,50-402/60-05 U 
50-403/80-05 on B003t4-15 No noncompliance noted Major areas 
inspected structural concrete it lakes, dams it canals 
HARRIS. J R Region 2, Atlanta, Office of the Director 00/02/28, 
4pp 


ina Power !* Light Co 60/04/15 2pp 

re electrical field gradients surrounding 
equested in NRC 800324 Itr 

"iwer b Light Co 80/04/15 2pp 

fire protection plans 


e for evacuation time estimatee. 
n postponed pending OAO 


0004150477 Forwards IE Info Notice 80-J8, -Instrument Failure Cause* 
Opening of PORV Block Valve " No specific action or 
response necessary 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/31 
■2pp 

8004080578 Forwards IE Circular 80-05, ‘'Emergency Diesel Oeneraiar 
LubrU.t.nj Oil A<),Hi»„ !, a„.it, gupp,^ " No 
response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/04/01 
Spp 


4pp 


Task Force 


80/03/ n 



DOCKETED ITEMS 
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Q004150067 Forwards IE Info Notice 00-13* "GE Type BQM Control Switches 
Dsfectiv/e CAM Followers " No specific action or response 
required 

0'REILLY*J F Region 2i Atlanta* Office of the Director 00/04/02 

2pp 


8004240245 Forwards IE Info Notice BO— 14* "Saretg Suggestions From 
Employees '* No action required 

0'REILLV<J P Region 2. Atlanta, Office of the Director 00/04/02 
2pp 


80041B037B Forwards IE Circular 00-07, “Problems t^/HPCI Turbine Oil 
&gs “ No written response required 

□ 'RElLLViJ P Region 2* Atlanta, Office of the Director 00/04/03 
2pp 


8004230117 Forwards IC Bulletin 79~03A ''Longitudinal Weld Defects in 
ASMS SA-312, Type 304 Stainless Steel Pipe " Action required 
O'RElLLYiJ P Region 2* Atlanta* Office of the Director 00/04/04 
Ip 


8004180340 Forwards IF Bulletin 80-00* "Eiam of Containment Liner 
Penetration Welds " Written response requirod 

O'REILLY, J P Region 2, Atlanta* Office of the Director 00/04/07 
2pp 


S Reportable occurrences, LER« ^ related correspondence 


S00417C053 Interim deficiency rept re deficiencies in procuroment* 
fabrication h insp of engineered plates for concrete 
embedment & support of saf oty-rc la ted loads Estimates 
corrective action will be completed by 000601 
CHlANQlrN s/ Carolina Power 4( Light Go 80/02/29 Ip 


8004280560 Interim deficiency rept re omission of rebar in Unit 1 
containmnet bldg exterior wall Caused by uni<^ue ref notation 
of "addl steel" <29 bars) on main reinforcina drawing 
Blgnificance not fully recognliod on diauing 
JONESiJ A Carolina Power ^ Light Co 60/04/16 5pp 


8004280561 Interim deficiency rept re omission of rebar in Unit I 
containment bldg exterior wall * adjacent to const opening 
for equipment hatch Review will be expanded to include 
drawing review of reinforcing steel in Class I structures 
JONES* J A Carolina Power 4< Light Co B0/04/1Q 2pp 


DOCKET 90-404 NORTH ANNA POWER QTATION, UNIT 3 


A App 1 icati on/conslructi on stage documents & correspondence 


B004040031 Advises of issuance of NUREO-O90B* "Interim Staff Position 
on Environ Qual i f ication of Safety-Related Electrical 
Equipment*" providing guidance re methods for compliance 
RDSBi 0 F Division of Project Management 60/02/09 7pp 

0004220234 Forwards response to NRC 800306 request for addl info re 
review of design groundwater levels 

BROWN* 8 C Virginia Electric Power Co 80/04/10 9pp 
r Becurity* medical, emergency tt fire protection plans 


8004000077 Advises that submittal date for evacuation time estimates* 
requested by NRC 791226 Itrihas been postponed pending OA0 
clearance under Federal Repts Act 

CRIMES, D K Emergency Preparedness Task ForcE 80/03/11 4pp 


I Financial information 


0004010269 Forwards Annual Rept 1979 

BAUMiE A Virginia Electric U Power Co 00/03/27 Ip 


—8004010279 Annual Rept 1979 

* Virginia Electric t Power Co 79/12/31 32pp 


Q Inspection reports* IE Bulletins & correspondence 


0004090390 Forwards IE Bulletin 80-03* "Loss of Charcoal From Std Type 
1 1* Two-Inch* Tray Adsorber Cells," Action required 

□ 'REILLY. J P Region 2* Atlanta* Office of the Director 80/02/06 

app. 


0004090130 Forwards IE Insp Repts 90-339/90-01*90-404/80-01 
90-405/60-01 on 800129-0201 No noricomp 1 lance noted 
STOHR.J P Region 2* Atlanta, Fuel Facility U Materials Safety 
Branch 00/02/22 2pp 


--B004C90134 IE Insp Reptt * AO-Ol * 50-404/80-01 «* 50-405/00-01 on 

800139-0201 No none omp 1 lan*. e noted Major areas inspected 
erosion ** runoff tunliol*u/a9t'e mg*,r»view of previous items 
t* preopera 1 1 onal pi ogram 

JENKINS* G P Region Atldiita fuel Facility Materials Safety 
Branch Ct/NNlNGHAr-Vi A L Region 2 AManla, Office of the 
Director 80/02/19 ipp 


8004010465 Notifies of susp^ris i on of re«'icw or IF Bulletin 80-05 re 
vacuum condition resulting in damage to chemical voi control 
sys holdup tanks Suspension due to feasibility study 
BROWN, S C Viiginia Electric 6 Power Co 80/03/28 ip 

8004190540 Forwaids IF Into Notice 80-12* " Itis ti ument Failure Causes 
□pening or PQfiV * fllocV Valve " No specific action or 
response necessary 

O'REILLY. Jp Region 2* Atlanta* Omce of the Director 80/03/31 
3pp 


6004080652 Foi wards IE Ciiculai 80-05* "Emei gency Diesel Generator 
Lubricating Di 1 Addition /* Onsite Supply ' No written 
response required 

O'REILLY, JP Region 2. Atlanta* Office of the Director 00/04/01 

2pp 


0004150105 Foiuiards IE Info Notice 80-lJ. “GE Type SBM Control Switches 
Defective CAM Followers *' Ho specific action or response 
requ ired 

O'REILLY, J P Region 2* Atlanta* Office of the Dliector 80/04/02 
3pp 


0004240284 Forwards IF Info Notice 80-14* "Gafety Suggestions From 
Employees “ No action required 

O'REILLY* J P Region 2. Atlanta, Office of the Director 80/04/02 

2pp 


0004100299 Forwards IE Ciiculai 80-07, “Picbicms U/HPCI Turbine Oil 
Sys " No written resporise required 

□ 'REILLY* J P Region ?, Atl.iMta, Orfice of the Director 00/04/03 

2pp 


80'04230106 Forwards IF Bulletin 79-OJA "Long i tud ina 1 Weld Defects in 
ASMS SA-312, Type 304 Stainless Steel Pipe " Action required 
0 'REILLY, J P Region 2* Atlanta* Utfico of <hp Dnector 00/04/04 
Ip 


8004160401 Forwards IE Bulletin 80-08, *Tiam of Contoinmcnt Linor 
Penetration Welds " Writiun response rcquiiod 

O'REILLV* J P Region Atlanta. Office of the Director 00/04/07 

2pp 


8004300415 Informs NRC that response to IF Oullptin 79-03, 
"Longitudinal Weld Defects in ASME Type 304 Stainless Steel 
Pipe," has been suspended due to feasibility study at 
facility All nuc leai -re la ted activities have been curtailed 
BROWN* S C Virginia ElectiK t Power Co 80/04/25 Ip 


R Periodic operating reports ^ related correspondence 


8004020157 Forwards* "Annual Update Rept -1980 on Const Settlement 
Monitoring Program “ Due to limited amount of data obtained 
during present period o-f const ac i i v I ty* second update rept 
will be forwarded one yr afie? const is resumed 
RROWN* 0 C Virginia Electric K Power Co 80/03/31 Ip 

— 0004020161 "Annual Update R6pt~i9a0 on Const Settlement Monitoring 
Program " 

e Virginia Electric Power Co 80/02/29 I7pp 


8 Reportable occurrences, I ERs i related correspondence 


8004220084 PN0-77-I43 Pacific Pump Co supplied facilities w/produclion 
lot of 40 pumps mfg using shafts made of inferior matl 
Cause unstated All utils u/pumps were notified NRC 
headquarters notified on 77O0J2 

WHITT, K W Region 2, Atlanta* Office of the Director 77/08/12 

tp 


8004020459 Fart 21 rept on 800228* BWl made telephone rept re defect 
concerning potentially overstressed supports on reactor 
coolant letdown coolers due to inadequate support design 
Corrective action redesign of support stand 
TAYLaH* J H Babcock t* Wilcqx Co 80/03/03 App 


6004010397 Interim deficiency i ept re potential overstress condition 
in letdown pooler supports Noixle loads wilt be analyied for 
effects on support stiuciuie to determine if mods are 
required to cooler support sys 

HQUELLi S H Consumers Power Co 80/03/27 ip 
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DOCKETED ITEMS 


— e004010*10'1 Poriji^ias adrfl to Pa? t PI i ep t re p o t ent la 1 

o v^erstTfl^^sed su-pport* tiPt T>*ar>or coolant letdown coolers at 
facilities (jiidei convt bv ''1'^ 

TA,\LORv J H BdbcoO' * Wllcor Co Q&/03/0a &pp 


8004220611 Interim deticiencij repl re o^eTUlling steam generators bv 
exces 5 i>pe addition o*- feedwatei Poiential results 

inclu-de eicesfiive strait qe^eistor tube stress t containment 
Dverpressuniation 

SRQWM S 0 Vir'gtMid Elertrtc V Power Co 80/04/10 2pp 


DOCKET 50-40 5 ^^ORTH AfJNA POWER STATlOWi UNIT 4 


A App 1 1 cat i oik/c ons t rue 1 1 on stage dacuments U correspondence 


6004040031 Advises of issuance of NUR£G~05fl&< ''Interim Staff Positldn 
en Environ Oua 1 1 f i c at i on of Sa t ety-R o I a te d Electrical 
Equipment*" providing guidance le methods for compliance 
RQS3,I> r Division of Project (Isnagement 80/02/05 7pp 

0004220234 Foi wards response to hffC 800306 request for addl info re 
review of design grouniwater le'els 

BROWN S C Viigiriia Electric 4 Power Co 80/04/18 5pp 


F Security! medical* emergency i tire piotection plans 


0004090077 Advises that submittal date ter evacuation time estimatoB* 
requested by NRC 79l.>’26 Itr-has been postponed pending OAO 
eJaaranfe under redoval Repts Act 

GRIMES* D V Emergency Prepar edre ■» s Task Force 80/03/11 4pp 


I Financial i nrormat icn 


8004010269 Foi wards Annuel Rept 1979 

BAk/M.E A ^/irginia Electric 6 Power Co BO/03/27 Ip 


— 80O4OIO275 Annual Rept 1979 

< Virginia tlectric * Powet Co 79/1^/31 32pp 


Q Inspection reports. IF Bulletins 6 correspondence 


8004090358 Forwards IE Bulletin 80 03* "Loss of Chat coal From Std Type 
n * Two- 1 nc h « Tray Adsortier Cells " Action required 

O'REllLViJ P Region 2, Atlanta, Office of the Director 00/02/06 
2pp 


0004090130 Forwards lE Insp Repts 50-339/00-0 1 , 50-404/80-0$ & 
50-405/80-01 on 800129-0201 No noncomp 1 i anc e noted 
3TDHR, J P Region ?• Atlantar Fuel Faciliiy t Tlaierials Safety 
Branch 80/02/22 ?pp 


— 0004090134 IE Insp Repts 80-339/80-01 , 50-401/80-01 U 50-405/00-01 on 
800129-0201 No rencomp 1 1 iince noted Najor areas inspected 
erosion I runoff conti o I . waste npt. review of previous Items 
preoperat 1 enal program 

JENKINS, G R Region 2* Atlanta, Fuel Facility t Materials Safety 
Branch CUUNINGHAW, A L Region 2, Atlanta. Office of the 
Director 00/02/ 19 Opp 


B004010465 Notifies of suspension of ravieu of IE Bulletin 80-05 re 
vacuum co-ndition. resulting in damage to chemical vol control 
sys holdup tanks Suspension due to feasibility study 
BfiOWNrS C Virginia Electric 6 Power Co 80/03/28 ip 


8004150540 Forwards IE ino Nolice 80-12, 'Instrument Failure Causes 
□penifig of PQRV h DIoc* Valve ’ No specific action or 
response necessary 

0'REILiy,J P Region 2 Atlanta. Omcc of the Director 80/03/31 
2pp 


8004080652 Forwards IF Circular OO-OS* "Fciergency Diesel Generator 
Lubricating Oil Addition t Onsite Supply '■ No Mirltten 
response required 

O ‘■REILLY, J P Region 2* Atlanta* Office of the Director 90/04/01 
3pp 


0004190103 Forwards IE Info Notice 80-13, "GE Typo 5DM Control Switches 
Defective CAM Followers '* No specific sctiun or response 
required 

O'ltEILLY, JP Region 2, AiSanta, Office of the Director 80/04/02 

2pp 


8004240284 Farwards IF info Notice 80-14, '‘Safety Suggestions From 
Employees " Ne action required 

O'RElLLYiJ, P Regton Atlanta, Office of the Director 80/04/02 

2pp 


8004180299 Forwards It Circulat 80-07, ‘Problems U/HPC I Turbine Oil 
Si/a " Ho written lesporue requii cd 

O'RElLLV, J P Region 2, Atlanta, Office of the Director BO/04/03 

2pp 


0004230108 Forwardc It Bulletin 79-03A ‘Longitudinal Weld Defects in 
ABHE SA-312. Type 304 Stainless Steel Pipe " Action i oquircd 
O'REILLY, J P Region 2, At^latita, Office of the Director 00/04/04 
Ip 


□00418C401 Forwards IE Oullettn 8O'O0, "Eiam of Containment Liner 
Penetration Welds “ Written response i equired 

O'REILLY, J P Region 2, Atlanta, Orficc of the Director 80/04/07 

2pp 


0004300115 Informs NRC that response to IE pullotm 79-03* 
"Longitudinal Weld Detects in AShE Type 304 Stainless Steel 
Pipe," has beer suspended due to feasibility study at 
facility All nuclear-related activities have been curtailed 
BROWN, S C Virginia Electri'* ^ Power Co 30/04^25 Ip 


R Periodic operating reports ft related correspondence 


0OO4O2O157 Foruaids. "Annual Update Bept-lRSO on Const Bettioment 
Monitoring Progi am " Due to limited amount of data obtained 
during present period of const ac t ivi ty, second update rapt 
will be forwarded one yr aftei const Is resumed 
DROWN, & C Virginia Electric b Power Co 80/03/31 Ip 


— 0004020161 "Annual Update Rept-1980 on Const Settlement Monitoring 
Program " 

* Virginia Electric Power Co 00/02/29 I7pp 


S Reportable occun eiices, LERs t i elated correspondence 


8004220084 PNQ-7/-143 Pacific Pump Co supplied facilities w/production 
lot of 40 pumps- mfg using shafts made of inferior matl 
Cause unstated All utils w/pumps were notified NRC 
headquarters notified on 770B12 

WHITT, K U Region 2. Atlanta* Office pf the Director 77/09/12 

tp 


8004020459 Part 21 rept on 800220,0614 made telephone rept re defect 
concerning poteritially overstressed supports on reactor 
coolant letdown cooleis due to inadequate support design 
Corrective action redesign of support stand 
TAYLOR, J H Babcock K Wilcoi Co 00/03/03 6pp 


8004010397 Intcrini deficiency lept re potential overstross condition 
in letdown cooler supports Noizle loads will be analyied for 
effects on support structure to determine if mods are 
required to cooler support sys 
HOWELL, S H Consumers Power Co 00/03/27 ip 


— 60 04010 4 04 Forwards add] info to Part 21 rept re potentially 
overstressed supports on reactor coolant letdown coolers at 
facilities under const by 11611 

TAYLOR, J H Babcock Wilco* Co 80/03/03 6pp 


8004220611 Interim deficiency rept ro overfilling steam generators by 
oKcessIvc addition Of auxiliary feedwater Potential results 
include excessive steam generator tube stress 6 containment 
Dverpressur i nation 

DROWN, 8 C Virginia Electric 6 Power Co 00/04/10 2pp 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


A App 1 1 cai lon/construc t loti stage documents 6 correspondence 


7809270003 Forwards addl info in response to request of Dairyland Power 
Cooperative representatives at 700008 meeting re SEP 
STEPP, J C Geosciences Branch 70/09/11 3pp 


8004040076 Notification of 000325-26 meeting w/util in La Crosse. WI to 
discuss Inservite testing program 

SHEA, J J Operating Reactors Branch 2 00/03/05 2pp 


F Security, medical, emergency b fire protection plans 


8004010410 Forwards discussion df info received from licensee on fire 
protection revieui items Includes info re interior hose 
s tat ions, f 1 lad suppression sys.heat circuit supervision ?< 
breathing aii 

HALL, R E Braokhaven National Laboratory 80/03/26 9pp 


DOCKETED ITEMS 
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G Adjudicatory corrospondonc e 


8004220417 Foruiards Decision DP‘'80-9/ grant ing partial acceptance oF AK 
Morse 790521 petition For issuance of older to suspend 
provisional OL Ade^luatc basis For suspension does not exist 
Order to shouf cau$e has been issued 

DENTGH/H R Office of Muclear Reactor Regulation 80/02/29 2pp 


— 8004220422 Decision DD-BO-9* gran t mg partial acceptance of AK Morse 
790521 petition for issuance of order to suspend provisional 
OL Adequate basis fot suspension does not ciisfa Order to 
shou cause has been issued 

DENTON. H R Office of Nuclear Reactor Regulation 80/02/29 
17pp 


— 8004220430 Notice of issuance of Director's Decision DD-90-9, granting 
partial acceptance of AK Iforse petition for issuance of 
order to suspend provisional OL Adequate basis for 
suspension docs not exist Request handled under 10CFR2 206 
DENTON. H R Offico of Nuclear Reactor Regulation 80/02/29 2pp 


BQ04030036 Merrorandum of understanding betuicen NRO -& FEHA I'c prompt 
improvement In radiological emergency planning t 
preparedness, d i str 1 buted as Board notification 
OQSSICK.t V Office of the Executive Director for Operations 
80/04/02 34pp 


B004100564 Notifies that issuance of FEB will be delayed for approx 
t(JO uki 

WOODHEAD. C P Hearing Branch 3 80/04/03 ip 


8004210091 Order granting NRC 800313 motion to compel Coulee Region 
Energy Coalition to respond to NRC 79l2i4 Interrogator 1 es> by 
800425 Intervenor failed bo comply u/ASLB 791130 order 
setting discovery schedule re full-term OL proceeding 
BECHHOEFER.C Atomic Safety and Licensing Board Panel BO/04/04 
2pp 


8004210174 Order gronbing ex bons ion. untl 1 0004 15. for Commission to 
elect uhether to review Director's 800229 decision 
CHiLKi 8 J Office of the Secretary of the Commission 80/04/10 
Ip 


H Oeneral correspondence 


6004170301 Responds to 800126 Itr to HR Denton requesting all future 
meetings re facility be held in Nl t* ASLD decision bo alloui 
expansion of facility spent fuel storage pool No secrecy 
involved in NRC activities Documents t* meetings accessible 
DiRCKSiW J Office of the Executive Director for Operations 
80/03/20 3pp 


0 Advisory Committee on Reactor Safeguards reports correspondence 


8004040261 Forwards certified summary of ACR6 Subcommittee on LACDUR 
791026 meeting in Wash Ing ton. DC re proposal to enlarge 
storage capacity of spent fuel storage pool 

MCKINLEY* J C ACRg - Advisory Committee on Reactor Safeguards 
00/02/06 Ip 


— 8004040267 Certified summary of ACRQ Subcommi ttc on UaCrosso DWR 791026 
msetlng in Wash ington. DC re proposal to enlarge capacity of 
spent fuel storage pool 

ACR8 - Advisory Committee on Reactor Safeguards 60/01/00 

2app 


P Operating license stage documents t correspondence 


7612060303 Notification of 781207 meeting w/SEP Owner's Group in 
DethesdOrMD to discuss plans to address seismic input for 
use In SEP seismic review 

LEVIN. H A Systematic Evaluation Programs Branch <Pre 790625) 
70/11/24 2pp 


8004100314 Advises that responses to 761123 Itrs re LWB assessment of 
enhancement of fission gas release at higher burnups have 
been reviewed No immediate licensing action required for 
operating reactors, per typical fuel bundle if batch burnups 
ZIEMANN. D L Operating Reactors Branch 2 00/02/29 3pp 


8004000155 Forwards NllREO-0569. "Evaluation of Integrity of SEP Reactor 
Vessels." completing review of SEP Topic V^6 W/o enci 
ZIEMANNiD L Operating Reactors Branch 2 60/03/05 2pp 


8004020003 Forwards review schedule for environ qualification of Class 
IE electrical equipment per 000221 meeting Resubimittal of 
Info is unnecessary Refs or updates to info previously 
submitted are acceptable 

ZIEMANNfD L Operating Reactors Branch S 80/03/06 5pp 


0004030102 Forwards "Nuc I ear Data Link tipecsr" study of digital 
communication sys to transmit info From plants to Bethasda 
Operations Ctr 

EISENHUT.D G Division oF Operating Reactors 00/03/1? 5pp 


— 6004030110 "’Nuclear Data Lini Specs 

» Division oF OpeiatiTig Reactors QO/02^21 20pp 


8004070221 Forwards operdling instruc t lans *y charac ier istlc s of NRC 
health physics belcphorie network Purpose qf network is 
transmission of health physics in fa during incident or 
abnoimai O'ccurrence at facility 

KFPPLER. J G Region 3. Chicago. Ofrlce of the Director 00/03/19 

0pp 


8004100114 Requests that uncontrolled set of P8.1 Dh be placed an 
controlled distribution list toi any future revisions . 
Revisions should be forwarded to attention of Region 3 
incident response ctr 

KEPPLCR.V O Region ?. Chicago. Office of the Directoi 00/03/20 
ip 


8004210409 "Response to NRC Concerns on Liquefaction Potential " 
» Dames & Moore 80/03/21 32pp 


8004090369 Forwards "Safety Evaluation f' Compliance w/NRC Staff 
Positions le LACDWR Fmergency Power Sys. *' App A re test 
procedures for annual tests of emergency diesel generators 
lA it ID Procedures inadvertently omitted f i om 000317 Itr 
LENDER. F Dairy land Power Cooperative 80/03/28 Ipp 


— 8004090376 "Safety Evaluation Ai Compliance w/NRC Staff Positions re 
LACPis'R Eniergcncy Pouiei Sys. " App A re tost procoudres for 
annual tests of emergency diesel generators lA ^ IB 
* Nuclear Energy Borvice. Inc 80/03/28 lOpp 


0004170290 Forwards request for add) info le environ qual i f ication of 
electrical equipment 

ZIEMANN, D L Operating Reactors Branch 3 00/03/28 I4pp 


8004140312 Requests that Toch Specs 4 2 4 2 5 At 5 2 17 5 be amended so 
that oxposuie timitatloii applies only to fuel assemblies 
in core inturlor C< exposure limit on pdripheial assemblies 
is deleted Forwards proposbd rovision bo Tech Specs 
UiNDCR.r Dairyland Power Cooperative 60/04/01 4pp 


— 0004140314 Proposed revision to Tech Specs 4 2 4 2 5 5 2 17 5 

applying exposure limitatian only to fuel assemblies in core 
interior At deleting exposure limit on peripheral assemblies 
Supporting doc umenta 1 1 on eric 1 

a Dairyland Power Cooperative 80/04/01 iipp 


0004070303 Foruiaids corrected Pages 3 ^ 6 of util response to show 
cause order A* corrected Table 2 K Figures t-3 of Dames f< 

Moore rept which accompanied i esponso 

HIE6TAND, 0 S tloi gan, Lewis 4 flockius 00/04/03 9pp 


0004150204 Forwards response to request for add) info resulting from 
NRC site review of compliance w/NVntG-0570 Revised pages to 
000131 Ibi ^ilso end 

LINDER. F Dairyland Power Cooperative 80/04/09 I5pp 


Q Inspection reports. IF Dulletins 4* correspondence 


B004100134 Forwards IE Info Notice 80-00. "States Co Sliding Link 
Electrical Torminal Block '■ No specific oction or response 
required 

KEPPLER.J G Region 3. Chicago. Office of the Director 00/03/07 
IP 


8004010100 Responds to IF Bulletin 00-02. "Inadequate QA for Nuclear 
supplied Equipment " No Harvin Englnoerlng Co equipment 
Installed at facility 

LINDER, F Dairyland Power Cooperative 00/03/IO 2pp 


0OO415O17O Forwards It Info Notice 80-12. "Instrument Failure Causes 
Opening of PORV & Block Valve " No specific action or 
response necessary 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/03/31 
If 


0OO4OBO7O6 Forwards IE Circular 00-05. "Fmergency Oiosel Generator 
Lubricating Oil Addition V Onsite Supply " No written 
response required 

KEPPLER.V Q Region 3. Chicago, Office of the Director 80/04/01 

ip 
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DOCKETED ITEMS 


8004t500?'? uard^ IF It.r, BO-lJ 'Gt Type SDH Control Switches 

[jeFe^tl^e CAH Folluurtrv Ni sp«.tiMt action or response 
[ required 

I KEPPLtR J I Region I '*'tic3jo Ofri e or the Director 00/04/02 

Ip 

8004100040 Poi wards » u IE Circulai 00-03- "ProtectiPn Froei 

Tonic Ods HjraTds ' in^d ert«n*}'j omitted n on> 800306 
trans’ii ♦ ta I 

HEPPLfR J >M Regi*'*! 3 *h( «qOr Ornte or the Director 00/04/02 

Ip 

t 8004220135 Fm wards IF Into No* let 8U-14, "Satetv Suggestions From 
I Emploiiees ' No action ir-^ujeed 

I FEPPLtRr J l. Region 3 <'hlcagoi Otrice or the Director 80/04/02 

IP 
I 

, 0004220357 Forwards IE ljtcuUi QJ’u/, Problems W/HPCI Turbine Oil 

I Sys " No wiitten response requnod 

KEPPLER.J 0 Region 3. Chicago Ofrice of the Director 80/04/03 

. Ip 

J 8004110035 Forwards IL bulletin S0“0/- PVJR Jet Pump Assembly Failure '■ 
I Written response required 

r l^EPPLER- J G Region 3 Chicagot Office of the Director 80/04/07 

' Ip 

i 8004230199 Foi Wald‘s IE Bulletin “Longitudinal Weld Defects in 

ASME SA-312-Type 304 S*‘'rinless Steel Pipe “ Action required 
KEPPLER, J G Region 3 Chicago- Qfrice of the Director 80/04/07 

j .P 

j 8004220104 Forwards IE Bulletin 80*08. ‘Eram of Containment Liner 
I Penetration Welds " Wiitten response lequired 

J KEPPLER, J G Region 3- Chicago, Ornce oh the Director 80/04/09 


R Periodic operating reports h rela*’ed correspondence 


B004H0365 Forwards monthly operating repl for Mar 19B0 
LINOER-F Dairyland Power Cooperative 80/04/07 Ip 


~-8004140367 Monthly operating rept for Mar 1980 

CGODMAN- L S Dairy land Power Cooperative 80/04/02 7pp 


S Reportable occurrences^ LFRs K related corrospondenco 


I B0041504BB RQ on 800409 while in shutdown cqnd i tion- abnormal 
degradation was discovered m primary reactor containment 
during per i od i c- Type B * C luivoiilance leak rate testing 
Cause unstated Reapits underway 

LINDER-F Dairyland Power Cooperative 80/04/10 2pp 


6004220584 RO 00-0] 8004 10- dur mg periodic Type B leak rate tests- 
electrical penetrations 3-4/5 exceeded permissible rates 
Caused by abnormal degradation Electrical penetiations being 
repaired 

LINPERiF Dairyland Power Cooperatise 80/04/10 2pp 


6004210200 RD-80-02 on 8004l5« dur ing periodic Type C surveillance 
leakage rate testing- leak flow rates determined from exhaust 
dampers exceeded peimissible leak flow rates Repairs to 
exhaust dampers being accomplished retests util be made 
LINDER-F Dairyland Powet Cooperative 80/04/16 2pp 


0004290341 RO 00*03 on 80041 7, pur mg periodic Type C surveillance 
leakage rate testing on containment bldg heating sys valve- 
leak flow rates found in excess of permissible leak flow 
rates Cause unstated Valve repairs t adjustments planned 
LlNDfcR-F Pally land Power Cooperative 80/04/17 2pp 


6004300456 Forwards LFR bO-OOl/OlT-O 

LINDER- F Dairyland Po-ver Cooperative 00/04/21 9pp 


— 8004300463 LER 0O-OOl/OiT-O on G00409- dor ing periodic leakage rate 
testing- e I ec ir leal penetration units 3-4- h 5 did not meet 
type Q test criteria Caused by Cracked penetration 
glands Individual penetrations replaced 

GOODMAN- L S Dairyland Power Cooperative 60/04/21 Ip 


U Congressional/Executi ve Correspondence 


8004000260 Responds to 000120 Itr concerning Coulee Region Energy 
Coalition inquiry re facility full-term QL proceeding DOE 
should be contacted for federal funding info Coalition 
environ evidence will be considered at ASLS hearing 
OiRCKSiN J Office of the Executive Director for Operations 

80/03/10 2pp 


- 60040Sy264 Requests i espouse *o enc 1 Coulee Region Energy Coalition Itr 
re facility rul l-term CIl proceeding 
PRQXMIRE-N Senate R(./01/2a 2pp 


8004140235 Furuards lesponse to Badger Safe Energy Alliance 800126 Itr 
of concein ie facllily-ni response to 600200 request W/o 
enc 1 

DIRCKS.N J Office of the F*eculi\e Director for □porations 
80/03/28 Ip 


— 8004140L3B Requests info on end Badger Safe Energy Alliance 800126 Itr 
requesting that future NRC meetings le faclli^^y be held in 
LaCtosse-NI area 

NEDELMAN-J NELSON- G Senate 80/02/08 2pp 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION. UNIT 2 


A App 1 1 cation/cons true t ion stage documents I correspondence 


0004040031 Advises of issuance of NURfG-0000. “Interim Staff Position 
on Environ Qualification of Raf ety-Re J ated Electrical 
Equipment- “ pioviding guidance te methods for compliance 
ROSS. D F Division of Pioject Management 80/02/05 7pp 


8004020466 Nofificatiori of 800326 f/ 27 meeting w/representatl ves from 
Mark II owners group in San Jose-CA to discuss Mark 11 
Greece Test Rrogram-41 c/o tests V foieign tests 
ELTAWILA.F Cofila Inmeni Systems Branch 60/03/10 I2pp 


8004030122 Not! f icat ion of 600326-27 meeting w/Mark II owners group- 
NflC consultants 4 GE In San Jose-CA to discuss Mark fl 
Creare test program. 4T C/O Si foreign tests Topics are 
proprietary Agenda enc I 

EUTANILA-F Containment Systems Branch 80/03/10 I2pp 


0004010014 Forwards NRC 800128 t 02U Itrs to GE re mods to 0NR control 
drive sys Mods should not be performed prior to issuance 
of NUREO-0619 Appropiiate sys mods A supporting analyses 
should be incorporated into FSAR 

RUBENSTEIM-L S Light Nater Reactors Branch 4 60/03/11 2pp 


8004100301 Notification of 0OO4D3 meeting w/GE in Dethesda-KD to 
discuss QNR 6 safety relief valves mfg by 0 Dickens A Co S< 
supplied by G£ to facilities 

HENDERSON- J B Division of Reactor Construction Inspection 
80/03/13 ?pp 


6004040474 Summary of 000227 meeting ui/Mark 11 owners group re status 
of several long-term program tasks- including Tasks A 17 & 

A 16 & task related to utiliiation of foreign test data 
ELTAWILA.F Containment Bystems Branch 60/03/16 I04pp 


6004100297 Requests addl info re 790809 proposal to use alternative 
method of splicing reinforcing steel bars than described in 
facility PSAR Reply must be notarised 

RUDENSTEIN. L S Light Water Reactors Branch 4 80/03/25 3pp 


6004300061 Sufluriary of 800326-27 meetings u/Mark II ouiners group In San 
Joso-CA re discussion of NRC concerns on data from Creare 
tests foreign full-scale test programs it relationships u/ 

Mark II designs 

ELTAWILA-F Containment Systems Branch 00/04/14 22pp 


8004250419 Requests authoi i lat ion to use ASMC Section III Code Case 
N-242- “Mat Is Cer tl F i cat i on “ Code case approved for 6NUPP8 
by OD Parr in 790713 Itr 

DARLETT- J Niagara Mohawk Power Corp 60/04/21 Ip 


F Securityi medical- emergency A fire protection plans 


0004080077 Advises that submittal date for evacuation time estimates- 
requested by NRC 791226 Itr-has been postponed pending OAQ 
clearance under Federal Repts Act 

GRIMES- n K Emergency Preparedness Task Force 80/03/11 App 


B004090034 Forwards copy of NRC 791121 generic Itr re upgraded 
emergency plans Document also available m local FDR W/o 
end 

RUBENSTEIN, L S Light Water Reactors Branch 4 80/03/25 Ip 


H Oeneral correspondence 


8004280396 Informs of mg I changes 

BARTLETT- J Niagara Mohawk Power Corp 60/04/22 Ip 
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Q Inspection reports* IE Bulletins > correspondence 


G0D41502Q5 Foritiards It Info Notice 80-1?* "Instrument Failure Causes 
Opening of PORV 4* Dlocl Valve " No specific action or 
response necessary 

GRIERifi H Region 1, Ph i lade Iph ia> Office of the Director 
80/03/31 ip 


G0043002B2 Ac k receipt of G003i9 Itr informing NRC of steps taken to 
correct Violations noted in IE Insp Rept SO-AlO/eO-Ol 
CARLSON/R T Region S* Ph i ] adelph la. Reactor Construction it 
Engineering Support Branch 80/03/31 Ip 


— Q004300290 Responds to NRC 000214 Itr re violations noted in IE Insp 
Ropfc 50-4 1 0/SO~0l Corrective actions increased training of 
preventive matnt personnel mill be Ins t i tuted* us Ing formal 
on~jDb sessions 

DARTUETTiJ Niagara Mohamk Power Corp QO/03/19 3pp 


— G004300296 Forwards IE Insp Rept 30-410/80-01 on 000109-11 «* notice of 
violation 

CARLSON. R T Region 1. Ph i lade 1 ph la. Reactor Construction fit 
Engineering Support Branch QO/02/14 2pp 


—8004300301 Notice of violation from insp on B00109-U 

« Region 1. Ph i lade 1 ph la* Office of the Director 80/02/00 2pp 


— G004300309 IE Insp Rept 50-410/00-01 on 800109-11 Noncomp 1 lanc e noted 
failure to perform required equipment maint. to furnish 
recorded evidence of maint It to coniiol equipment storage 
MCOAUGHV^R U Region t* Ph i lade Iph ia* Reactor Construction fit 
Engineering Support Branch CERNE. A C Region 1* Ph 1 ladelphia* 
Office of the Director 80/02/0G 7pp 


8004090077 Formarde lE Circular 80-05. "Emergency Diesel Generator 
Lubricating Oil Addition fit Onsite Supply " No mrittan 
response required 

GRlERtD H Region 1. Philadelphia* Office of the Director 
QO/04/01 ip 


8004110159 Forwards IE Info Notice 00-13, "OE Type SQM Control Switches 
Defective CAM Followers " No written response required 
GRIER.D H Region li Ph i lade Iph ia. Office of the Director 
00/04/02 Ip 


8004240330 Forwards IE Info Notice BO-14, *’Safety Guggestions From 
Employees " No action required 

GRIER/D H Region 1. Ph i lade 1 ph ia. Office of the Director 
QO/04/02 ip 


G0041G0180 Forwards IE Circular GO-07* "Problems M/HPCI Turbine Oil 
Qys " No written response required 

GRIER. 0 K Region 1* Phi ladel p h la* Office of the Director 
80/04/03 Ip 


G00411005Q Forwards IE Quiletin 80-07* "BWR Jet Pump Assembly Failure “ 
No written response required 

GRIER. » H Region 1* Philadelphia* Office of the Director 
80/04/04 Ip 


0004230486 Forwards IE Qultetln 79-03A. "Longitudinal Neld Defects in 
A8ME &A‘'3l2iType 304 Gtainloss Steel Pipe " Action required 
ORIERrD H Region 1* Ph i iadei ph ia. Office of the Director 
60/04/04 Ip 


G004160205 Forwards lE Quiletin QO-00* "Eifom of Containment Liner 
Penetration Nelds " Uritten response required 
GRIERiB H Region 1. Ph i ladel ph ia. Office of the Director 
BO/04/07 Ip 


8 Reportable occurrences* LERs fi* related correspondence 


0OO41OO5BO Ack receipt of B0020S interim deficiency rept re possible 
future movement of radwaste bldg geologic feature 
CARLSON* R T Region 1. Philadelphia* Reactor Construction fi* 
Engineering Support Branch 80/02/21 Ip 


8004220559 Forwards interim deficiency rept re defects In biological 
shield wall shop welds previously reported 790530 Final rept 
summarising test fi* analyses fi identifying possible safety 
implications wilt be provided by SOOGOl 
TERRY* J H Niagara Mohawk Power Corp 90/04/15 Ip 


■G004220577 Interim deficiency rept re defects In biological shield wall 
shop welds Cause unstated Defect slies 8< locations will be 
mapped* based on engineering evaluation to determine 
allowable defects Repairs will be performed as required 
e Niagara Mohawk Power Corp 00/04/15 25pp 


DOCKET 50-412 QtAVER VALIEV PQNER STATION, UNIT 2 


A Application /con struck ion siage dacu merits fi correspondence 


8004040031 Advises ot issuance of NUnEG-AsflQ, Interim Staff Position 
on Environ Qua l i f i cat i on of Safely-Related Eletfrical 
Equipment." providing guidanue ie methods for compliance 
ROSS. D F Division of Project Mmagement flO/02/05 7pp 


G004070336 Advises that, due lo studied of electric s vc requirements fit 
const expenditure f or rcdS ts, rue 1 load date was deferred from 
031231 ts 851231 Commeicial operation date scheduled for 
860531 FSAR h envii on lept submittal scheduled ror 821231 
WODLEVER. E J Doquesne Light Co 80/03/26 ip 


F Security, mediCdl. emei gency ♦* fire protection plans 


8004080077 Advises that submittal date roi evacuation time estimates, 
requested by NRC 791226 Itr* has been postponed pending GAO 
clearance under Federal Repts At t 

GRIMES, D K Emergency Pi epai edness Task Force BO/03/il 4pp 


O Inspection reports, 1£ Bulletiris fi coiiespondence 


790601011Q FOIA request by UCB for all documents re Task Action Plans 
A-40 fi. A~4l* into on seismic issues prepared for SEP t insp 
ropts for Beaver Valley 

NEISS.E R Sheldon* Harmon 4 Weiss /9/03/19 2pp 


8004200168 Responds to IL Bulletin 00-03 Insp of charcoal adsorber 
cells shall be performed when received 
WOOLEVER.E J Duquesne light Co 00/03/19 Ip 


8004150266 Forwards IE Info Notice 00-12* "Instrument Failure Causes 
Opening of PORV fi' Block Valve ” No specific action or 
response necessary 

GRIER, 0 H Region ], Ph i lade Iph i a. Office of the DifectoT 
80/03/31 Ip 


800^090052 Forwards IE Citcular 80-05, "Emergency Diesel Generator 
Lubricating Oil Addition f* Onsite Supply " No written 
response required 

GRIEn*B H Region 1. Philadelphia* Office of the Director 
00/04/01 Ip 


6004110133 Forwards IF Info Notice 80-13. "GE Type SQM Control Switches 
Defective CAM Followeis " No written response required 
GRIER*0 H Region {. Ph i ladel phta. Office of the Directnr 
00/04/02 Ip 


6004240303 Forwaids IE Info Notic** 00-14. "Safety Suggestion* From 
Employees " No action required 

GRICR*0 H Region 1* Ph i ladel ph la. Office of the Director 
80/04/02 Ip 


0004100192 Forwards IF Circular 00-07. 'Problems W/HPC I Turbine Oil 
Sys " No ur itton response required 

ORIEA.Q H Region 1* Philadelphia. Office of the Director 
00/04/03 ]p 


8004230475 Forwards IE Bulletin 79^03A. "Longitudinal Weld Defects in 
A0M£ SA-312. Type 304 Stainless Steel Pipe " Action required 
GRIER. 8 H Region f. Philadelphia. Office of the Director 
00/04/04 ip 


8004100134 Forwards IC Bulletin 00-00* 'Txam of Containment Liner 
Penetration Welds " Written response required 
ORIERrD H Region 1, Philadelphia* Office of the Director 
00/04/07 ip 


0004220483 Responds to NRC 800313 j ti re unresolved items fi< allegations 
noted in IE Insp Rept 50-412/00-02 Corrective actions util 
initiated Qa audits to conflim piping fabricator actions 
prior to 000601 

WOQLEVER.E J Duquesne Light Co 00/04/16 22pp 


6 Reportable occui reric es. lERs fi related cori espondence 


0004220004 PN0-77’-143 Pacific Pump Co supplied facilities w/production 
lot of 40 pump* mfg using shafts made of Inferior matl 
Cause unstated All utils w/puinps were notified NRC 
headquarters notified on 770012 

WHlTTrK M Region 2* Atlanta* Office of the Director 77/08/12 

ip 
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Cj04J30't9 ejtftiijTi ♦■r?'. 6C*'4M to 06ltj for final rept on 

Significanl Li*riLteti g =i le .iplC J i s c r e p anc i o s in 

reattor 4trui'"i 1 ■3>ppf’ri Pora tine required for 

sarpjjnj aTjl^iis ♦ le lLti,i jr Jeficiencg 
UCL'LEVtR h > rjjque^rr Lijni .n B0>0A'\7 Ip 


Operator L> aririil i :ri » 


j 3 ju4070''‘^0 Denie, .‘il 4 ieq^e,t for ni s ter i ng UTitter> 

e 1 am ria 1 1 on ^ :r 'J'lO**'!' ’ dplaqing aral opera*-ing 

eramtnation* uitll ^''*1 d'le to lar'l or reactivitg 

nan i pu I at l O'n 

CCLLirS P F tfperit jr I !■ »niing S-anch 00/03/19 2pp 


DOCKET 50-411 C^TAWnf* r.U' LE«f} SlATIOfi, 'Jf'lT 1 


A Ap p 1 1 c a 1 1 -n ons t r uc 1 1 jti staje docy'*e»t5 *, correspondence 


t3D(j4040'll Ad lies of isjjianre of ^ UREC“058B< "Interin Staff Position 
on En^ircn Oua 1 1 f icat l on nf Sa r e tg -Re la t e d Electrical 
Equipnent' pro iding guidan'^e le n^thods for compliance 
ROSS n F Division of F'loject Kanagenent 60/02/05 7pp 


£304040317 Submits addl gi'idanc^ to r,oREG-O506* "Interim Staff Position 
on Environ Oual i r i cat i on or outetg-Related Electrical 
Equiptrent ' Requests re leu or equipment qualification 
docunentat i on *q identify degree of compliance 
ROSSi D F Dwision of Project Management BO/02/21 3pp 


6004090155 Summary of 300314 meeting u/uti 1 s< Mestinghouse U Sargent t/ 
Lundg re Westinghouse opiimiied fuel assembly Comm Ed 
requested to amend F5AR as soon as possible to shou plant 
will use optimiied fuel assembly 

KIRTNERpL L Light Water Reactors Branch 1 80/03/lB Bpp 


B004170327 ’THI-Plus One Toward a Safer Muclear Power Program “ 
♦ Dote Power Co ao/o3/24» I3pp 


E004140430 Forwards compel ison or drart STS u/snubber functional test 
sampling plan 

COLLIKSS, D M DuVe Power Co flO/04/03 llpp 


6004080611 Forwards IE Circular 0O-O5r “Emorgeneg Diesel Generator 
Lubricating Oil Addition «< Onsite Supplg " No written 
i esponse required 

O'REILLY- J P Region 2- Atlanta. Drfice of the Director 80/04/01 

2pp 

6004160116 Ack receipt or IF Insp Repts 50-413/60-02 V 30-414/00-02 on 
000212-14 No propriefcarg info 
PARKER. W 0 Duke Power Co 60/04/01 Ip 

— 8004160118 Forwards IE Insp Repts 50-413/00-02 *< 0O-414/BO-O2 on 
800212-14 No none omp I lance noted 

BRYANT. J C Region 2. Atlanta. Reactor Construction It Engineering 
Support Branch 80/03/12 2pp 


—8004160122 IE Insp Repts 50-413/80-02 V 50-414/80-02 on 000212-14 No 
noncomp 1 lance noted Major areas inspected RCPD piping, 
safebg-re lated p i p ing. vendor pipe welds u/rejectable 
indications ^ saf etg-rdated structures 

HERDT. A R Region 2, Atlanta. Reactor Construction fic Engineering 
Support Branch ECOHOMQSi N Region 2, Atlanta^ Office of the 
Director 80/03/11 7pp 


8004150070 Forwards IE Info Notice 80-13. "OE Tgpe SDM Control Switches 
Defective CAM Followers '■ No specific action or responso 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/04/02 

2pp 


8004240249 Forwards IE Info Notice 80-14. "Safetg Suggestions From 
Efflplogees " No action required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/04/02 

2pp 


8004160326 Forwards IE Circular 80-07. ‘‘Problems W/HPCI Turbine Oil 
Sgs " No written response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 00/04/03 

2pp 


0004230132 Forwards IE Buliuv^n 79-03A "Longitudinal Weld Defects in 
ASME 6A-312. Tgpe 304 Stainless Steel Pipe " Action required 
O'REILLY. JP Region 2. Atlanta. Office of the Director 80/04/04 
Ip 


F Securing, medical eneigencg 8. mtp protection plans 

80040B0077 Advises that submittal date for evacuation time estimates, 
requested bg f'RC 791226 Itr.has been postponed pending OAO 
clearance under Federal Repts Act 

GRIMES. D K Emergency Pieparedness Task Force 00/03/11 4pp 

Q Inspection reports. IE Eulletiiis I correspondence 

B004020019 Discusses completed diesel generator factory test per IE 
Bulletin 79-23 Voltage 6 frequency requirements maintained 
^ cooling sgs tunctioned within design limits 
PARKER. W 0 Duke Rower Co 80/03/20 Ip 

8004210164 Responds to IE Bulletin 00-03, "Loss of Charcoal from Btd 
Type Jlr Two-Inch. Trag Adsorbei Cells " Containment cleanup 
IS only unit using design described in bulletin No sign of 

2JSS«Vn'’“n*. derect that would permit leakage 

PARKER. W □ Duke Power Co 80/03/24 Ip 

«» It In.p R.pt, 50-4I3/BO-03 i, 50-4M/B0-03. 
on Q002I4-I5 No proprietary info 
PARKER. W □ Duke Power Co B0/03/2B Ip 


B00418035S Forwards IE Dullotin BO-00. ‘‘Esam of Containment Ulnar 
Penetration Welds “ Written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/04/07 

2pp 


DOCKET 50-414 CATAWBA NUCLEAR STATION. UNIT 2 

A App 1 Icatl on/cons true t ion stage documents 4i correspondence 

Q004040031 Advises of Issuance of NURCO-OSQ0, "Interim Staff Position 
on Environ Oual I f icat ion of Safety-Related Electrical 

guidance re methods for compliance 
Rose. D F Division of Project Management 00/02/03 7pp 

8004040017 Submits addl guidance to NURC0-058a. "Interim Staff Position 
on Environ Qual i f J cation of Saf etg-Relatod Electrical 
Equipment " Requests review of equipment qua 1 if 1 cat ion 
documentation to identify degree of compliance 
R088.D F Division of Project Management 80/02/21 3pp 

B004170327 "TMl-Plus One Toward a Safer Nuclear Power Proornm " 

* Duke Power Co 60/03/26 I3pp 


‘ 50-I4/BO-03 

B En.lne.r.ns 

50-413/60-03 t 50-414/60-03 on 600214-15 No 
nSw noted Major areas inspected Indoctrination of 

new resident inspector for const 


6004140430 Forwards comparison of draft 673 w/inubber functional test 
samp ting p Ian 

COULINOS. D M Duke Power Co 80/04/03 Upp 

^ medical, emergency t fire protection plans 

B0040B0077 Advises that submittal date for evacuation time estimate., 
requested by NRC 791226 Ur, has been postponerpeJSin Oa 5 * 
clearance under Federal Repts Act ponoing unu 

GRIMES, 0 K Emergency Preparedness Task Force 00/03/11 4 dd 




O^HEIULY.J p Rej.on j, AUanta, Of. it. o. tA. D.r.ctor 80/03/31 


a In.pettion ..p or t., IF BulUtln. t corr.jpond.nc. 

f.ttorv t..t p.r IC 

duTi^fl Voltage ^ frequency requirements maintained 

PARKER t n functioned within design limits 

PARKER. W 0 Duke Power Co 00/03/20 Ip 


DOCKETED ITEMS 


21 


8004210164 nespandfi to l£ bulletin 60‘'03i "Loss of Charcoal from Std 
Typo 1 1( TuO“ Inc hi Tray Adsorber Cells " Containment cleanup 
is only unit usin^ design described in bulletin No sign of 
sagging screens or other defect that mould permit leakage 
PARl^Ef?. W 0 Duke Power Co 80/03/24 tp 


8004210234 Ack receipt of IE Insp Repts 50‘'413/B0-03 (< 50-'4l4/80-{)3i 
on fl002l4~lS No pioprietary inro 
PARKER, W 0 Duke Power Co 80/03/28 Ip 


— 0004210242 Foruiarris IE Insp Repts SO-4 l3/a0’*03 50-414/80-03 on 

800214-15 No noncamp 1 1 anco noted 

ORYANTi J C Region 2, Atlantai Reactor Construction It Engineering 
Support Branch 80/03/10 2pp 


— 0004210247 IE Insp Ropts 50-413/00-03 A 50-414/80-03 on 800214-15 No 
none omp 1 1 anc e noted Major areas inspected indoctrination of 
new resident inspector foi const 

BRYANT, J C Region 2, Atlanta. Reactor Construction 4c Engineering 
Support Branch MCFARLAND, C R Region 2. Atlanta. Office of the 
Director 00/03/10 4pp 

8004150511 Forwards IE Info Notice 80-12, "Instrument Failure Causes 
Opening of PORV 4. Block Valve " Mo specific action or 
response necessary 

O'REILLY, J P Region 2. Atlanta. Office of the Director 00/03/31 

2pp 

B0040B0611 Forwards IE Circular 00-05, "Emergency Diesel Generator 
Lubricating Oil Addition t> Onsite Supply " No written 
response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/04/01 

2pp 


0004160116 Ack receipt of lE Insp Repts 30-413/80-02 «« 50-414/00-02 on 
600212-14 No proprietary info 
PARKER. W 0 Duke Power Co 80/04/01 Ip 


— 0004160118 roru/ards IE Insp Repts 30-413/00-02 U 50-414/80-02 on 
800212-14 No noncomp I lancc noted 

DRYANTi J C Region 2, Atlanta. Reactor Construction Sc Engineering 
Support Branch 00/03/12 2pp 


—8004160122 IE Insp Repts 30-413/80-02 it 50-414/00-02 on 800212-14 No 
noncemp 1 iance noted Major areas inspected RCPD piping, 
saf ety-r elated p ip mg. vendor pipe wolds u/rejectable 
indications 4c safety-related structures 

HERDTiA R Region 2. Atlanta, Reactor Conetructlon t Engineering 
Support Branch ECONOMOS, N Region 2, Atlanta, Office of the 
Director 80/03/11 7pp 


8004130070 Forwards IE Info Notice 00-13. "OE Type SDK Control Switches 
Defective CAM Follawcrs " No specific action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/02 

2pp 


8004240249 Forwards IE Info Notice 00-14. "Safety Suggestions From 
Employees ” No action required 

□ 'REILLY,^ P Region 2. Atlanta, Office Of the Director 80/04/02 

2pp 

0004100326 Forwards IE Circular 80-07, "Problems N/HPCI Turbine Oil 
8ys " No written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 00/04/03 

2pp 

8004230132 Forwards IE DoUettn 79-03A "Longitudinal Weld Defects in 
A6ME 8A-3J2, Type 304 Stainless Steel Pipe " Action required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 80/04/04 

ip 


0004180358 Forwards IE Dulletln 80-08, "Exam of Containment Liner 
Penetration Welds " Written response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/04/07 
2pp 


DOCKET 50-416 GRAND OULF NUCLEAR STATION. UNIT 1 


A App 1 1 cation/construc ti on stage documents St correspondence 


8004040031 Advises of issuance of NUREO-0380. "Interim Staff Position 
an Environ Dual if tcatlon of Safety-Related Electrical 
Equipment." providing guidance re methods for compliance 
RD88. D F Division of Project flanagameni? ^O/Oft/05 7pp 


800404001/ Submits add! guidance to NLfRE(3-O530, "Interim Staff Position 
on Enviion Ou^, 1 i n f af i cn nr ITarety Related Electrical 
Fquip<rent ' Rk^qu^sts jfe.ic^w or »quipntf>t qualification 
documr>ntat]on to idurtiiry of conipliance 

RD5,5r D F Division of F'lojecf fianagei'icn t 00/02/2! 3pp 


0004020446 Farw:jrrfs NfU 0n,*i20 * t>2J 1 Urs to G£ re mods to DWR 
control rod drive sys i addl analyses of boiloff rates 
respectively Furthei info f gutianue to be issued in 
NUREG-C)619 

EAER.R t Light Water Rcjctors Dtanch ^ 80/03/13 2pp 


0004100301 Notification or SnodOS meeting w/GE in Bethesda, MD to 
discuss BWR 6 safety relief values mfg by G Dickens h Co 4. 
supplied by GE to racilitles 

HENDERSON J B Division ot Rea,. tot Construction Inspection 
00/03/13 2pp 


0004030149 Bequests addl into to complete facility environ review 
Forwards specific list of requited info Reply should consist 
of sequentially numbered ra/ision to final environ rept 
DALLARD.R L Fnvi ronmenf a I n ejects Branch 1 90/03/14 3pp 


0004090341 Forwaids application tor amend of Licenses CPPR-llB i 
CPPR-119 Also forwards lOCrHSO App L antitrust info 
STAMPLEY, N L Mississippi Power i Light Co flO/04/03 2pp 


— 0OO4O9O34S Application for amend of CPPR 110 f. CPPR-119 adding South MI 
Electric Power Association as co-owner Drafts of joint 
const, acqu 1 st ion ’y ownetship agreement, operat Ing agreement 
^ substitute power agreement enc 1 

* Mississippi Power f. Light Co 00/04/03 240pp 


— 0004090350 Annual Financial Rept 1978 Addl financial info attached 
* Go'jth Mississippi Electric Power Association 70/12/31 I50pp 


0004210228 Forwards info pet NRC 900214 reques t, support mg confirmatory 
piping analysis of safety relief Valve 16, di scharge line 
Revision 6 to piping design Spec 9645-M-230 0, other 
supporting info t drawings available in Central Files only 
DALE. L F Mississippi Power f light Co 90/04/09 4pp 


800420000,1 Forwards Jns ir umentat i on 4 Control Branch request for addl 
info re F6AR Sections 7 4 V 7 5 TSAR should be amended to 
reflect responses to requests 

BAER.n L Light Water Reactors Branch 2 00/04/09 9pp 

8004170243 Forwards fee re 790710 request for approval of deletion of 
stage monitoring requirement in environ protection program 
OALE.L F Mississippi Power 5 Light Co 80/04/16 Ip 


C Utility Environmental Report (ERl, amends 4< correspondence 


Q00422042I Forwards correspondence between util i State of HI Natural 
Heritage Program per Ouestion 340 14 on final environ rept 
DALE. L F Mississippi Power t/ Light Co 00/04/16 6pp 


0004220289 Forward* Amend 3 to environ rep t, cons i s ti ng of responses to 
800122 requests for addl info 

STAMPUEY. N L Mississippi Power h> Light Co 80/04/10 Ip 


'-0004220293 Amend 3 to environ rept 

* Mississippi Power f. Light Co SO/O'l/lB 40p p 


F Security, medical, emergency V fire protection plans 


0004000077 Advises that submittal date for evacuation time estimates, 
requested by NRC /91226 lti,has been postponed pending OAO 
clearance under Federal Repts Act 

GRIMES. B K Emergency Preparedness Taik Force 00/03/11 4pp 


0004100584 Notification of postponement of 800414-16 meeting w/util, 
Bechtel V Gage Babcock in Port OibsoripMS to review facility 
fire protection 

HOUGHTON. T C Light Water Reactors Branch 2 GO/03/11 Spp 


H General correspondence 


0004100362 Responds to NRC 700627 Itr by forwarding affidavit of sve re 
distribution of Amend 37 to CPPR-118 CPPR-n9 
DALE.L F Mississippi Power h Light Co 00/04/07 2pp 


I Financial information 


0004220535 Annual Financial Rept 1979 

» Middle South Utilities. Inc 79/12/31 40pp 
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ftii ror HL Also forwards piping 
draaihgs 


L 1 5 h t C , pn 0 ;/25 1 p 


-5ij041w0<J*»1 IE: lti5P fippt '’O 41^ '80-03 Oti 000129-0201 No non c omp 1 1 anc o 
notpd Major inspertsd protection S' inaint ot 

5afe<-^-re 1 J‘’ed elecHical equ ipnent- i nstr umentst i on war It 
* review ot associated recoids 

COLON- T e Region 2, A<-lan^a Reactor Consti uc 1 1 pn f< Engineering 
Support branch RUFF - A C Region 2- Atlanta- Office of the 
Director SO/u?/ 19 Jpp 


-w :'4, f < I 1 -er * - ♦ " c j 

r-R' I - NS 1 * f' > t -PI 

i nt '• 

u 1'f'J r '* - 1 1 w I " 


■s'li-i roT Ol consists of responses to 
■•naneoigs ref moments of design 

-.►1 ’ I I jht Co 00/04/21 2pp 


OC042300/0 Responds to IP Dulletin 80-03. “Los^ of Chai coal from 
Std Type 1 1 - Two- I nc h < Tr 4 g Adsorber Cells " Insp revealed 
irrtpr ovement in de s ign/c ons t ot tiay type charcoal adsorber 
cells 

DALE. L F Mississippi Power ♦ Light Co BO/03/20 2pp 


- ^,ij4"r'i 5 t'.T^ijtijnL'iajran Reactor Ua ter Cleanup 

dgs 

* E^sl* ■ r, p ,*,4', 12 11 Ip 


» ’■ttic ■'4 *-1 I ^ R silting of responses to RRC questions ^ 
'•i^iellanfnn* retinereri-n i.r design info 
* Mis.lSsiCpi f i.AT ' L 3hf '3 60 04/25 S30pp 


M AntitTUS* cairesp;nJer’ e 


wOj409<.3iiJ R«io_nls t'’' T” .!?:0312 1 tr to NfiC re interconnection 

agreerren* Abserire ^rhedule e>ecution of Gulf States 

'^til C iridii^T^e agreeren'- t iritended t'' he operative 
Requests re^pluli'^r bettre Ol s'age 
MCDlAPi^lD P i' C*>ie9el * Me t>i srjr t d 60/04/04 2pp 


e004G9ij3i:5 Fetiticr^ to inter »en<» in pioceeding Urges Commission to 
accept 1 ritei c Of np'' 1 1 cr. ijr^e/rient for f 1 1 1 ng> suspend 
agreemert opersMcn ror on« dag * set issue for immediate 
conference ' hearing 

MCDlARfllO.R C Mithigan 'tate or MCDIARMIO.R C Spiegel & 
McDiarnid BO'Ol 2R 6pp 


6004150491 Forwards lE Info Notice 80-1?. "Instrument Failure Causes 
Opening of fORV f, niock Valve ' No specific action or 
response necessarg 

O'RElLLf. J P Region ?. Atlanta. Office of the Director DO/03/31 

2pp 


9004000509 Forwards IE Circular 60-05, "Emergencg Diesel Oenoratar 
Lubricating Oil Addition ^ Onsite Supplg " No written 
response required 

O'REILLV. J P Region 2. Atlanta, Office of the Director 80/04/01 

2pp 


6004150086 Forwards IC Info Notice 00-13. "G£ Tgpo BDM Control Switches 
Defect-ive CAM Followers " tJo specific action or response 
required 

O'REILLV. J P Region 2. Atlanta, Office of the Director 00/04/02 

2pp 


8004240268 Forwards IE Info Notice 80-14. "Safety Suggestions From 
Employees " No acfion required 

O'REILLV, JP Region ?, Atlanta. Office of the Director 00/04/02 

2pp 


3004150197 Finds antitrust inf« subnitted 600403 acceptable for 
doclreting * distribution 

TOALSroiLA Antitrust * Indefftiitg Croup 60/04/14 Ip 

- -SOO 4 1 50».00 Forwards antitiust mfo per application for amend of 
Licenses CPPF?~llQ ♦ wrpft-ll9 

STAMPLE/.N L Mississippi Power f Light Co 80/04/03 lOpp 


8004180283 Forwards infn re South M5 Electric Power Association, 
submitted per App L of lOCFREO of Cormission Rules of 
Practice Infc transmitted t i offer opportunity to render 
advice re findings fo be nade bg Conmission W/o end 
SHAPAR.Mfi Office of fhe Eiecuti^e Legal Director 80/04/16 Ip 


Inspection reports IF I^ulletins \ correspondence 


8004090337 Forwards IE- Oull’f 
11. Two -Inch irag «1sortirr r 
Q''REILL/,J P F^egior 2 Af 

2pp 


in 00-03. Loss of Charcoal From Std Type 
ells ' Acfion required 

lanta. Orfice of the Director 80/02/06 


8004100268 Forwards IE Circular 80-07. ‘'ProbUms W/HPCl Turbine Oil 
8gs " No written response required 

O'REILLV.J P Region 2. Atlanta, Office of the Director SO/04/03 

2pp 


8004110014 Forwards IC Bulletin 80-07. "DWR Jet Pump Assembly Failure " 
No written response required 

O'REILLV. J P Region 2. Atlanta, Office of the Director BO/04/04 

2pp 


8004230181 Forwards IE Bul 
ASKE SA-312. Type 304 Sta 
O'REILLY, J P Region 2, 
Ip 


letin 79-03A "Longitudinal Weld Defects in 
Inless Steel Pipe " Action required 
Atlanta, Office of the Director 00/04/04 


8004180328 Forwards IE Bulletin 00-08. "Cuam of Containment 
Penetration Netds " Written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 


Liner 

BO/04/07 


SOD4O4OO04 Forwards IF If ?p Repts 
600t22-24 Nc> noncomp 1 lance nofed 
DRYANT. J C Region S Atlanta 
Support Branch G0/O2M2 ?pp 


50-416/80-01 t, 50-417/80-01 on 
Reactor Construction Engineering 




I wiuwn va i VV9 


previous response transmitted in 000414 Itr 
MCOAtfGHl',J Mississippi Power t Light Co 00/04/15 2pp 




?— ^ routed correspondence 


--8004040125 lE Insp Repts 50-4ii/a0-0l ♦. 50-417/80-01 on 800122-24 No 

insp . Obseivation of safety-related activities Followup on 
JLtfiPii ’ licensee identified items 

CANTRELL, F S Region 2. Atlanta, Reactor Construction t 

Branch RAU&CH. J K Region 2, Atlanta, 
of the Director 80/02/11 >>pp 


Offlc 


8004090183 PNO-U-00-044 on 800319. site ambulance, on route 
w/Uborer, heart attack vi c t im, involved in accident Three 
if?.x labotei unknown 

eO/03/19 ’ Region 2, Atlanta, Office of the 


bo hasp 
of 

Direc tor 


0004040201 Forwards IF Repts 50-4 
No nontomp I lance r»oted 

DRYANT, J C Region ?. 

Support Branch 80/02/15 2fip 


16/B0-0f» 
Reac tor 


!. 50-417/80-05 on 000129-31 
Construction e< Engineering 


-8004040252 IE Insp Hepts 50-416/80-06 t 50-417/80-05 on 800129-3 

inspected safeJy-feUUd 

wildin! " Pi-^ssuie boundary pipe handling 

SIrdH R previously identified items 

SunaA f n.. «. Atlanta Reactor Construction 8, Engineer 


8004100045 Forwards IE Insp Rept 
non comp 1 1 anc e noted 
BRYANT, JC Region 2, Atlanta. 
Support Branch 80/02/20 2pp 


50-416/80-03 on 000129-0201 
Reactor Construction 8< Eng 


No 

Ineerlhg 


8004170071 
79/12 re 
DALE.L F 


Forwards final rept 
Rosemount Model 5iO 
Mississippi Power 


for Potentially Reportable Deficiency 
DU master V slave trip units 
<< Light Co 60/03/21 Ip 




^^elcess Sy ori" 1 

\ ^ oi'iginal specirled value Deficient power 
« jepiaved Details found in OE rept 

Mississippi Power Light Co 80/03/21 Ip 

^^^IblH^LderjJlJtilJ^pJessJjrversel damaged instrumentation 

DALE,L F Mississippi Power t Light Co 00/03/31 Ip 

od drive assembly hous mgs. Insulation on 132 cables was 
damaged Cause under investigation was 

* Mississippi Power 4, Light Co 80/03/31 Ip 
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8004S805D1 Fgratards summat y overview deficiency/ PnD-00/04 re effects 
of loss of site power on ( od position indication & neutron 
monitoring indication Util is re-e val uat mg position on 
roportat i 1 1 tg of deficiencg Final rept will be Issued 
DALE. L F Mississippi Power ^ Light Co 80/04/03 3pp 


80041505^0 Forwards history h description of deficiency re to valve 
manifolds supplied by Dragon Valbcrlnc Deficiency improperly 
evaluated Re-eva 1 ua 1 1 on underway, w/de termmati on of 
potentially reportable deficiency by 800602 
OALEi L F Mississippi Power 6 Light Co 00/04/04 2pp 


B0042804Q4 Confirms 600320 telcon concerning deficiency PRD-QO/02 re 
defective elbow in control rod drive hydraulic sys Problem 
does not constitute reportable deficiency Elbow does not 
adversely affect plant safety Elbow will be replaced 
DAUE.L F Mississippi Power t> Light Co 80/04/04 4pp 


8004280541 Deficiency rept re William Powell valves which may not meet 
seismic requirements of original purchase order Vendor 
re-analysis of valve natural frequencies still in progress 
Final rept will be submitted by 800013 
DALErL F Mississippi Power ^ Light Co 80/04/04 tp 


8004280520 Deficiency rept re malfunctioning Limitorque motor 
operators Cause of deficiency apparently related to 
excessive threading of stem protector Investigation 
continuing Final rept should be submitted by SOO720 
DALE/L F Mississippi Power t- Light Co 80/04/11 Ip 


8004280610 Forwards interim rept for Potentially Reportable Deficiency 
80/05 re electrical cable insulation damage sustained during 
cable pulling process 

DALE.L F Mississippi Power Light Co 00/04/li Ip 


’8004280618 Interim rept for Potentially Reportable Deficiency 80/05 re 
cable damage substained during cable pulling process Nature 
of damage ranges from jacket chafing to insulation cut 
through to conductor Cables replaced 
« Mississippi Power l!* Light Co 80/04/11 Ip 


8004280481 Second interim deficiency rept re faulty OE CR2940-U8203E 
hand switch In plant sve water sys Switch returned to OE for 
failure analysis Final rept will be forwarded on 800610 
DALErL F Mississippi Power i Light Co a0/04/i5 Ip 


8004280479 Submits status rept for deficiency pnD*-80/09 re pipe hanger 
nonconformances Possibly caused by inadequate training & 
insp procedures Noncomf ormances are being evaluated 
DALErL F Mississippi Power i< Light Co 80/04/18 2pp 


8004280606 Submits status rept for deficiency PDR-80/10 re unqualified 
cable Insulation repairs in Rockbestos cable Cable splices 
were not involved Supplier conducting qual i f ication tests 
on repair metis 

DALErL F Mississippi Power U Light Co 80/04/18 2pp 


DOCKET 50-417 GRAND OUUF NUCLEAR STATlONi UNIT 2 


A App 1 i cation/construc tion stage documents & correspondence 


6004040031 Advises of issuance of NUREO-’-ODBBi '’Interim Staff Position 
on Environ Qua 1 i f i cati on of Safety-Related Electrical 
Equipment! " providing guidance re methods for compliance 
ROSSrD F Division of Project Management 80/02/05 7pp 


8004040017 Bubmits addl guidance to NUReo-O580j “Interim Staff Po«ition 
on Environ Oual if i cation of Safety-Related Electrical 
Equipment “ Requests review of equipment qual 1 f ication 
documentation to Identify degree of compliance 
RQ80r D. F Division of Project Management 00/02/21 3pp 


8004020446 Forwards NRC 800128 0211 Itrs to QE re mods to DNR 

control rod drive sys $ addl analyses of boiloff rates 
respectively Further info & guidance to be Issued in 
NUREO-0619 

DAERiR L Light Water Reactors Dranch 2 80/03/13 Spp 


8004100301 Notification of 800403 meeting u/OE in Dethesda! MD to 
discuss 8NR 6 safety relief valves mfg by 0 Dickens ^ Co It 
supplied by OE to facilities 

HENDERSON* J Q Division of Reactor Construction Inspection 
80/03/13 2pp 


8004030149 Requests addl info to complete facility environ review 
Forwards specific list of required info Reply should consist 
of sequentially numbered revision to final environ rept 
BALLARD, R L Environmental Projects Branch 1 80/03/14 Spp 


80040903<M Forwaids app I i C t or. ror drend of Licenses CPPR-llS i 
CPPR*-!!? Also forwards lUCTPSO App L antitrust info 
STAhPLEV.N L Mississippi Power ^ Light Co 80/04/03 2pp 

— 0004090345 Application ter amend at CPPR-MB CPPR-1 19 adding South MI 

Electric Pourei AsaoCla^lon as co-ounei Diafts oF joint 
const, ac qu 1 s 1 1 on ownei^hip agreemen t. operat ing agreement 

Fv substitute power agreement enc I 

« Mississippi Pcwei » Light Co 80/04/03 240pp 


— 0004090350 Annual Financial Rept JR'FS Addl financial info attached 
■* South Mississippi Fleet! ic Power Association 70/i2/3l ISOpfi 


8004210228 Forwards info per NRC 8002J4 request. support mg confirmatory 
piping analysis of safety lelief Valve J6. discharge line 
Revision 6 to piping design 8pec 9645-M-220 0. other 
supporting inFo I drawings available in Central Files only 
DALEiL F Mississippi Power • Light Co BO/04/09 4pp 


8004280084 forwards Inslt umontat i on 1/ Control Branch request for add! 
info re FSAR Sections 7 4 4-75 FSAR should be amended to 
reflect responses to loquests 

OAER. R L light Nater Reactors Dranch 2 80/04/09 9pp 

0004170243 Forwards fee re 790710 request for approval of deletion of 
stage monitoring requirement in environ protection program 
DALE. L r Mississippi Powet f. Light Co 80/04/16 Jp 

C Utility Environmental Report (ER). amends 1< correspondence 


8004220421 Forwards cor r,>sponderice between util 4 State of MI Natural 
Heritage Program per Ouestion 340 14 on final environ rept 
DALE, L r Mississippi Power t Light Co 00/04/16 6pp 


8004220569 Forwards Amend 3 to environ i ept. cons isting of responses to 
800122 requests for add] info 

STAMPLEY,N L Mississippi Pouei 6 Light Co 80/04/18 ip 


8004220293 Amend 3 to environ rept 

# Mississippi Power 6 Light Co 00/04/18 40pp 


F Security, medical, emergency 4t fire protection plans 


8004000077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 ltr,has been postponed pending OAQ 
clearance under Federal Pepts Act 

CRIMES. 0 K Emergency Preparedness Task Force 80/03/11 4pp 


8004100584 Notification of postponement of 8004t4-l6 meeting w/util. 
Bechtel i' Cage Rabcoct in Port Clbson.MS to review facility 
fire protection 

HOUCHTON, T C Light Water Reactors Branch 2 80/03/ li app 


H General correspondence 


6004100362 Responds to NRC 700627 Itr by forwarding affidavit of sve re 
distribution of Amend 37 to CPPR-tlQ tf CPPR-n9 
DALE.L r Mississippi Power t< Light Co 80/04/07 2pp 


1 Financial information 


8004220535 Annual Financial Kept 1979 

* Middle South Utl 1 i t les, Inc 79/12/31 40pp 


K Utility Final Safety Analysis Report (FSAR) if amends 


6004280365 Forwards Amend 38 to application foi QL Also forwards piping 
V instrumentation diagiams electrical drawings 
Electrical drawings not end 

LUTKCN, D C Mississippi Power & Light Co 00/04/25 Ip 


— 0004280371 Amend 38 to application for OL Consists of responses to 
NRC questions re FSAR I miscellaneous refinements of design 
info 

LUTKEN, 0 C Mississippi Power 1. Light Co 80/04/21 app 


—6004280381 Amend 38 to FSAR, cons isting of responses to NRC questions 
miscellaneous refinements of design info 
e Mississippi Power V Light Co 00/04/25 230pp 
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M rot*re^ponJen'’»s 


9004090363 Responds to Tb Conner U00312 Itr to NRC re intoi connec tion 
agreement Abeonce oK s.c schedule I execution of Gulf States 
Ut*ll Co itidjcate agieenent no^ intended to be operative 
Requests resolution betoic DL stage 
MCDlARflin.R C fpiegel ^ ncDiainud eO/04/04 2pp 


— 8OO4o9O3t0 Petition □ in*-eTvene in proceeding Urges Coirnnission to 
accept intcrconriec 1 1 on jgTeement t-or f 1 1 mg* suspend 
agreement operatioti tor one dag f set issue for immediate 
conference 4> hearing 

MCDIARhlO.f? C Hichigan. of MCDIARMID.R C Spiegel tt 

(IcDiornid GO/03/2-a Qpp 


a004l80tf;6e forwards It CiicuUi 00-07, "Problems W/HPCI Turbine Oil 
Sgs " No written i espon«e required 

O'RElULViJ P Region ?, AHanta, Office of the Director 30/04/03 

2pp 


0OO411OO14 Forwards IE Dulletin 00-0/j "DWR Jet Pump Assemblij Failure “ 
No writleri response required 

Q'REILLV. J P Region 2, Atlanta. Office of the Director 00/04/04 
2PP 


0OO423OJB1 Forwards IE Bulletin 79-*03A ''Longitudinal Weld Defects in 
ASME SA-312 Tgpe 304 Stainless Bteel Pipe " Action required 
O'RElLL/rJ P Region 2, Atlanta. Office of the Director 00/04/04 
ip 


0004150197 Finds antitiu.t info submitted 000403 acceptable for 
docketing V distribution 

TOAUSTOfl, A Antitrust i Indemnity Group 80/04/14 Ip 


— 8004150200 Forwards antitrust info per application for amend of 
Licenses CPPR-llQ f CPPP~119 

8TAMPLEV. N L Mississippi Power f. Light Co 80/04/03 lOpp 


0004100383 Forwards info ie South MS Electric Power Association, 
submitted per Ap p L 01 lOCFRSO of Commission Rules of 
Practice Info transmitted to offer opportunity to render 
advice re findings to be made by Commission W/o end 
SHAPAR.H K Office or the Executive Legal Director 00/04/16 Ip 


Q Inspection repoi ts, IE Dulletms i> correspondence 


0004090339 Forwards IE Dull e tin 0O~O3 j "Loss of Charcoal From Std Type 
1 1. Two-Inch, Tray Adsorber Cells " Action required 

O'REILLY. J P Region 2, Atlanta. Orfice of the Director 80/02/06 

2pp 


8004180320 Forwards IE Bulletin 00-08. "E*am of Containment Liner 
Penetration Welds ' Written response required 

O'REIULV. J P Region 2, Atlanta, Office of the Director 90/04/07 

2pp 


0004230523 Forwards IE In«p Rept 50-416/79-34-01 supplemental response 
clarifying previous response transmitted in 800414 Itr 
MCGAUGHf.J Mississippi Power t, Light Co 80/04/15 2pp 


S Reportable occurrences. LERs I related correspondence 


8004090183 PNO-M-00-044 on 000319. site ambulance, en route to hosp 
w/laborer, heart attack vi c tim, i nvol ved in accident Three of 
four occupants killed Status or laborer unknown 

HUWT.M D , RAUSCH. J K Region 2. Atlanta, Office of the Director 
00/03/19 Ip 


8OO417O071 Forwards final rapt for Potentially Reportable Deficiency 
79/12 ro Rosemouni Model 510 DU master i slave trip units 
DALE.L F Mississippi Power Light Co 80/03/21 Ip 


B004040084 Forwards IE Insp Repis 50-416/80-01 50-417/80-01 on 

800122-24 No none omp I i anc e noted 

BRYANT, J C Region 2. Atlanta. Reactor Construction Zt Engineering 
Support Branch 00/02/lS 2pp 


— 0004170074 Final rept for Potentially Reportable Deficiency 79/12 re 
Model 510 DU master f slave trip units W/max current drain 
in excess of original specified value Deficient power 
supplies being replaced Details found in G£ rept 
* Mississippi Power %> Light Co 80/03/21 Ip 


—8004040125 IE Insp Repts 50-416/80-01 & 50-417/80-01 on 800122-24 No 
noncomp 1 1 ance noted Major areas inspected offsite warehouse 
insp i’ observation of sa Pety-re lated activities Followup on 
IE bu] ) et m, inspec tor b licensee identified items 
CANTRELL, F S Region 2, Atlanta. Reactor Construction t 
Engineering Support Branch RAUSCH, J K Region 2, Atlanta, Office 
of the Director 80/02/11 6pp 


8004040201 Forwards IE Repts 50-416/80-06 6 50-417/80-05 on 000129-31 
No noncomp 1 lance noted 

BRYANT. J C Region 2, Atlanta. Reactor Construction tc Engineering 
Support Branch BO/02^15 2pp 


—0004040222 It Insp Repis 50-416/90-06 6 50-417/00-05 on 800129-31 No 
noncomp 1 lance noted Major areas inspected safety-related 
pipe we 1 d 1 ng > r e ac to r pi essurc boundary pipe handling t. 
welding t* followup on ptevsously identified items 
HEROT, A R Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch UANODORN P M Region 2, Atlanta, Office of the 
Director 80/02/15 ?pp 


8004230070 Responds to IE Bulletin 80-03, "Loss of Charcoal from 
Std Type 1 1, Two- Inch, Tray Adsorber Cells " Insp revealed 
improvement in d es Ign/corist ot tray type charcoal adsorber 
cells 

DALE, L F Mississippi Power i Light Co 90/03/20 2pp 


8004150491 Forwards IE Info NotiCB SO-12, "Instrument Failure Causes 
Opening of PORY *y Block Valve " No specific action or 
response necessary 

D'ftElLLY,UP Region 2. Atlanta. Office of the Director 00/03/31 

2pp 


8004080589 Forwards t£ Circular 00-05. "Emergency Diesel Generator 
Lubricating Oil Addition b Onsite Supply " No written 
response required 

O'REILLY, UP Region 2. Atlanta. Office of the Director 80/04/01 
2pp 


8004150088 Forwxards IE Info Notice 00-13, "GE Type SQM Control Switches 
Defective CAM Followers "■ No specific action or response 
required 

O'REILLY, J P Region ?. Atlarit«r Office of the Director 80/04/02 

2pp 


8004240268 Forwards lE Info Notice BO-14, "Safety Suggestions From 
Employees " No action required 

Q'REILLV, J P Region 2. Atlanta. Office of the Director 00/04/02 

2pp 


8004280517 Forwards interim deficiency rept re damaged instrumentation 
cables under reactor pressure vessel 

DALE, I F Mississippi Power U Light Co 80/03/31 Ip 


— 0004280522 Interim deficiency rept re damaged instrumentation cables 
under reactor pressure vessel During installation of control 
rod drive assembly hous ings, insu tat ion on 132 cables was 
damaged Cause under investigation 
« Mississippi Power b Light Co 80/03/31 Ip 


8004280501 Forwards summary overview of deficiency PRD-00/04 re effects 
of loss of sits power on rod position indication t. neutron 
monitoring indication Util is re-evaluating position on 
reportabi lity of deficiency Final rept will be issued 
DALE, L F Mississippi Power t, Light Co 80/04/03 3pp 


0004150560 Forwards history t description of deficiency re to valve 
manifolds supplied by Dragon Valbe.Inc Deficiency improperly 
evaluated Re-evaluation underway, w/determination of 
potentially reportable deficiency by 800602 
DALE.L F Mississippi Power $ Light Co 80/04/04 2pp 


8004260404 Confirms 800320 telcon concerning deficiency PRD-00/02 re 
defective elbow in control rod drive hydraulic sys Problem 
does not constitute reportable deficiency Elbow docs not 
adversely affect plant safety Elbow will be replaced 
DALE, L F Mississippi Power Light Co 00/04/04 4pp 


8004280541 Deficiency rept re William Powell valves which may not meet 
seismic requirements of original purchase order Vendor 
rc-anaJysis of valve natural frequencies still in progress 
Final rept will be submitted by 800013 
DALE.L F Mississippi Power S Light Co 00/04/04 ip 


8004280520 Deficiency rept re malfunctioning Limitorque motor 
operators Cause of deficiency apparently related to 
excessive threading of stem protector Investigation 
continuing Final rept should be submitted by 000720 
DALE,L F Mississippi Power Light Co 00/04/li Ip 


9004280610 Forwards interim rept for Potentially Reportable Deficiency 
60/05 re electrical cable insulation damage sustained during 
cable pulling process 

DALE.L F Mississippi Power I Light Co 80/04/11 Ip 
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— B004Sa0618 Interj/n rept for PotenUjilli/ fleportabl^ Defictencv 00/03 re 
cable damage substalned during cable pulJmg process Naiturs 
of damage ranges from jaettet chafing to insulation cut 
through to conductor Cables replaced 
a Mississippi Poiuer I Uight Co 00/04/11 tp 


8004200481 Second interim deficiency rept re faulty OE CR2940-US203E 
hand su/itch in plant sve water sys Switch returned to GE for 
failure analysis Final rept will be forwarded on 800^10 
DALEj L F Mississippi Power ?c Light Co 00/04/lS Ip 


0004200499 Submits status rept for deficiency PRD-BO/O? re pipe hanger 
nonconformances Possibly caused by Inadequate training & 
insp procedures Noncomf ormances are being evaluated 
DALEiL F Mississippi Power t Light Co 00/04/10 2pp 


0004280606 Bubmits status rept for deficiency PDR-BO/10 re unqualified 
cable insulation repairs in Rockbestos cable Cable splices 
were not involved Supplier conducting qual i f icati on tests 
on repair metis 

DALEj U F Mississippi Power t Light Co 00/04/18 2pp 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION. UNIT 3 


A App 1 ication/construc tion stage documents & correspondence 


0004040031 Advises of issuance of NUREO-0500. “Interim Staff Position 
on Environ Qua 1 i f icat ion of Safety-Related Electrical 
Equipment.'' providing guidance re methods for compliance 
RDSBi D F Division of Project Management 00/02/05 7pp 


8004230413 Notifies of intent to invoke provision of Code Case N-245 re 
use of copper alloy castings mfg from ASTM D61-76 fc 062-76 
metis specs for use in A9ME HI Class 3 component 
installation 

COUNSILjW 0 . FEE. W F Northeast Nuclear Energy Cp (subs of 
Northeast Utilities) 00/04/U Ip 


F Security, medical, emergency it fire protection plans 


0004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itrjhas been postponed pending OAO 
clearance under Federal Repts Act 

ORIMESj D K Emergency Preparedness Task Force 00/03/11 4pp 


8004020408 Forwards *'Feas ib i 1 1 ty Rept on Evacuation of Area Around 
Facility “ 

C0UN8IL.W0 Northeast Utilities 00/03/31 app 


— 8004020418 "Feasibility Rept on Evacuation of Area Around Facility 
One oversiie drawing end 

RODOERSrL M Affiliation Unknown 00/03/31 50pp 


H General correspondence 


8004210048 Responds to 800309 Hr requesting info re environ effects of 
New England nuclear power plants Radiation effluent levels 
determined by 10CFn20 S. App 1 to 10CFR50 Environ info 
available in stated LPDR8 

DAULARD# R L Environmental Projects Branch 1 00/04/01 2pp 


I Financial information 


8004000537 Responds to NRC B00303 Hr re adequacies of cash flows to 
meet possible retrospective premium payments t. forwards 
1979 annual reptS for CT Light & Power Coj Hartford Electric 
Light Co Western MA Electric Co 

O'CaNNORiL A Northeast Utilities 80/04/01 ip 


—0004080364 Annual Financial Rept 1979 

s Connecticut Light Power Co 00/03/14 24pp 


— 0OO4O0OSB1 Annual Financial Rept 1979 

» Hartford Electric Light Co 80/03/14 24pp 


—8004000590 Annual Financial Rept 1979 

a Western Massachus etts Electric Co 00/03/14 2lpp 


6004130320 Forwards Annual Financial Repts 1979 
BIBHOPiR W Northeast Utilities 00/04/02 Ip 


f Insurance indemnify information 


8004 1 60254 Forwards Endorsements 57 >• 50 HAELU Policy nF~52 

IFFLAND, R R Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 00/04/11 3pp 


0 Inspection reports, IE Bulletins 6 correspondence 


0004210003 Forwards IC Ir^sp Rapt 50-423/BO-01 on B00213-15 No 
noncamp 1 ianc e noted 

CARLSON. R T Region l< Philadelphia. Reactor ConslructLon U 
Engineering &uppoi t Branch 80/03/06 2pp 


—8004210011 IE Insp Rept 50-4^3/00-01 on 000213-15 No none omp 1 1 anc e 
noted Major areas inspected welder qua 1 1 f i cations. we 1 d rod 
issue control s. unt esolvod it.jm status, tours & interviews 
MCGAUOHY.R W Region ). Ph i lade 1 ph la. Reactor Construction fjt 
Engineering Support Branch CERNF. A C Region 1. Ph x ladelph la. 
Office of the Director 00/03/05 6pp 


0004150279 Forwards IE Info Notice 80-12, “Instrument Failure Causes 
Opening of PORV fy Block Valve " No specific action or 
response necessary 

GRIER, B H Region I, Ph i tadel ph la. Office of the Director 
00/03/31 Ip 


8004090074 Forwards IE Circular 80-05. “Emergency Diesel Generator 
Lubricating Oil Addition *y Onsite Bupplxj “ No written 
response required 

GRIER. P H Region I. Ph i ladel ph la. Office of the Director 
80/04/01 ip 


8004110156 Forwards IC Info Notice 80-13. “OE Type SBM Control Gwitchos 
Defective CAM Followers “ No written response required 
GRIER/P H Region I, Ph i lade Iph la, Office of the Directdr 
00/04/02 Ip 


0004240319 Forwards IE Info Notice 00-14, 'Safety Suggestions From 
Employees " No action required 

GRIER, B H Region t. Ph i lade Iph la, Office of the Director 
BO/04/02 Ip 


0004180231 Forwards IC Circular BO-07, “Probloms W/KPCI Turbine Oil 
Sys '' No written response required 

GRIER, 0 H Region 1, Philadelphia. Office of the Director 
80/04/03 Ip 


8004230433 Forwards IE Bulletin 79-03A, “longitudinal Weld Defects in 
ASMS SA-312. Type 304 Stainless Steel Pipe “ Action required 
GRIER. 0 H Region I, Ph i lade Iph la. Office of the Director 
00/04/04 Ip 


6004100201 Forwards IC nultetiir 00-00. "Fiam of Containment Liner 
Penetration Welds “ Written response requited 
GRIER, 0 H Region 1, Ph i ladelph i a, Office of the Director 
00/04/07 Ip 


R Periodic operating reports It related correspondence 


0004040205 Forwards annual environ operating rept, “Monitoring Marine 
Environ or Long Island Sound ' Requests rept be 
incorporated into proceedings for Unit 3 
CaUNSIL, N 0 Northeast Utilities 00/03/30 Ip 


— 0004040206 “Monitoring Marine Environ of Long Island Sound, “ annual 
rept. 1979 

» Northeast Utilities 80/03/31 400pp 


0 Reportable occurrences. LERs & related correspondence 


0004100606 Acjf receipt of 800225 Interim deficiency rept re error in 
3/0-incr) orifice design Requests that final rept discuss 
planned or completed corrective actions 

CARLSON, R T Region I, Philadelphia, Reactor Construction i- 
Engineering Support Branch 00/03/12 Ip 


— 0004100600 Interim deficiency rept 3/0-inch orifices shown on flow 
diagram failed to appear on fabrication isometric S!<W 
isometrics also found deficient Caused by transfer of info 
Drawings will be corrected ^ orifices added by rework 
C0UN31L, N 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/02/25 2pp 
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DOCKETED ITEMS 


DOCKET 50-424 4LV]N W Vn. TLE NVCLEAR PLhM< UMlT 1 
A App 1 icat I on ' ' oti>t I u tiir dorHments ' corrg^pondsnce 


0004040031 Aj%i4es ot o i- fviURFG-O^SQj "ln»eri»ri Staff Position 

on Environ Qualification or Eaf eig-Re laled Electrical 
Equipment,' proyidiT»g g'ldancj* ie nethols ror compliance 
RDSS r> F DlviBioT or Fiojocl Management 00/02/05 7pp 


3004220042 Responds to Oi Oe’<»6 memo re structuial aspects of as-built 
foundation de*'aiia erosion should no*’ be 

ilgnincanr le safetg-t e 1 ate j 5lTUf*UT'e5 Structures should 
be analgied roi as-buil* 'onditionj 

&CHAUER<F P StTuclurdl Engineering Branch 30/03/31 Ip 


Q00414033b Submits info requested bg HRC 600327 ♦‘elcon Descibes mod of 
acceptance ciiteria f justification for removal of fines bg 
temporal g uell point deu'aceiing sgs 
DUTTON 0 Georgia Foui^r Co QO/04/0/ 3pp 


F Securitgi medical, emergenrg I fire protection plans 


8004000077 Advises that submittal date for evacuation time estimates^ 
requested bg NRC 791226 ltr>has been postponed pending GAD 
clearance undar Federal Rapts Act 

GRIMES, B K Etnergencg Preparedness Tas!( Force BO/03/11 4pp 


G Adjudicatorg corn espondence 


6004170292 Forwards supp lementa 1 Director's decision to 791012 denial 
of Georgians Against Nuclear Energg petition to reconsider 
util rieed for pouier Following review of submittalsi 
Commission finds no ba»is for rec onsi derat Ion 

DENTON, H R Office of Nuclear Reactor Regulation 60/03/26 2pp 


—0004170296 Supplemental Director's decision under 10CFR2 206 
Supplements 791012 denial of Georgians Against Nuclear 
Energy petition re suspension of CP 4 re-ejraminat ion of need 
for power Review finds no basis for reconsiderations 
DENTON, H R Office of Nuclear Reactor Regulation 80/03/26 
lOpp 


0004240145 Supplemental Director's Decision under 10CFR2 206 denying 
Georgians Against Nucleai Energy request to suspend licenses 
institute new proceeding 

DENTON, H R Office of Nuclear Reactor Regulation 60/03/26 3pp 


Q Inspection Teports. If Bulletins 4’ correspondence 


8004070198 Responds to IE Bulletin 79-28, "Possible Malfunction of 
Namco Model EA180 Limit Switches at Elevated Temps " 

Supplier taking measures to prevent use of defective 
switches 

DUTTON D Georgia Power Co BO/Ol/25 6pp 


8004040420 Ack receipt ot IE Insp Repts 50-424/79-19 t< 50-425/79-19 on 
791227 No proprietary info 
DUTTON, D Georgia Poutet Co 80/02/06 ip 


— 0004040424 Forwards IE Insp Repts 50-424/79-19 f. 50-425/79-19 on 
791227 No noncqmp 1 ianc e noted 

DRYANTiJ C Region 2, Atlanta, Reactor Construction !t Engineering 
Support Dranoh QO/01/23 2pp 


—6004040430 IC Insp Repts 50-424/79-19 t 50-425/79-19 on 791227 No 
none omp 1 lanc e noted Major ai eas inspected soils 5 concrete 
lab i’ const status 

CONUON, T E Region 2, Atlanta, Reactor Construction ?< Engineering 
Support Branch LENAHAN, J J Region 2, Atlanta, Office of the 
Director SO/Ol/22 4pp 


8004090349 Forwards IE Bulletin 60-03, "Loss of Charcoal From Std Type 
1 1 1 Two- Inc h, Tray Adsorber Cells " Action required 

O'REILLY, J p Region 2, Atlanta, Office of the Director 80/02/06 

2pp 


80040201B7 Ack receipt of IE Insp Repts 50-424/80-01 t< 50-425/80-01 
on 800130-0201 No proprietary info 
DUTTON, D Georgia Power Co 80/03/11 Ip 


— 8004020180 Forwards IE Insp Repts 50-424/00-01 & 50-425/80-01 on 
800130-0201 No noncomp i lanc e noted 

BRYANT, J C Region 2i Atlanta, Reactor Construction «, Engineering 
Support Branch 00/02/21 2pp 


—0004020194 IF Insp Repts 50-424/G0-01 f 50-425/00-01 on 800130-0201 No 
noncomp 1 lanro noted Major areas inspected erosion of 
bac V 1 1 1 1 , b Idg foundation, concrete embeds, voids in concrete, 
reactor vessel offloading f IE bulletins 

HUNT.M D Region 2, Atlanta, Reactor Construction U Engineering 
BuppOTt Branch MCr,(UIL AND, C R Region 2, Atlanta, Office of the 
Director 80/02/21 Spp 


0004100348 Responds to lE Bulletin 80-03 No std Type II tray or drawer 
adsoi ber cells will b t> used Facility adsorber ceils are 
vertical fill type t use perforated metal sheets welded, not 
Tisetedito filter casings 

DUTTON, D Georgia Power Co BO/03/20 Ip 


8004150521 Forwards IF Info Notice 30-12, "Instrument Failure Causes 
Opening of PORU A Block **alve " No specific action or 
response necessary 

O'ReilLY. J P Region 2. Atlanta, Office of the Director BO/03/31 

2pp 


3004080624 Forwards IF Circular 80-05, "Emergency Diesel Generator 
Lubiicating Oil Addition A Onsite Supply " No written 
response required 

O'ReiLLV. J P Region 2. Atlanta, Office of the Director BO/04/01 

2pp 


8004150093 Forwards IE Info Notice 00-13, "GE Type SDM Control Switches 
Defective CAM Followers " No specific action or responsa 
required 

□'REILLY, J P Region 2. Atlanta, Office of the Director 00/04/02 

2pp 


8004240265 Forwards IE Info Notice 80-14, "Safety SuggestiDhs From 
Employees " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 30/04/03 

2pp 


8004240344 Ac k receipt of IE Insp Repts 50-424/80-04 50-425/80-04, on 

800311 No proprietary info 
DUTrON, D Georgia Power Co 80/04/02 ip 


“8004240352 Forwards IE Insp Repts 50-424/30-04 A 50-425/80-04 on 
800311 No noncomp I lance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction A Engineering 
Suppoit Branch 80/03/24 2pp 


—8004240360 lE Insp Repts 50-424/80-04 A 50-425/80-04 on 800311 No 
noncomp I lancv noted Major areas inspected underlining of 
control bldg electrical tunnel 2 foundati on, surface A 
subsurface drainage contiols t slope stab 1 1 i lat ( on measures 
COLON, J E Region 2, Atlanta, Reactor Construction A Ehgineering 
Suppoit Dranch HARRIS, J R Region 2, Atlanta, Office of the 
Director 00/03/21 3pp 


8004180303 Forwards IE Circular 60-07, "Problems W/HPGI Turbine Oil 
Sys " No written response required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/03 

2pp 


3004230173 Forwards IC Bulletin 79-03A '^Long i tud Inal Neld Defects in 
ASME 8A-312iType 304 Stainless Steel Pipe " Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/04 
ip 


6004180436 Forwards l£ Bulletin 00-00, "Cram of Containment Liner 
Penetration Welds " Written response required 

O'REILUV, J P Region 2, Atlanta, Office of the Director 00/04/07 

2pp 


fi Reportable occurrences, LCRs t related correspondence 


8004020335 Forwards deficiency repfe re voids in concrete placements on 
auiiliary bldg interior walls 
DUTTON, I) Georgia Power Co 00/03/03 2pp 


8004020340 Deficiency rept re voids in concrete placementy on auxiliary 
bldg Interior walls No cause stated Voids patched A wat 
cured for min of three days Trcmle placement wlU be pre- 
planned to allow better concrete flow in congested areas 
■* Georgia Power Co 80/03/03 3pp 


8004010349 Informs HRC that util is unable to establish definite 
completion date far final deficiency rept re dewatering A 
erosion of backfill Addl update A possible date for final 
rept will be provided by 000415 
DUTTON. D Georgia Powei Co 00/03/24 2pp 


DOCKETED ITEMS 


Q004030390 Interim deficienct^ rep t re backfill debjatering & erosion No 
definite completlnn date established for final rept Addl 
update ipn 1 be submitted bg 600415 
DUTTONi D Georgia Power Co 00/03/24 2pp 


6004150437 Advises of discrepancy in 800307 deficiency rept re status 
of corrective action Corrective action had not been 
completed as of rept date for embed plate assemblies Final 
rept uill be filed by 80D530 

DUTTQNi D Georgia Poiuer Co DUTTON< D Bouthein Co Bervicesp Inc 
80/04/10 2pp 


60D4380491 Significant deficiency rept re discrepancies in 791121 
deficiency rept on embed plate assemblies Status of 
corrective action incorrect Should indicate that corrective 
action is incomplete Final rept to be submitted B00430 
OUTTON# D Georgia Power Co 80/04/10 2pp 


DOCKET 50-425 ALVIN W VGGTLE NUCLEAR PLANT* UNIT 2 


A App 1 icat i on/cons true t i on stage documents << correspondence 


8004040031 Advises of issuance of NUREG-0589. "Interim Staff Position 
on Environ Qua 1 i f i cati on of Saf ety-Related Electrical 
Eq.uipment* “ providing guidance re methods for compliance 
ROSS* D F Division of Project Management 80/02/05 7pp 


6004140336 Submits info rec^uested by NRC 600327 telcon Dascibes mod of 
acceptance criteria Sp justification for removal of fines by 
temporary well point dewatering sys 
DUTTON* 0 Georgia Power Co 80/04/07 2pp 


F Security* medicali emergency t fire protection plans 


8004020187 Ack receipt IL Insp Repls EO-434/HO-Ot 4- 50-425/00-01 
on 000130-0201 No proprietary info 
DUTTON/ D Georgia Power Co P<T/03/'n Ip 


— 8004020 1 83 Foiwaids IE lf(,p Popts 50-424 /80-0i V 50-425/80-01 on 
0OO13O'^O2O1 No none omp 1 lane e rioted 

QRYANTi J C Region 2- *Mlanta, Reactor Construction Engineering 
Support Branch 80/W*;V2l 2pp 


—8004020194 IE Insp Repts 50--124/SO-01 ’ 50“4?S/aO-01 on 800130-0201 No 
noncompliance rioted flajor areas inspected erosion of 
bac k f 1 1 1 * b Idg fouridat i on. cone rete embeds. voids in concrete* 
reactor /essel offloading 4 IE bulletins 

HUNT, K 0 Region 2, AtlantcS* Reactor Construction & Engineering 
Support Branch MCfARLAND.L R Region 2. Atlanta* Office of the 
Director 80/02/21 5pp 


8004100348 Responds to IF Bulletin 00-03 No std Type 11 tray or drawer 
adsorber cells will be used facilitij adsorber cells are 
vertical fill type ♦*- use perforated metal sheets weldedpnot 
riveted* to filter casings 

DUTTON. D Georgia Power Co 80/03/20 Ip 


0004150521 Forwards IE Info Notice 80-12. ''Instrument Failure Causes 
Opening of PORV Block Valvpe " No specific action or 
response necessary 

O'REILLY. JP Region 2* Atlanta. Office of the Director 80/03/31 

2pp 


8004080624 Forwards IE Circular 60-05* “Emergency Diesel Generator 
Lubricating Oil Addition ft Onsite Supply “ No written 
response i equired 

O'RElLLYrU P Region 2* Atlanta, Office of the Director 80/04/01 

2pp 


0OO4OBOO77 Advises that submittal date for evacuation time estimates* 
requested by NRC 791226 Itr.has been postponed pending OAQ 
clearance under Federal Repts Act 

GRIMES* D K Emergency Preparedness Task Force 00/03/11 4pp 


8004150093 Foi wards IE Info Notice 00-13, 'OE Type SOM Control Switches 
Defective CAM Followers " No specific action or response 
required 

O'REILLY* J P Region 2. Atlanta. Office of the Director 00/04/02 
2pp 


G Adjudicatory correspondence 


6004170292 Forwards supplemental Director's decision to 791012 denial 
of Georgians Against Nuclear Energy petition to reconsider 
util need for power Following review of submittals* 

Commission finds no basis for reconsideration 

DENTON. H R Office of Nuclear Reactor Regulation 00/03/26 2pp 


—8004170296 Supplemental Director's decision under iOCFRS 206 
Supplements 791012 denial of Georgians Against Nuclear 
Energy petition re suspension of CP & re^esaminatl on of need 
for power Review finds no basis for reconsiderations 
DENTON* H R Office of Nuclear Reactor Regulation 60/03/26 
lOpp 


6004240265 Forwards IE Info Notice 60-14, "Safety Suggestions From 
Employees ” No action i equired 

O'REILLY* J P Region 2. Atlanta* Office of the Director BO/04/02 
2pp 


600424034*1 Ack receipt of IE Insp Repts 50-424/80-04 t 30-425/00-04* on 
800311 No proprietary info 

DUTTON* D Georgia Power Co 00/04/02 ip 


—8004240352 Forwards IE Insp Repts 50-424/80-04 6 50-423/80-04 on 
800311 No noncomp I lance noted 

MURPHY. C E Region 2, Atlanta* Reactor Construction t Engineering 
Support Branch QO/03/24 2pp 


6004240145 Supplemental Director's Decision under 10CFR2 206 denying 
Georgians Against Nuclear Energy request to suspend licenses 
institute new proceeding 

DENTON* H R Office of Nuclear Reactor Regulation 80/03/26 3pp 


Q Inspection reports* lE Bulletins ^ correspondence 


800407019B Responds to IC Bulletin 79-29* "Possible Malfunction of 
Namco Model EA180 Limit Bwitches at Elevated Temps " 

Supplier taking measures to prevent use of defective 
swi tches. 

DUTTON 0 Georgia Power Co 80/01/25 6pp 


8004040420 Ack receipt of IC Insp Repts 50-424/79-19 U 50-425/79-19 on 
791227 No proprietary info 
DUTTON* D Georgia Power Co 80/02/06 Ip 


—6004040424 Forwards IE Imp Repts 50-424/79-19 U 50-425/79-19 on 
791227 No noncomp 1 lance noted 

BRYANT* J C Reglan 2. Atlanta* Reactor Construction & Engineering 
Support Branch. 80/01/23 2pp 


—0004240360 IE Insp Repts 50-424/80-04 ^ 50-425/60-04 on 600311 No 
noncompliance noted Majai ai eas inspected underlining of 
control bldg electrical tunnel 2 foundaii on* surface I* 
subsurface drainage controls ^ slope stab i 1 i tat i on measures 
COLON* J E Region 2. Atlanta. Reactor Construction t* Engineering 
Support Branch itARRl&*J R Region 2* Atlanta. Office of the 
Director 80/03/21 3pp 


6004190303 Forwards IE Circular 00-07. 'Trablems W/HPCI Turbine Oil 
Sys " No written response required 

O'neiLLY, J P Region 2, Atlanta, Office of the Director 00/04/03 

2pp 


6004230173 Forwards IE Bulletin 79-03A "Long ( tud Inal Weld Defects In 
ASME SA’312. Type 304 Stainless Steel Pipe “ Action required 
O'REILLY* J P Region 2, Atlanta, Office of the Director 80/04/04 
ip 


8004100436 Forwards IE Bullatin BO-08* "Cram of Containment Liner 
Penetration Welds " Written response required 

O'REILLY, J P Region 2* Atlanta. Office of the Director 00/04/07 

2pp 


— 0004040430 IE Insp Repts 30-424/79-19 it 50-425/77-19 on 791227 No 
noncompliance noted Major areas inspected soils concrete 
tab it const status 

CONLON* T E Region 2* Atlanta* Reactor Construction U Engineering 
support Branch LENAHAN, U J Region 2* Atlanta, Office of the 
Director 80/01/22 4pp 


0004090349 Forwards IE Bulletin 00-03* "Loss of Charcoal From 8td Type 
1 1* Two-lnchr Tray Adsorber Cells " Action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 00/02/06 

2pp 


5 Reportable occurrences, LERs h related correspondence 


6004020335 Forwards deficiency rept re voids in concrete placements on 
ausiliary bldg interior walls 
DUTTON. D Georgia Power Ca 80/03/03 2pp 


— 0004020340 Deficiency i epf re voids in concrete placements on auxiliar 
bldg interior walls No cause stated Voids patched It wet 
cured for min of three days Tremle placement will be pre- 
planned to allow better concrete flow in congested areas 
e Georgia Power Co 00/03/03 3pp 
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DOCKETED ITEMS 


30040t0349 Inrorflii UPC that u«til js on^ble to pstsblish definite 
completion ctale for filial d'e^iciency rept re deuiatering f* 
erosion of b^<Vfiin ftddl update t possible date for fin<9l 
ep t uJlll be provided bi; GtJ04l5 
nUTTOU.D Georgia Powei Co 00/03/24 2pp 


3004020390 Interim defic»en».i^ rept re bacVfill deuatering erosion Wo 
def’inite completion (fate estoblished for final rept Addl 
update will be submitted b <| B0i>‘ll5 
DUTTOUv D G-Porgia Poiuer Co 90/03/24 2pp 


3004130421 Deticienc-ij rept re eTosion under cable tunniol documented in 
IE Insp Rept 50-425/BO-0i» Repairs completed b backfilling 
activities 1 esumed Complete rept will bo filed by aOCAGO 
DUTTOUi D Georgia Power Co 00/04/10 2pp 


U'OO4150427 Ad-'ises of discrepahCij iTi 000307 deficiency rept re status 
of corrective action Coricctive action had not been 
CQnipleted as oF rept date for embed plate assemblies Einal 
rep-t will be filed bg G00530 

DUTTOW.D Georgia Power Co CUTTOM. D Southern Co Services, Inc 
SO/O4/10 2pp 


90042QQ49i Significant deficiency rept re discrepancies in 791121 
deficiency rept on enbed plate assemblies Status of 
corrective action incoirect Should indicate that corrective 
action IS incomplete Final rept to be submitted 800430 
DUTTOWi □ Georgia Power Co 80/04/10 2pp 


IQCKET 50-427 ALVIN kf VD6TLE Wt'CLEAR PLANT. UNIT 4 


Ap p 1 1 cation/c-ons true fc ion stage documents b correspondence 


9004320042 Responds to 800206 memo re structural aspects of as-built 
foundation details Effects of erosion should not be 
significant re safety-related structures Structures should 
be analyzed for as-built conditions 

SCHAUER/F P Structural Engineering Branch 00/03/31 Ip 


laCKET SO-433 UC-SANTA BARDARA RE8EARCH REACTOR 


Periodic operating reports b related correspondence 


30040703SB Forwards "Annual Rept of Qpei atl ons. 1979 •' 

KROEStR J -Cal iforniar Vniv ot, Santa Barbara 80/03/31 Ip 


-0004070339 'Annual Rept of QperafcsonSi J979 " 

PFI0F1Q. A E California, Un i v of, Santa Barbara 80/03/31 4pp 


JOCKET 50-434 SURRV POWER STATION. UNIT 3 

Application/construction stage documents b correspondence 


SOO41S0249 Notification of ACRS Subcommittee on Surry Nuclear Station 
e001S3 meeting in Wash mg fcon< C-C to continue review of iteam 
generator replacement program 

HOYLE. U C ACR6 — Advisory Committee on Reactor Safeguards 
79/12/20 3pp 


3DCKET 50-435 SORRY POWER STATION, UNIT 4 


Ap p 1 i-cation/constr uc t ion stage documents t correspondence 


300415024? Notification of ACRS Subcommittee on Surry Nuclear Btation 
G00123 meeting In Wa sh ) ng t on, DC to continue review of steam 
generator replacement program 

HDYLE. %; C ACRS - Advisory Committee on Reactor Safeguards 
79/12/20 3pp 


DOC WET STN-30-437 FLOATING NUCLEAR PLANT 


Ap p tica t i nn/c onstruc 1 1 on stage documents t corrosp ondence 


J004040031 Advises of issuance of NUREO-0589, "Interim Staff Position 
pfi Environ Qua 1 1 f ica I i on of Safety-Re lateci Electrical 
Eq.u t pmenti " providing guidance re methods for c omp 1 lance 
NOSSr D F Division of Project Management 60/02/05 7pp 


G Ad jud 1 catoT y correspondence 


0004090021 Ad/ises that NRC b applicant met u/ACRB to discuss applicant 
proposed core ladle design Views will be reflected in 
written Itrs WRC reorganiiatlon maij affect completion of 
technical review 

SOHINKI.S M Hearing branch 3 BO/03/31 2pp 


8004030026 Memorandum of unders tand Ing between NRC fc FEMA re prompt 
improvement in radiological emergency planning fc 
prepai edness, d IS tr l buted as Boat d notification 
G0SSICK,L V Office of the fcxccutive Director fot Operations 
00/04/02 34pp 


0004290231 Notice of ulthdraujl fi om proceeding Certificate of Sve end 
STAENSEROrN R Regulations Division 80/04/25 3pp 


0 Inspection reports, lE Bulloting fc correspondence 


0004090360 Forwards IE Bulletin 80-03, 'Loss of Charcoal From 8td Type 
I I . Two-Inc h, Tray Adsorber Cells " Action required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 00/02/06 

2pp 

8004150550 Forwards IE Info Notice 80-12. “Instrument Failure Causes 
Opening of PQRV fc Block Valve “ No specific action or 
response necessary 

O'REIULY, JP Region 2, Atlanta, Office of the Director GO/03/31 

2pP 

8004080658 Forwards IE Circular 80-05, ^'Emergency Diesel Generator 
Lubricating Oil Addition fc Onsite Supply " No written 
response required 

O'REILLY. J P Region 2, Atlanta, Orflce of the Director 80/04/01 

2pp 

8004150109 Forwards IE Info Notice 80-13. “GE Type SHM Control Switches 
Defective CAK Foilowers " No specific action or response 
required 

D'RElLLYfJP Region 2, Atlanta, Office of the Director 80/04/02 

2pp 


8004240238 Forwards 1C Info Notice 80-14. "Safety Suggestions From 
Employees “ No action lequlred 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/04/02 

Ip 


0004100392 Forwards IE Circular 80-07, ^'Problems W/NPCI Turbine Oil 
8ys “ No written response required 

O-'REtLLV, J P Region 2. Atlanta, Office of the Director 00/04/03 
»P 


8004230102 Forwards IE Bulletin 79-03A, “Longitudinal W«ld Defects in 
ASHE SA-312, Type 304 Stainless Steel Pipe “ Action required 
O^RElLLY, J P Region 2. Atlanta. Office of the Director 00/04/04 
IP 


80041B0476 Forwards IE Dulteiin 80-08, "Exam of Containinent Liner 
Penetration Melds “ Urltten response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 00/04/07 

ip 


DOCKET 50-438 DEULEFONTE NUCLEAR PLANT, UNIT I 


A App 1 1 catl on/construc t ion stage documents fc correspondence 


a00424020t Forwards License SNM-1865, author i z Ing receipt, possession, 
insp fc* storage of U-235 fuol assemblies fc max of 100 fuel 
rods License also allows packaging fc shipping for transfer 
Safety evaluation end 

PAGE, R 0 Uranium Recovery Licensing Branch BO/Oi/30 2pp, 


— 8D042402D7 License SNM-1065, author i z ing rece ip t, possess Ion, insp, storage 
fc transfer of max of 2.110 kg u-235 fuel assemblies fc 100 
fuel rods Licensee is exempt from mails provisions of 
10CFft70 24 

PAGE, R 0 Uranium Recovery Licensing Branch 80/01/30 2pp 


— 0OO424D217 Safety evaluation re util application for license to 
receive max 2,110 kg U-235 fuel assemblies fc 100 fuel rods 
License should be granted w/exemption from lOCFn70 24 
CRQN, N T , DELANEY, J I Uranium Recovery Licensing Branch, 
80/01/30 2pp 


8004040031 Advises of issuance of NURE0-O5BS, "Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment,** providing guidance re methods for compliance 
ROSS, D F Division of Project tianagement 00/02/05 7pp 


DOCKETED ITEMS 


0004040017 addl guidance to NUREO~*OSB8« “Interim Staff Position 

on Environ Qual 1 f i cation of 8af otg-Re latod Electrical 
Equipfnent '* Request* revi etu of equipment qua 1 if ica tl op 
documentation to identifif degree of compliance 
ROSSr D F Division of Project Hanagement 80/02/21 3pp 


8004200308 Forwards request for addl info re power sijs, for QL 
application revieu Requests date that response uilll ba 
available for review 

PARRiO D Light Water Reactors Blanch 3 80/03/19 23pp 


0004110046 Requests addl info on changes & studies proposed in App F 
of 791203 response to NRC 791025 10CFR50 54 requests re 
design adequacy of O&VJ KSSS utilizing once-through steam 
generators 

PARRIO D Light Water Reactors Branch 3 00/03/33 5pp 


F Security! medical! emergency & fire protection plans 


B0040B0077 Advises that submittal date for evacuation time estimates! 
requested by MRC 7^1226 ltr!has been postponed pending OA0 
clearance under Federal Repts Act 

ORlMEBi D K Emergency Preparedness Task Force 00/03/11 4pp 


8004070052 Forwards request for info re util 790301 safeguards 
contingency plan 790901 Revision I End withheld 
(ref 10CFR2 790) 

PARR-0 D Light Water Reactors Branch 3 00/03/14 2pp 


Q Inspection report*# IE Bulletins i( correspondence 


B004090352 Forwards IE Bulletin 00-03# "Loss of Charcoal From Std Type 
1 1, Two-Jnchi Tray Adsorber Cells " Action required 

O'REILLV/J P Region S! Atlanta! Office of the Director 00/02/06 

2pp 


8004090388 Forwards IE Insp Rept* 50-430/00-03 50-439/80-03 on 

800306-08 No nontompl ianca noted 

BRYANT# J C Region 2# Atlanta# Reactor Construction St Engineering 
Support Branch 80/02/20 2pp 


— 8004090392 IE Insp Repts 50-438/00-03 & 50-439/00-03 on 000206-08 No 
noncomp 1 lance noted Major areas inspected containmant 
preitressing QA/OC controls! work per formanc o! const status tc 
quality racords 

CONLONi T E ! LENAHAN! J J Region 2! Atlanta# Reactor Construction 
t* Engineering Support Branch 80/02/20 4pp 


8004090025 Confirms 800310 telcon arranging 600320 meeting between NRC 
it util in AtlantaiCA to discuss accuracy of written repts 
provided to IE NRC will provide overall evaluation of util 
handling of deficlences identified by QA program 

Q'RElLLViJ P Region 2! Atlanta! Office of the Director 60/03/12 

2pp 


8004070150 Act receipt of 000303 Itr informing NRC of steps taken ta 
correct violations noted in IE Insp Repts 50-430/00-01 t# 
50-439/00-01 

MURPHY# C E Region 2# Atlanta# Reactor Construction S< Engineering 
Support Branch 80/03/17 2pp 


— 0004070158 Forward* IE Insp Repts 50-438/00-01 U 50-439/GO-Oi an 
800108-11 $« notice of violation 

BRYANT# J C Raglan 2^ Atlanta# Reactor Conetruction t# E-nglnaeritig 
Oupport Branch 80/02/11 2pp 


— 8004070160 Notice of violation from insp on 800108-11 

e Region 2# Atlanta! Office of the Director 80/02/11, Ip 


— 0004070177 IE Insp Repts 50-430/00-01 U 50-439/00-01 on 000108-11 
Noncompl lance noted failure ta fallow procedure for visual 
insp of welds 

KERDTrA R Region 2# Atlanta!, Reactor Construction & Engineering 
Bupport Branch VANDQDRNfP K Region 2# Atlanta# Office of the 
Director 80/02/01 4pp 


8004210178 Forwards response to IE Bulletin 80-03# *’Loss of Charcoal 
from atd Type 1 1# Tuo-Inchi fray Adsorber Cells End lists 
results of imps at facilities to determine if potential 
for loss of charcoal incidental to handling or use exists 
MILLS# L H Tennessee Valley Authority 0O/O3/2i 4pp, 


0004160106 Forwards response to lE Bulletin 79-28 re possible 
malfunction of NAMCO Model EA10O limit iwttchei.At 
facilities where applicable limit switches are identified# 
replacement gaskets hava been ordered 

MILL9<L M Tennessee Valley Authority 60/03/20. 2pp 


8004150527 Forwards IE Info Notice 80-12# '' Inatr umen t Failure Causes 

Opening of PDRV Block Valve *' No specific action o^ 
response necessary 

0'REILLY#J P Region 2# Atlanta. Office of the Director 80/03/31 

2pp 


6D040B0636 Forwards IE Circular 00-03# "Emergency Diesel Oeneratar 
Lubricating Oil Addition /.#. Onsite Supply “ No written 
response required 

O'REILLY, J P Region 2, Atlanta# Office of the Director 60/04/01 

2pp 


0004150097 Forwards IE Info Notice B0-J3/ "OE Type SDM Control Swltchan 
Oefuctivc CAM Followers " No# specific action or response 
required 

O'REILLV. JP Region Atlanta. Office of the Director 00/04/02 

2pp 


8004240274 Forwards IE Info Notico B0-J4, “Safety Buggoations From 
Employees " No action required 

0'ReiLLy,3 F Region 2, Atlanta# Office of the Director 00/04/02 
3pp 


0004100275 Forwards IE Circular 80-07, “ProbUms W/HPCI Turbine Oil 
Sys " No urltton response required 

O'REILLY, JP Region 2, Atlanta# Office of the Director 00/04/03 

2pp 


Q004230 1 4» Forwards IE Bulletin 79-03A "Longitudinal Wold Defects In 
ASME 8A-3i2« Type 304 StainLess Steol Pipe " Action required 
O'RElULViJ P Region 2, Atlanta. Office of the Director 00/04/04 
IP 


0004100445 Forwards IE Oullotin 80-09# ‘’C*am of Containment Liner 
Penetration Welds '' WriCton response required 

O'REILLY. J P Region 3# Atlanta# Office of the Director 00/04/07 
3pp 


0004290379 Request* approval of A3ME Code Cases N-234 & N-235 for use 
on reactor pressure vessels Expeditious approval is 
necessary for use of code cases in forthcoming preservice 
insp 

MILLa.L h Tennessee Valiey Authority 00/04/23 3p p 


8 Reportable oc curr enco s , LERs 8# related correspondence 


8004020459 Pai t 21 rept on 000228# made telephone rept re defect 
concerning potentially ovorstressed supports on reactor 
coolant letdown cooler* due to inadequate support design 
Corrective action redesign of support stand 
TAYLOR# JH Babcock t. Wilcox Co 80/03/03 App 


0004060563 PNO-n-aO-045 on B00319, utl I notified Region 2 of D8<W 
notification re potential far failure of main steam lines in 
event of foedwater ovorflow of steam genoratnr i , Reg 1 an 2 
investigating generic aspects 

WR10KT*R w # CONTRELL#F 6 Region 2, Atlanta, Office of the 
Director 00/03/19 Ip 


8004130209 Forwards deficiency rept re support braces for cooling water 
supply header used for « eactor bldg coolers being Incongrous 
lu/selsmlc analysis 

TAYLOR# J M Babcock Niicox Co B0/03/S4 Ip 


—8004150210 Deficiency ropt re support braces for cooling water supply 
header used for reactor bldg cooler* being tneengruous w/ 
seismic analysis Cause unstated Braces returned to vendor 
for mod to conform to seismic analysis design 
» Babcock h Wilcox Co 80/03/24 3pp 


8004300570 Part 21 rept ro support braces for reac tor bldg coolers that 
are nonconservat Ive ui/rospect to brace design assumed In 
seismic analysis Rupport braces are to be modified to 
conform to seismic design 

TAYLOR# J K Babcock tt Nile ox Co 00/03/24 5pp 


6004020395 Seventh interim deficiency rept re expatislgn anchors not 
passing qualification tests Final rept 
MiLLSiL M Tennessee Valley Authority 80/03/25 Ip 


0004010397 Interim deficiency rept re potential overstress condition 
in letdown cooler supports Nocilo loads will be analyted for 
effects on support structure to determine if mods are 
raquired to cooler support sys 

HOWELL# 8 H Consumers Power Co 00/03/27 Ip 


I — 8004010404 Forwards addl tnfo to Part 21 rept ra potentially 
overstressed supports on reactor coolant letdown coolers at 
facilities under const by QLW 

TAYLOR# J H Babcock «< Wilcox Co 80/03/03, 6pp 
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6004020414 Forwards interm dericienci/ rept re potenbial defects in WKM 
central valves in decag heat cooler outlet Neift rept will be 
submitted by 000314 

KILLS'L M Tennessee Valley Au^horlt(/ BO/03/27 Ip 


— 6004020416 Interim deficiency lepfc le potential defects in WRM central 
valves in decay heat coaler outlet fttiW has begun 
in^'estigation to determlniB eitent ■I' cause o# defects 
* Tennessee Valley Authority 00/03/27 Ip 


Q004020431 Forwaids second interim deficiency rep*" re makeup & 
purification 6 decay heat removal pumps u/damaged 
thermocouple wiring iMeit rept will be submitted by 000506 
MlLLSiU M Tennessee Valley Authority 80/03/27 Ip 


— 8004020436 Second Interim deficiency i ept re makeup & purification (t 
decay heat i emova 1 pump motors ip/damaged thermocouple 
wiring rieettng planned ui/MU to discuss scheduling of 
repairs testing of pump motors 
* Tennessee Valldy Authority BO/03/27 Ip 


3004040377 Forwards final deficiency rept re makeup It pur 1 f Icat 1 on 
letdoun cooler supports 

HiLLSiLM Tennessee Valley Authority BO/03/27 Ip 


— 80040403?! Final deficiency ropt agreement reached by AE It vendors thait 
combination of AE support platform I cooler support bracket 
would result in overstressed condition in louesi of three 
cooler supports Completinn of support mods eipacted 000930 
# Tennessee Valley Authority 80/C3/27 Ip 


8004020417 Forwards interim deficiency rapt re violation of IWRYCD 
field installation procedures Next rept will be submitted by 
000618 

niLLBii. t1 Tennessee Valley Authority 80/03/26 Ip 


--3004020421 Interim deficiency rept re violation of INRVCO field 
installation procedures Revisions to OC procedures have been 
recommended f< new inspector Instructed in followltig 
procedures 

* Tennessee Valley Authority 80/03/SB Ip 


0004160291 Forwards final deficiency rept re voids In primary 
containment dome 

HILLSiL M Tennessee Valley Authority 80/03/31 ip 


-ox 0004 160296 Final deficiency rept re voids in primary containment domo 
Suspect areas result from lack of bond between Liner plate U 
concrete Holes in liner plate repaired 

HlLUS<L M Tennessee Valley Authority 80/03/31 Ip 


9004280433 Forwards second interim deficiency rept re defective seat 
ring seal welds on Borg-Warner valves Final rept will be 
submitted by 600420 

MILLSiL M Tennessee Valley Authority 8-0/04/07 Ip 


—8004200436 Second Intciim deficiency rept re defective seat ring seal 
welds on Borg'-Marner valves Util 6 manufacturer have 
established ret^ulred acceptance criteria for weld* Insp of 
valves is in progress Results will be In final rept 
a Tennessee Valley Authority 00/04/07 tp 


0004230420 Notifies that correct date of initial notification on MHC 
1070 was 790930 Repte dtd 79l026il211 I B00331 erroneously 
stated date as 79O5P0 

hILLSfL M Tennessee Valley Authority 00/04/19 Ip 


6004220541 Forwards final deficiency rept re Dorg^Uarner three-inch, 
motor operated gate valves 

MlLLSit ti Tennessee Valley Authority 60/04/16 Ip 


“0004220546 Final deficiency rept re Dorg-Warner three-inch motor 
operated gate valves Oato valve failed to close fully when 
actuated under operating conditions during recent test 
program Borg-Warner is redesigning std gate valve., 

• Tennessee Valley Authority 80/04/16 Ip 


6004260436 Forwards final deficiency rept re Borg-Warner 3-lnch motor 
operated gate valves 

MlLLBiL. M Tennessee Valley Authority 80/04/16 Ip 


'-3OO42B0442 Final deficiency rept re nopg-Warner S-inch motor operated 
gate valves Binding will be corrected fay mod of valves 
a Tennessee Valley Authority 00/04/16 Ip 


9004230390 Forwards final deficiency rept re header supports for 
reactor bldg coolers 

MILLSiL M Tennessee Valley Authority BO/04/17 Ip 


— 0004230383 Final deficiency rept re header supports for reactor bldg 
coolers Manufacturer performed seismic analysis 8i discovered 
braces fabricated from box cross section tubing Braces 
returned for mod 

« Tennessee Valley Authority 80/04/17 Ip 


Q004330503 Forwards first interim deficiency rept re Inti Telephone & 
Telegraph actuator for Ruskin dampers Went rept will be 
submitted by BOOB13 

rtlLL6(L M Tennessee Valley Authority BO/OA/l? Ip 


— 8004230507 First interim deficiency rept re Inti Telephone Telegraph 
actuator for Ruskin dampers Upon receipt of Inti Telephone li 
Telegraph actuator datai Rus V i n will provide corrective 
proceduras to util 

# Tennessee Valley Authority 80/04/17 tp 


0004230527 Forwards first interim deficiency rept re tntl Telephone & 
Telegraph controls for Amei ican Warming 1« Ventilation 
dampers Neit rept will be submitted by BO0S14 
MILLS. L M Tennessee Valley Authority 00/04/17 Ip 


—8004230529 First interim deficiency rept re Inti Telephone ic Telegraph 
controls for American t inarming ^ Ventilation dampers Upon 
receipt of Inti Telephone K Telegraph actuator da ta. Amor i can 
Harming ^ Ventilation will provide corrective procedures 
* Tennessee Valley Authority 00/04/17 Ip 


6004240386 Forwards first interim deficiency rept re failure of main 
steam lines 

MILL3.L M Tennessee Valley Authority 80/04/17 Ip 


— 8004240368 First interim deficiency rept ro failure of main steam 
lines Caused by main feedwater overfill Deficiency 
undergoing evaluation Util & BteW working to incorporate 
mltigatlve instrumentation into facilities 
* Tennessee Valley Authority 80/04/17 Ip 


9004290516 Forwards first interim deficiency rept re defective springs 
used in ITT General Control actuators supplied to Ruskin 
MILLS, L M Tennessee Valley Authority 00/04/17 Ip 


— 6004200524 First interim deficiency rept re defective springs used in 
ITT General Control actuators supplied to Ruskin Spring does 
not possess designed strength & force Ruskin will inform 
util of corrective act ions, p end ing receipt of accurate data 
* Tennessee Valley Authority 00/04/17 Ip 


8004290300 Forwards final deficiency rept ro TPJPE computer user 
failure to check frequency analysis of piping ays 
MILLS. U M Tennessee Valley Authority 00/04/21 ip 


9004290304 Final deficiency rept re TPIPE computer user failure to 
check frequency analysis No erroneous design info has 
resulted Rragram mod to stop any program run when frequency 
analysis not converging 

» Tennessee Valley Authority 80/04/21 ip 


DOCKET 50-439 BELLE FONTE NUCLEAR PLANT, UNIT 2 


A AppH c atlon/cons truct i on stage documents correspondence 


0004040031 Advises of issuance of NUREO-O58a, "Interim Staff Position 
on Environ Oual i f Ication of Safety-Related Electrical 
Equipment," providing guidance re methods for compliance 
ROSS, D F Division of Project Management 80/02/05 7pp 


8004040017 Submits addl guidance to NUREQ-OSaS, "Interim Staff Position 
on Environ dua 1 1 f ication of Safety-Related Electrical 
Equipment " Requests review of equipment qual if ication 
documentation to identify degree of compliance 
RDSS.D F Division of Project Management 80/02/21 3pp 


6004290300 Forwards request for addl info re power sys, for OL 
application review Requests date that response will be 
available for review 

PARR,G D Light Mater Reactors Branch 3 00/03/19 25pp 


0-004110046 Requests addl info on changes studies proposed in App F 
of 791203 response to NRO 791029 lOCFRSO 54 requests r« 
design adequacy of N6SS utilizing once-through steam 
genera tors 

PARR, a D Light Water Reactors Branch 3 80/03/25 5pp 
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F Security, medical, emergency b fire protection plans 


80040S0077 Advises that submittal date for evacuation timo estimates, 
requested by NRC 791226 ltr<has been postponed pending <iAO 
clearance under Federal Rep-ts Act 

ORlMESiB K Emergency Preparedness Task Force 80/03/11 4pp 


8004070052 Forwards request for info re util 790301 safeguards 
contingency plan t* 790901 Revision 1 Enel lulthheld 
(ref lOCFnS 790) 

PARR, □ D Light Uater Reactors Branch 3 60/03/14 2pp 


Q Inspection reports, IC Bulletins If correspondence 


G004090332 Forwards IE Bulletin BO-03. "Loss of Charcoal From Btd Type 
1 1 1 Tuo- 1 nc h , Tray Adsorbar Cells " Action required 

O'REILLYiJ P Region 2; Atlanta, Office of the Director 80/02/0^1 

2pp 


0004090380 Forwards IE In^P Repts 30-430/80-03 t< 50-439 /80~03 on 
000206-00 No noncomp 1 iance noted 

BRYANT, J C Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 00/02/20 2pp 


—0004090392 IC Insp Repts SO -430/ 00-03 b 50-439 /BO-03 on 000206-08 No 
none omp 1 lane e noted Major areas inspected containment 
prestressing OA/QC con tt'O 1 s, uiork performance ■ const status b 
quality records 

CQNLON, T E • LENAHAN, J J Region 2, Atlanta, Reactor Construction 
ti Engineering Bupport Branch 80/03/20 4pp 


8004090025 Confirms 000310 telcon arranging 600320 meeting between NRC 
S* util in Atlanta, OA to discuss accuracy of written repts 
provided to lE NRC will provide overall evaluation of util 
handling of deficiences identified by OA program 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 80/03/12 

2pp 


8004070ISO Ack receipt of 000303 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-430/00-01 i< 
50-439/00-01 

MURPHY, C E Region 2, Atlanta. Reactor Construction b Engineering 
Support Branch 00/03/17 2pp 


—0004070158 Forwards IE Insp Rppls 90-430/80-01 t 50-439/00-01 on 
000100-11 & notice of violation 

BRYANT, J C Regicin 2, Ailanta, Reactor Construction it Engineering 
Support Branch QO/02/11 2pp 


—0004070160 Notice of violation from insp on 800100-11 

* Region 2< Atlanta, Office of the Director 00/02/11 Ip 


—0004070177 IE Insp Repts 50-438/Q0--OI b 50-439/00-01 on 000100-11 
Noncompliance noted failure to follow procedure for visual 
Insp of welds 

HERDTiA R Region 2, Atlanta, Reactor Construction S< Engineering 
Support Branch VANnoQRN, P K Region 2, Atlanta, Office of the 
Director 00/02/01 4pp 


0004210170 Forwards response to IE Bulletin 00-03, "Loss of Charcoal 
from Std Type 1 1, Twa-Inch, Tray Adsorber Cells " Enel lists 
results of insps at facilities to determine if potential 
for loss of charcoal incidental to handling or use eslsts, 

MILLS, L M Tennessee Valley Authority 00/03/21 4pp 


0004100106 Forwards response to IE Bulletin 79-20 re possible 
malfunction of NAMCO Model EAi0O limit suiitchee At 
facllitlsi where applicable limit suitches are identified, 
replacement gaskets have been ordered 

MILLS, L M, Tennessee Valley Authority 80/03/28 3pp 


0004150527 Forwards IE Info Notice 00-12, ‘’Instrument Failure Causes 
Opening of PORV S' Block Valve " No specific action or 
response necessary 

O'REILLYiJ P Region 2i Atlanta, Office of the Director 80/03/31 

2pp 


0004080636 Forwards IE Circular 0O“O5r ''Emergency Diesel Oenerator 
Lubricating Oil Addition St Onsite Bupply " No written 
response required 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 00/04/01 

2pp 


G004190097 Forwards IE Info Notice 00-13, “OE Type SOM Control Switches 
Defective CAM Followers “ No specific action or response 
requtr ed 

O'REILLYiJ P Region 2, Atlanta. Office of the Director 00/04/02 
app 


0004240374 Faruiards IE Info Notice 80-14, "Safety Suggestions From 
Employees " No action lequired 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/04/02 
3pp 


0004100275 Forwards IE Circular 00-07, "Problems W/HPCI Turbine Oil 
Sys " No written response required 

D'REILLY.J P Region 2, Atlanta, Office of the Director 80/04/03 

2pp 


0004230142 Forwards IE Bulletin 79-03A "Longitudinal Weld Defects iti 
A8ME SA-312, Type 304 Stainlesi Steel Pipe " Action required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 80/04/04 
Ip 


0004180445 Forwards IE Bulletin 00-08, "Exam of Containment Liner 
Penetration Nelds " Uritton response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/07 
3pp 


8004290379 Requests approval of ASME Code Cases N-234 L N-233 for use 
on reactor pressure vessels Expeditious approval is 
necessai y for use of code cases in forthcoming preservice 
insp 

MILLS, L M Tennessee Valley Authority 60/04/23 Bpp 


S Reportable occurrences, LERs 4 related correspondence 


8004020459 Part 2J rept on 800228, made telephone rept re defect 
concerning potentially overstressed supports on reactor 
coolant letdown coolers due to inadequate support design 
Corrective action redesign of support stand 
TAYLOR, J H Dabcock b Ni Icox Co 00/03/03 6pp 


8004000563 PNO-1 1-80-045 on 000319. util notified Region 2 of flenW 
notification re potential for failure of mam steam lines in 
event of feedwater overflow of steam generators Region 2 
investigating generic aspects 

NRIOHT.R M , CONTRELL.F S Region 2, Atlanta, Office of the 
Director 00/03/19 ip 


0004150209 Forwards deficiency rept re support braces for cooling water 
supply header used for reactor bldg coolers being incongrous 
u/seismlc analysis 

TAYLOR, J H Babcock b Wilcox Co 00/03/24 Ip 


— 0004150210 Deficiency rept re support braces for cooling water supply 
header used for reactor bldg coolers being incongi uous u;/ 
seismic analysis Cause unstated Braces returned to vendor 
for mod to conform to soismic analysis design 
# Dabcock b Wilcox Co 80/03/24 3op 


0004300570 Part 21 rept re support braces for leactor bldg coolers that 
are nonconsoi vai Ive w/respect to brace design assumed in 
seismic analysis 8uppoi i braces are to be modified to 
conform to seismic design 

TAYLOR. J H Dabcock b Wilcox Co 80/03/24 5pp 


8004020395 Seventh interim deficiency rept re expansion anchors not 
passing qual i f i cat ton tests Final rept 
MILLS, LM Tennessee Valley Authority 80/03/25 Ip 


8004010397 Interim deficiency i ept re potential overstress condition 
in letdown cooler suppoi ts Notile loads will be analyied for 
effects on support structure to determine if mods are 
required to cooler support sys 
HOWELL, 5 H Consumers Rouer Co 00/03/27 Ip 


— 8004010404 Forwards addl info to Part 21 rept re potentially 
overstrassed supports on reactor coolant letdown coolers at 
facilities under const by Bt,W 

TAYLOR, J H Dabcock 4 Wilcox Co 80/03/03 6p p 


8004020414 Forwards interim deficiency rept re potential defects In NKM 
central valves in decay boat coolei outlet Next rept will be 
submitted by 000514 

HILLS.LM Tennessee Valley Authority 00/03/27 Ip 


— 0004020416 Interim deficiency rept re potential defects in WKM central 
valves in decay heat coaler outlet BiiW has begun 
investigation to determine extent b cause of defects 
« Tennessee Valley Authority 00/03/27 Ip 


8004020431 Forwards second interim deficiency rept re makeup t, 
purification b decay heat removal pumps w/damaged 
thermocouple wiring Next rept will be submitted by 000500 
MILLS, L M Tennessee Valley Authority 80/03/27 ip 
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— B0040t043i Second t n t » t i m dericiency lept te maSieup purification 
decaij heat removal pump motora w/damaged ther/nocoup lo 
UJiniig Meeting planned to discuss scheduling of 

repair-s ** testing of pump fliotors 
■» Tenn'pssce Valleg Author it«g 6 l)/03/?7 Ip 


9004040377 Forujards- final doficiencii i ept re makeup h purification, 
letdoun coolei supports 

MlLLSiL M Tennessee Valley Aulhoriti; 00/03/27 ip 


— 00040403^1 Final deficiency lopt agreement reached bg AE l> vendors that 
combination of AE support platform cooler support btacket 
uould result in o ver str*»s s ed condition in lowest of three 
cooler supports Completion of support mods expected B00930 
e Tennessee Valley Authority 30/03/27 ip 


0004020417 forwards intei itn deficiency t ept re violation of INRVCO 
field installation procedures next rept will be submitted bg 

aoofxia 

MIC.LS/L h Tennessee Vallet/ Authority 00/03/23 Ip 


— 0004020421 Interim deficiency repfc re violation of INRYCO field 
installatiDn procedures Revisions to QC procedures have been 
recommended K new inspcctot instructed tn foliouiing 
proced urea 

* Tennessee Valley Authority 80/03/28 Ip 


G004230432 Forwards second interim deficiency rept re defective seat 
ring seal ueldt an 3org-Warner valves Final rept will be 
submitted by G0042B 

MILLS. L M Tennessee Valleg Autfiontg 80/04/07 Ip 


— Q0042G043i Second intei im deficiency rept re defective seat ring seal 
uelds on florg-Warner valves Util manufacturer have 
established required acceptance criteria for uelds Insp of 
valves IS in progress Results will be in final rept 
• Tennessee Valley Authority 80/04/07 Ip 


0004220541 Forwards final deficiency rept re Dorg-Uarner three‘*lnch 
motor operated gate valves 

MILLS. L M Tennessee Valley Authority 00/04/16 tp 


— 8004220&46 Final deficiency t ept re Oorg-Warner three'->lnch motor 
operated gate valves Oate valve failrd to close fully when 
actuated under operating conditions during recent test 
program Borg-Warner is redesigning std gate valve 
*» Tennessee Valley Authority 80/04/16 Ip 


8004200433 Forwards final deficiency lept re Borg-Warner 3-inch motor 
operated gate valves 

MILLS. L M Tennessee Valley Authority 00/04/16 Ip 


— 0OO42BO442 Final deficiency rept re Borg-Warner 3-lnch motor operated 
gate valves Binding ulll be corrected by mod of valves 
« Tennessee Valley Authority 00/04/16 Ip 


0004230300 Forwards final deficiency rept re header supports for 
reactor bldg coQlers 

MILLS. L M Tennessee Valley Authority 80/04/17 Ip 


--0004230332 Final deficiency rept re header supports for reactor bldg 
coolers Manuf actui er performed seismic analysis 6 discovered 
braces fabricated from bo* cross section tubing Draces 
returned for mod 

» Tennessee Valley Authority 30/04/17 Ip 


Q004230S03 Foruiards fust interim deficiency rept re Inti Telephone & 
Telegraph actuator for Ruskin dampers Next rept will be 
submitted by SOOBI3 

KILLS. L i1 Tennessee Valley Authority 60/04/17 Ip 


— 0004230507 First interim deficiency rept re Inti Telephone & Telegraph 
actuator for Ruskin dampers Upon receipt of Inti Telephone 6 
Telegraph actuator data. Ruskin will provide corrective 
procedures to otH 

a Tennessee Valley Authority 80/04/17 Ip 


6004239527 Forwards first interim deficiency rept re Inti Telephone 
Telegraph controls for American Idarming Ir Ventilation 
dampers Nest rept will be submitted by 800814 
MILLS. L M Tennessee Valley Authority 80/04/17 Ip 


—8004230529 Fust interim deficiency rept re Inti Telephone ?< Telegraph 
controls for American 8. Warming ^ Ventilation dampers Vpon 
receipt of Inti Tflepho|ie 4* Telegraph actuator da ta, Atnerl can 
Warmifk^ <* Ventilation will provide corrective procedures 
♦ Teffnessee Valley Authority 00/04/17 Ip 


8004240386 Forwards first inrenm deficiency rept re failure of main 
steam lines 

MILLS. L Tennessee V-^iney Authority 00/04/17 ip 

— 8004240388 First interim deficiency rept re Failure of main steam 
lines Caused by main feedwater overfill Deficiency 
undergoing evaluation Util t working to incorporate 

n>itigati«'e i ns t rumen ta 1 1 or. into facilities 
* Tennessee Valley Authority 90/04/17 Ip 

8004280516 Forwards first interim deficiency rept re defective springs 
used in ITT General Control actuators supplied to Ruskin 
MILLS. L M Tennessee Valley Authority 80/04/17 Ip 


— 6004280524 First interim deficiency rept re defective springs used in 
ITT General Control actuators supplied to Ruskin Spring does 
not possess designed strength A force Ruskin will inform 
util of conrcfclve ac tions. pend i ng receipt of accurate data 
* Tennessee Valley Authority 60/04/17 Ip 


0004250380 Forwards final deficiency rept re TPIPE computer user 
failure to check frequency analysis of piping sys 
MILLS. L i1 Tennessee Valley Authority 80/04/21 Ip 

— 0004250394 Final deficiency rept re TPIPC computer user failure to 
check frequency analysis Mo erroneous design info has 
resulted Program mod to stop any program run when frequency 
analysis not converging 

Tennessee Valley Authority 00/04/21 ip 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT. UNIT 1 


A Ap p 1 ication/construct I on stage documents U corresp ondence 


3004040031 Advise-s of issuance of NURE0-D5G8. "Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment." providing guidance re methods for compliance 
RGBS. D F Division of Pioject rianogoment 00/02/05 7pp 


Q004070041 Forwards MflC 800120 0211 Urs to (JE re mods to BWR control 

rod drive sys re elimination of clacking in return line 
noiile Mods should not be performed until issuance of KUREO- 
0619 

nUGENSTEU^L S Light Water Reactors Branch 4 BO/03/11 2pp 


8004100301 Notification of G00403 meeting w/GE in DethesdarMD to 
discuss own 6 safety relief valves mfg by 0 Dickens Co 8< 
supplied by 6£ to facilitios 

HENDERGOrL J 0 Division of Reactor Construction Inspection 
80/03/13 2pp 


F Security, medical, emergency fire protection plans 


60040B0077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr. has been postponed pending GAO 
clearance undet Federal Repts Act 

0RIME3. » K emergency Preparedness Task Force 00/03/1 1 4pp 


0 Ad judt catot y correspondence 


8004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvement in radiological emergency planning fc 
preparedness. distributed as Board notification 
GDS6ICK. L V Office of the Executive Director for Qporations 
aO/04/02 34pp 


H General correspondence 


8004240364 Responds to 791 IS? Itr requesting review of DD Wilt concerns 
re liconsee const practices K NRC insp approach Const 
defects must be corrected prior to OL issuance NRC sampling 
insp program assures compliance w/NRC requirements 
DIRCK6.W J Office of the Precutlve Director for Operations 
BO/03/05 3pp 


B Inspection leparts. It Bulletins % correspondence 


e0Q4U0150 Forwards I£ Insp Rep ts 50— J40/BO-01 C. 3O-441/0O-OJ on 
800123-85 tf notice of violation 

FIQRELLI^G Region 3, Chicago. Reactor Conatruction t« Engineering 
Support Branch 60/02/26 2pp 


6004110152 Notice of violation ft on Insp on 000123-29 

e Region 3, Chicago, Office of the Director 00/02/20 Ip 


i 
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— 8004110176 IE IrtBf> Rep is 50-440/80-01 & 50-441 /BO-Ol on 800123-35 
None amp 1 1 anc e noted failure bo qualify inspector personnel 
records 

U1LL1AK8«C C < KONKLlNi J E , KEY, U J Region 3. Chicago. Office of 
the Director 90/02/20 lOpp 


8004100125 Forwards IE Info Notice 80-08. "States Co Sliding Link 
Electrical Terminal Slock " Nt» specific action or response 
r equ ired 

KEPPLEHi J 0 Region 3, Chicago, Qffico of the Director 80/03/07 

Ip 


8004150165 Poru/ards lE Info Notice 90-12, "Instrtimfint Failure Causes 
Opening of PORV Ic Block Valve No specific action or 
response necessary 

KEPPLER, J 0 Region □, Chicagoi Office of the Director BO/03/31 

Ip 


8004000698 Forwards IE Circular SO-05, "Emergoneg Diesel Generator 
Lubricating Oil Addition tt Onsite Supply “ No written 
response required 

KEPPLERr J 0 Region 3, Chicago. Office of the Director BO/04/01 
Ip 


6004150034 Forwards IE Info Notice 80-13. "OE Type SOM Control Switches 
Defective GAM Followers " No specific action or response 
required 

KEPPLERjJ 0 Region 3, Chicago. Office of the Director BO/04/03 

Ip 


8OO410OO3B Forwards attachments to IE Circular 80-03, "Protection From 
Toxic Gas Haxards," inadvertently omitted from G00306 
transmi tta 1 

KEPPLEfi,J G Region 3, Chicago, Office of the Director 00/04/02 
Ip 


0004220110 Forwards lE Info Notice 80-14, "Safety Suggestions From 
Employees “ No action required 

KEPPLER, J 0 Region 3. Chicago, Office of tho Director 80/04/02 

IP 


0004220347 Forwards lE Circular 00-07. "Problems W/HPCl Turbine Oil 
8ys " No written reeponsc required, 

KEPPLER. J 0 Region 3, Chicago, Office of tho Director 80/04/03 
IP 


8004110033 Forwards IE Bulletin 0O-O7, "DWB Jet Pump Assembly Failure “ 
No written response required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/04/07 

Ip 


8004230201 Forwards IE Bulletin 79-03A. "Long i twd Inal Weld Defects in 
A8ME aA“3l2,Type 304 Stainless Steel Pipe '* Action required 
KEPPLER.J 0 Region 3* Chicago* Office of tho Director 80/04/07 
Ip 


0004220139 Forwards IE Bulletin BO-OQ. "Exam of Containment Liner 
Penetration Welds " Written response required 

KEPPLERrJ 0 Region 3. Chicago. Office of the Director 60/04/09 

Ip 


8, Reportable occurrences! LERs & related correspondence 


8004090167 Ac k receipt of 000229 final deficiency rept re omission of 
Class B fill uiaterstops 

FIORELLIiO Region 3, Chicago. Reactor Construction St Engineering 
8upport Branch 80/03/17 Ip 


8004230353 Final deficiency rept re cracks 4 tears in bottom of steel 
ends of ITE switchgear caused by seismic environ Notes 
drilled (i welds run along bend line Min of three switchgear 
frames will be bolted together for future shipments 
DAVIDSON, D R Cleveland Electric Illum>nat»ng Co 00/04/15 3pp 


DOCKET 90-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A Appl ieation/construction stage documents correspondence 


0004040031 Advises of Issuance of NUHEO-0900. "Interim Staff Position 
on Environ Oual i f icatlon of Saf ety-Rela ted Electrical 
Equipment," providing guidance re methods for compliance 
ROSS. D F, Division of Project Management 80/02/09 7pp 


0004070041 Forwards NRC 000120 8t 0211 Urs to GE re mods to BWR control 
rod drive sys re elimination of cracking in return line 
noxtle Mods should not be performed until Issuance of NUREO- 
0619. 

RUBENSTEIN.L B Light Mater Reactors Branch 4 00/03/11 2pp 


8004100301 Notification of 800403 moetMig w/OE in Bcthesda.MD to 
discuss BWR 6 safet.; lelief valves mtg by G Oldens Co & 
supplied by GE to facilities 

HENDERSON. J B Divisiopi of Peactoi Constiuction Inspection 
00/03/13 2pp 


F Security, medical, emergency t nre piotection plana 


0004000077 Advises that submittal date for evacuation time estinates, 
requested by NRC 791226 Itr.has been postponed ponding GAO 
clearance under Federal Repts Act 

grimes, B K Emergency Preparedness Task Force 00/03/11 4pp 


G Adjudicatoiy correspondence 


8004030026 Memorandum of understanding between NRC t FEMA re prompt 
improvement in radiological emergency planning A 
preparedness, di 5 tribut ed as Board notification 
0DS8ICK,L V Office of the Executive Dnector for Operations 
80/ 04/02 34 pp 


H General correspondence 


0004240364 Responds to 791129 Itr requesting review of DD Wilt concerns 
re licensee const piactices t NRC insp approach Const 
defects must be corrected prior to OL issuance NRC sampling 
insp program assures compliance w/NRC requirements 
DinCKStW J Office of tho Erecutive Director for Operations 
00/03/06 3pp 


Q Inspection reports, IF Bulletins i correspondence 


0004110150 Forwards IE Insp Repts 50-440/00-01 8, 50-441/90-01 on 
000123-25 ?( notice of violation 

FIQRELLIrG Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 00/02/26 2pp 


— 0004110152 Notice of violation from insp on 800123-25 

a Region 3, Chicago, Office of the Biioctor 80/02/20 Ip 


— 0004110176 IE Insp Repls 50-44O/B0-OI S' S0-441/S0-01 on 000123-25 
Noncomp 1 iance noted failure to qualify inspector personnel 
records 

WILLIAMS, C C , KONKLIN.J C , KEY, W J Region 3. Chicago. Office of 
the Director 00/02/20 lOpp 


6004100125 Forwards lE Info Notice 00-08. "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

KGPPUER,J O Region 3, Chicago. Office of the Director 00/03/07 

Ip 


0004150165 Forwards IF Info Notice B0~12, "Instrument Failure Causes 
■Opening of PGRV 4 Block Valve " No specific action or 
response necessary 

KEPPLERrJ O Region 3, Chicago. Office of the Director 00/03/31 

Ip 


0004080690 Forwards IE Circular 60-05, ''Emergency Diesel Generator 
Lubricating Oil Addition 4 Onsite Supply " No written 
response required 

KEPPtERi J O Region 3, Chicago, Office of the Director 00/04/01 

Ip 


8004150034 Forwards IE Info Notice 00-13. "GE Type SBM Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLERiJ 0 Region 3, Chicago. Office of the Director 80/04/02 

Ip 


0004180030 Forwards attachments to IE Circular 00-03, "Protection From 
Toxic Gas Haiards, " Inadvertently omitted from 800306 
transmittal 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/04/02 

Ip 


8004220118 Forwards IE Info Notice 00-14. "Safety Suggestions From 
Employees " No action required 

KEPPLER.J G Region 3, Chicago, Office of the Director 00/04/02 

IP 


8004220347 Forwards IE Circular 80-07, "Problems W/HPCI Turbine Pil 
3ys " No written response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/04/03 

Ip 
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0004110033 F{ 5 T(jard^> If- B'llie^ln PO-O/p 'iUJH Jet Purnp Assembly Failure 
■fJo uritten te5,po7i»e required 

^<EPPLtR,J0 Region 3 ChicagOi Office of the Director 00/04/07 


0004230201 

Fot 

ward V 

IE 

3 u 

1 1 5 t l f1 

/9-03A 
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OT»g 

1 1 ud ina 

1 Weld 

Defects in 
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31? 

Type 

*<01 

8' 

J J nl c s s 

Steel 

Pip 
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Ac ti on 
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KEPPLFR, 

J 0 

Reg 

J on 

3 

Ch 1 c ag 

a Of f 1 
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of 

t6 & Dir 

cc tor 

00/04/07 

IP 













H General correspond enc e 


7907170211 Requests halt to plant const until util NRC can devise 
adequate evacuation plans 

QATESp A W Affiliation UnVnGi*.n 79/07/11 Ip 


7907250345 Requests suspension o* const pending Improved 
plan<as residence is only 12; miles from proposed plant 
WlLLIAnSOiJj P \4 Affiliation Unknouin 79/07/17 Ip 


evacuati on 


B004220139 Forwards 

IE Bui lefi 

n 00-00) 

'Fxatii of Containment 

Liner 

Peoeti a tion 

Meld S 

Wr 1 1 trn 

re ip OTIS e 

1 cqui red 


KEPPLEfi) J 0 
1? 

R eg J 

on 3, 1 h 1 c 

ago- Orr ] 

ice of the Director 

00/04/09 


7907250327 Requests suspension ot const pending improved evacuation 
plan 

GALLAGHER, V C Affiliation Unknown 79/07/18 Ip 


5 Reportable occurrence i (FRs ^ i elated correspondence 


000409014,7 Atk receipt 0 + 000229 final deficiency rept re omssion of 
Class 0 fill waterstops 

FlOflELLlrG Region 3, Chiragoi Reactoi C otis tr uc 1 1 q n L Engineering 
Support Branch E0/03-'l/ Ip 


0004230353 Final dexiciency t ep t ic cracks tears in bottom of steel 
encls of IT£ stuitchgeai caused by seismic environ Holes 
drilled *■* welds run along bend line K»in of three switchgear 
frames mill be bolted toge^hei for future shipments 
DAVIDSON) n R Cleveland Electric Illuminating Co 80/04/lS 3pp 


800411005? Responds to 790711 1 tr re emorgcncy planning Uill review 

applicant responses to Commission requirements prior to 
decision to issue OL Opportunity will be provided for public 
intervention prior to decision 

VARGA- S A Assistant Dltector for Light Nater Reactors 80/03/27 
3pp 


0004110060 Responds to 79071i7 note re emergency planning it consequences 
of Glass 9 accidents Will review applicant responses to 
Comini i ss 1 on requirements Opportunity will be provided for 
public 1 n terveni Ion prior to decision to issue QL 
VAROA, S A Assistant Director for Light Water Reactors 00/03/27 
3pp 


DOCKET 50-043 SEAQROOK NOfLEAP SrATION. UNIT 1 


A Ap p I ica I lon/c onsir uc L k an stage documetits V correspondence 


B004040031 Advises of issuance ot NUREG-OSBO) "Interim Staff Position 
on Environ Dual if Icat i on of Ear ety-Re lated Electrical 
Equ i piri^nt p ■' providing guidance re methods for compliance 
R0S3,DF Division of Project Management 00/02/05 7pp 


8004020124 Advises that steps have been taVen to initiate review of 
G+l/-FSD”?53G re main steam isolation valve, per 000100 Itr 
Review will be conducted on schedule consistent ui/QL 
application revieui 

VARGA) S A Assistant Director for Light Water Reactors 80/03/25 
*P 


F Security, medical, emergency i file protection plans 


0004110067 Responds to 790710 Itr re emergency planning far areas near 
facility Will review applicant responses to Commitsian 
requirements !- piovide opportunity for public intervention 
prior to decision to issue QL 

VAROA. S A Assistant Director for Light Water Reactors 00/03/27 
»IPP 


Q0041S0131 Responds to 790710 Itr re emeigency planning Will review 
applicant responses to Commission requirements prior to 
decision to Issue OL Opportunity ulll be provided for public 
intervention prior to decision 

VAROA, K A Assistant Director for Light Water Reactors 00/03/27 
3pp 


0004240529 Responds to 7V060? Itr of opposition to plant const Forwards 
800211 Itr containing Director’s decision not to issue order 
to show cause NRC will roviaiw applicant responses to 
requirements prior to decision re OL issuance 
ROSSiG F Division of Project Management 00/04/09 2pp 


BOO4O0OO77 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr) has been postponed pending GAO 
clearance under Federal Repts Act 

CRIMES) D K Emergency Preparedness Task Force 80/03/11 4pp 


-’-0004240534 Opposes plant const due to lack of evacuation plan & 
threat of disaster 

EATON, L Affiliation Unknown 79/06/07 Ip 


8004210316 Submits stalemcnt of 600320 (Tveeling re status of city 
emergency evacuatiopi plan Present plan insufficient to 
ensure hopian satety State it federal funding t technical 
assistance needed to bring plan to required to stds 
SHERIDAN) C F Affiliation Unknown GO/03/24 Ip 


I Financial i nfoi mat ion 


B004070299 Forwards revised source of funds schedu 1 s, omi tted from 
800314 Supp I 4) Amend 40 raquost for partial transfer of CPs 
RITSHERiJ A Ropes tc Gray 90/03/31 ip 


G Adjudicatoiy correspondence 


0004080364 Discusses 800122 board notification re re-evalua t ion of 1732 
Montreal earthquake «- impact on facility NRC conclusion 
premature ^ reassessment of seismc experts may be subj to 
conflict of interest 

SHELDON) K P Sheldon, Harmon it Weiss QO/03/05 4pp 


0OG4O1O472 Notifies that vote of people at annual town meeting 
supported withholding issuance of DL until safe evacuation 
plan established No town funds will be spent on evacuation 
p tan 

LOCKEiE U ) FALCONER) J C , EATON, J Affiliation Unknown BO/03/29 

2pp 


8004070045 Order granting extension until 800410 fqr Commission to 
consider whether to review ALAS-422 t ALAB-561 

CHILK,S J Office of the Secretary of the Commission Q0/03/2B 
t P 


0084030026 Memorandum of understanding between NRC U 
improvement in radiological emergency planning t- 
preparedness, d I sfcr ibuted as Boaid notification 
GOSSlCKrL V Office of the Executlxe Director for 
0G/O4/O2 34pp 


FEMA re prompt 


Dperations 


0004260165 Order granting extension un 
consider whether to review ALAB-422 
CHILK, 8 J Office of the Secretary 
Ip 


til 800509 
it At AD- 561 
of the Comm 


for Comm-lssloTi to 
I scion 00/04/17 


--8004070302 Revised source of funds schedu loi omi t ted from 8uppl 4, Amend 
40 of OL application fot partial transfer of CPs 
* Public Service Co of New Hampshire 60/03/31 2pp 


0004170263 Forwards request for addl financial info NRC requires info 
to complete evaluation of ftnancial capability of applicants 
proposing to increase ownership participation it evaluation 
of financial capability of proposed new owners 
RUQENBTEFN.L S tight Water Reactors Dranch 4 00/04/02 0pp 


M Antitrust correspondence 


□004140090 Forwards Attorney General 
antitrust advice re CP application 
FR 

5ALTZKAN, J Antitrust 4 Indemnity 


0003 I 7 
LtP wt 

Group 


Itr providing addl 
1 be published in 

60/03/21 Ip 


8004140104 Advises NRC re CP for powei plants per Section 105 of 
amended Atomic Energy Act of 1954 Antitrust hearing not 
nee essary 

HTVACKi S M Jus t ice. Dept of. Attorney General's Office 
00/03/17 Ip 


0004140279 Forwards DOJ Q003I7 Itr 
CP application Ltr concludes the 
hearing was disclosed during rev 
ownership of 50 MW share in faci 
SALTZKAI4, J Antitrust 4 Indemni 


providing addl antitrust 
t no basis for antitrust 
i eu of info ro Danger 
lity 

ty Group 00/03/26 2pp 


advice 


re 
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<3 Impection reports# IE Bullelins ti correspondence 


0004070432 Foruaids IE Mgt Meeting Repts 50-443/00-03 t, 50-4-44/30-02 
on 000206 

C/^RLSON« R T Region I, Philadelphia/ Reactor Construction ?# 
Engineering Support Branch 00/03/26 Ip 


— 9004090441 IE Mgt Meeting Repts S0-443/B0-02 tc 50-444/00-02 on 800206 
Areas discussed ti results establishment of onsite ofc to 
place full-time resident Inspector 

MCQAUGHYi R W Region 1# Philadelphia# Reactor Construction ^ 
Enginoering Support Branch MCOSCAR. J J • CERIIC# A C Region 1# 

Ph 1 ladelph la, Office of the Director 80/02/26 3pp 


0004070102 Ack receipt of 800201 Itr informing NRC of steps talien to 
correct violations noted in IE Insp Repts 50-443/79-09 i# 
50-444/79-07 

CARLEONi R T Region 1# Philadelphia, Reactor Construction 8( 
Engineering Support Branch 80/03/09 2pp 


— 6004070106 Responds to NRC 6001 1 1 1 ti re violations noted In IE Insp 
Repts 50-443/79-09 & 50-444/79-09 Corrective actions revised 
Perinl Procedure QAP-lS-0 to require corrective action 
determination on each rept 

DEVINCENT I Si J Public Service Co of New Hampshire BO/OS/Ol 

3pp 


--0004070109 Forwards IE Insp Repts 30-443/79-09 t 50-444/79-09 on 
791113-16 & notice of violation 

CARLSON, R T Region 1, Ph i lad el ph la# Reactor Construction 
Engineering Support Stanch 00/01/11 2pp 


—0004070110 Notice of violation from insp on 791113-16 

* Region I# Philadelphia, Office of the Pirector 00/01/03 ip 


—0004070111 IE Insp Repts 50-443/79-09 6 30-444/79-09 on 791113-16 
Noncompliance noted failure to prescribe corrective actions 
bg Perlni & LfEtiC to preclude placement of concrete until all 
reinforcing steel has been installed 

EBNETERiS D Region I, Ph 1 ladel ph ia. Reactor Construction It 
Engineering Gupport Bt anch SANDERS# W F , VARELA# A A Region 1# 
Ph i ladel ph ia, Office of the Director 80/01/03 0pp 


0004100035 Forwards IE Insp Repts 50-443/00-01 t< 50-444/80-01 on 
B0012S-25 No noncomp 1 iance noted 

CARLSON# R T Region 1# Philadelphia! Reactor Construction U 
Engineering Support Branch 00/03/tl 2pp 


-0004100040 le Insp Repts 50—143/80-01 h 50-444/00-01 on 000122-25 No 
noncomp I iance noted Major areas inspected QC controls on 
rebar installation it caduel ding# equipment malni tt storage 
plant insp tour 

KERNE/A C . VARELA#A A Region 1# Ph i ladelph ia# Office of the 
Director MCOAUOffY! R N Region 1# Phtladjelphla# Reactor 
Construction ti Engineering Support Branch 00/03/04 9pp 


6004080355 Forwards l£ rept per CJ Reis 600303 Itr Draws attention to 
Pages 3 4 N/o end 

RElSiE J Hearing Branch 3 00/03/25 Ip 


0004150302 Forwards IE Info Notice 00-12# ** Instrument Failure Causes 
Opening of PORV 8< Block Valve No specific action or 
response necessarg 

ORlERiB H Region Ir Philadelphia# Office of the Director 
80/03/31 Ip 


0004090103 Forwards IE Circular 00-05# ''Emergencg Diesel Generator 
Lubricating Oil Addition it Onsite Bupplg ’* Np written 
response required 

GRIERiO H Region I, Philadelphia# Office of the Director 
80/04/01 Ip 


0004110511 Forwards IE Info Notice 00-13# "OE Type 80M Control Switches 
Defective CAM Followers " No written response required 
GRIER, B M Region 1. Ph i label ph ia, Dfflce of the Director 
00/04/02 Ip 


0004240348 Forwards IE Info Notice 80-14# "Eafetg Suggestions From 
Employees *' No action required 

GRIER, B H Region 1# Philadelphia, Office of the Director 
80/04/02 Ip 


0004180173 Forwards IE Circular 80-07# «Prob|ems IJ/HPCl Turbine Oil 
ags '* No written response required 

GRlERiB H Region 1# Philadelphia! Office of the Director 
80/04/03 Ip 


S004230502 Totuaids It B‘ill#*<-in 77 0 lA 'Longitudinal Weld Defects in 
ASfTE SA-312, Tjpe 304 Sta loin's 5 5teel Pipe ' Action required 
GRIER,!) H Region 1# Thtlidelphia Hn-Ut? of the Director 
80/04/04 ip 


0004160284 Forwards IF Bulletin 80-06 ‘ f « am of Lonta moien t Liner 

Penetration Welds ' (-Jritteo esponse inquired 
GR1ER#Q H Region I# Ph i lade 1 p h i a, Ofnee of the Director 
60/04/07 Ip 


DOCKET 50-444 SEABROOK NUCLEAR 5TAHGN. UNIT 2 


A App 1 1 catl on/construc 1 1 '«n stage documents t correspondence 


6004040031 Ad/ises of issuance of NUPFC-ObSS, "Interim Staff Position 
on Environ Qualification of 5a i ely-fle 1 nted Electrical 
Equipment ! " providing guidance le methods foi compliance 
ROSS! D f Division df Pioject Managemerit 80/02/05 7pp 


0004020124 Advises that steps have been taipn to initiate review of 
GH4-F8D-253B re mam steam isolation valve, per 000106 Itr 
Review will be conducted or schedule consistent u/OL 
application review 

VARGA# S A Assistant Djiectoi for Light Water Reactors 00/03/29 
IP 


F Security# medical# e-itiergency *# fire protection plans 


8004060077 Advises that submittal da^e for evacuation time estimates# 
requested by NRC 791226 Itr# has been postponed pending GAO 
clearance under Federal Repts Act 

GRIMES# n K Emergency Preparedness TasI# Force 00/03/11 4pp 


0004210316 Submits statement of 600320 meeting re status of city 
emergency evacuation plan Present plan insufficient to 
ensure human safety Btaie 2# federal funding !# technical 
assistance needed to biing plan io required to stds 
SHERI DAN# C F Affiliation Unknown 00/03/24 ip 


G Adjudicatory correspondence 


6004080364 Discusses 000122 board notification re re-evaluation of 1732 
Montreal earthquake ^4 impact on facility NRC conclusion 
premature & reassessmurit of seismic exports may be subj Id 
conflict of interest 

SHELDON. K P Sheldon# Harmon i Weiss 00/03/03 4pp 


6004010472 Notifies that vote of people at annual town meeting 
supported withholding issuance of QL until safe evacuation 
plan established No town funds will he spent on evacuation 
p Ian 

LOCKE# E U # FALCONER. J C # tATON, J Affiliation Unknown DO/03/29 

2pp 


B004070045 Order granting extension until 600410 for Commission to 
consider whether to review ALAD-422 f* ALAD-561 

CHfLKtS J Office of the Secretary of the Commission 0O/O3/2B 

ip 


6004030026 Memorandum of understanding between NRC I# FEMA re prompt 
Improvement m radiological emergency planning t< 
pr eparedness# d 1 str ibuted as Board notification 
OOd&ICK# L V Office of the Executive Director for Qperatio-ns 
00/04/02 34 pp 


6004200165 Order granting extension until 600509 for Commission to 
consider whether to rovlew ALAD-422 & ALAD-561 

CHILKiS j Office of the Socretai y of the Commission 60/04/17 
ip 


H General cai respondenc o 


7907170211 Requests halt to plant const until util it NRC can devise 
adequate evacuation plans 

BATES# A K Affiliation Unknown 79/07/11 Ip 


7907290345 Requests suspension of const pending improved evacuation 
plan#as residence is only 12 miles from pioposed plant 
HiLUlAMSONfP N Af fi 1 i at i on Unknown 79/07/17 ip 


7907290327 Requests suspension of const pending improved evacuation 
plan 

GALLAGHER, V C Affiliation Unknown 79/07/18 Ip 
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{300-4 1 10052 Responds lo ]tT ir tmc'qniicy planning Nill review 

applicant rfrsp - 13 '‘oirnni, ) >ri t e ntp 3 t emeii t ■, prior to 
decisioTt tj j^eiiP Qi. i}p[i -I I topi , » ij Lj I 1 ! li-e provided for public 
I liter ven L 1 'll pii'i 'o 

V/^POAj * A A = lit I *• oi Ffi» I I t iJstet Reactors 00/03/27 

3 p p 


000-41 IQOfcO Retpoiids to- 7 n.' > I ? not,' 'e eiiietjeruig planning 5 consequences 
cf Class 9 -accidt-Tit Will revieuj eppli^'ant icsponses to 
Cormissiori 1 equii e.ment , 1 Ipp t i|iii t ij will be provided for 
public inteiventiDji ptiei k-o decision to issue OL 

S A A«.sistant|tir?ctrr for liflbtWatrr Reactors 80/03/27 

3 PP 


eOOdllOAh? Responds to Turi^iB IM le emerjenctj piannirig far ar&^s near 
facility Uill 1 0 r 1 ew appliL^nt lesponses to Commission 
rc<iu 1 1 eerier t s piovide opportunity »-oi public intervention 
prior to -decisioii to i^iue OL 

& A Assistant director ror Ligtit Uatei Reactors 00 / 03/27 

3 pp 


0004150^31 Rospondi to 7 ? 07 lO Itr re emetgency planning WjJl review 
applicant respor«ses to Comiriissiori te quite merits prior to 
decision to t^sue OL Opportunity will be provided for public 
intervention piioi tp (ieci»ion 

VARGAj S rv Assistant l>iiDctoi tor Lxjht Water Reactors 80/03/27 
3 pp 


0OO'424O529 Responds to 790b0r 1 ti c+ opposition to plant const Forwards 
800211 Itr containing r'M*»ctor » decision not to issue order 
to stiDu cause NRC will le/tew applicant responses to 
r equii eipients prioi to decision le OL issuance 
ROSS. D F Division of pioject fWnagoment 80/04/09 2pp 


— 8004240534 Opposes plant const due to lacf oP evacuation plan t. 
threat of disaster 

EATON, L Affiliation Unl'nouin 79/06/07 Ip 


1 Financial inf or "nation 


0004070299 Forwards revised source of runda s ctiedul e, omi t ted fron 
800314 Suppl 4. Amend 40 request foi paitial transfer of CPs 
RlTSHER.v/A Rapes Gray 80/03/31 Ip 


"'■8004070302 F’evised so-uice of funds sc hedul c , omi t ted from SuppL 4iAttiend 
40 of OL application for partial transfer of •CPs 
n Public Service Co of Hew Hampshire BO/03/3I Spp 


QC0’4l70?-fc3 Forwards requtst for addl fiiiancial into NRC requires info 
to complete evaluation of financial capability of applicants 
proposing to increaso ounetship participation b evaluation 
of financial rapabilifcij of proposed new owners 

RUaENSTElNLl S Light -Water Re.ictors Branch 4 80/04/02 Qpp 


M Antitrust c on esponflenc e 


600414Q09B Forwards Attornoy General 800317 Hr providing addl 
antitrust advice re CP appliration Ltr will be pgblished In 
FR 

5ALT2KAt4i 0 Antitrust Indefinity Group 00/03/21 Ip 


--8004140104 Advises I'RC le CF foi powei plants per Section lOb of 
amended Atomic Fncrgg Act of 1-954 Antitriisl heating not 
necessary 

LITVACK, S M J'us t ) c e, Do p t of, Attoi nog General's Office 

80/03/17 Ip 


0004140279 Forwards DOj 000317 Iti ptovidmg addl antitrust advice re 
CP application Ltr ccmc lude s that no basis for antitrust 
hearing was disclosed duitng review of info le Bangor 
ownership of SO I1N s-hai e in facility 

SALTZMAIL J Antitrust / Indemnity Group 90/03/26 2pp 


Q Inspection reports, JF Bulletins t correspondence 


8004090432 Forwards IE Hgt Meeting Repts 50-443/80-02 h 50-444/80-02 
on B00206 

CARLSOd, R T Region l« Philadelphia, Reactor Construction fic 
Englrieering Support Branch 00/02/36 Ip 


— 8004090441 IE Hgt Meeting Rep is 50-443/80-02 t 50-444/80-02 on B00206 
Areas discussed ^ results establishment of onsite ofc to 
place full-time resident insoectur 

MCCAUGHViR W Region 1. Rh i lade 1 ph 1 Reactor Construction JU 

Enginoering Suppoi t Branch MCOSCAR. J J , CEBNE, A C Region 1. 
Philadelphia, Office of the Dnector 00/02/26 3pp 


6004070102 A<- k leceipi of 8u020l ltr informing NRC of steps taVen to 
correct violations noted tn IF Insp Repts 50^443/79-09 t< 
50-444/79-09 

CARLSCliy, R 1 Region l< Ph 1 1 ade Iph i«, Reactor Construction tt 
Eng mealing Support Bianch 0O''O3/O5 2pp 


“-B0040/0106 Responds lo NRC 800111 ltr ie violations noted in IE Insp 
Repts 50-441/79-09 f *i0-444/79“O9 Conective actions revised 
Ferini Procedure OAP-15-0 *0 lequirc corrective action 
determinat icli on each inpt 

CEVINCEMTIS, J Public Service Co qf New Hampshire BO/02/01 
3pp 

— 0004070109 Forwards lE Insp R»pts 50-443/79-09 U 50-444/79-09 on 
791113-16 ♦ notice of violation 

CARLSOfl.R T Region 1 , Philadelphia, Reactor Construction I 
Engineering Suppoi t IH anch BO/Ol /11 2 pp 


— 8004070110 Notice of violafion tron insp on 791113-16 

s Region I, Ph i lade 1 p h ia< Office of the Director 00/01/03 Ip 


—8004070111 it Insp Repts 50-443/79-09 b 50-444/79-09 on 791113-16 
None omp 1 lence noted failure to presciibe corrective actions 
by Perini fv UEAC to pteclude placement of concrete until all 
re i-ri f ore ihg steel has been installed 

EDNtTERrS D Region I, Philadelphia. Reactor Construction 
Engineering Support Blanch SANDERS, bi F , VARELA, A A Region 1, 
Philadelphia, Office of the Duector 30/01/03 8pp 


B00410003S Forwards IF Insp Repts 50-443/00-01 50-444/00-01 on 

000122-25 No none omp I lanc e noted 

CARLSHNiR T Region 1, Philadelphia, Reactor ConstTUclion t 
Engineering Suppoi t Branch 00/03/1 1 2pp 


•8004100040 IE InSp Repts 50-443/00-01 f. 50-444/80-01 on 000122-25 No 
none omp 1 lance noted Major areas inspected OC controls on 
rebar installation cadwe 1 d 1 ng. equipment maint & storage 4- 
plant insp ioui 

KERNE. A C , VARELA, A A Region I, Philadelphia, Office of the 
Director rtCGAUOHYiR tl Region 1, Philadelphia, Reactor 
Construction 6 Engineering Support Branch 00/03/04 9pp 


8004080355 Forwards IE rept pei FJ Rois B0Q303 Hr Draws attention to 
Pages 3^4 M/o enc 1 

REIS, fc J Hearing Branch 3 00/03/25 Ip 


8004150302 Forwai ds IE Info Notice 80-1?, "Instrument Failure Cauiies 
Opening of PGRV niock Valve ” No specific action or 
response necessaiy 

GRIER, Q H Region 1/ Phi ladel ph 1 a. Office of the Director 
00/03/31 tp 


8004090103 Forwards |C Cncular 00-05, "fmergoncy Diesel Genorator 
Lubricating Oil Addition // Onsite (lupply " No written 
response requiied 

GRIER, B H Region I, Philadelphia, Office of the Director 
80/04/01 ip 


8004IlOstl Forward* It Info Notice 80-13, "GE Type 8DM Control Switches 
Defective CAM Followers '' No unittcii response 1 equlrcd 
GRIER, B H Region t, Philadelphia, Office of the Director 
80/04/02 tp 


8004240340 Forwards IF Info Notice 00-14, '‘Safety Buggestions From 
Employees " No a-clicn tcqulred 

GRIER, B ii Region 1. Philadelphia, Qfflco of the Director 
80/04/02 ip 


8004100173 Forwards IE Clrcolai 80-0/. "Problems W/HPCI Turbine Oil 
Sys “ No written response requiied 

GRICn,n H Region 1, Phi lado I ph la, Office of the Director 
00/04/03 ip 


8004230502 Forwards IF Bulletin 79-03A, "Lang 1 tgd inal Neld Defects in 
ASME 8A-31?, Type 304 Stainless Steel Pipe " Action required 
GRIER, B H flegion 1, Philadelphia, Office of the Director 
eO/04/04 Ip 


8004100284 Forward* IF Bulletin 00-00, ''Ciam of Containment Liner 
Penetration Wolds “ Written response 1 equired 
GRIER, 8 H Region 1, PM 1 ado 1 ph la, Office of the Director 
80/04/07 Ip 



DOCKETED ITEMS 
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ODCKET 50-445 COMANCHE PEAU STEAM ELECTRIC STA < UNIT 1 


A App I icati oi>/con3 true 1 1 on ^tage docum^fits if correspondence 


2004040031 Advises of issoame of NUREG-OSflB, "Interim Sta^f Position 
an Environ Qual i f i cat l on ot Sa f etij-Re la ted Electrical 
Eq,uipmentr" providing guidance re methods for compliance 
ROaSfD F Division of Pi ojecl Management 00/02/05 7pp 


9004040017 Submits addl guidance to NUntG“O5Q0/ "Interim Staff Position 
on Environ Qualification of Saf e tg -Re la ted Electrical 
Equipment " Requests teview or equipment qualification 
documentation to identify degree of compliance 
ROSB, D F Division of Project Hanagompnt 30/02/21 3pp 


6004230058 Requests info re auiiliarq feeduater sgs per Dulletins & 
Orders Task Force revleii) of TMI-2 accident Info should be 
provided as amend to application Submittal schedule should 
include NRC approval prior to issuance of OL M/encl 
RQSSj D F Division of Project Management 60/03/10 53pp 


8004150001 Notifies that IE Insp Repfcs 50-455/00-04, 50-446/60-04^ 
5O-445/0O-OS St 50-446/80-05 contain no proprietary Info 
OARV, R J Teias Utilities Generating Co 80/03/25 Ip 


80042?0521 Forwards addl e Icc tr i ca I , instrumentati on control drawings 
to assist in facility review List of drauiing submittals (< 
revision status end 

OARViR J Texas Utilities Generating Co BO/O4/I0 I9pp 


B004S?0634 Forwards addl e 1 ec ti i cal / insti umen bat ion t( control drawings 
to assist In facility review List of drawings 5 revision 
status ene 1 Drawing available in Cential Files only 
OARYiR J Texas Utilities Generating Co 00/04/22 32pp 


B004300526 Forwards addl cl cc tr i ca ) , i nstrumentat i on contiol drawings 
to assist in facility review List of diawings U revision 
status end 

0ARY,R J Texas Utilities Generating Co 80/04/22 2pp 


F Security, medical, emergency ^ fire protection plans 


8004060077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 ltr>has been postponed pending OAO 
clearance under Federal Repts Act 

0RIHE8/D K Emergency Preparedness Task Force 80/03/11 4pp 


8004090053 Notification of postponement of 800326 meeting w/utl) in 
DethesdOfMO to discuss fire protection criteria for review 
of facility Meeting will be rescheduled 

DURWELLfB B Light Water Reactors Branch 2 80/03/14 4pp 


Q Adjudicatory correspondence 


0004040088 Response in apposltloxi to Cititens for Fair Util Regulation 
B0Q2i9 request for order requiring NRC to ptovide documents 
re change of position & for postponement of prehearing 
Rationale of position und Iscoverab 1 e W/C ertl f icate of 8vc 
REYNOLDS, N 8 Texas Utilities Generating Co REYNOLDS. 61 8 
Debevolse ^ Liberman 80/03/04 5pp 


0004080221 Response in opposition to Cltiiens Association for Sound 
Energy 800225 request for order compelling pro<iuction of 
documents & for postponement of prehearing conference 
Certificate of Sve end 

REYNOLDS, N 8 Texas Utilities Generating Co REYNOLDS, N S 
Debevolse & Liberman 80/03/04 5pp 


B00409D726 Forwards NRC statement of position on admiss ib 1 t 1 ty of TX 
Association of Community Qrgani lat ions for Reform Now 
contentions, re parties G0031? conference call OM Gay will be 
contacted on B00404 re applicant 5 NRC stipulations 
ROTHSCHILD, M U Hearing Branch I 80/03/27 Ip 


0004090015 Forwards statement reflecting NRC views on admissibility of 
Cltiiens for Fair Util Regulation contentions per 800317 
telcon NRC will contact intervenor on 000402 ro compliance 
w/ABLB 800319 order W/o end 

ROTHSCHILD, M U Hearing Branch J 80/03/20 2pp 


0OO4O9OOIB Forwards statement reflecting NRC views on admissibility of 
Citizens Association for Bound Energy contentions per B00319 
telcon NRC will contact intervenor on 800404 re compliance 
w/ASLB 800319 order W/o end 

RGTHCHILD, M U Hearing Branch I 80/03/20 2pp 


0O'O4O3OO26 Memoiatiduoi -ot- i m Jer j t and mg f>e tween NRC ’ FEMA re prompt 
improvement in radiological eniergeruy olarnnng * 
preparedness, d 1 s tr i but uH a- ai d notification 
GOSSICK.L V Office of the Executive Durctor foi Operations 
00/04/02 34pp 


8004210424 Rept le positinn on admissibility of i n terv enor s 'con ten 1 1 ons 
pel ASLD 000319 Older schf»duling 8u043l' prehearing 
conference Notices of SA Treby b 5E Tur!< appearanCB. 

LJ Chandler withdisuol Coititicate ot Sve end 

ROTHSCHILD, M M , TURK, L C Hparing Branch I 00/04/10 lOlpp 


8004250340 Confirms 800408 telcon re Tx Assoc lat ion of Coaimunity 
Qrgani lai ions tor Refoim Now position re NRC *, applicant 
proposed stipulation, covering mtervertoi contentions 
NRC position will address cantentions as negotiated 
ROTHSCHILD, ti U Hcanrg Biarvch 1 00^04x10 Ip 


8004340431 Notion foi approval of 600410 sfipulation executed by NRC, 
applicants b Citijens for Fan Util Representation, re 
intervenoi contentions Parlies' positions ai e stated in 
000410 repts filed pei A9LB 000319 order 
ROTHSCHILD, N U Heai ing Branch 1 0U/O4/32 2pp 


— 0OD4S4G424 stipulation lenumbeTirig f leuiording Cxtliens for Fair Utils 
Regulation contentions Supersedes * supplements intervenor 
790507,0529 h 1031 motions to intervene X, suppls Stipulated 
statement of intervenor contentions enc 1 

FOUKE.R L Cltiiens for Fo n Utility Regulation ROTHSCHILD, M U 
Hearing Branch I RtYNOl DS. N S Texas Utilities Generating Co 
60/04/ 10 11 pp 


— 0004240433 Response stating no objection to Citizens Association foi 
Sound Energy 000411 request ror extension until 800411 to 
file motion for cons i del at i on of Contention B ♦ to file 
position on contentions Cerliricafe of Sve end 
ROTHSCHILD. M U Hearing Branch 1 90/04/22 2pp 


H General correapondonco 


8004240429 Forwards 800221 Itr from TX Senator R Clower w/eiicl itr from 
constituent MU McNutt Requests pertinent info to answer 
constituent fears of cancer fi om low level radiation 
e xposure 

DENTSEN, L Senate 00/03/05 3pp 


K Utility Final Safety Analysis Report iFSARl t amends 


6004160239 Forwards Amend 10 to F&AP Affidavit end 

ORAY.tt J Texas Utilities Generating Co 00/03/31 2p p 


— 0004160243 Amend 10 to TSAR Ov ci site diawings end 

« Texas Utilities Generating Co 60/03/31 l40Dpp 


8004220426 Forwaids affidavit of ssc for FSAR Amend 10 

OARY,R J Texas Utilities Generating Co 00/04/14 3pp 


M Antitrust correspondence 


8004020206 Response to Centra) 6 South Nest Corp et a) second request 
for production of documpnls 8tagg Sys Inc workpapers 
available for insp b copying Documents ro transactions 
already produced Certificate or Sve encl 

COPELAND, U G Houston lighting b Powei Co COPELAND, J 0 Baker S' 
Botts 80/02/23 6pp 


B004040072 Notice of appeal ance in proceeding Certificate of Sve end 
FABRIKAWr. R Just i ce. Lep b of 80/02/25 4pp 


0004110030 Discusses addl lequost for documents located In Chalker 
personal files Request is untimely 6 def ic 1 ent, f ai 1 ing to 
specify relevancy to procaedlng No obligation to respond to 
request by 800227, per Commission Rules of Piactlce 
STAHL, P M Isham, I i nco 1 n Bea le 80/02/25 2pp 


0004020149 Fot wards DQJ if NRC 800228 joint motion for mod of ASLB order 
re settlement discussions b for issuance of order to compel 
production of certain documents t testimony Proposed order 
enc 1 

CVPHERT.B n Justice, Dept of CHANANlA.F D Antitrust Division 
00/02/28 4pp 


— 8004020164 Joint motion for mod of A8UB 790416 order ro protection of 
aottlement discussions b foi issuance of older to compel 
production of documents 6 testimony from Houston Lighting b 
Power 6 TX Utils W/Cert i f icate of Sve 

CYPDERT, S Q , DOPSaVlC.D A Justice, Dept of CHANANlA.F D 
Antitrust Division 0O/O2/2S 120pp 
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DOCKETED ITEMS 


— e0040«0l75 Oral deposition of EP Scarth te certification of questions 
Pp a-0 

* atomic Safety and Ui'^ersing Board Panel SCAPTHrE [) 

Affiliation tJnS'i’ioun GO/Ge?^2-2 9pp 


— C30O4O2OJ91 Motion to co.i'pel T< Utils Cos to supplement Apr h Ji>l 1979 
responses to first 5 «t ot in*-ei roga tor les ^ requests for 
production of docunoiits Urges portoimance of currerit neu 
ohligaiions by dOuTOcs W<'|' er 1 1 ♦ i c ate of Sv-c K proposed order 
CYPhE^T.S n LUQUfiN Just l re, Dep t of 00/02/53 7pp 


— 0004020190 Motion to compel HDUston Lighting f« Poiijer to supplement 
7901 11 V 04?7 answers to 701 J22 inter roga tot tes t/rjes 
fuifillnent of cuireiit obligations arising from development 
of neu info Certificate of S^c * proposed order encl 
CYPHERTrS B . LUOUE, N Justice. Dept of 60/02/33 7pp 


— 9004020198 Joint application for issuance of subpoena directed to EO 
Scarth of TX Ullls Geneiating Co t hf Simmons of KoPSton 
Lighting Power Requests eiftension until B0O4OS to depose 
CE SiiTflions Draft subpoenas / Certificate of Sve encl 
CYPHSPT,S D . DDPSDYIC-D A Justice. Dept of BLUME. M Antitrust 
Division eO/02/2e 'pp 


0OO4-O2OO90 Motion for protective ordei re disclosure of Diamond 
Shamrock Carp d oc ument s > tr. response to ASLD B0D116 subpoena 
duces tecum Dotumenls i rr question are subj of e ontra-c tua 1 
obligations Ceitificate of Sve V proposed order encl 
CYPHFRT.S D Ju » t i c e. Dep t of 80/02/29 lOpp 


0004000174 Notifies of change of address for counsel of South TSC 
Electric Coopsrat i ve, Inc Medina Electric Cooperative. Inc, 
effective 30023C 

JOHN. D F Akin. Oump, Naoer * Feld 60/03/04 Ip 


8004100490 Discovery rep t far Feb 1980 Southwest TX Electrical 
Cooper at! ve, 1 nc /, Medina Electric Cooperat i ve. Inc neither 
initiated nor leceived any discovery requests Certificate of 
Sve encl 

JOHN. D F Atm, Oump, Hauer A Feld BO/03/04 4pp 


G004110574 Confiims □a02?9 felcon re DDJ subpoena of documents from 
Gulf States Utils Subpoena covers ceriain areas also covered 
in Oro-ujnsv 1 1 1 e Public Utils subpoena Util documents 
will be available to al] parlies 

RADER, n M Coiinei, Moore f Corber 60/03/04 2pp 


90040805^9 Requests pietridl conterence to clarify procedural matters 
re ASLD 79I2H order, filing testimony summaries t 
designation of trial exhibits 

■CVPHERT.S a Justice, Dept of CHANANIA. F D Antitrust Division 
R|TTS,F H Teiaa-Loui siana Electric Coopera t ive, Iric 80/03/05 

2pp 


8004090204 Dlscuvery rept tor Feb 1930 Deposed 14 Taylor. M Hebb, DE 
Simmons El Natson Participated in depositions noticed by 
TX**LA Electric Cooperative \ City Pf llrdunsvi IJ e. TX Reviewed 
Diamond Sh-amroc !i documents Filed application for subpoenas 
CYPHERT.S Q , PAflMENTER.f H Justice, Dept of 30/03/05 dpp 


8004090397 Discovery repi^ for Feb 1980 Participated in A Gerber. M Hebb. 
E Sinmoiis. V Robei tson b GW Deams depositions Attended 
J Turk, h S Phillips depositions Filed motion far addl time 
to respond to TX Utils interrogatories W/Certi f 1 cate of Sve 
CARNEYi J A Central I Southwest Corp CAHMEY.J A Isham. Lincoln b 

Deale 80/03/05 7pp 


60041 10056 Response to Houston I ighting Power 600219 motion to compel 
interrogatory answers by DCIJ re C Stover proposed expert 
testimony D3J has no addJ info to provide except for facts 
stated in this response N/Stover Itr (/ Certificate of &vc 
CYPHERT. S B Justice. Dept of flQ/03/OS 8pp 


3004030344 Com^nents by Public Utils Ooard of City of Hrounsvi I le. TX on 
NRC -t DOJ motion foT inod of ASL0 ordei re protection of 
settlement discussions roi order to compel documents & 
testiinony Urges clarification of scope tl/Cer 1 1 f 1 cate of 8vc 
POIRIER, M R Texas, Gtatp of 00/03/06 I9pp 


3004090273 Response in opposition to DOJ I NRC joint motion for mod of 
A6LB order re settlement discussions L for order to compeS 
proefuction of documents Negotiations for settlement purposes 
are protected from discovery per case law per rules 
3DUKNI0MT, J A Houston Lighting 4 Power Co » Baker It Dotts a 

Lawens te in, Neuman, Re j 1 , Arelrad t Toll NRC 00/03/06 I5pp 


-8004080235 Response seeling dismissal of DDJ 800233 motion to compel 
supplenenfca t i on of i nterryga tor ies, as moot Answers ware 
served one day pt tor to this motion Addl suppl will be filed 
if further responses are appropriate W/Certif i ca te of Sve 
FRANKLIN. W J Houston Lighting 4 Power Co * Baker ?c Qotts ■» 
Lawensto 1 n, Neuman, Re i s . Ave Irad 4 Toll 80/03/06 6pp 


8004090360 Response in opposition to COJ t NRC joint motion for mod of 
ASLD order rs? sotfclenent discussions 4 ror order to compel 
production of documents HRC policy tavoring settlement is 
designed to proti^ct tourcos invoWed W/Certi f icate of Sve 
* Central *> Southwest Coip a I sham. Lincoln h fleale 90/03/06 
llpp 


8004090638 Response in opposition DOJ 4 NRC 900229 joint motion for mod 
or A&LB order le settlement discussions 6 for order to 
compel production of documents Negotiations must be 
protected per Rule of Fvtdence 409 W/Certi f icate of Sve 
AHEARN. C D Teias Utilities Generating Co AHEARN. C D Debevoiae ?< 
Liberman 80/03/06 30pp 


8004090185 Notice of appearance on behalf of Public Utils Board of City 
of Brflwnsv i 1 1 c. TX. 1 n consolidated discovery Certificate of 
Sve encl 

SPIEGEL. G Texas, State of SPJEGEL.O Spiegel tMcDiarmid 
00/03/06 6pp 


8004090434 Discovery rept by Public UtlN Board of City of Qrouinsvl 11 e, 
TX. for Feb 1990 Deposed M Borchelt ot Central Power tc Light 
Participated in R Edelstein deposition Received documents 
from Central t South Uest Carp Certificate of Sve encl 
POIRIER, MR Texas, State of PQIRIER.MR Spiegel & McDiarmid 
eO/03/06 6pp 


8004100218 Notifies that DOJ received Houston Lighting tt Power Co 
supplemental answers to Central Power light Co first 
interrug atoT les w/o apps Requests Attachment A to Houston 
Power & Light Co second set of addl answei s to NRC 
CYPHERT, S D Justice, Dept of 00/03/06 Ip 


0004100433 Notice of appearance of Q Spiegel on behalf of Public Utils 
Commission of Brownsvi 1 le . TX Certificate of Sve encl 
SPIEGEL. G Drownsville, TX SPtE0EL,G Spiegel «« McDiarmid 

00/03/06 6pp 


8004100535 Discovery ropt for Jan t Feb- 1900, C i ty of Austin has neither 
initialed nor received any discovery requests 
BALOUOH, nc Austin, TX 80/03/07 Sp p 


9004000044 Response by Public Utils Board of City of Brownsvi 1 1 e, TX, 
in appasition to Central fj Southwest Corp 800222 motion 
for protective Older, re second sot of interrogatories 
production of documents U/Certi f i ca te of Bve 8< 000207 Itr 
POIRIER, HR Texas, State of POIRIFR, M R Spiegel (< McOiarmid 
80/03/10 12pp 


9004100514 Forwards notice of taking of deposition of D Springs 
AHEARN. C D Oebevoise ft- Liberman 80/03/10 Ip 


— Q004I00525 Notice of taking of deposition of 0 Springs on 000313~14 
(n Atlanta. OA Deponent will be examined on matters re bulk 
power supply t transmission wheeling sves in TX 
Certificate of Sve end 

AHEARtvT, C D Texas Utilities Generating Co AHEARN. C 0 Pebevoise 
& Llbermon 80/03/10 5pp 


6004110169 Notifies that N Bcott deposition scheduled for Mar is 
cancelled Cancellation based on DOJ representation that 
Scott would be called as expert uithnass 
BALDWIN. J M Baker «. Botts 80/03/10 5pp 


0004080018 Updated response to fii^t get of interrogatories t* document 
requests Includes info tc wl tnesses, campotl ti ve utils, 
product geographic market 4 petitions to intervene Prof 
quai i f ications of BA Springs t Certificate of 8vc end 
□URCHETTE.WH Texas-Loui si ana Electric Cooperat ive, Inc 
BURCHETTEiW H Northeutt Fly 80/03/11 29pp 


8004090164 Second supplemental response to first set of interrogatories 
^ document requests Includes info re projected loads, 
capacity fr reserves as of 80021S 

8LICKER, F K Texas Utilities Co SLICKER, F K Worsham, Forsythe b 
Bampols 60/03/11 5pp 


8004090175 6upp lemeiital response to thud set of interrogatarl os ^ 
document requests Supplemental answer to Interrogatory 18 
end ii/o end 

SLICKER, F K Texas Utilities Co SLICKER, F K Worsham, Forsythe 4. 
Sampels 80/03/ t 1 3pp 


0004090180 Supplemental response to first set of interrogatories 
document requests Includes info re monthly fuel cost 
adjustments for 1979 

SLICKER, F K Texas Utilities Co SLICKER. F K Worsham, Forsythe 
Sampels 90/03/11 4pp 
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80041000B4 Foruards OOJ subpoena rec^uinriQ 9ini7ions> uti 1 vice 
pres identi to testify 800331-0402 Confirms that Sirtimons (jUI 
be available for depasitlon an 800404-03 Instead of dates 
listed In subpoena U/'o enc) 

CVPKERTrS D Jus ticff I Dept of 80/03/11 Ip 


8004100221 Fourth supplemental response to fust set of interroga ton es 
V document requests Includes info re cities & utils tuHich 
have eiplored power alternatives offered by TX Utils Co 
SLICKER, F K Texas Utilities Co SLICKER, F K Worsham, Forsythe & 
Sampels G0/03/1I 3pp 


0OO4O3O2SB Response in opposition to schedule proposed by NRC for reply 
to motion to quash 800221 subpoena directed to R Frame Merit 
of NRC argument will te better evaluated after Lerner 
deposition Suggests 800321 for reply W/Cort i f icate of Sve 
KNOTTS, J B Texas Utilities Generating Co 80/03/13 5pp 


8004020113 Forwards Houston Lighting Power 800313 petition for 
directed certification of ASUB 800307 ordei re confidential 
documents of settlement negotiations 

BDUKNlOHr, J A Lowenstei n. Newman, Reis, Acelrad U Toll 80/03/13 

2pp 


—8004020119 Petition for directed cert i fl cat i on. Interim stay & review of 
ASLD 600307 order requiring Houston Lighting t* Power to 
produce settlement negotiations documents Urges reversal of 
ruling W/excerpts of 800307 prehearing transcript 
aQUKNIOHT. J A , GREEN, 0 0 Houston Lighting & Power Co 
BQUKN10HT,J A Louenstei n, Neumani Re 1 si Axe Irad fit Toll 80/03/13 
I9pp 


—8004020122 Order re NRC 790323 motion to compel further answers to 
Houston Lighting fit Power first interrogatories Directs util 
to furnish list of privileged documents Orders responses to 
majority of questions W/excerpts of 790601 prehearing 
MILLER, H E Atomic Safety and Licensing Board Panel 79/04/16 
5pp 


8004080028 Forwards DOJ third supp 1 errental response to Houston Lighting 
fi( Power Go first set of interrogatories Documents responsive 
to util 790204 second set af interrogator ies end Documents 
re second interrogatories not end 
CYPHER!, 8 D Justice, Dept of 00/03/13 Ip 


**-0004080033 Third supplemental response to first set of interrogatories 
U document requests Includes info re GT Taylor testimony re 
four relevant product markets in proceedings 
CYPHEpTiSD Justice, Dept of 80/03/13 30pp 


80040800^^3 Application for issuance of subpoena directed to FG Arey of 
Webster Engineering Corp, to be deposed fi( to produce 
documents re interconnections if interconnected sys Draft 
subpoena fi< Certificate of 0vc encl 

GREEN, D 0 Houston Lighting fit Power Co « Dakar ^ Dotts a 
Lowenstein, Newman, Reis, Axelrod & Toll 00/03/13 13pp 


8004090439 Ack receipt of fii accepts Q00312 Ifcr In lieu of interrogatory 
answer per 800307 prehearing ruling Ltr does not solve 
Houston Lighting fi< power problems re C Stover deposition DOJ 
600311 i IS Itrs fi. Certificate of Sve end 

GREEN, D 0 Lowensteln, Newman, Relsr Axe Jrad fi< Toll 60/03/13 lOpp 


8004100949 Response to third set of interrogatories Includes Info 
re electric power fi, energy delivered to various utils during 
Dec 1979 Certificate of Sve end 
a Texas Electric Service Co 00/03/13 16pp 


8004060370 Discovery rept for Feb 1900 Deposed J Wllson,0C Campbell Sc 
V Robertson et al Attended DQJ fi' NRC depositions Served 
000201 first set of interrogatories to NRC Recaived addl 
responses to interrogatories Certificate of Sve encl 
FRANKLIN, W J Houston Lighting Power Co * Baker fi< Dotts a 
Louonste in, Newman, Rei Si Axelrad it Toll 00/03/14 7pp 


8004040076 Comments by Public Utils Board af City of 8r owntvi 1 le, TX« 
stating no position re consolidation for trial advised by 
ASLB during 600307 prehearing If consolidation ordered, r Ight 
of crois-^examination must be preserved W/Certl Ficate of sve 
POIRIER, M R I POIRIERiK R Texas, 0tate of 80/03/17 7pp 


6004080193 6tatem»nt In opposition to consa J i dati on of proceedings for 
hearing purposes, per A8L6 600307 prehearing conference 
ra^uett Itiuei not identical << evidence in South TX Project 
may not be related to Commanche Peak W/Certl fic ate of &vc 
8TAHL, D M Central fic Southwest Corp STAHL, D M Iiham, Lincoln fi< 
Beale 60/03/17 9pp 


6004080247 Discovery rpp( foi Feb 1 9B0 Pcir 1 1 c i pe-lod in Ammon s « Be ams , 
Bore he 1 1, Campbe I 1 , 7, Vaibiongh depositions Inspected DOJ 
documents Received x, opposed Cential fi Southwest motion for 
addl time to leply ♦‘o i ntt*i r ogator J ea W 'Crr 1 1 f i catp of Sve 
AHEARN, C I) Texas UtiJltiu- Co AKE,'RN, C I) Debevoise ^ Liberman 

00/03/17 *Jpp 


B004080401 Submits TX Uttls i/entrating Co response to ASLH 600307 
request re views on consol i dst i on of pToceedirgs for 
hearing purposes Uiges complete corisolidation 
KNOTTS, J 0 Debevoise i- Liberman 60 -'03/1 7 4pp 


90040BOA63 Order confirming results of 600307 oral argument NRC DOJ 
joint motior<i(e mod of order concerning protection of 
settlement d i scuss i ons< gi an ted in part Parties may not 
engage m further discovery ie documents included in motion 
GLASER, M L Atomic Safety and Licensing Hoard Panel 80/03/17 

2pp 


0004210437 Notice of .ippearance in pioceeding Certificate of Sve encl 
GLA2IER,K M Justice, Dept of 00/03/ 4pp 


8004090427 Discovery lept for Jan-Feh 1900 Participated in M Oiymy 
deposition No discovery lequests initialed Certificate of 
Sve end 

BURCHETTC, W H Texas-Loui si ana Electric Cooperative, Inc 
DURCHETTE. W M Northeutt Cly 80/03/19 3pp 


8004010517 Order denying NRC 000311 motion to quash subpoena of R 
Frame TX Utils Generating Co entitled to tost ND Lerner 
credibility by questioning work f documents prepared by 
Frame for Lerner review 

WOLFE, S J Atomic Safety and Licensing Board Panel 00/03/20 2pp 


0004030347 Response in opposition to TX Utils Generating Co< Houston 
Lighting fit Power Co ^ South i'lest Corp 600313 petitions for 
directed c ei ti f i cat i on of order compelling production of 
documents News article f Cer t r r icate of Sve end 
CHANANIA.F D , DLUME, M B . HODCnON, A P Antitrust Division 
80/03/20 21 pp 


8004100177 Momorandutit in opposition to petitions for directed 
curti f i cat ion filed fay TX Utils Geneiating Co. Houston 
Lighting t/ Power Co fi. Central South Nest Corp et a],re 
ASLB 000307 order Certificate of Sve encl 

CYPHER!. B B , DOPSOVlC/i) A . GLAZIER. K M Justice. Dept of 
80/03/20 26PP 


8004100534 Response to DOJ first set of interrogatories Ixicludes info 
re TX electric cooperatives X< wholesale suppliers 
Certificate of Sve end 

# Texas Electric Service Co 60/03/20 2ipp 


60D40I0262 Clarifies NRC updated response to Houston Lighting fit Power 
first set of interrogatoT les % i equesi for production of 
documents 

BLUME,M B Antitrust Division 00/03/21 2pp 


B004040184 Motion to quash subpoena directed to ON Stagg upon DOJ I 
NRC joint request Absent evidentiary loliance upon Stagg 
Sys, Inc work. nontesti fy t ng outside consultants are not subj 
t-o discovery processiper established rule 

FRANKLIN, W J Houston Lighting t, Powei Co 60/03/21 4pp 


— 8004040198 Advises that Houston Lighting i Power does not intend to 
rely on Stagg Sys. Inc studies as part of defense in 
proceeding NRC fi. Central t Southwest Corp dontensions re 
Btagg study based on mscoric ep ti on H/Cert i f 1 cate of Sve 
GREEN, D C Lowens te in. Neuman, Re 1 Sj A xelrad & Toll 80/03/21 7pp 


8004160111 Responds to NRC t Centtal fi, South Nest Coi p comments re 
consolidation Severance arguments based on belief that util 
will rely on study by Stagy Sys, Inc as part of defense Util 
will not rely on Stagy study Certificate of Sve end 
GREEN, D 0 Lowensteln. Newman, Rel s, Axc 1 rad fi Toll 00/03/21 6pp 


8004030360 Response by Public Utils Board of City of Brownsv 1 1 le. TX m 
opposition to noiiconsoi 1 dation of proceeding suggested by 
NRC fi* Central fi. South West Corp In event of separation. 

South TX case should be heard first Certificate of Bye eric I 
SPIEGEL. 0 Texas, State of 80/03/24 9pp 


8004290049 Response in opposition to Public Utils Board of City of 
Bruwnsvi 1 1 e, TX 600317 comments requesting admittance as 
party In consolidated proceeding statement of interest 
untimely ir vague Certificate of Sve encl 

AHEARNtC D Texas Utilities Generating Co AHEARN. C D Debevolsa Zt 
Liberman 80/03/25 7pp 
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0004100271 MLtioti ■* P uomp<.l praiu tion of documents b i; Southwest TX 
Electric Co-operd'ivp jf directed to ^eneiel manager 

e McGinnes Peque*.*^*. to M Ginnes 3001221 deposition if 

docu'^ents aie not piod'j ti> W/diaft subpoena i> documentation 
■GftEEN D G Woustetk Lighting ■* Power Co • Oaker Sotts » 
Lauens tein» lJeij,Tian. Ra i Sr »i I - li a J * loll 00(^03/26 lQl>P 


— 5004100278 tlot>rn to ccupel pioduiution or documents bij Midwest Electric 
Cooperative ie subpofiia rjiipcted ♦<> general manager 
P Wetiel Request- to *• r i 1 e IJetlel rescheduled deposition sf 
dotumenta are rpt prgrjuttil W subpoena ■> Certificate of Sve 
GREEN. I) G Heu-tan iijhring * P-owei Co » Baker tv Botts « 
Louienste iTii (JciJiT.iiir Re i - A»el»ai) ‘ Toll S0/03/2fa I5pp 


0004080420 Application ror issuance at subpoena directed to Guif States 
Utils Co re settlenertl o r umeTi t » Documents not produced iri 
response to SO^iia sub^cpnas Urges production to 

ertgrt allowed ASLAB 

BLUnE. M B AntitTust Di vision BO^OT/27 2p p 


- — Q0040804P4 Subpoena diiOLted to Gulf states Utils Co requesting 
s B 1 1 1 emeu t doc uments. r oi map *j t.op4|ing4in Wash in? ton. DC 
on 600402 Subpoen-J be quashed or modified upon request 

Certificate of Sve enc I 

MlLLEft. h E Atomit. 5ar<»tg and Licensing Board Panel 00/03/27 
6pp 


0OO4O9OI2& Order denying klouston Lighting f Pawer 900321 motion to 
quash subpoena di« sited rr> uW 'Stagg upon DQJ request Prior 
Tulings.re rontest i f q ii.g eut'ide c onswl tantsi d-o not in 

this proceeding due to lele/ancg of Stag? studies 

WOLFE. S J Atomic Ssfetq and Licensing Board Panel 30/03/27 3pp 


8OO42lOa0S Forwards Houston Lighting */ Powei 800327 motions to compel 
production of documetiti hg NRC espart witnesses RH Hartleij t( 

WC Lerrer Requests □003'i I conference call prior to scheduled 
depoB 1 t I ons 

FRANftlLtN.W J Louensteir, Mewman. Reis. Axelrad fcToll 80/03/27 Ip 


— ‘8004210392 Motion to compel testimonial questions answered bg NRC 
erpert witness RH Hartley Discoverability of questions 
established on Pages 42i-'423 of prehearing conference 
transcilpt re ASLB 000625 order 

FRANKLIN, W J Houston Lighting 6 Power Co FRANKLIN, W J 
LouJerstein. Heuiman, Peis, Ai a Irad ti Toll * DaXer & Dolts 
90/03/27 4pp 


— 8004210394 Submits preparation study for 800230-21 meeting re 
intrareg Lonal int ere onnec lion s , transmt ssi on lines & other 
pooling matters 

HAftTLey, R H Affiliation Unknown 00/01/29 25PP 


— 8004210397 Forwards RH Hartley 800511 memo to l^RC re 600129 answers in 
preparation for 800220-21 meeting Requests questions to 
which answers were stated. per rule established in 790601 
prehearing conference Pages 421-4S3 o-f transcript end 
FR.ANKL 1 N. W J Louenste i n« Neuiman, Re i s. Axe 1 rad V Toll 60/03/20 
4pp 


— 6004210400 Motion to compel electric util industry testimonial 
antitrust analyses prepared by NRC expert economic witness 
N Uernar re Midland proceeding Urges production per prior 
rulings. sub J to encl protective order W/Certi f icatc of 8yc 
FRANKLiiN. W J Houston Lighting 1. Power Co FRANKLIN. W J 
Lowens te in, Newman. Re iSd Ai el rad it Toll * Dakar Botts 
80/03/27 14pp 


8004090153 Order giving parties one uk to provide addl authority re 
existence of settlement privilege Memoranda addressing issue 
should be received by 600404 ^ response thereto by 000409 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/03/26 

2pp 


04090456 Protective order, in favor of Houston Lighting & Power.re 

confidential corporate study produced in response to NRC 

initial interrogatories Parties may challenge claimed 

confidentiality by seeking judicial review per FOIA 

WOLFE. S v( Atomic Safety and Licensing Board Panel 80/03/31 4pp 


04100543 Order granting in part NRC motion to compel addl responses 

by Houston Lighting t Power <HLt<P) Accords confidentiality 

to N Lerner analysis re Midland settlement Grants KU^P 

-nation to compel NRC questions re RH Hartley testimony 

40LFE. S J Atomic Safety and Licensing Board Panel 80/03/31 3pp 


74100428 Public Utils Board of Brownsville moti-on for leave to file 
affidavit as amicus curiae Brounsvine is party to 
iraceeding but has not formally appeared in appellate 
iroceedtng Certificate of Sve and 

jPlECEL.O Brouinsvi 1 te. TX SPIEGEL, 0 Spiegel U McDiarmid 

}0/0a/3l epp 


— 6004100430- Atiidavil of PE Round tree, genera 1 manager of Biownsville 
Public Utils Board re agi eemont among T/ "iQUs" for 
const or two dc iriLeT«;ta*e ties of bOO MW tf 250 MW 
Brownsville prepared *0 enter i»ettlement negotiations 
ROUNDTREE, R E Browns vi 1 1 e, TX 80/03/27 3pp 


8004030172 Updated response to Houston Lighting Power second set of 
i nterroga 1 01 i BS 4 TX Util^ t-net set- of interrogatories 
Anticipates RE Corder participation as witness re areas 
discussed doling Coidor deposition Certificate of Sve end 
CHANANl/i-F D Antitrust Division 30/04/01 5pp 


8004)00540 Order requesting paitxes in directed certification 
p roceed mg r to respond to Utils Board of City of Brownsville. 

TX B0O331 motion, by 000409 

BISHOP, C U Atomic Safety and Licensing Appeal Panel 00/04/02 

2pp 


B004180151 Forwards joint motion for extension of time Motion is joined 
in by all paitics to proceeding except DOJ t, City Public 
Utils Board of Dr owns vi I i e, T < 

KNOTTS. J D Debevoise f Liberman QO/04/02 Ip 


— 8004100167 Joint motion tor 30-day extension for all procedural bates 
Motion is based on pi ogress of meaningful settlement 
negotations which could lead bo resolution of part or all of 
proceedings Certificate of Sve orcl 

CHANANIA.F D Antitrust Division COPELAND, J 0 Houston Lighting 
b Power Co STAHL, D M Central Power K Light Co 80/04/02 6pp 


8004140003 Third set of addl answers »□ NRC 7901J5 initial 
i ntei rogatories Simmons t/ Woodson ate expected to testify re 
i nterc onnec tions 

FRANKLIN, W J Houston Lighting i Power Co « Baker 8< Botts 
Lo wens te in> Newman, Rei s, Axo Irad L Toll 60/04/03 2pp 


— 6004140008 Second supplemental answers to Central Power ii Light Co 
790223 intfli roga tor les Simmons 4 Woodson are expected to 
testify re inter connect i ons Certificate of Sve end 
FRANKLIN. W J Houston Lighting Power Co * Baker tt Botts # 
Lowenste in, Newman. Reis, Axelrad K Toll 00/04/03 6pp 


6004150032 Forwards opposition by Brownsville to joint motion for 
eiiensiDii of time t request for prehearing conference, 
miscellaneous atty f- ufiJ cor i ospondence, af f idavi t it 
Brownsville rate estimates Certificate of Sve encl 
SPIEOEL. G . POIRIER, M R Spiegel 4 McDlarmld 00/04/03 19pp 


—8004150050 Opposition to joint motion for extension of time request 
for prehearing conference Brownsville has been excluded 
from negotiations on which request for extension is based 
Certificate ar Sve encl 

SPIEGEi.Q. POIRIER, M n Brownsville, TX SPIEGEL, 0 Spiegel & 
flcDiarmid 80/04/03 2pp 


3004230066 Forwards Houston Lighting 4 Power 800403 motion to compel 
pioduction of documents f JW Wilson testimony by Public 
Utils Board or City of Br ownsvi 1 1 Of TX Proposes expedited 
schedule bo permit completion of espet t witness discovery 
GREEN, 0 G Loujcns tein, Newman, ReiSr Axelrad it Toll 80/04/03 2pp 


—8004230074 Motion to compel production of documents t( JW Wilson expert 
testimony by Public Ulils Board of City of Prounsv 1 U e, TX 
If motion not grantod. roques t s order precluding Wilson from 
hearing N/proposed otder ie schedule i Cortificate of 8vc 
BALDWIN, J M Houston Lighting i Power Co e Baker & Botts « 
Lowenstein, Newman, Reis, Axelrad 4 Toll BO/04/03 Upp 


8004100136 Memorandum in tesponso to ASLAB 800328 order requesting 
addl authenty to recognition of settlement privilege 
Courts it case law do not tecogniie existence of privilege 
Certificate of Sve end 

DUUME.M D . HODGDON.A P Antitrust Division 80/04/04 6pp 


B0041S0083 Order setting 600411 conference at NRC Hearing Roomi 
BethesdaiMD Oral argument will address NRC ti BQJ joint 
motion for 30-day extension Houston Lighting tc Power 
000403 motion to compel Utils Board of Brownsville 

WGLFE, S J Atomic Safety and Licensing Board Panel 00/04/04 5pp 


8004170312 Memorandum of authorities re d iscovei ab i 1 ity of settlement 
documents Urges reversal of A5LB 000307 ruling due to 
privilege recogniied per case law V federal rules of 
evidence Supporting documentation it Certificate of Svd end 
BOUKNfOHr- J A , GREENy D G Houston Lighting i Power Co 
D0UKN1GHT»J A Baker i> Botts 80/04/04 eipp 
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0004170340 Response stating no position le joint motion tor 30^tlag 
oxtonsion in proc eoif i ng. 1 1 ed bg MRCi Central & South West 
Corp. Houston Lighting h PtJuiei , TX Utils Generating Co>Citg of 
Austin % other parties Certificate of S/c enc J 

DOPSOVIC.D A - LU'IUE. N , PARI1EHTER,F Justice, Dept of 80/04/04 

5pp 


Q004l50lb7 Response tn Plw<i-ton Lijhting PouicTiTX Utils Generating Co 
4- Centcal :>outh UJesl rr, -i merriOT anda of authorities 

rp settl r.,iien C privilege Urges at-r 1 1 mj 1 1 ort of ASLH 000307 
order re ptoHurtiun of documenfa tJ/C ti h i Ucate of Sve 
CHAUAN'IA F I . HUnGDnh'r A P An^itiust Dl*<islon 00/04/0'? lOpp 


8004220120 Hemoranddin of authorities in support of settlement 
privilege Documents prepared in connection lj/ sot t lemonk 
process should be protected from dtscoverg under work 
product privilege Certificate of Sve end 

STAHL, D Central Southu^est Services. Inc STAHL. D laham, 
LiT>coln % Deale 00/04/04 lOpp 


B004240043 Consent motion tor tuo-'iek en tension to respond to Houston 
Lighting V Pouior Co motion to compel production of 
documents Repr esonts that util consents to extension 
O'NEILL, R A Southwest Texas Electric Cooperative O'NEILL, R A 
Hiller, Dalis ^ Q'Neil 00/04/04 3p p 


6004240045 Certifies sve of consent motions for extension to respond to 
Houston Lighting f, Pouret Cc motion to compel production of 
documents from Hidwest Electric Coopeiative ft Southwest TX 
Electric Cooperative, on 000404 

O'NEILL. R A Miller, Balls «< O'Neil 00/04/04 4pp 


Q004I70347 Response to Pohlir Utils Doai d of City of Orownsvi 1 1 e. TX 
800331 motion to rile RE Rnnndttee affidavit as amicus 
curiae Disclosure of doi. ument s should not affect potential 
for settlement Certificate or 5/c enc I 
CHANAf^ln.F D Anti It us f Division GO/04/09 6pp 


8004220021 Respor>se to Public Utils flnard of City of Brownsv l I 1 e . TX 
000331 motion to rile Rpwndtiec affidavit Reiiuests to file 
Coun tel -af f t davi tr re status or «e t* 1 ament. i f Roundtree 
affidavit It accepted by A?LAa Cerfificate of tivc enc) 

KNOTTS. J 5 Texas Utlli + ios Ceneiating Co 80/04/09 ^ipp 


0004220152 Response to Houston lighting Power S00403 motion to compel 
production of documents », deposition of Public Utils Hoard 
of City of Drowns / 1 1 ] e . T X Does not oppose motion if subj to 
«nc I protective older Appearance t Certificate of Sve enc 1 
ROTH. A J . JACOBS, J C F loti da Cities RQTH. A J Spiegel & 
NcDiarmid 00/04/0*? I4pp 


8004240053 Consent motion for tuiO'-wk extension to respond to Houston 
Lighting Power Co motion to compol production of 
documents Represents util consent to extension 

O'NEILLiR A Southwest Texas Electric Cooperative O'NEILL. R A 
Miller. Dalis & O'Neil 00/04/04 3pp 


Q004240S62 Response iti opposition *0 NRC B00404 memorandum of addl 
authorities le existence of settlement documents privilege 
Congress did not intend to rieeje developing law of 
privilege W/Cer 1 1 f 1 cate of 3vc 

KNOTTS. J B , AHEARN. C T Te^as Utilities Oeneiating Co KNOTTS, J D 
Debevolae A Libetman QO/01,09 8pp 


80042401/3 Memorandum, per ASLAD 000320 request, s tat ing add) authorities 
re directed c ert 1 f i cat i on af settlement document issue 
Treatises ft, modern trend hold inadmissibility of privileged 
documents as evidence Certificate of Sve end 

KNOTTS, J B . AHEARN. C D Texas Utilities Generating Co KNOTTS, J D 
Debevoise t/ Liberman 00/04/04 22pp 


0004170351 Order granting 30“day cTtension fop procedural matters, 
amending ASLB 791214 older le discovery schedule ft, directing 
consolidation of pioceedings fat pietiial V evidentiary 
hearings Consent motiofis for extension to 000404 granted 
MILLER. M E Atomic Safety and Licensing Boai d Panel 80/04/10 
5pp 


6004250106 Advises of ar rang ament to deliver Houston Lighting & Power 
pleadings moving to compel documents re E McOinnes & P 
Wetie) subpoenas Consents to I4~day extension for responses 
Certificate of Sve enci 

GREEN. D 0 Lowenstel hv Neuman, no 1 s, Axe 1 rad k Toll 00/04/04 5pp 


6004100552 Motion to issue order compelling Southwest TX Electric 
Cooperative fc general manager E McOinnes to produce, for 
insp ft copy itig, documents set forth in motion Draft 
subpoena k Certificate of Sve end 

GREEN. 0 0 Houston Lighting ft Power Co GRFEN. D 0 Baker ft Dotts 
80/04/07 tepp 


— 6004100560 Motion to issue order compeMing Midwest Electric 
Cooperative ft general manager P Weticl to produce, lor insp 
ft copy ing, documents responsive to subpoena served on 
Wetiel Draft subpoena ft Certificate of Sve end 
GREEN, D 0 Houston Lighting ft. Power Co GREEN. D G Baker ft 
Dotts 00/04/07 ISpp 


6004230194 Motion tq preclude DCIJ from filing principal brief re ASLAD 
600320 order DOJ failed to file principal brief by 800404 
DOJ seeks to obtain unfair tactical advantage by untimely 
filing 

DOUKNIOHT. J A , OREEN. 0 0 Houston Lighting ft Power Co 
DOUKNIOHT, J A Raker ft Betts 60/04/07 3pp 


-~8004230I62 Order directing all parties to furnish ASLAB ui/addl 
authority re privilege against discovery of documents 
Memoranda due on 600404 

01BH0P,C J Atomic Safety and Licensing Appeal Panel 00/03/26 

6pp 


8004240061 Motion for ASLQ to reconsider extending procedural dates for 
30 days Requests 600400 conference call to rule on 
oxtention TX Utils Generating Co is only party to be 
prejudiced by extending dates 

CHANAN1A,F Antitrust Division DOUKNIGHT.UA Houston Lighting ft 
Power Co DURCHETTE, N H Texas-Loulslana Electric Cooporativo* Inc 
aO/04/07 3pp 


— 8004240071 Supplemental argument ft representations Addl time required 
by utils to make progress in settlement discussions 
Discussions began Sept 1979 Parties are optimistic about 
possibility of reaching quick settlement 

BURCHETTE, W H Toxas-Louis i ana Electric Cooperative, Inc 
KNOTT0.J B Texas Utilities Generating Co BO/04/07 Spp 


0004210147 Discovery rept for Mar J90O Deposed JA Druggeman«JT Wenders, 
AJ Wood ft DA Springs Moved to compel NRC deposition of ND 
Lerner Responded to DOJ motion td compel supplemental 
answers to first interrogatories W/Cer ti f 1 cate of Sve 
FRANKLlNrW J Houston Lighting ft Power Co FRANKLIN, W J 
Lowensteln, Newman. Reis, Axeirad ft Toll 80/04/00 6pp 


B004210141 Order denying Houston Lighting * Power motion seeking to 
preclude 1)0 1 memorandum of addl authorities filed per ASLAD 
000320 orde? 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/04/10 

app 


0004230033 Forwaids TX Utils Generating Co affidavit of LF Fikar 
requested during 00040? dial arjumoni 
KNOTTS. J D Debevoise ft Libeiman 00/04/10 Ip 


-“♦0004230041 Affidavit staiiivg Ihat Conti al ft South West Corp. Houston 
Lighting ft Power Co L TX Utils Co Sys have leached agreement 
In principle re intei c otinect i on disputes Agreement may form 
basis for discussions ipi/othei parties W/Cort i f i cate of Sve 
FIKAR,L F Texas Utilities Generating Co 00/04/10 5pp 


0004230002 Responds to Public Utils Boat d of City of Br ounsv i U e, TX 
opposition to joint motion foi extension of time Objects 
to alleged refusal to wheal ' submits MU Borchelt 
affidavit in response to alleged exclusion from discussions 
STAHL, D M Cential ft Southwest Corp STAHL, D M Isham. Lincoln ft 
Beale 00/04/11 3pp 


—8004230007 Affidavit responding to Public Utils Board of City of 
Dr ownsvi 1 1 o, TX allegation that Brownsville has been excluded 
from discussions re interconnection Clarifies statement made 
at 000327 meeting Certificate of Sve enc 1 
BORCHELT, M L Carolina Power ft Light Co BO/04/iO lOpP 


8004290227 Discovery rept for Mar-Apr 1980 Participated In FJ Meyer, HH 
ftloodson ft ON Stagg depositions Filed opposition to petitions 
for directed cor tl flc a 1 1 on ft reversal of ASLB 000307 order 
Joined other parties in moving for procedural extension 
CHANANIA, F D . BLUMC. M R , HODODOW, A P Antitrust Division 
00/04/25 3pp 


N Antitrust hearing tianscripts 


6004030346 Pages 690 ft 691 ommitted from original transcript 
* Commission 80/03/07 Spp 


0004150290 Transcript of 800409 hearing in Bethe>da,MD Pp 1-140 
» Commission 80/04/0? 140pp 


0 Inspection reports. IF Bulletins I correspondence 


80O4010147 Responds to IE Bulletin 79~28, "Possible Malfunction of 
NAMCO Model EA180 Limit Switches at Elevated Temps 
Requests extension unit) 000331 to inspect sa f e ty-re la ted 
equipment ft implement necessary corrective actions 
GARV.R J Texas Utilities Generating Co 80/01/23 Ip 
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aC042‘90*Wr Di?nisst». IE Injp Pep-ts 50-44 5700-01 SO-446/00-01 on 

0OO1IP ^ toiu.9t-<Js rntiti' ot .'loldtion 

SFIDLC,U C fn£'Qian 4j |><illa5< Peactor Corts t r uc 1 1 on tn Engineering 
^uppoiL Er'iT-'i Pu«'jI/!:h 

--a0042-yu4'?6 NlMc». or ^i&iatior »ic-m insp on 600116 None omp 1 tancc 
noted proLedurpv f-ir it»C"j7 ing Class IE battery chargers 
1 na ppiopriate fillet uelds too snail doe to ffia tl thickness 
■* Pegior* 4, DalLaT. RparrtoT Con struJ- 1 ion 4 Engineering Support 
Qrar.ch nO Ol/I-* Ip 

3004160041 Foruaida IF In-vp Pept-^ 50-445 /0O-O5 «- 50-446/BO-05 cjn 
00021 4-15 ' I? 21 No n 3 r r crop 1 1 anc »» noted 

SEIDLEjW C nfegidn 4, OallJS. PeaLtoi Construction tt Engineering 
Support Erartch G0/O0'2^J Opp 


— 3004160050 IE Imp Pepts 50-445/60-05 * 50-446/80-05 on 000214-15 U 
l9-£l Nd Tvencompl lanc " neted Major areas inspected follouup 
review or Unit 1 RCPil piping lualding K of OA/QC records re 
Unit 2 conboi n-<Tient blig sttucttiral concrete installations 
HALL R C Region 4. LallaSi Reactor Cons true ti on it Engineering 
Support Branch CROEEMAN, U A , TARIA, J I Region 4- Dallas. 
O'fficB or thie Rippctur 00^02/20 5pp 


0004210175 For..j 3 rds IT Imp R«Pts 50-445.00-06 7 50-446/QO-06 on 
a00220-2J Nf> none omp 5 I anr e n-^ted 

MADSEN G L Rcgicn A, Dalld«. Reactor Operations horleaT Support 
Branch 30/02/29 Ip 


--0004210179 IC Insp flepts 50-405/30-06 «. 50-446/00-06 on B00220-21 No 
none bmp I lancB noted M.ijor areas inspected preoperationa 1 
testing. CiA ?> operatirfia J starPirg 

WE5TERKAN. T f- . SMITH R Region 4. Oalia*. Office of th# Director 
00/02/29 5pp 


800422023? Forwards IE Imp Hepts 50-445/60-04 fe 50-446/00-04 on 
000211-15 No none omp I lanc e noted 

SEIDLE U C Region 4. Dallas. Reactor Construction & Engineering 
Support Branch 60/02/27 ?pp 


—8004220244 JS Insp Repts 50-445/80-04 t 50-446/30-04 on 800211-15 No 
noncompl lane e noted Major ai eas inspected procedures for 
contro-lllng changes to approved design docuntents 
HALE. C J . CPQSShlAN. H A . BRlCKlEY'R H Region 4. Dellas. Vendor 
Inspection Branch 30/02/20 Spp 


0OO42SO4D2 Advises that numbers ot insp repts transmitted by 600229 Itr 
should bp corrected to read 50-445/80-06 6 50-446/80-06 
MADSEN G L Region 4. Dallas. Reactot* Operations Nuclear Support 
Drench 80/03-/10 Ip 


—8004210443 Foruiarde IE IhSp Repts 50-445/00-06 6 5O-446/0O'O6 on 
800220-21 No noric omp I lane e noted 

MADSEN. G L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch SO/03/29 Ip 


—8004210430 IE insp Repts 50-445/00-05 U 50-446/80-05 an 800220-21 No 
npneomp I laric e noted Major areas inspected prcpp erat i onal 
testing.OA t operational staffing 

UESTERKAN. T F Region 4. Dallas. Roactor Operations Nuclear 
Support Branch SrtlTH.R Region 4. Dallas. Office of the 
Director 00/02/27 5pp 


3004040081 Ack receipt of 600305 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-445/80-03 6 
SO-446/80-03 

SEIDLErN 0 Region 4. Dallas. Reactor Construction 6 Engineering 
Support Branch 80/03/n Ip 


—8004040083 Responds to NRC 000207 IE Insp Repts 50-445/80-03 «< 
SD-446/80-03 Corrective actions engineeiing personnel 
reviewed cable lubrUation requirements u/keg const 
personnel involved w/cable pulling 

OARY.R J Teias Utilities Generating Co 00/03/05 Opp 


3004040078 Atk receipt of 000220 I ti Informing NRC of steps taken to 
correct violations noted in lE Insp ffept 50-445/79-31 6 
50-446/79-29 

SEIDLE. W C Region 4. Dallas. Reactor Construction 6 Engineering 
Support Branch 00/03 M I Ip 


- 3004040101 Responds to NPC 800129 JE Insp Repts 50-445/79-31 U 
79-446/79-29 Corrective actions tackiuelds removedf Oenera I 
Piping i Welding Procedure GP-CPtl-6 9 revised 4- reorganlied 
GARY. R J Texas Utilities Generating Co 80/02/20 3pp 


8004250079 Foruards IE Investigation Repts 50-445/80-02 (i 50-446/80-02 
an 800121-0205 Ng noncompl lance noted 

SEIDLE. M C Region 4. Dallas. Reactor Construction t: Engineering 
Support Branch 80/03/20 2pp 


““eC'042500?3 IE Investigation Repts 50-445/80-02 A 50-446/00-02 on 
000121-0205 No noncompliance noted Major areas inspected 
aliega>ions re lai OC proc edures. ue 1 d mg problems & ue 1 d 
d efec ts 

CROSSMAtJ, W A ► GILBERT, L D . HALL.R E Region 4> Dallas. Office of 
the Director 80/03/10 7pp 


0004240225 Forwards IE Irro Notice 80-14. "Safety Suggestions From 
Employees “ no action lequiied 

SEYFRIT.K V Region 4. Pallas. Office of the Director 80/04/02 

>P 

Q004220320 Forwards IE Circular 00-07, "Pioblema W/HPCi Turbine Oil 
Sya " No written response required 

SEVFRIT.K V Region 4. Dallas. Office of the Director 80/04/03 

Ip 

00042207^9 Forwards lE Bulletin 79-03A "Longitudinal Weld Defects in 
ASHE SA 312, Type 304 Stainless Steel Pipe '' Action required 
SEVFRIT.K V Region 4 Pallas. Orrjce of the Director 00/04/04 

Ip 


8004220208 Foi wards lE Bulletin 00-08. "Eiam of Containment Liner 
Penetration Welds " Written response requiied 

SEVFRIT. « V Region 4, Dallas. Ofrice of the Director 80/04/07 
ip 


S Reportable accurtences. lERs ( related correspondence 


Q004010295 Forwards deficiency rept re conti ol board welded 
cennec tions 

OARVrR J Tenas Utilities Gonerating Co 60/03/21 ip 


— 800401029? Deficiency rept on 000228/ QA insp revealed control board 
melded connections not meeting seismic design criteria Cause 
unstated Control board suppliers ^ AE reviewing as-built 
weld configurations Rework will be completed by 800501 
» Texas l/tilities Generating Co 60/03/21 2pp 

8004150199 Forwards deficiency rept re control board welded 
connec 1 1 one 

GARY.R >J Texas Utilities Generating Co 00/03/21 Ip 

— 8004150202 Deficiency rept re control board welded connections 
Specified 8'*inch spacing of welds from end to end was found 
to vary from sixteen to eighteen inches on several panels 
As-built weld conf igurat i ons under review 
e Texas Utilities Generating Co 60/03/21 2pp 


0004010296 Forwards rept of actions taken to correct deficiencies in 
mfg of discs for sve water control valves Supporting 
doc umentat ion is available at site for inspector review 
GA'RY.R J Texas Utilities Generating Co 60/03/25 2pp 


6004070276 Supplemental RO violation found re piping min wall 
thickness Cause unstated Engineering review in progress 
Progress rept will be submitted by 800410 
OARY.R U Texas Uti titles Generating Co 00/03/28 Ip 


8004220423 Interim deficiency rept re piping min wall thickness Review 
op weld 4 base metal repair records is continuing Another 
progress rept will be submiited by 000620 
CABV.R J Texas Utilities Generating Co 00/04/15 ip 


6004290250 Forwards deficiency rept le concrete honeycomb condition 
encountered In steam generator compartment walls of Unit 
2 reactor containmen-t bldg 

OARY.R J Texas Utilities Oeneratiny Co 00/04/21 Ip 


— 80O429Q254 Deficiency rept re concrete honeycombing in steam generator 
compartment walls of Unit 2 reactor containment bldg 
Consultant survey showed no critical internal defects Util 
to repair ^condition w/dry-pack mortar, grout It concrete 
■a Texas Utilities Generating Co 80/04/21 3pp 


8004290271 Interim deficiency rept re installation of driUed-in 
expansion anchors Matter was corrected 790616 by revision to 
installation procedure Formal rept to be filed by 801215 
GARYxR J Texas Utilities Generating Co B0/04/2I Ip 


8004290411 Provides status of interim deficiency rapt re installation & 
insp requii ements for Class V non-nuclear safety-related 
piping supports Final rept will be forwarded by 800715 
OARY.R J Texas Utilities Oenarating Co 00/04/21 ip 


8004290430 Forwards intei Im deficiency rept re installation 6 insp of 
welded conduit supports Final rept to be filed by BOOBOl 
GARY. R J Texas Utilities Generating Co 8D/D4/21 Ip 
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— 0004290437 Interitn deficianci^ r^pfe re installation U insp oF u^lded 
conduit supports Major sup-port u^as fabricated ta/o formalized 
instructions << insp records for number of smaller uelded 
supports iiJBre not directl<i traceable to a5''bui]t conditions 
0ARY( R J Texas Utilities Generating Co BO/04/21 ip 


T Hearing transcripts on non-ant 1 trus t matters 


0004210312 Transcript or B00327 hearing in Dethesda.HO Pp 1-1S7 
* Atomic Safety and Licensing Appeal Panel 00/03/27 iGOpp 


DOCKET 50-446 COMANCHE PEAK STCAM ELECTRIC STA .UNIT 2 


A App 1 icati on/constr uc t i on stage documents V correspondence 


8004040031 Advises of Issuance of NUREG-OSea. "Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment. “ providing guidance re methods for compliance 
ROSS. D F Division of Project Management 00/02/05 7pp 


0004040017 Submits addl guidance to NUREG-OSSa, “Interim Staff Position 
on Environ Qual 1 f 1 cat Ion of Saf ety-Ro la ted Electrical 
Equipment " Requests revleu of equipment qua 1 1 f i ca t ion 
documentation to identify degree of compliance 
RQS8. D F Division of Project Management 00/02/21 3pp 


B0042300S6 Requests info re auiiHary feeduiater s<js per Bulletins b 
Orders Task Force review of TMI-2 accident Info should be 
provided as amend to application Submittal schedule should 
Include NRC approval prior to issuance of OL N/«ncl 
RQSSi D F Division of Project Management 00/03/10 53pp 


B004150001 Notifies that IE Insp Repts 50-455/B0-O4. 90-446/00-04, 
SO''44S/0O-O5 It 50-446/00-09 contain no proprietary Info 
GARYfR J Texas Utilities Generating Co 00/03/25 Ip 


0OO429OS21 Forwards addl electrical, Instrumentation & control drauiings 
to assist in facility revlow List of drawing submittals it 
revision status end 

GARY, R J Texas Utilities Generating Co 00/04/13 19pp 


0004290634 Forwards addl elec tr Icali instrumentation it control drauiings 
to assist In facility review List of drawings it revision 
status end Drawing available in Central Files only 
GARVrR J Texas Utilities Generating Co 00/04/SS 32pp 


0DO43OD926 Forwards addl electrical, instrumentation t( control drawings 
to assist in facility review List of drawings it revision 
status end 

GARViR J Texas Utilities Generating Co 80/04/22 2pp 


F Security, medical, emergency it fire protection plans 


0OO4OBOO77 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr.has been postponed pending GAO 
clearance under Federal Repts Act 

ORIKEQjD K Emergency Preparedness Task Force 00/03/11 4pp 


0004090053 Notification of postponement of 000326 meeting w/utll in 
Dithesda.MD to discuss fire protection criteria for review 
of facility Meeting will he rescheduled 

8URWELL. 0 p Light Mater Reactors Branch 2 00/03/14 4pp 


0 Adjudicatory corr espopd ence 


8004040008 Response in opposition to Citizens for Fair Util Regulation 
000219 request for order requiring NRC to provide documents 
re change of position 8< for postponement of prehearing 
Rationale of position und isco verab 1 e W/Cortlf icate of Sve 
REYNOLDS. N 8 Texas Utilities Generating Co REYNOLDS. N 0 
Debevolse i, Liberman 00/03/04 9pp 


0004080221 Response in opposition to Cltliens Association for Bound 
Energy 800225 request for order compelling production of 
documents ?t for pos tponement of prehearing conference 
Certificate of 8vc end 

REYNOLDS. N, 8 Texas Utilities Generating Co REYNGLDB. N 8 
Debevolse tt Liberman 60/03/04 5pp 


0004080726 Forwards NRC statement of position on admisstbi 1 1 ty of TX 
Association of Community Organ! zat ions for Reform Now 
contentions. re parties 800319 conference call OH Gay will be 
contacted on OQ04O4 re applicant t NRC st Ipulatl-ons. 

ROTHSCHILD. M U Hearing Branch 1 00/03/27 Ip 


QOC409OO15 Forwards statCrTont ret-lectirg NRC ^'leua on admissibility of 
Citizens foi Fair Ul i I Regulation contentions per 000317 
telcon NRC will contact mtervenor on 000402 re compliance 
w/ASLB 000319 order W/o end 

POTHBCHILO. M U Hearing Ri anch 1 00/03/28 2pp 


8OO409G01G Forwards statement lel-lecting NRC views on admissibility of 
Citizens Association for Sound Energy contentions per 800319 
telcon NPC will contact intsivenor on 000404 re compliance 
w/A5LD B0D319 order W/o end 

nflTHCHILD.M U Hearing Ri'anch 1 80/03/28 2pp 


0004030026 Memorandum of uridors fand ing between NRC i FEMA re prompt 
li*ipra vement in radiological emergency planning t, 
pr eparedness, d I str ibut »d as Board notification 
GOSSICK.L V Qffice of the Executive Director for Operations 
80/04/02 34pp 


8004210424 Rept re position on admissibility of i ntdrven ors ' c onte n t i o ns 
per ASLB 000319 aider scheduling 000430 prehearing 
conference Notices of SA Ireby i SE Turk appearance, 

LJ Chandler withdrawal h Certificate of Sve enc ) 

ROTHSCHILD. M M ■ TURK, S E Hearing Branch 1 80/04/10 lOlpp 


8004250348 Confirms 000408 telcori re TX Association of Cammunity 
Organ i tail ens for Reform Now position re NRC i applicant 
proposed stipulation cav'ering intervenor contentions 
NFIC position will addl ess contentions as negotiated 
ROTHSCHILD, K U Hearing Branch 1 80/04/10 Ip 


0004240421 Motion for approval of B0D41O stipulation executed by NRC. 
applicants & Citizens for Fail Util Representation, re 
intervenor cootcntlonfi Parties' positions are stated in 
000410 repts filed per ASLD 800319 order 
ROTHSCHILD, K U Hearing Branch I 00/04/22 2pp 


— 8004240424 Stipulation renumbering 6 lewording Citizens for Fair Utils 
Regulation contentions Supersedes t supplements intervenor 
790507,0529 it 1031 motions to intervene i supple Stipulated 
statement of intervenor contentions end 

FQUKE.n L Citizens for Fan Utility Regulation ROTHSCHILD, M U 
Hearing Branch I REYNOLDS, N S Texas Utilities Ooneratiny Co 
00/04/10 Mpp 


— 8004240433 Response stating no abjection to Citizens Association for 
Sound Energy 000411 re<iuest for extension until 000411 to 
file motion far consideration of Contention Q C. to file 
position on contentions Certificate of Sve eric I 
ROTHSCHILD. M U Hearing Branch I 00/04/22 2pp 


H Oensral correspondence 


8OO4S4O420 Forwards 000221 Itr from TX Senator R C lower w/end I tr from 
constituent MU McNutt Requests pertinent Info to answer 
constituent fears of cancer from low level radiation 
e xposurc 

BEMTBEN.L Senate 60/03/05 3pp 


K Utility Final Safety Analysis Report (FSAR) |< amends 


8004160239 Forwards Amend 10 to FSAR Affidavit end 

ORAYiR J Texas Utilities Generating Co 80/03/31 2pp 


— B004 160243 Amend 10 t-o FSAR Overs no drawings end 

* Texas Utilities Generating Co 00/03/31 1400pp 


0004220426 Forwards affidavit of sve for FSAR Amend 10 

OARY.R J Texas Utilities Generating Co 00/04/14 3pp 


M Antitrust correspondence 


0004020200 Response to Central 6 South Nest Corp et al second request 
fur production of documents Stagy Sys Inc workpapers 
available for Insp t copying Documents re transactions 
alr-sady produced Certificate of Sve end 

COPELAND. J G Houston Lighting S. Power Co COPELAND, J 0 Baker i 
Bptis 00/02/25 6pp 


0004040072 notice of appearance in proceeding Certificate of Sve end 
FABRIKANT. R Justice. Depi of 80/02/25 4pp 


8004110030 Discusses addl request for documents located In Chalkar 
personal files Request is untimely 6 def Ident, f ai ling to 
specify lelevancy to proceeding No obligation to respond to 
request by 000227. per Commission Rules of Practice 
STAHL, D M Isham. Lincoln V Deale 80/02/25 2pp 



276 


DOCKETED ITEMS 


300*1020149 foiuaid, I'O J ’ Ci'0i^X3 joint 1 1 on ror mod of ^SLB order 

re ^fttlrrriert Oisro^sion= * F’lr issudiice of ardor to coinpeJ 
pr-odoction (jf teitiain d 'j ’’ oiit 3 ’ testimonij Proposed order 
ervt \ 

CVPHEniiS 0 Ju^l»^:■e, I'ep t o t- CHAfJififJiA. F D Antifcrott Division 

80/02/'2S 4pf 

- 80040201^4 'oirt rotion lor ,t o i A?lB '90416 order re protection of 
settlement d j sc I'i a i or^-. * t- j-r issuance at- ordei to compel 
ttroduction or jpcjmeikts * ►eslironq from Ho OS ♦’on LiQlitiiig 9a 
Poujer t TH Ufils W Ceriiricats of Sv^ 

CVPDEflT.S 0 . LOPCa^^IC T A Jus tic e. I>ept o-f CKANANIA. P D 
Antitrust Division GO/O^^Cl© 120pp 


— 8004020175 OiaJ ieposifnvn of ED SLarth re certification of questions 
P p 2~S 

Atomic Safeli# and Licensinj Hoard Panel SCARTHpE D 
Affiliation UrktiDuyn 00/02/22 9pp 


-'80040201SJ notion to < ^-^pei Tl U^^ils Cos to supplerrsent Apr t Jul 1979 
respanses to first set or interrogatories !t requests for 
production of doc'jmenfs Urges per rormance of curront neui 
obligations by QOODOrt W/ Cer tl f » ca te of Svc V propoted order 
CVPHERT.S 0 LUJUErN Jus t l co. Oep t of 00/02/29 7pp 


*•3004020190 Motion fo compel Houston Lighting t Power to supplement 
790111 ^ 04f'7 answers fa 7G112? interrogatories Urges 
fulfillment of cuirent obligations arising from development 
of new into Certificate of S’ c 9/ proposed order end 
CYPHERT. 3 n - LUOUE- N Just i c e- Dep t of 00/02/23 7pp 


-""€004020195 Joint application tor issuance of subpoena directed to ED 
Scarth of T/ Utils CeneiatiPig Co t DE Simmers of Houston 
Lighting ^ Power Requests esitension until OD04O3 to depose 
DE SliTTions Draft subpoenas i' Certificate of Svc end 
CVPHEnT. 5 D , ODPSOVIC.D A just ice. Dept of BLUHEi M Antitrust 
Division SD/02/2S 7pp 


800402009B Motion for protective order re disclosure of Diamond 
Sbanroct Corp documents. in response to ASLD 000118 subpoena 
duces tecum Documents in question are subj of contractual 
obligations Certificate of Svc ^ proposed order end 
CYPHER!, S Q Justice Dept of 80/02/29 lopp 


8004030174 Notifies of change of address for counsel o# South TK 
Electric Coop erati ve. I nc A Medina Electric Cooper a t 1 we, Inc« 
effective 800310 

JOHN. D F Adn. Gump. Haoer «• Feld 30/03/04 Ip 


3004100490 Discovery vept for Feb 1980 Southwest TX Eldctncal 
Coop erat I ve. Inc i Medina Electric Coop erati ve, Inc neither 
initiated nor t ecoived any discovery requests Certificate of 
Svc enc I 

JOHN, D F AVin, Gump Hauer * Feld 80/03/04 4pp 


80041 10D74 Confirm-s QDD229 telcon re DOJ subpoena of documents from 
Gulf States Utils Subpoena covers certain areas also covered 
in Brownsville fubt ic iJtils subpoena Util docuiTients 
will be available to all paities 

RADER. R H Conner. Moore • Corber 80/03/04 2pp 


0004030^59 Raqi'cste pfetrial cont-erence to clarify procedural matters 
re ASLD 791214 Older, filing testimony summaries t 
designation of trial eihibits 

CVPKEfiT. S D Justice, Dept ol CHAIMWIA, F D Antitrust DlVi«lon 
RITTSi F H Teias-Lou) s I ana Electric Coop erat i ve. tnc 80/03/05 

2pp 


e00409'0204 Discovery rept for Feb 1 9QD Deposed W TayloTiM Hebb, DE 
Simmons Sa FL l>ratsor) Par 1 1 c i pate j irt depositions noticed by 
TX'*LA Electric Coopeiativa 2. City of Orownsvi 1 ie> TX Reviewed 
Diamond ShamroeV documents Filed application for subpoenas 
CYPHEflT.S D , PARHENTER FH Justice. Dept of 00/03/05 5pp 


D4090387 Discovery rept for Feb 1980 Pat ti c ipated in A Gerber, M Hebb« 
Z Simmons. V Rubertspn t OH Beams depositions Attended 
J Turk, t S Phillips depositions Filed motion for addl time 
to respond to TX Utils mtei rogat ories W/Cer 1 1 f Ic a te of Svc 
JARNEYi J A Central t Southujest Corp CARNEY, J A Isham, Lincoln 

Beale 80/03/D5 7pp 


Q0&4IJOO56 Response to Houston Lighting / Power 800219 inotlon to compel 
interrogatory answers by DOJ re C Bto/er proposed expert 
testimony DOJ has no aidi info to provide except for facts 
stated In this respunse U/Stavei Itr I Certificate of 8vc 
CYPHERTiS a Justice. Dtpt of 80/03/05 Spp 


8004030344 Comments by Public iJtila Board of City of Brounsvi t lej TX op 
NRC if DOJ motion fot mod of ASLB order re protection of 
settlo'nent discussions f, for order to compel dacuments & 
testimony Urges c lar i f i cat lotv of 4cope M/Cert if Icate of Svc 
PDIRTFR.H R Texas. State ct 80/03/06 IBpp 


a0040a02‘'3 Response in opposition to DOJ I r*RC joint motion for mod of 
ASLD order le se^'tlemciH d isc u-. s i ons it t-or order to compel 
production of documents Negotiations for settlement purposes 
are piotected rrom discovery per case law per rules 
BOUKNIGHT j h Houston lighting * Power Co « Baker it Botts -fr 

Lowen 6 1 e I n. Hewma n< Re l s r A « e I ra d 'y Toll PRC 00/03/06 ISPP 


—0004080205 Response seeking dismissal of DOJ 000228 motion to compel 
5 uppl e'^en t ation of i n tot i ogatoT i es> as moot Answers were 
served one day piior to this motion Add! suppl will be filed 
If further responses are appiopriato W/C er t i f i c a t e of Svc 
FRANKLiNrW J Houston Lighting t- Power Co « Baker it Ootte * 
Lo wens ♦» iTi , Mewman, Re i 3 1 Axe I rad i Toll 00/03/06 6pp 


0004030360 Response in opposition to DOJ h NRC joint motion for trod of 
ASLD order re settlement discussions i> for order to compel 
production of documents NRC policy favoi ing settlement is 
designed to protect soui ces involved W/Certi f i cate of Svc 
■* Centtal ? Southwest vorp * Isham, Lincoln i> Beale 00/03/06 
llpp 

0004090630 Response in opposition DQJ i NRC 000225 joint motion for mod 
of ASLD order re settlement discussions t for order to 
4 .ompel production of documents Negotiations must be 
protected per Rule of E/idence 400 Id/Certi f icate of Svc 
AHEARfi.C D Texas Utilities Generating Co AHEARN, C D Dobovolse it 
Liberman 80/03/06 30pp 


8004090189 Notice of appearance on behalf of Public Utils Board of City 
of Orownsvi 1 1 e, TX. in consolidated discovery Certificate of 
Svc end 

SPIEGEL, 0 Tetas. State of SPIEGEL, 0 Spiegel if McDiarmid 
00/03/06 6pp 


8004090434 Discovery rept by Public Utils Board of City of Drounsville, 
TX, -for Feb 1980 Deposed M Bortholt of Central Power & Light 
Participated irt R Edelstein deposition Received documents 
from Central 6 South West Corp Certificate of Svc end 
POIRIER, n R Texas, State of PQlRIER.H R Spiegel & McDiarmid 
00/03/06 6pp 


8004100215 Notifies that OOJ received Houston Lighting & Powor Co 
supplemental answers to Central Power 6 Light Co first 
interrogatories w/o apps Requests Attachment A to Houston 
Power K Light Co second set of addi answers to NRC 
CVPHERT.S B Justice. Dept of 50/03/06 Ip 


B004100433 Notice of appearance of Q Spiegel on behalf of public Utils 
Commission of Brownsvi 1 1 e. TX Certificate of Svc end 
SPIEGEL, 0 llrownsvi 1 ) e, TX SPICOEL, 0 Spiegel L flcDiarmld 
80/03/06 6pp 

8004J00535 Discovery rept for Jan i Feb, 1900, Ci ty of Austin has neither 
Initialed nor received any discovery requests 
DALOUGH. R C Austin. TX 80/03/07 5pp 

8004080044 Response by Public Utils Board of City of Brownsvi 1 1 e, TX, 
in opposition to Central 6 Southwest Corp 800222 motion 
for prote-ctive order, re second sot of interrogatories tc 
production of documents M/Cert i f icate of 6vc Sc 800207 Itr 
POIRIER, ri R Texas, State of POIRIER. H R Spiegel S< McDiarmid 
00/03/10 IPpp 


0004100514 Forwards notice of taking oF deposition of D Springs 
AMEARNjC D Debevoifie 4 Liberman 00/03/ 10 Ip 


■^"0004100525 Notice of taking of deposition of D Springs on B00313’-14 
i-n Atlanta. GA Deponent will be examined on matters re bulk 
pobior supply if transmission tc wheeling sves in TX 
Certificate of Svc end 

AHEARN, C D Texas Utilities Generating Co AHEARN, C D Debevoisa 
t Liberman 00/03/10 5pp 


800411016? Notifies that W Scott deposition scheduled for Mar is 
cancelled Cancel lat loti based on DQJ representation that 
Scott would be called as expert wlthnoss 
BALDWIN, J M Baker t Botts BO/03/10 Spp 


eOD40Q001G Updated response to first set of interrogatories it document 
requests Includes info re wj tnesses, c ompeti tive utils, 
product 6 gengiaphic market > petitions to intervene Prof 
qualifications of DA Springs 6 Certificate of Svc end 
DURCHETTE. W H Texas'Louistana Electric Coop erat i Ve, Inc 
BURCHETTE. W H North cut t Ely BD/03/U a9pp 


8004090164 SecoTid supplemental response to first set of interrogatories 
it document requests Includes info re projected loads, 
capacity & reserves as of 800215 

SLICKER, F K Texas Utilities Co SLICKER, FK Worsham, Forsythe U 
Sampels 80/03/11 5pp 
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8004070175 Supplemental ree^ponse to third set of Interrogatories ti 
document renuests Supplemental answer to Interrogatory IS 
end U/a encl 

SLICKER, F K Te«as Utilities Co SLICKER, F K Worsham, Forsythe tc 
Sampela 80/03/11 3pp 


G0040901BO Supplemental response to first set of inter rogator les & 
document requests Includes info re monthly fuel cost 
adjustments far 1779 

SLICKER, F K Texas Utilities Co SLICKERpF K Worsham, Foraythe it 
Sampels 80/03/11 4pp 


8004100084 Forwards DOJ subpoena requiring DE Simmans>util vice 
presidontito testify 800331-0402 Confirms that Simmons will 
be available far deposition on 800404—05 instead of dates 
listed in subpoena W/o encl 

CYPNERT, S a justice, Dep t of 80/03/11 5p 


8004100S21 Fourth supplemental response to fust set of interrogatories 
(( document requests Includes info re cities tt utils which 
have explored power alternatives offered by TX Utils Co 
SLICKER, F K Texas Utilities Co SLICKER, F K Worsham, Forsythe t 
Sampels 80/03/11 3pp 


80040302S8 Responso in opposition to schedule proposed by N8C for reply 
to motion to quash 800221 subpoena directed to R Frame Merit 
of NRC argument will be better evaluated after Lerner 
deposition Suggests 800321 fot reply W/Certi f icat e of 9vc 
KNOTTS, J □ Texas Utilities {generating Co BO/03/12 Spp 


6004020113 Forwards Houston Lighting & Rower 000313 petition for 
directed certification of ASL8 800307 order ra confidential 
documents of settlement negotiations 

QQUKNIOHT,J A Louenstci n, Nouman, Rei s • Ax e Irad Toll 00/03/13 
app 


—6004020119 Petition for directed cert i f ic ation, in ter Im stay t review of 
A8LQ 600307 order requiring Houston Lighting h Power to 
produce settlement negotiations documents Urges reversal of 
ruling W/cxcerpts of 600307 prehearing transcript 
OOUKNIOHT, J A , GREEN, D G Houston Lighting It Power Co 
QOUKNIGHT, J A Lowenste in, Newman, Re 1 s, Axe Irad it Toll 80/03/13 
19PP 


— 0004020122 Order re NRC 790323 motion to compel furtlier answers to 
Houston Lighting t< Power first interrogatories Directs util 
to furnish list of privileged documents Orders responses to 
majority of questions W/axcerpts of 790,£i01 prehearing 
MILLER, H E Atomic Safety and Licensing Hoard Panel 79/04/16 
5pp 


6004080029 Forwards DOJ third supplemental response to Houston Lighting 
L Power Co first set of interrogatories Documents responsive 
to util 790204 second set of interrogatories end Documents 
re second interrogatories not encl 
CYPHERT, 8 D Justice, Dep t of 80/03/13 Ip 


.0004000033 Third supplemental response to first set of interrogatories 
& document requests Includes info ra GT Taylor testimony re 
four relevant product markets in proceedings 
CYPHER!, 8 Q Justice, Dept of 00/03/13 30pp 


0004080073 Application for issuance of subpoena directed te FG Arey of 
Webster Engineering Corp, to be deposed it to produce 
documents re interconnections i* interconnected sys Draft 
subpoena C< Certificate of 0vc encl 

green, D 0 Houston Lighting U Power Co # Baker Si Qotts e 
Lowensteln, Newman, Reis, Axe 1 rad S Toll 00/03/13 13pp 


8004070439 Ack receipt of Si accepts 000312 Itr in lieu of interrogatory 
answer per 800307 prehearing ruling Ltr does not solve 
Houston Lighting Si Power problems re C stover deposition DOJ 
800311 St 12 Itrs Si Certificate of Sve encl 

green, D 0 Lowens teln, Newman, Reis, Axelrad St Toll 80/03/13 tOpp 


0OO41OOS4S Response to third set of interrogatories Includes Info 
re electric power it energy delivered to various utils during 
Dec 1779 Certificate of Sve end 
* Texas ^Electr 1 c Service Co 80/03/13 16pp 


6004000370 Discovery rept for Feb 1780 Deposed J Wilsan,0C Campbell St 
V Robertson et al Attended DQJ S< NRC depositions Served 
800201 first set of interrogatories to NRC Received add! 
responses to interrogatories Certificate of five end 
FRANKLIN, W J Houston Lighting it Power Co » Daker S, Dotts * 
Lowensteln, Newman, Reis, Axelrad Si Toll 00/03/14 7pp 


8004040078 Comments by Public Utils Board of City of Brounsvl I le , TXt 
stating no position re consolidation for trial advisad by 
A6LB during 600307 prehearing If consolidation order od, righ t 
of cross-examination must be preserved W/Cert i ficate of sve 
POIRIER, M R . POIRIER, M R Texas, State of 80/03/17 7pp 


8004090153 btatement in ooP*3sition to conso 1 i dat ion of proceedings for 
hearing purposefi,per A8L3 800307 prehearing uonference 
request Issues not identical f' evidence in South TX Project 
may not be related to Com.ranche Peak W/Cer 1 1 f ic ate of Sve 
STAHL, D M Central ' C,outhwest Corp STAHL, D M Isham, Lincoln 
Beale 80/03/17 7pp 


B0040Q0247 Discovery rept ter Feb 1780 Participated in Ammons, Beams, 
Borche 1 fc, Campbe 1 1 , t Yaibiough depositions Inspected DDJ 
documents Received opposed Central ft. Southwest motion for 
addl lime to leply to i xhterrogaior les U/C er 1 1 f i c a te of Sve 
AHEARN, C D Texas Utilities Co AHEARN, C D Debevoise it Liberman 
80/03/1/ Spp 

Q0040Q0401 Submits TX Utils Oenerating Co response to ASLB 800307 
request re views on consolidation of proceedings for 
hearing purposes Urges complete consolidation 
KNOTTS, J Q Debevoise 4 Liberman 00/03/1/ 4pp 

0004000663 Order confirming results ct 000307 oral argument NRC DPJ 
joint motion, re mod of order concerning protection of 
settlement d i sc ussi one , g r anted in part Parties may not 
engage in further discovery re documents Included in motion 
GLASER, f1 L Atomic Saiety and Licensing Board Panel BO/03/I7 

2pp 


8004310437 Notice of appearance in pmceoding Certificate of 8vc encl 
GLAZIER, KM Just ic e. Dept of 00/03/1/ 4pp 


0004070427 Discovery rept for Jan -Feb I960 Participated in M Orymy 
deposition No discovery requests initiated Certificate of 
Sve enc 1 

DURCHETTE, W H Te xas'-Lou i s lana Electric Cooperafc ive, Inc 

BURCHETTE. WH NorthCutt Ely 90/03/19 3pp 


0004010517 Order denying NRC 800311 motion to quash subpoena of R 
Frame TX Utils Generating Co entitled to lest ND Lprner 
credibility by questioning wot V it documents prepared by 
Frame for Lerner review 

WOLFE, 8 J Atomic Safety and Licensing Board Panel 00/03/20 2pp 


0004030347 Response in opposition to TX Utils Generating Co, Houston 
Lighting 4i Power Co 4, South West Corp 800313 petitions for 
directeil eex 1 1 f i cati on of ordei compelling production of 
documents News article Certlflcald of Sve end 
CHANANlA,r D . BLUME.H B , HODGDQN, A P Antitrust Division 
00/03/20 31 pp 


0004100177 Memorandum in opposition to petitions for directed 
certification filed by TX Utils Generating Co, Houston 
Lightin? 4- Power Co Si Central V South West Corp et al,ro 
A6LD 000307 order Certificate of Sve end 

CYPHER T, 3 n , DaP6aUTC,D A , OLAZIEFLK M Justice, Dept of 
60/03/20 26pp 


0004100534 Response to PDJ first set of intorrogatorioi Ixidudes info 
re TX electric cooperatives I wholesale suppliers 
Certificate of 8vc end 

* Texas Electric Service Co 80/03/20 21pp 


6004010262 Clarifies NRC updated response to Houston Lighting it Power 
first set of interrogatories request for production of 
doc umon t s 

QLUME, M B Antitrust Division 80/03/81 2pp 


0004040184 Motion to quash subpoena directed to GW Stagg upon DDJ t* 
NRC joint request Absent evidentiary reliance upon Btagg 
Sys, Inc work , nontest 1 fy i ng outside consultants are not subj 
to discovery piocessiper established rule 

FRANKUM, W J Houston Lighting \ Power Co 00/03/21 4pp 


— 8004040178 Advises th^t Houston Lighting i Power does not intend to 
rely on Stagg 8ys, Inc studies as part of defense in 
proceeding NRC i' Central b Southwest Corp contentions re 
Stagg study based on misconception W/Ccr tif i cate of Sve 
OREENi D 0 Lowers tein, Newman, Re is, Axelrad i Toll 00/03/21 7pp 


8004160111 Responds to HRC 1/ Central t South West Corp comments re 
consolidation Severance arguments based on belief that util 
will rely on study by Stagg Sys, Inc as part of defense Util 
will not rely on Stagg study Certificate of Sve end 
GREEN, D G Lowenste in, Newman, Rei s, Axelrad i Toll 80/03/21 6pp 


8004030360 Response by Public Utils Board of City of Drownsvi 1 le, TX in 
opposition to nonconsol ) dab ion of proceeding suggested by 
NRC it Central t South West Corp In event of separation, 

South TX case should be heard first Certificate of Sve encl 
SPIEGEL, 0 Texas, State of 80/03/24 9pp 
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500*4250049 ftesponse i r» appcaition tu Public Utils Go-ard of City of 
Drounsvilie T)r au0317 coflinenti lenuesting admittance as 
part-i in c onso I 1 da I s d pr(3»'eeJin9 Statement of interest 
untimely i va^gue Certificate or Svc encl 

rtHEMirJ.C 0 Utilities Generating Co AHEARIl* C D Debevoise & 

Llberran BO/03/33 "^pp 


3004100271 Motion to compel production of documents bg Southuest TX 
Electric Cooperative ra subpoena directed to general manager 
E McGirrei Requests to strike McGinnes BOOl^St deposition if 
documents are not produced M''draft subpoena ^ doc umpnta tton 
GREEN-D 0“ Houslor Lighting Poiuer Co * Baker C* Dotts » 
Louiens t e I n r NeuTiaOi- R e i s Aielrad Toll 80/03/26 I6pp 


— 8004100273 rlotion to compel production of documents bg Midwest Electric 
Cooperative re subpoena directed to genei el manager 
P Wetjel Requests to stTike Wetiel rescheduled deposition if 
documents are not produced W/subpoena a» Certificate of 9vc 
GREEN. 0 Q Houston Lighting 4 Pouier Co » flaltef «* Butts ■» 

Lowens tein. Neujman/ Rei Si A I elrad 4 Toll 80/03/26 15pp 


8004030430 Application for issuance of subpoena directed to Oulf States 
Utils Cc re settlement documents Oocuments not produced in 
response to 790709 4 fiOOllfl subpoenas Urges production to 
ettent alloweij bg AELAB 

□ LUMEiM n A-ntltiust Division 00/03/27 2pp 


--3004080424 Subpoena directed to GuL# States Utils Co requesting 
settlement -d o c umen I s . f or insp 4 copging^in Wash i ng ton» DC 
on 800402 Subpoena mag be quashed or modified upon request 
Certi-ficate of Svc end 

FILLER. M E Atomic Safetg and Licensing Board Panel 80/03/27 

6pp 


8004090126 Order denging Houston Lighting 6 Power 800321 motion to 
quash subpoena directed to GW Stags upon DOJ request Prior 
pullngSife nantef tl f y i ng outside c onsul tants* do not epplg In 
this proceeding due to relevancy of Stagg studies 

WOLFE. 9 J Atomic Safetg and Licensing Board Panel BO/03/27 3pp 


0004210306 Forwardi Houston Lighting 1* Power 800327 motions to compel 
production of documents by NRC expert witnesses RH Hartley 4 
NC Lerncr Requests 800331 conference call prior to scheduled 
depositions 

FRANKLIN. H J Lewens tein* Neumanr Reis* Axelrad 6 Toll 80/03/37 Ip 


— 8004210392 Motion to compel t est iitionla I questions answered bg NRC 
expert witness RH Hartley Discoverability -of questions 
established on Pages 421-423 of prehearing conference 
transcript re ASLD GG0625 order 

FftANKLiNfW J Houston Lighting V Power Co FRANKLIN* M J 
Louens te in* Neuman* Re 1 5. Axe I rad t Toll « Dakar U Dotts 
80/03/27 4pp 


--80042I0394 Submits preparation study for 800220-21 meeting re 
1 ntrareg i ana 1 interc onriuct i ons* transmi ssion lines lU other 
pooling matters 

HARTLEY. R H Affiliation Unknown 80/01/29 29PP 


— 8004210397 Forwards RH Hartley 000211 memo to NRC re 800129 answers In 
preparation tor 000220-21 meeting Request^ questions ie 
which answers were stated* per rule established in 790601 
prehearing conference Pages 421-423 of transcript encl 
FRANKLlfLW J Lawenstein* Neuman > Reis* Ax elrad b ToU 80/03/20 

4gp 


— 6004210400 Hotton to ccmpel electric util industry testimonial 
antitrust analyses prepared by NRC expert economic witness 
N Lerner re Midland proceeding Urges production per prior 
rullngsfsubj to encl protective tfrder N/Cert 1 f icate of Svc 
FRANKLIN* N J Houston Lighting A Pawer Co FRANKLIN* U J 
Lowenste in. Newman. Reis. Axelrad & Toll * Baker It Botts 
80/03/27 14pp 


3004090123 Order giving parties one uik to provide addl autharlty re 
existence of settlement privilege Memoranda addressing issue 
should be received by 800404 L response thereto by 800409 
BESlHOPrC U Atomic Bafety and Licensing Appeal Pane) 80/03/28 
2PP 


0004090436 Protective order, in favor of Houston Lighting & Power* r* 
confidential corporate study produced in response to NRC 
initial interrogatories Parties mag challenge claimed 
confidentiality by seeking judicial review per FOIA 
NOLFEiS J Atomic Safety end Licensing Board Panel 03/03/31 4pp 


6004100243 Order granting in part NRC motion to compel addl responses 
by Houston Lighting Power (HLVPl Accords conf (dentlal ity 
to N Lerner analysis re Midland settlement Dranti HL&P 
motion to compel NRC questions re RH Hartley testimony 
HQLFEiS U Atomic Safety and Licensing Board Panel 00/03/31 3pp 


0004100428 Public Util; Board of Qrounsville motion for leave to file 
affidavit as amicus curiae Brownsville is party to 
proceeding but has not formally appeared in appellate 
proceeding Certificate of B/l end 

SPIEGEL. O Brouinsvi 1 le, TX SPIEGEL, 0 Spiegel 6 McDiarmid 
00/03/31 Qpp 


— B004100430 Affidavit of RE Roundtree, general manager of Brownsville 
Public Utils Board ie agreement among TX "lOUs" for 
const or two dc interstate ties of 500 riM U 250 MW 
Brownsville prepared to enter settlement negotiations 
ROUIJDTREE. R E Orounsvi H e, TX BO/03/27 3pp 


8004080172 Updated response to Houston Lighting i Power second set of 
interrogatories TX Utils first set of interrogatories 
Anticipates RE Carder pai ti c i pation as witness re areas 
discussed during Corder deposition Ceitiflcate of Bve encl 
CHAHANIA. F D Antitrust Division 00/04/01 Spp 


8004)00240 Order requesting parties in directed certification 
proceed ing. t o respond to Utils Board of City of Brownsville, 

TX 000331 motion. by 800409 

BISHOP, C J Atomic Safety and Licensing Appeal Panel BO/O4/02 

2pp 


8004180151 Forwards joint motion for extension of time Motion is joined 
in by all parties to proceeding except DQJ 1> City Public 
Utils Board of Drownsvl I 1 e/ TX 

KNOTTS* J D Debevolse 6 Liberman 00/04/02 Ip 


— 6004160167 Joint motion for 30-day eitenslun for all procedural dates 
Motion is based on progress of meaningful settlement 
negotations which could lead to resolution of part dr all of 
proceedings Certificate of Svc end 

CHANAHIA,F D Antitrust Division COPELAND, J 0 Houston Lighting 
tc Power Co STAHL, D M Central Power Light Co BO/04/02 6pp 


0004140003 Third set of addl answers to NRC 790115 initial 
interrogatories Simmons 6 Woodson are expected to testify re 
interconnect 1 ons 

FRANKLIN, U J Houston Lighting 4 Power Co » Baker 1< Botts 
Lowenste in, Neuiitan, Rei s, A xetrad L Toil 60/04/03 Spp 


--8004 1 4000 B Second supplemental answers to Central Power L Light Co 
790223 interrogatories Simmons 6 Woodson are expected to 
testify re Interconnec tiuns Ceitiflcate of Svc end 
FRANKLIN, N J Houston Lighting U Power Co * Baker L Qatts * 
Louienste in* Newman, Re IS, Axelrad 4* Toll 80/04/03 6pp 


8004150032 Forwards opposition by Brownsville to joint motion for 
extension of time t request for prehearing conference* 
miscellaneous atty & util correspondence, affldavi t %t 
Drounsville rate estimates Certificate of Svc end 
SPIEOELrO r P0IRICR,W R Spiegel 4< McDiarmid 00/04/03 19pp 


— 8004 1 50050 Opposition to jamt motion for extension of time 4i request 
for prehearing conference Brownsville has been excluded 
from negotiations on which request for extension is based 
Certificate of 6vc encl 

SP1ECEL*G > POIRIER, M R Brownsvl 1 1 e. TX BPIEOELi 0 Spiegel 6 
McDiarmid 00/04/03 2pp 


8004230066 Forwards Houston Lighting it Power 600403 motion to compel 
production of documents t> JW Wilson testimony by Public 
Utils Board of City of Brawnsvi lie* TX Proposes expedited 
schedule to permit completion of expert witness discovery 
GREEN, 0 G Lowenstein, Newman, Reis * Axe Irad 4, Toll 80/04/03 2pp 


— 0004230074 Motion to compel production of documents & JW Wilson expert 
testimony by Public Utils Board of City of Drownsvl 1 le, TX 
If motion not granted, requests order precluding Wilson from 
hearing W/proposed order re schedule i Certificate of 8vc 
QALDN1N*J M Houston Lighting L Power Co » Baker 4< Botts » 
Lowensteln, Neuman, Reis* Axe 1 rad 4< Toll 60/04/03 Dpp. 


800410D126 Memorandum in response to ASLAB 000326 order requesting 
add! authority re recognition of settlement privilege 
Courts 4 case law do not recogniie existence of privilege 
Certificate of Svc encl 

0LUME*li □ , HODODONrA P Antitrust Division 80/04/04 6gp 


0004150083 Order setting 800411 conference at NRC Hearing Room, 
BethesdatMD Oral argument will address NRC 4( DOJ joint 
motion for 30-day extension V Houston Lighting 4( Power 
600403 motion to compel Utils Board of Brownsville 

UQLFE* 0 J Atomic Safety and Licensing Board Panel 00/04/04 3pp 
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S004170312 flemor^nd um of authorities re d i sc overab 1 1 i tg at settlement 
dDcumants Ur&es reversal of ASLB 800307 ruling due to 
privilege recognixed pei case l^u/ 4 federal rules of 
evidence Supporting documentation fc Certificate of Sve end 
BOUKNIGHT/J A . cn£EM> D G Houston Lighting & Pouier Co 
DQUKNIOHT. J A Dakar t Batts 80/04/04 Blpp 


8004170340 flesponse stating no position re joint motion for 30-dag 
extension in p roc eed ing . f i I ed bg NRC<Central t South West 
Corp^Houston Lighting U Power. TX Utils Generating CoiCitg of 
Austin V other parties Certificate of Sve end 

DDPSOVIC.D A . LUQUe. N . PARHENTER/F Justice. Dept of BO/04/04 

5pp 


B004320128 Memorandum of authorities in support of settlement 
privilege Documents prepared in connection u/sett 1 ement 
process should be protected from discoverg under work 
product privilege Certificate oif Sve end 

STAHL . D Central & Southiuest Services. Inc STAHL. D Isham. 
Lincoln t Deale 80/04/04 iOpp 


0OO4S4OO43 Consent motion for two'^wk extension to respond to Houston 
Lighting Power Co motion to compel production of 
documents Represents that util consents to extension 
O'NElLLrR A Southuiest Texas Electric Cooperative O'NEILL.R A 
Miller. Balls S, O'Neil 80/04/04 3pp 


8004340045 Certifies sve of consent motions for extension to respond to 
Houston Lighting Power Co motion to compel production of 
documents from Midwest Electric Cooperative it Southwest TX 
Electric Cooperat i ve. on 800404 

O'NEILL.R A Miller. Dalis U O'Neil 80/04/04 4pp 


8004340053 Consent motion for two^wk extension to respond to Houston 
Lighting Power Co motion to compel production of 
documents Hepresents util consent to extension 

Q'NEILL.R A Southwest Texas Electric Cooperative O'NEILL.R A 
Miller. Dalis i. P'Nell 80/04/04 3pp 


8004240173 Hemorandumi per A8LAD 800328 request, stat ing addl authorities 
re directed certification of settlement document Issue 
Treatises it modenn trend hold Inadmist lb 1 1 i tg of privileged 
documents as evidence Certificate of 8vc end 

KN0TT8. J D . AHEARN. C D Texas Utilities Generating Co KNDTTSi J 0 
Debevoise St Liberman 80/04/04 22pp 


80042S0106 Advises of arrangement to deliver Houston Lighting fit Power 
pleadings moving to compel documents re £ McOinnes fit P 
Wetiel subpoenas Consents to Id-day extension for responses 
Certificate of 8vc end 

OREENi D 0 Lowenste in. Newman. Re is. Axel rad fi* Toll 90/04/04 5pp 


8004100552 Motion to issue order compelling Southwest TX Electric 
Cooperative fi general manager E hcQlnnea to produce, for 
insp fii copg ing. documents set forth in motion Draft 
subpoena fit Certificate of Sve end 

GREEN. D.Q Houston Lighting Power Co GREEN. D O Daker fit Dotts 
80/04/07 I8pp 


““8004100860 Motion to issue order compelling Midwest Electric 
Cooperative fit general manager P Hetiel to produco.for insp 
fit copg ing. documents responsive to subpoena served an 
Uettei Draft subpoena fit Certificate of Svc end 
GREEN. D Q Houston Lighting fi, Power Co GREEN. D Q Dalcer fit 
Dotts 80/04/07 ISpp 


8004230194 Motion to pradude DOJ from filing principal brief re ASLAD 
000328 order DOJ failed to file principal brief by B0D4O4 
DOJ seeks to obtain unfair tactical advantage by untimely 
filing 

' DQUIiNIOHT. J A . OREEN, D 0 Houston Lighting fit Power Co 
BQUKNIOHTiJ A Baker fit Dotts 80/04/07 3pp 


—8004230162 Order directing all parties to furnish ASLAB w/addl 
authority te privilege against discovery of document® 

Memoranda due on 800404 

Dl&HQPiC J Atomic Safety and Licensing Appeal Panel 80/03/38 

6pp. 


8004340061 Motion for A8LB to recansider extending procedural dates for 
30 days. Requests 800408 conference call to rule on 
extention TX Utils Generating Co is only party to be 
prejudiced by extending dates 

CHANANIA.F Antitrust Division BQUXNIOHT. J A Houston Lighting fi< 
Power Co DURCHETTE. W H Texas“Louis lana Electric Cooperative. Inc 
80/04/07 3pp 


—8004240071 Supplemental argument fi( representations Addl time required 
by utils to make progress In settlement d iscuss lo>ns. 

Discussions began Sept 1979 Parties are optimistic about 
possibility of reaching quick settlement 
BURCHETTEiW H Texai-Lou is iana Electric Cooperative. Inc 
KNOTTS. J 0 Texas Utilities Generating Co 00/04/07 5pp 


8004210147 Discovery rep^ ror Mar 1980 Deposed JA Dr ug g ema n. JT Wenders, 
AJ Hood fic DA Springs Mo.cd to compel NRC deposition of ND 
Lerner Responded to DOJ motion to compel supplemental 
answers to first interi ogator i es W/Cer t i f icaic of S\c 
franklin. U J Houston Lighting V Power Co TRANKLIN. W J 
Lowenste iTir New-man. Rei Sr Axe Irad Toll 00/04/03 6pp 


8004150157 Response to Houston Lighting V Power. TX Utils Generating Co 
fir Central t South West Cos S00404 memoranda of authorities 
re settlement privilege Urges affirmation of ASLB 800307 
order re production of documents W/Cer 1 1 f I cate of Svc 
CHANANIA.F D . HQDGDON. A P Antitrust Division 80/04/09 lOpp 


8004170347 Response to Public Utils Board of City of Dr ownsvi 11 e. TX 
Q0C331 motion to file RE Roundtree affidavit as amicus 
curiae Disclosure of documentr. should not affect potential 
for settlement Certificate of S\ c end 
CHANANIA. FD Ant i ti ust Di vi s ion 80/04/09 6pp 


8004220021 Response to Public Utils Board Of City of Br ownsvi U e. TX 
800331 motion to file Roundtree affidavit Requests to file 
c oun fcer-af f idavi t. re status ot s ett 1 ement. i f Roundtree 
affidavit IS accepted by ASl AB Certificate of Svc enc I 
KNOTTS.^ B Texas Utilities Generating Co QO/04/09 6pp 


Q004220152 Response to Houston Lighting L Power 000403 motion to compel 
production of documents a deposition of Public Utils Doard 
of City of Browns vi N e. TX Does not oppose motion If subj to 
end protective order Appearance K Certificate of Svc end 
ROTH. A J , JACOBS. J C Florida Cities ROTH, A J Spiegel L 
McDiarmitf 00/04/09 I4pp 


0004240562 Response in opposition to NRC 000404 memorandum of addl 
authorities re existence of settlement documents privilege 
Congress did not Intend to freeze developing law of 
privilege W/Cer 1 1 f 1 cate of Svc 

KNOTTS. J B . AHEARN. C 0 Texas Utilities Generating Co KNOTTS. J D 
Debevoise fn Liberman 00/04/09 Bpp 


0004170351 Drder granting 30-day extension for procedural matters, 
amending ASLD 791214 order re discovery schedule fii directing 
conao 1 1 da 1 1 on of proceedings for pretrial b evidentiary 
hearings Consent motions for oxtension to 800404 granted 
MILLER.H E Atomic Safety and Licensing Board Panel 00/04/10 
5pp 


0004210141 Order denying Houston Lighting fi. Power motion seeking to 
preclude DOJ memorandum of addl authorities filed per ASLAD 
800320 order 

RISHDP.C J Atomic Safety and Licensing Appeal Panel 80/04/10 

2pp 


0004230033 Forwards TX Utils Oenoiating Co affidavit of LT Fikar 
requested during S00409 oral argument 
KNOTTS. J B DebevPise fi Liberman BO/04/10 Ip 


— 8004230041 Affidavit stating that Central fi South West Carp. Houston 
Lighting fi. Power Co fi TX Utils Co Sgs have reached agreement 
in principle re interconnection disputes Agreement may form 
basis foi discussions w/other parties U/Certi f icate of Svc 
FIKAR. L F Texas Utilities Generating Co 80/04/10 5pp 


8004230002 Kosponds to Public Utils Board of City of Browns vi Ue. TX 
oppooition to joint motion for extension of time Objects 
to alleged refusal to wheel fi submits ML Parchelt 
affidavit in response to alleged exclusion from discussions 
STAHL* D M Central it Southwest Corp STAHL. D M Isham. Lincoln fi 
Beale 00/04/11 3pp 


"8004230007 Affidavit responding to Public Utils Board of City of 
Brownsvi 1 1 e* TX allegation that Brounsville has been excluded 
from discussions re interconnection Clarifies statement made 
at 800327 meeting Certificate of Svc end 

DQRCHELT.M L Carolina Power fi^ Light Co 80/04/10 IOpp 


8004270227 Discovery rept for Mar-Apr 1900 Participated In FJ Meyer. HH 
Woodson fi< GW Stagg depositions Filed opposition to petitions 
for directed certification fi reversal of ASLD 800307 order 
Joined other parties in moving for procedural extension 
CHANANIA«F D . DLUMC. M B . HQDODDN, A P Antitrust Division 
80/04/25 3pp 


N Antitrust hearing transcripts 


8004030346 Pages 670 fi 691 ommltfced from original transcript 
« Commission 00/03/07 3pp 


8004150298 Transcript of 000409 hearing In Bothesda.MD Pp 1-140 
a Comoiission 00/04/09 140pp 
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Q Inspi^ction report^, !F 3 * i ns ^ c ar t e apord ence 


9004010H7 Re^ponJs IE lulle'in 7*?~2Qh "Possible Malfunction of 
MATICO fio-iJel tAlSO limi'* <wifcche5 at Elevated Te-iups “ 

R^que^ta eiteh?iori until klC'0331 to inspsti^ saf e ty^^r e 1 ated 
« qu 1 prT^n nt I irt.p le.TiGnt nrti.e34<»rij correcti/e* actions 
i3/^f?YfR J Teias tn i 1 i + i p » Gcneiating <'o 80/01723 Ip 


90042‘J049«J Discusser I C Irsp Rcpt> 5O~445/fi0''O] t 5O-44d>/80-Ol on 
80OH8 ^ forwards notice of ^.lolation 

SEIDLG-W C ReQion 4, Dallas^ Reactor Construction V Engineoting 
Support Rranch 00/01 '<^3 2p p 


— S0042*?04*?S Notice of vjplatton from insp on 800110 Nonco/»p 1 lanc o 
noted procedures for securing Class IE battery chargers 
inappropriate Fillet uelds too small due to natl thiclnesa 
* Region 4 Dan»s« Reactor Construction & Engineering Support 
Dranth QO/Ol/23 Ip 


0004160044 Fortjaida IT Insp Repis 50-445/00-05 50-446/80-05 on 

000214-15 4- ]»?-2l No n jiic oinp 1 1 a n c e noted 

SEIDLE^W C Region 4. Pallas. Reactor Construction *« Enginaertrg 
Suppott Orarich Q0/02/2f 2pp 


“8004160050 IE Imp Repts 50-445/60-05 N 50-446/80-05 on BOOS 14-15 & 
1*9-21 No nopK oinp 1 lanc e noted Major areas inspected foLlouup 
revieui oi Unit 1 RCPD piping welding t> of QA/QC recordis re 
Unit 3 c onta 1 nneri i bldg structural concr'ote ms ial lat i ons 
HALL- R C Region 4. Uallas. Reactor Construction & Engineering 
Support nrancA CROSSHAN, M A . TAPIA, J I Region 4. Dallas. 
Office of the Directo-i 60/02/20 5pp 


S004210175 Forwards [E Insp Pepls 50-445/60-06 ^ 50-446/90-06 on 
300220-21 No non c omp I i a nt e noted 

MADSEN- 0 L Region 4^ Dallas, Reactor Operations Nuclear Support 
Branch QO/OD/SR ip 


--a0042l0l7R IE Irsp Repts 50-445/BO-06 9 5O-446/B0-06 on 800320-Sl No 
none omp 1 lane e noted Major areas inspected preoper ational 
testing! OA V operational staffing 

WESTERHAN, r F - SMITH. R Region 4, Dallas, Office of the Director 
ao/02/29 SpP 


0004220232 Foruards IE Insp Repts 50-445/80-04 t 50-446/30-04 on 
800211-15 Mo noncomp 1 1 ance noted 

SEIDLE W C Region 4. Dallas, Reactor Construction t Engineering 
Support Branch GO/02/2? 2pp 


--B004220244 IE Insp Repts 50-445/80-04 & 50-446/80-04 on 800211-15 No 
none pmp I lane e noted Major areas inspected procedures for 
controlling changes to approved design documents 
HALE. C J , CRaSSMAN. W A . DRlCKLBV.R H Region 4. Dallas, Vendor 
Inspection Branch 00/02/30 Qpp 


8004210432 Advisee that numbeti of insp repts transmitted by 600329 Itr 
should be corrected to road 50-445/80-06 f/ 50-446/80-06 
MADSEN, 0 L Region 4, Da lias. Reactor Operations Nuclear Support 
Branch 00/03/10 ip 


--8004210443 Foruiards IE Irsp Repts 50-445/80-06 h 50-446/80-06 on 
800220-31 Mo non compliance noted 

MADSEN, G L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch 00/02/29 Ip 


--8004210439 IE insp Repts 5C-445/P0-O5 »- 50-446/80-05 on 900220-21 No 
n oncomp 1 lance noted Major areas inspected pr copera tiona 1 
test}ng>0A I aperational staffing 

WESTERMAW. T F Region 4. Dallas, Reactor Operations Nuclear 
Support Branch SMITH, P Region 4. Dallas. Office of the 
Direttar 80/02/29 5pp 


8004040001 Ac k receipt ot- 300305 J tr infarming Ni?C of steps taken to 
correct violations noted in IE Insp Repts 50-445/80-03 
50-446/80-03 

SEIDLE. U C Region 4, Dallas, Reactor Construcf-l on & Engineering 
Support Branch BO/03/J1 Ip 


■^004040003 Responds to NRC G00207 IE Insp Repts 50-445/80-03 & 
50-446/00-03 Cprrective actions engineering personnel 
rcvleufed cable lubrication requirements ur/key const 
personnel involved w/cable pulling 

GARY. R J Teras Utilities Generating Co 80/03/05 3pp 


04040090 Ack receipt of 800220 Itr informing NRC of step* taken to 
correct violations noted m IE Insp Ropt 50-445/79-31 It 
SD-446/79-29 

SEIDLE. N C Region 4, Dallas, Reactor Cans truct i on 8( Engineerins 
Support Qrancti QO/03/n Ip 


— 8004040101 Responds to IfRC 800129 IE Insp Repts 50-445/79-31 4- 
79-446/79-29 ^oirertwe actions tackuields removed. Genera 1 
Fiping t Welding Procedure CF’*CPM'6 9 revised t reorganized 
OARk.R J Teias Utilities Generating Co 00/02/20 3pp 


8004250079 Forojatds IF Investigation Repts 50-445/00-02 t, 50-446/80-02 
on 000121-0205 No noncomp I lancd not-ed 

SEIDLE, W C Region 4. Dallas, Reactoi Construction tt Engineering 
Support Branch QO/03/20 2pp 


--G0042500S3 IE Investigation Repts 50-445/00-02 L 50-446/00-02 on 
000121-0205 No none bmp 1 lance noted Major areas inspected 
allegations re lai QC procedures , we Id 1 ng problems t weld 
defects 

CROSSMAN, W A . GILBERT, L D , HALL, R E Region 4. Dallas. Office of 
the Director 80/03/18 7pp 


8004240225 Forwards IE Info Notice 80-14, "Safety Suggestions From 
Employees “ No action required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 80/04/02 

Ip 


8004220320 Forwards IE Circular 60-07, "Problems W/HPCI Turbine Oil 
Sys " No written i espouse requited 

5EVFnjT,K V Region 4. Dallas. Office of the Director 80/04/03 
Ip 


80042207/9 Forwards IC PuUetin 79-03A "Long i tud ina 1 Weld Defects in 
ASHE GA-312. Type 304 Stainless Steel Pipa “ Action required 
SEVFRIT.K V Region 4. Dallas, Office of the Director 80/04/04 
Ip 


8004220206 Forwards IE Bulletin 80-08. 'Exam of Containment Liner 
Penetration Welds " Written response required 

SEYFRIT.H V Region 4, Dallas, Office of the Director QO/04/07 
Ip 


S Reportable accurremes- LERs & related correspondence 


0004010295 Forwards deficiency rept re control board welded 
connections 

GARY, R J Texas Utilities Generating Co 80/03/21 Ip 


--8004010299 Deficiency rept on 600220,0-6 insp revealed control board 
welded connections not meeting seismic design criteria Cause 
unstated Control board suppliers tt AE reviewing as-bullt 
weld configurations Rework will be completed by 8G050I 
* Texas Utilities Generating Co 60/03/21 2pp 


8004150199 Forwards deficiency rept re control board welded 
■connec tions 

GARY) R J Texas Utilities Generating Co 60/03/21 Ip 


— 6004150202 Deficiency rept re control board welded connections 
Specified 0-inch spacing of welds from end to end was found 
to vary from sixteen to eighteen inches on several panels 
As-built weld conf Igur at Ions under review 
« Texas Utilities Generating Co 00/03/21 2pp 


8004010S96 Forwards rept of actions taken to correct deficiencies in 
mfg of discs for sve water contra) valves Supporting 
documentation ts available at site for inspector review 
GARY, R J Texas Utilities Generating Co 80/03/25 2pp 


B00407027Q Bgpplemental RO violation found re piping min wall 
thickness Cause unstated Engineering review in progress 
Progress rept will be submitted by Q0041B 
GARY, R J Texas Utilities Generating Co 80/03/28 Ip 


0OD422O423 Interim deficiency rept re piping min wall thickness Review 
of weld 6 base metal repair records is continuing Another 
progress rept will be submitted by 800620 
<JARY, R J Texas Utilities Generating Co 80/04/13 Ip 


8004290250 Forwards deficiency rept le concrete honeycomb condition 
encountered in steam generator compartment walls of Unit 
2 reactor containment bldg 

OARY,R J Texas Utilities Generating Co 80/04/21 Ip 


— 8004290254 Deficiency rept re concrete honeycombing in steam generator 
compartment walls of Unit 2 reactor containment bldg 
Consultant survey showed no critical internal defects Util 
to repair condition w/dry-pack mortar, grout b concrete 
a Texas Utilities Generating Co 80/04/21 3pp 


8004290271 Interim deficiency rept re installation of driUed-ln 
expansion anchors Matter was corrected 790616 by revision to 
installation procedure Formal rept to he filed by 801215 
OARVi R J Texas Utilities Generating Co 80/04/21 Ip 
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8004290411 Provides status of interim deficiency rep t re installation It 
insp requirements for Class V non-nuclea? safety^-r elated 
piping supports Final rept will bo foruiaided bij Q00719 
OAny, R J Teiras Utilities Generating Co 80/04/21 Ip 


8004290430 Forwards inteiim deficiency lept re installation tt insp of 
welded conduit supports Final rept to be Piled by B00801 
GARYi n J Texas Utilities Generating Co 80/04/21 Ip 


*"-8004290437 Interim deficiency rept re installation ti insp of welded 
conduit supports Majot support was fabricated w/o formalized 
instructions U insp records ror number of smaller udlded 
supports were not directly traceable to aa-built conditions 
OAHYr R J Texas Utilities Generating Co 80/04/21 ip 


T Hearing transcripts on non -ant i ti ust matteis 


8004210312 Transcript of Q00327 hearing in Bethesda.WD Pp 1-127 
* Atomic Safety and Licensing Appeal Panel 80/03/27 130pp 


DOCKET 50-448 DOUGLAS POINT NUCLEAR STATION- UNIT 1 


0 Adjudicatory con espondence 


8004030026 Memorandum of understanding between NRC V FEMA re prompt 
improvement in radiological emergency planning U 
preparedness. d i str ibuted as Board notification 
GGSSKKrL V Office of the Executive Director for Operations 
60/04/02 34pp 


M Antitrust correspondence 


8004170340 Response stating no position re joint motion for SO-day 
extension in proc eed mg. f 1 1 od by NRC. Central S. South West 
Corp. Houston Lighting Potaer. TX Utils Generating Co-City of 
Austin ?- other parties Certificate of 6vc end 

DQPaOVIC.D A . LUQUe-N . PARHENTER. F Justice. Dept of 00/04/04 
5pp 


DOCKET SO-447 DOUGLAQ PUINT NUCLEAR STATION- UNIT 2 


0 Adjudicatory correspondonce 


80Q4030026 Memorandum of understanding between NRC b FEMA re prompt 
improvement In radiological emoigency planning & 
preparedness- d i str ibuted as Board notification 
009SICK-L V Offico of the Executive Director for Operations 
□0/04/02 34pp 


ri Antitrust correspondence 


0004040072 Notice of appearance in proceeding Ccrtifictite of Sve end 
FABRIKANT-R Justice. Dept of B0/O2/2S 4pp 


80040G0S59 Requests protiial conforenco to clarify procedural matters 
re A9LD 791214 order- filing testimony summaries U 
designation exhibits 

CYPHERT.a n Justice.Dopt of MILLER. M J Central Bouthwest 
Carp 80/03/09 2pp 


8004090204 Discovery rept for Feb 1980 Deposed M Taylor. M Hebb-DE 
Simmons ir EL Natson Farticipaied in depositions noticed by 
TX LA Electric Cooperative & City of Drounsvi 1 1 e« TX Reviewed 
Diamond Shamrock documents Filed application for subpoenas 
CYPHERTfS B Justice. Dept of 60/03/05 9pp 


G Adjudicatory c o-t t esp end ened 


8004030026 I.Bmorandum of understanding between NRC ?■« FEMA re prompt 
improvement in radiological emergency planning tt 
pi ep aredness- d I s t r i buted as Board notification 
GOSSICK-L V Office of the Fxecuti/e Duector for Operations 
80/04/02 34 pp 


DOCKET 50-453 GREENWOOI) CITRGt TENTER, NNlT 3 


A Ap p 1 1 ca 1 1 on/con str uc 1 1 on stage documents t corr espondsncQ 


8004040031 Advises of issuance of NUREG-05eB. "Interim Staff Position 
on En/iron Qualification of Saf e tij-Re lated Electrical 
Equipment-" providing guidance le methods foi compliance 
ROSS. D r Division of Piqjecl Management 00/02/05 7pp 


O Adjudicatoiy c o t T espond ence 


8004030026 Memorandum of understanding between NRC b FEMA re prompt 
improvement in radiological emergency planning 
prep ared ness- d I s tr ) buted as Boaid notification 
GOSSICK-L V Office of the Eiecutise Director for Operations 
80/04/02 34pp 


DOCKET 50-454 HVRON STATION, UNIT 1 


A Application/construction stage documents ^ correspondence 


8004040031 Advises of issuonce of NURE0-05fl8' "Interim Staff Position 
on Environ Qual i f icai i on of Bof ety-Re lated Electrical 
Equipment." providing guidance re methods for compliance 
R0S8- D F Division of Pioject Hanagement 80/02/05 7pp 


0004040017 Submits addl guidance to NURFO-OSa0- "Interim Staff Position 
on Environ Qualification of baf etg-Ro lated Electrical 
Equipment " Requests re/iew of equipment qualification 
documentation to identify degree of compliance 
ROSS- D F Division of Project Management 00/02/21 3pp 


8004230058 Requests info io auxiliary feedwater sys pel Bulletins b 
Orders Task Force review of TMI-2 accident Info should be 
provided as amsind to application Suhmittal schedule should 
include URC approval prior to issuance of OL U/cncl 
ROSS- D F Division of Piojcct Management 80/03/10 53pp 


Q004090155 Summary of 000311 meeting w/ut i 1 s. Uostinghouse tt Sargent & 
Lundy re Westingbouso optimiied fuel assembly Comm Ed 
requested to amend f-SAR as soon as possible to show plant 
will use optimized fuel assembly 

KINTNER.L L Light Water Reactors Branch I 00/03/18 Bpp 


0004150316 Forwards revised pages constituting Revision l3 to CE-l-A- 
QA program Revisions reflect recent ciganiiation titlo 
changes 

NAUOHTON- W F Commonwealth Fdison Co 00/04/02 Ip 

—8004150326 Revised pages constituting Revision 13 to QA program 
Revisions reflect recent oroani lationa 1 title chanoes 
ff Commonwealth Edison Co 


B004170351 Order granting 30-day oxtenslon for procedural matters- 
amending ASLD 791244 order re diacevory schedule 1 directing 
consolidation of proceedings for pretrial b evidentiary 
hearings Consent motions for extension to 800404 granted 
MILLER- M E Atomic Safety and Licensing Board Panel 00/04/10 
5pp 


DOCKET 90-452 OREENWOQD ENERGY CENTER, UNIT 2 
A App U cat lon/construc t ion stage documents tc correspondence 


8004040031 Advises of issuance of NUneO-OS80. "Interim Staff Position 
on Environ Oual i f ication of Safety-Related Electrical 
Equipment. " providing guidance re methods for compliance 
R086. D F Division of Project Management 00/02/05 7pp 
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□004020033 First i ntpn oga tfli l » i diroctcd to NRC Includes r«que«t for 
specific description of d*'- i a 1 1 or>j noncon f ot m 1 1 1 | or change 
occurring aftei CF issuance Proof of bvc enc I 

cherry. t1 f1 League ot Wofl-en Voters ot Rocki^ord, IL CHERRY. M M 
Cherry, H II ^Cherryp Flynn f lianter 00/03/12 lOpp 

8004080429 Forijiards Lesgup of t^Oinen Voteis oF Roclcford. IL 
interrogatories * motjari seeding ASLB au tl>or l tat i on \4/o 
I ntei r ogotoi ) es 

CHERRYi M H Cherry, ri h -'C-heriy. Flynn f' Kanter 00/03/12 Ip 


— B0040S0435 flotion urging preaiding orficer to issue order requesting 
MRC to ersujer intervener S0I>312 i n ten ogator i es Proof of 
Sve encl 

CHERflV.fi M League o* Women Voters of RocVford. IL CHERRY, M M 
Cherry, H M /Cherry, Flynn K Vlanter 80/03/12 4pp 


8004090177 Fjist sot af interrogatories Includes questions ts 
I ntervcfiors ' revised contentions / deviations ocfurnng 
since issuance of CP Pioof oF sve end 

CHERRY. rt M League of Wsmen Voters of Rockford. IL CHERRY, M H 
Cherry, M li /Cherry, flynn 1 Kanter eo/03/12 lOpp 


8004100322 Objects to miervenor League of Women Voters of Rockford. IL 
G033I2 first set oF interrogatories ASLB has not ruled an 
a-d mi s s 1 b 1 1 1 1 y of proposed contentions to uhich 
interrogatories refer Cer^-ificate ot Svt enc I 

HURPHY.P H ComiTton wealth Edison Co MURPHY, P H laham, Lincoln ir 
D«a)e aO/03/19 3pp 


0OO4OSO428 Motion for order setting 000418 tor applicant U B00425 for 
NRC to respond to Rockford League of Women Voters revised 
contentions Time is needed to pei form preliminary evaluation 
re possible st i p ulat j on Certificate of Sve end 

MURPHV.P M Commonwealth Cdison Co MURPHV.P M Isbam. Lincoln h 
Beale 80/03/20 4pp 


8004090440 Order sotting 6004 1 Q for Comm Ed to respond to League of 
Women Voters of Rockford rc\ised contentions 

MILLER, M C Atomic Safety and Licensing Board Panel C0/03/2i Ip 


8004030026 Metnorandum of under » tand i ng between NRC FEMA re prompt 
ImipTOvement in radtological emergency planning U 
preparedness , d i s tributed as Board notif u a tion 
0DSSICK,L V Office of the Executive Director for Operations 
80/04/02 34pp 


8004290217 Response to intervenor Rockford League of Women Voters 
000310 revised contentions Recemmends acceptance of 19 
separate contentions *, luu consolidation contentions 
Certificate of Gve end 

KA9HAN. h . OODDAnB. R J Hearing Dranch 2 00/04/25 23pp 


K Utility Final Safety Anolysis Report (FSARl S' amends 


80040B0397 Forwards affidavit stating that distribution of Amend 25 to 
FSAR has been made in accordance w/RS Ooyd 791020 Itr 
NAUOHTDIJ. W F Commonwealth Fd i sen Ca BO/04/01 2pp 


Q Inspection repo> ts. IF Bulletins & correspondence 


8004230066 Forwards IE Insp R-pts 50-454/80-02 V 50-459/80-02 on 
000207-08 No tioficomp 1 1 ante noted 

FIORELLliS Region 3, Chicago, Reacioi Construction tt Engineering 
Support Branch 00/03/06 2pp 


— 0004280074 IE Itisp R«pts 50-454/GO-02 t 50-455/B0-02 an 800207-00 Np 
none omp 1 1 anc e noted Major aieas inspected licensee 
corrective actions on previous insp findings storage of 
safety-related mechanical /, electrical mails t< components 
WILLIAMS. C C , HOWLIN. JE , JONES. C E Region 3, Chicago. Office 
of the Director 00/03/04 tlpp 


04100110 Forwards JE info Notice 60-03, ''States Co Sliding Link 
lectricai Terminal Block ’* Wo specific action or response 
qui red 

PPLER.J G Region 3, Chicago, Ofifice of the Director B(>/03/07 


4280031 Forwards IE Insp Repts 50-454/80-03 t 90-405/80-03 on 
300220.21 t 27 No -none omp 1 1 anc e noted 

FIORELLI«0 Regioft 3# Chicago^ Reactor Construction ii Engineering 
Support Branch B0/03/J2 2pp 


— 8004280039 IE Insp Repts 50-454/80-03 t 50-455/00-03 on 000220(21 & 27 
No nnncompl lance noted Major areas Inspectsd RCPB piping 
work ac t i vi t I esi Wei d tng I procedures 

PAN I ELSON'. O H Region 3, Ghicagot Reactor Construction 1* 
Engineering Support Branch LFE, E W Region 3, Chicago. Office of 
the Oirecter 80/03/10 4pp 


0004140119 Forwards response to IF Bulletin 00-03, "Loss of Charcoal 
from- Sid Type 1 1 . Two -Inc h Tray Adsorber Cells " Visual 
eiamination rfetermltied that contact between casing !, screen 
IS adequate to prevent charcoal granule escape 
PEOPLES. D L Commonwealth Edison Co BO/03/20 5pp 


8004150159 Forwards IE Info Notice BO-1?, "Instrument Failure Causes 
Opening of PORV t Block *'alve " No specific action op 
response necessary 

KEPPLER, J C Region 3. Chicago. Qfrice of the Director 80/03/31 
ip 


60040806B6 Forwards IC Circular 00-05, "Emergency Diesel Generator 
Lubricating Oil Addition t. Onsite Supply " No written 
response required 

KEPFLER. J G Region 3. Chicago. Office of the Diroctor 80/04/01 

Ip 


0004190014 Forwards IE Info Notice 00-13, "GE Type SBM Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLER, J G Region 3. Chicago. Office of the Director 80/04/02 
ip 


Q0041B0030 Forwards attachments to IE Circular 80-03, "Protection From 
Toiic Gas Maiards," Inadvertently emitted from 800306 
transcnl ttal 

KEPPLER. J G Region 3. Chicago. Office of the Director 80/04/02 

ip 


0004220093 Forwards IE Info Notice 00-14. "Safety Suggestions From 
Employees " No action required 

KEPPLER.J Q Region 3. Chicago, Office of the Director 00/04/02 

ip 


0004220324 Forwards IE Circular 00-07, "Problems W/HPCI Turbine Oil 
Sys " No written response required 

KEPPLER.J G Region 3, Chicago. Office of the Director 60/04/03 

ip 


S004220069 Forwards IE Bulletin 00-08. "Exam of Containment Liner 
Penetration Welds " Written response required 

KEPPLER.J O Region 3. Chicago, Office of the Director 00/04/09 
ip 


0004230224 Forwards IE Oullotln 79-03Ai "Longitudinal Weld Defect* In 
A9ME EA-312, Type 304 Stainless Steel Pipe " Action required 
KEPPLER.J G Region 3, Chicago, Office of the Director 00/04/07 
ip 


S Reportable occurrences. LERt U related correspondence 


8OO4O7O2S0 Ack receipt of 000229 second Interim rept re failure of 
poflt~tens toning tendon field anchor heads Rescheduled date 
of 800515 for submittal of final rept is acceptable 
FlORELLIfG Region 3, Chicago, Reactor Construction Engineering 
Support Branch 80/03/19 ip 


DOCKET 90-493 DYRON STATION, UNIT 2 


A App 1 (cation/construc tion stage documents L correspondence 


8004040031 Advises of issuance of NUREQ~O500r "Interim Staff Position 
on Environ Gualiflcatlon of Safety-Related Electrical 
Equipment," providing guidance re methods far compliance 
ROSS, D F Division of Project Management 00/02/05 7pp 


0004040017 Gubmits addl guidance to NUREG-OSSa, "Interim Staff Position 
on Environ Qualification of 8af ety-Relatod Electrical 
Equipment " Requests review of equipment qual 1 f Icat Ion 
documentation to Identify degree of compliance 
ROSBfD F Division of Project Management 80/02/21 3pp 


0004230058 Requests info re aurlliary feedwater sy* par Dulletins & 
Orders Task Force review of TMl-2 accident Info should be 
provided as amend to app 1 Ication. Subml ttal schedule should 
include NRC approval prior to issuance of OL W/encl 
ROSS, D F Division of Project Management 80/03/10 53pp 


80041S0316 Forwards revised pages constituting Revision 13 to CE-I-A, 
QA program Revisions reflect recent organiiatlon title 
changee. 

NAUOHTON, W F Commonwealth Edison Co 80/04/02 Ip 


— 0004150328 Revised pages constituting Revision 13 to OA program 
Revisions reflect recent organ! zat iona 1 title changes 
tt Commonwealth Edison Co CE-l-A R13 80/04/04 7pp 
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F Securitgi (redic^li emgr^sncg V fire protection plans 


B0O40B0Q77 Advises that submittal date for evacuation time estlmatesi 
retiuested bg NRC 771226 ltr«has been postponed pending OAO 
clearance under Federal Repts Act 

ORlMESfB K Emergencg Preparedness Task Force 80/03/11 4pp 


6004140118 Fpruards request for addl info consisting of fifth set of 
round one questions re safeguards contingency plan End 
withheld (ref 10CFR2 790) 

RUBENSTElNiL S Light Water Reactors Branch 4 00/03/28 2pp 


0 Adjudicatory correspondence 


B004100027 Notice of appeaiancc in proceeding Certificate of 8vc end 
LEVIN. H F DeKalb Area Alliance for Reaponalble Energy LEVIN, K F 
Slnnissippi Alliance for the Environrpent (SAFE) LEVIN, K F 
Beatty , Levin, Hoi land, Basof in It Barsany 00/02/29 3pp 


B004070411 Discusses League of Uornen Voters of Rockford 000213 motion 
re admissibility of contentions Requests ASLD to vacate 
000221 order t permit filing of revised contentions on 
800310 Proposes schedule for briefing 
MURPHViP K I sham, Lincoln Z* Beale 80/03/05 4pp 


8004020033 First Interrogatories directed to NRC Includes request for 
specific description of devi ation, noncan form! ty or change 
occurring after CP issuance Proof of Sve end 

CHERRY, M M League of Women Voters of Rockford, lU CHERRY, M M 
Cherry, M M /Cherry, Flynn Ic Kanter 80/03/12 lOpp 


0004090429 Forwards League of Women Voters of Rockford, IL 
interrogatories 8, motion seeking ASL0 au fchori lat ion W/o 
interrogatories 

CHERRY, M M Cherry, M Pi /Cheiry. Flynn Konter BO/03/12 Ip 


— 8004080435 Motion urging presiding officer to issue order requesting 
NRC to answer Intervener 800312 interrogatories Proof of 
8vc end 

CHERRY, M Pi League of Women Voters of Rockford, IL CHERRY, M M 
Cherry, M H /Cherry, Flynn t» Kanter 80/03/12 4pp 


0004070177 First set of interrogatories Includes questions re 
intervenors ^ revised contentions i deviations occurring 
since issuance of CP Proof of sve end 

CHERRY, M M League of Women Voters o# Rockford, IL CHERRY, M M 
Cherry, M M /Cherry, Flynn t, Hanter 80/03/12 lOpp 


0004100322 Objects to Intervenor League of Women Voters of Rockford, IL 
800312 first set of interrogatories A6L0 has not ruled on 
admlfsibillty of proposed contentions to which 
Interrogatories refer Certificate of Sve end 

MURPHY, P M Commonwealth Edison Co MURPHY, P M Isham, Lincoln tc 
Beale 80/03/19 3pp 


B0040B0426 Motion for order setting 600418 for applicant it 800425 for 
NRC to respond to Rockford League of Women Voters revised 
contentions Time is needed to perform prelimlnory evaluation 
re possible stipulation Certificate of &vc end 

MURPHY, P M Commonwealth Edison Co MURPHY, P M Isham, Lincoln U 
Daale 80/03/20 4pp 


B004090448 Order setting 000418 for Comm Ed to respond to League of 
Women Voters of Rockford revised contentions 

MILLER, M E Atomic Safety and Licensing Board! Panel 00/03/26 Ip 


8004030026 Memorandum of understanding between NRC U FEMA re prompt 
improvement in radiological emergency planning tt 
preparedness, distributed as Board notification 
00S8ICK, L V Office of the Executive Director for Operations 
00/04/02 34pp 


8004290217 Response to Intervenor Rockford League of Women Voters 
800310 revised contentions Recommends acceptance of 19 
separate contentions U two consol Idat i on contentions. 
Certificate of Sve end 

KARMANiM , ()aDDARD,R J. Hearing Branch 2. 80/04/25 23pp 


K, Utility Final Safety Analysis Report (F8AR) L amends 


8004080397 Forwards affidavit stating that distribution of Amend 25 to 
FBAR has been made in accordance w/RS Boyd 791020 Itr 
NAUOHTON, W F Commonweal bh Edison Co 80/04/01 2pp 


Q Inspection Teports, IT Rij|le»iris * c oi i aspondence 


8004280066 Fopuiaf ds U In»p 50-45*1/80-02 h 50-455/80-02 on 

300207—00 Ho nunc amp ) I ance noted 

FrORELLl,G Region 3, <hicago. FeactoT Construction S, Engineering 
Support Branch 80/03/06 2pp 


—8004200074 (E Insp Repts 5O-4'i4/0O-O2 t 50-455/80-02 on 800207-08 No 
noncomp 1 lane ^ noted Mejor a? eas inspected licensee 
corrective actions on previous insp findings it storage of 
sa f efcy-rela t<*d mechanical 4 electrical matls f components 
WILLIAMS, C C , ItCNKLlN.V E , JQNES, C E Region 3, Chicago, Office 
of the Dit octal 00/03/04 llpp 


8004100118 Forwards IE Info Notice 80*08, "States Co Sliding Link 
Electrical Terminal Block ' No specific action or response 
requt rad 

KEFPLER, J (r Region 3, Chicago. Office of the Director flO/03/07 

Ip 


8004280031 Forwards It Insp Repts 50-454/80-03 f* 50-455/00-03 on 
800220,21 27 No horicemp I latic e noted 

FIORELLLO Region 3, Chicago. Reactor Constiuction L Engineering 
Support Branch 80/03/12 2pp 


—8004280039 IE Insp Repts 50-454/80-03 50-455/80-03 on 800220.21 I 27 

No noncompliance noted Major areas inspected RCPQ piping 
Miork acti VI fc i es. weld »ng t, procedures 

DANIELSON, 0 H Region 3. Chicago, Reactor Construction b 
Engineering Support Branch CEE/E W Region 3, Chicago. Office of 
the Director 80/03/10 4pp 


6004140119 Forwards response tP IE Bulletin 60-03, 'Loss of Charcoal 
from Std Type 1 1 . Two-lnc h Tray Adsorber Cells " Visual 
examination determined that contact between casing b screen 
is adequate to prevent charcoal granule escape 
PEOPLES# D L Commonwealth Edison Co 80/03/20 3pp 


0004150139 Forwai ds IE Info Notice 80-12, "Instrument Failure Causes 
Opening of PORV * Block Valve " No specific actiPn or 
response necessary 

KGPPLER, J 0 Region 3, Chicago, Office of the Director 80/03/31 

Ip 


8004080686 Forwards IE Circular 80-05, "Emergency Diesel Generator 
Lubricating Oil Addition b Onsite Supply " No written 
rasponsa required 

KEFPL€R.J<3 Region 3. Chicago. Office of the Director 80/04/01 

Ip 


8004130014 Forwards IE info Notice 80-13, "(JE Type SUM Control Switches 
Defective CAM Followers " No specific action or response 
required 

KGPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/02 
Ip 


6004100030 Forwards attachments to lE Circular 80-03. "Protection From 
Tojtlc Oas Haiards, " inadvertently omitted from 800306 
tran sml t tal 

KEPPLG«,J0 Region 3. Chicago, Office of the Director 80/04/02 

ip 


B004220093 Forwards IE Info Notice BO-14, "Safety auggestlons From 
Employees ** No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/04/02 
tP 


8004320324 Forwards IE Circular 80-07. "ProblemB W/HPCl Turbine Oil 
8ys “ No written response required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 80/04/03 
Ip 


GOD4220069 Forwards IE Bulletin 80-08, "Exam of Containment Liner 
Penetration Welds " Written response required 

KEPPLERfJO Region 3, Chicago, Office of the Director 00/04/09 

Ip 


8004230224 Forward* IG Bulletin 79-03A, "I ong i tud inal Weld Defects in 
ASHE 8A-3l2,TypB 304 Stainless Steel Pipe " Action required 
KEPPLER, JO Region 3. Chicago, Office of the Director 80/04/07 
Ip 


8 Reportable occurrences, LERs 4 related correspondence 


8004070228 Ack receipt of 800229 second interim rept re failure of 
pact-' tens toning fcendon field anchor heads Rescheduled date 
of Boosts for submittal of final rept is acceptable 
FIORELLli 0 Region 3, Chicago. Reactor Construction b Engineering 
Support Branch 0O/O3/i9 ip 
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DOCKETED ITEMS 


DOCt^ET BRAlbUCOD L.1ATIQN, Uf^lT I 

A App i t c aticn/c ortstr UT 1 1 'ii ^tagt dDuuncnt^ i- c o r resp 0 n if enc e 


6004040031 Advises of o t UUPtO-OSBai 'Mnteri^n Staff Position 

nn Environ Qualification of 3«»t ety-Relntcd Electrical 
E(iuipm-e-nli ' prc>«/}d)iig guidance re methods for compliance 
ROSS. [> P Diviisinn of Pioject i'lanagemont 30/03/05 7pp 


6004040017 Submits addl guidance to f^URtO‘’05BB< "Interin Staff Position 
on Environ Oual i f i c atton of t>afettj Related Electrical 
Equipment “ Requests re*ieu or equipment qualification 
doc omenta 1 1 oi^ to identit-ij degree of compliance 
ROSS I D F Division of pTu;et.l Management 6D/0S/21 Spp 


300423Q058 Requests info le auiiLiari^ feeduater sqs per Bulletins tt 
Orders Tasl Force revieuj of TI1I-2 accident Info should be 
provided as amend to application Submittal schedule should 
include NRC appioval prior to issuance of OL U/enc 1 
ROSS. D F Oivistori of Project Management aO/03,/lQ 53pp 


8004140441 Forward 5 QA plan implemented during Sept 1979 to Fcij 1980 
const suspension in response to MRC 800303 request Plan ui I I 
prevent degiadation of quality of saFetg-rela t ed equipment! 
companenfs I structures 

PEOPLES. D L ComTonujea I th -Edison Co 80/03/29 2pp 


— 0004140449 OA Plan during eitended const delay 

CASARO.R . FARR/R J ► MARCi/S. G F Commanwealth Edison Co 
79/10/24 2lpp 


0004130316 Forwards revised pages constituting Revision t3 la CE— l-Ai 
QA program Revisions reflect recent organization title 
changes 

NAUOHTQN. W r C ommonuesl th Edison Co 80/04/03 Ip 


— a004lSO32B Revised pages constituting Revision 13 to QA program 
Revisions reflect recent oi gam i ationa L title changes 
• Commonwealth Edison Co CE*~l~A R13 80/04/04 7pp 


F Security, medical* eitiergciug 6 tire pTotectio-n plans 


8004090077 Advises that submittal date for evacuation time estimates* 
requestod bg NRC 791226 Itr.has teen postponed pending OAO 
clearance under Federal Repts Act 

GRIMES. 0 K Emergency F’reparedness last Force 80/03/11 4pp 


8004140115 Forwards request foi addl info consisting of fifth set of 
round one questions re safeguards contingencg plan Enel 
withheld Cref 10CFR2 790) 

RUBENSTEIM.L S Light Water Reactors Oianclh 4 80/03/3B 3pp 


G Adjudicatory corre ipondenc e 


8004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvement in radiological ecnergeneg planning t* 
p reparodness. d I stribu ted as Board notification 
OOSSICU.L V Office of the Ciecutiic Director for Operations 
80/04/02 34pp 


K Utility Final Safety Analysis Report (FSARJ & amends 


8004090397 
FSAR has 
NAUGHTOM, 


Forwards affidavit stating that distribution of 
been made in accordance w/RS Doyd 791020 1 tr 
W F Commonueal kh Edison Co 80/04/01 Spp 


Amend 33 to 


T Inspection reports* IE Bulletins correspondence 


>4110384 Forwards IE I nap Rspts 50-456/80-01 tt 50-457/00-01 on 
100116-17 th. notice of violation 

'lORELLl.G Region 3* Chicago. Reactor Construction & Engineering 
Support Branch 90/02/29 3pp 


-8004110291 Motice of violation from insp on BOOU6-17 
♦ NRC Regional Offices 80/03/27 Ip 


— 0-004110330 iE [ntp Repts 50-436/B0-01 t 50-4S7/B0-01 on 800116-17 No 
none amp 1 lance noted failure to properly store QA records 
WILLIAMS, C C NRC Regional Offices SCWMEfBlNZ, E R. Region 3, 
Chicago, Office of the Director BO/02/27 4pp 


B004100118 Forwards IE In-fq Notice 80-00. 
Electiical Terminal Rloclc (la specific 
required 

KEPPLER* J 0 Region 3. Chicago. Office 
»P 


"States Co Sliding Link 
action or retp-onee 

of the Director 80/03/07 


G004M0119 Foiwaid, response to IE Bulletin 80-03. "Loss of Charcoal 
from btd Type Il.TuJO-Inch Tray Adsorber Cells " Visual 
e lamination determined that contoc*' between casing ^ screen 
is adequate to prevent charcoal granule escape 
PEOPLES. D L Canmonwea I th Edison Co 00/03/20 5pp 


6004150159 Forwards IF Ini-a Notice 00-12. ' Instrument Failure Causes 

Opening or PORV t> Dloci Valve " No specific action or 
response necessary 

FEPPLER. J e Region 3. Chicago. Office of the Director 00/03/31 
I P 


0OG4O9O686 forwards IE Circular 00-05, "Emergency Diesel Generator 
Lubncatirg Oil Additioir Onsite Supply " No written 
response required 

KEPPLER. J Q Region 3. Chicago. Office of the Director 80/04/01 

ip 


8004150014 Forwards IE Info Notice 80-13. "GE Type SUM Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLER. J G Region 3. Chicago. Office of the Director 00/04/02 
Ip 


6004100030 Forwards attachments to IE Circular 00-03, "Pratection From 
Tosic Gas Hazards," inadvertently omitted from 000306 
transmi tta I 

KEPPLER. J G Region 3. Chicago. Office of the Director BO/04/02 
ip 


0004220093 Forwards IF Info Notice 80-14, "Safety Suggestions From 
Employees " Wo action i equired 

KEPPUCR. J 0 Region 3, Chicago- Office of the Director 80/04/02 
ip 


6004220324 Forwards IE Circular 00-07, "Problems W/HPC I Turbine 011 
Sys *' Wo written response required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 00/04/03 
Ip 


8004220069 Forwards IE Bulletin 80-00, "Exam of Containment Liner 
Penetration Welds *' Ifntten response required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 00/04/09 

Ip 


0004230224 Forwards IE 
ASME SA-312, Type 304 
KEPPLER. JG Region 
Ip 


Bulletin 79-03A, "Long i tudinal Weld Defects in 
Stainless Steel Pipe " Action required 
3, Chicago, Office of the Director 80/04/07 


DOCKET 50-437 RRAlDWOOD STATION, UNIT ? 

A App 1 1 cafcion/cons true 1 1 on stage documents It correspondence 


8004040031 Advises of issuance of NUREO-OSBB, "Interim Staff Position 
on Environ Dual i f icat ion of Saf ety-Related Electrical 
Equipment*" providing guidance re methods for compliance 
ROSS.D F Division of Project Management SO/02/03 7pp 


0004040017 Submits addl guidance to NUREG-OSSB, "Interim Staff Position 
on Environ Dual i f teat ion of Safety-Related Electrical 
Equipment " Requests review of oquipnent qual i f icati on 
documentation lo identify degree of compliance 
ROSS, D F Division of Project Management 00/02/21 3pp 


8004230050 Requests info le auitllary feedwater sys per Bulletins 4c 
Orders Task Force review of TMI-2 accident Info should be 
provided as amend to application Submittal schedule should 
include NRC approval prior to issuance oP QL U/enel 
ROSS, D F Division of Project Management 80/03/10 93pp 


B0041 40441 Forwards QA plan implemented during Sept 1979 to Feb 1980 
const suspension in response to NRC 000303 request Plan u/lil 
prevent degradation of quality of saf ety-r e lated equipment, 
components t structures 

PECPLE8, D L Commonwealth Edison Co 80/03/25 2pp 


—8004140449 OA Plan during extended const delay 

CASARQ, 0 , FARR.R J , MARCUS, G F Commonwealth Edison Co 
79/10/24 21pp 


0004150316 Forwards revised pages constituting Revision 13 to CE-l-A, 
QA program Revisions reflect recent organization title 
changes 

NAUOHTDN, N F Commonuea 1 th Edison Co 00/04/02 Ip 


■BDO415O320 Revised pages constituting Revision 13 to QA program 
Revisions reflect recent organizational title changes 
a Commonwealth Edison Co CE-l-A R13 00/04/04 7pp 
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F Sflcunt^i m^dicali omer^ancg ^ fire piotection plans 


0004080077 Advises that submittal dafco for evacuation tlr>e estimates, 
requested bg NRC 7912I2& Hr. has been postponed pending GAG 
clearance under Federal Repts Act 

GRIMES, a K Emergency Preparedness Task Force 00/03/11 4pp 


8004140115 Forwards request for addl info consisting of fifth set of 
round one questions re safeguards contingency plan Enel 
withheld (ref 10CFR2 790) 

RUBENSTEINpL 6 Light Uater Reactors Drancih 4 60/03/SQ Spp 


G Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC Zt FEMA re prompt 
improvement m radiological emergency planning & 
pr epar ednessi d i str ibuted as Board notification 
0Q56ICK«L V Office of the Exocutlve Director for Operations 
00/04/02 34pp 


K Utility Final Safety Analysis Report <F9AR) e< amends 


8004080397 Forwards affidavit stating that distribution of Amend 29 to 
F8AR has been made in accordance w/RS Royd 791020 1 ir 
NAUGHTON, W F Commonwealth Edison Co 80/04/01 2pp 


Q Inspection reports* lE Rulletins & correspondence 


0004110204 Forwards IE Insp Rept* 50-456/80-01 S- 90-457/SO-OI on 
800116-17 notice of violation 

FlOREULIrO Region 3, Chicago, Reactor Construction t* Engineering 
Support Branch 60/02/29 2pp 


—8004110291 Notice of violation from insp on 800116-17 
a NRC Regional Offices 00/02/27 tp 


—0004110300 IE Insp Repts 50-456/80-01 80-457/BO-OI on 000116-17 No 

nonCb'f'P 1 lance noted failure to properly store (lA records 
NILUIAM6.C C NRC Regional Offices 8CHNEIBINZ,£ R Region 3. 
Chicago, Office of the Director 00/02/27 4pp 


8004100118 Forwards IE Info Notice 00-08. "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

KEPPLERrJ 0 Region 3. Chicago. Office of the Director 80/03/07 
IP 


8004140119 Forwards response to IE Bulletin BO-OSj "Loss of Charcoal 
from 8td Type ll,Two-Inch Tray Adsorber Cells " Visual 
examination determined that contact between casing tt screen 
is adequate to prevent charcoal granule escape 
PEOPLES. D L Commonwealth Edison Co 60/03/20 9pp 


6004150159 Forwards 1£ Info Notice 80-12, "Instrument Failure Causes 
Opening of PDRV U Block Valve " No specific action or 
response necessary 

KEPPLER.J 0 Region 3, Chicago^ Office of the Director 80/03/31 

Ip. 


8004080686 Forwards IE Circular 80-05. "Emergency Diesel Generator 
Lubricating Gil Addition tt Onsite Supply " No written 
response required 

KEPPLERrJ 0 Region 3. Chicago. Office of the Director 00/04/01 

Ip 


0004150014 Forwards lE Info Notice 80-13, "OE Type SUM Control Switches 
Defective CAM Followers " No specific action or response 
required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/04/02 

ip 


0004100030 Forwards attachments tu IE Circular 80-03, "Protection Ftoio 
T oxic Gas Hazards," inadvertent 1 y omitted from 800306 
transmittal 

KEPPLEftiJ 0 Region 3, Chicago, Office of the Director 00/04/02 

ip. 


8004220093 Forwards IE Info Notice 80-14, "Safety Suggestions From 
Employees " No action required 

REPPLERiJ 0 Region 3, Chicago, Office of the Director 00/04/02 
ip 


8004220324 Forwards IE Circular 80-07. "Problems W/HPCI Turbine Oil 
8ys " No written response required 

KEPPLER.J 0. Region 3, Chicago, Office of the Director 80/04/03 
ip 


8004220069 FoTwardc- IF Ru!lc»iri 6<(-00 ‘Eiam o i- Containment Liner 
Penetration Welds '* Written response inquired 

KEPPLER^ J G RegtoT) T, Chic^jo Ofri,? or fhe rnfector 00/04/09 
Ip 


8004230224 Fotwaids It Bulletin 79-03A. 'Longitudinal Wald Detects in 
ASME SA-312>1ype 304 Stainleis 6teel Pipe '' Action required 
KEPPLER. O 0 Region 3, Chiccgo. Office of the Director 80/04/07 
Ip 


DOCKET 50-4 58 RIVER HEND 5 TAT I ON, UNIT I 


A App 1 ica 1 1 on / cons ti uc 1 1 on stage dacumenis t correspondence 


B004040335 Forwards 3-moi.th tost results of Pittsburgh Test Lab Repts 
800985 It S009G6, "Rep t of Potential Alfali React ivi ty. ASTM 
C227 6 C^2B9 " Results within limits fnr 3 t 6-mopth tost 
cr i ter ia 

WEIOAND. vl G Gulf States Utilities Co 80/01/22 Ip 


— 0004040345 "Rapt nf Potential Alkali Reac t i vi ty . ASTM C227 6 €-289 " 
i» Pittsburgh Testing Labaratoty 00/01/15 ip 


— 0004040356 "Hept of Potential Alkai Roac 1 1 vi ty . ASTN C227 f, C-209 " 
* Plttsbuigh Testing Laboratory 00/01/15 Ip 


8C04040363 Forwards 3-fiionth test results of Pittsburgh Test Lab Repts 
000985 000906, "Rapt of Potential Alkali Reactivity. 

ASTM C227 " Results within limits for 3 6 6-inonth tests 
WEIGAND. vl G Gulf States Otl titles Co 00/01/30 Ip 


—8004040364 "Rept of Potential Alkali Reac tivi ty, ASTM C227 
* Pittsburgh Testing Laboratory 80/01/23 ip 


— B004040367 "Rapt of Potential Alkali Reac t ivi ty . ASTM C227 ■' 
* Pittsburgh Testing Laboratory QO/Ol/23 ip 


G004040031 Advises of issuance of MUREO-0580, "Interim Staff Position 
on Environ. Oual i f i cat i on of Saf c ty-Re labed Electrical 
Equipment." ptoviding guidance re methods for compliance 
ROSS. D F Division of Project Management 80/02/05 7pp 


8004040370 Forwards 4-mQnth results of Pittsburgh Testing Lab Repts 
800905 4 000906, "Rept of Potential Alkali Reac tivi ty, ASTM 
C227 t 0209 " Results within limits for 3 ?, 6 Month test 
durations 

HEIOAND, J G Oulf States Utilities Co 00/02/22 Ip 


— 8004040372 "Rept of Potent to I Alkali Reac 1 1 vi ty, ASTM C227 S. C2B9 
# Pittsburgh Testing Laboratory 00/02/12 Ip 


— 8004040373 "Rept nf Potential Alkajl Reac 1 1 vl ty , A9TM C227 fj C2B9 
» Pittsburgh Testing Laboratory 60/02/12 ip 


6004040378 Forwards four-month results of Pittsburgh Testing Lab Repts 
800905 &c 800906, "Rept of Potential Alkali Reactivity, 

A8TM C227 *' Results within limits for 3 t, 6-month test 
dura tions 

MEIGAND, J O Oulf States Utilities Co 00/02/20 Ip 


—8004040394 "Rept Of Potential Alkali Reac tivi ty, ASTM C227 
* Pittsburgh Testing Laboratory 60/02/20 Ip 


—0004040386 "Ropt of Potential Alkali Rcacti vi ty, ASTM C227 
s Pittsburgh Testing Laboratory 00/02/20 Ip 


8004180102 Notifies NRC tbai shop mods are being made to reactor 
pressure vessel Work involves plugging control rod driveline 
return noixle & leplacument of safe-ends of feedwater L 
T ec Ircula t ion noiites 

HEIQANO.J O Gulf States Utilities Co 00/03/14 ip 


F Becurity, medical, onergency fire protection plans 


8004080077 Advises that submittal date For evacuation time estimates, 
requested by NRC 79i22'6 Itr.has been postponed pending GA0 
clearance under Federal Repts Act 

GRIMES, D R Emergency Preparedness Task Force 80/03/11 4pp 
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DOCKETED ITEMS 


■0- rtd j ud l». «s torv c 01 r esp oiid^nc e 


Q00402002A HemioTdndun of und ers* an-d i ng teturpe-n NRC U FEflA le prompt 
imp ro vemp-rit lit rsd i o J eg j ^ 1 en-«igpncg planning ^ 
prep aredness. d 1 sti i butPtI l^oard notification 
G05SICK<L V Office or the Ciecutive Director for Operations 
80 / 04 / 0 ^ 3Apti 


1 Financial in format ion 


8004310182 FoToar ds Annual Financial Rept 1979 

WEIGAUDiJ 0 Gulf States Utilities Co BO/04/14 Ip 


— B00421-01S5 Annual Financial R«pi 1979 

* Gulf States Utilities Co 00/04/14 35pp 


li Anttirust correspondence 


0004230466 Cofliments on antitrust revieu re Ca^uh Electric Power 
C ooperati vci Inc ownership intereat in fa-cilitg>on behalf of 
LA Consumer League. Inc C ornmis s i on should request addl info lli 
hold healings to detercnine il antitrust implications exist 
IRVING. S ft Public Lau Utilities Group 00/04/10 13pp 


0 Inspection reports. IF bulletins if correspondence 


8004040106 Coni-irms 800215 telcon advising that no proprietarg info 
contained in IE Insp Rapt 50 450/79-08 
WEIQAND. J G Gulf States Utilities Co B0/02/I5 Ip 


3004010010 Responds to IE Bulletin 79-20, "Possible Malfunction of 
NAMCO Model EA180 Limit Switches at Elevated Temps " No 
sultches purchased or intended to be purchased for use at 
facilities 

gElOAND. J 0 Gulf States Utilities Co 60/02728 Ip 


8004010023 Responds to IE Bulletin 79~25, "Failures of Meetinghouse 
DFD Relays in Safety-Related 8ys " No relays referred to 
in bulletin are to be used in facility 
MEIGAND, J G Gulf States Utilities Co 80/02723 Ip 


8004010041 Responds to lE Bulletin 79-02. Rev) s i on 2. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Concrete blocic walls in seismic Category 1 t< 2 structures 

shall not be designed to support pipes or sys 

weiOAND, U 0 Gulf States Utilities Co 60/02723 2pp 


0004140046 Forwards IF Investigation Rept S0-45R76(>-03 on 800212-15 No 
none amp 1 lance noted 

SEIDLE.W C Region 4, Dallas. Reactor Construction tt Engineering 
Support Branch 30702/23 2pp 


—6004140049 IE Investigation Rept 50-4SB7B0-03 on 300212-15 No 
nunc empl lanes noted Major areas inspected allegations re 
conflict between const cost I nuclear safety 
CR05SMAN, W A , ODEHO, C R Region 4, Dallas. Office of the 
Director 80/02/26 8pp 


8004220206 Ferwavds IE Info Notice 60-14. "Safety Suggest ions From 
Emplayees " No action required 

SEVFRIT, K V Region 4, Dallas* Office of the Director 80/04/02 

ip 


6004220238 Forwards IE Circular 6G»07i "Problems W/HPCI Turbine Oil 
Sys " No written response required 

aEYFRIT.K V Region 4. Dallas* Office of the Director 80/04/03 
Ip 


3004220770 FoTuards IE Bulletin 79-03A ''Longitudinal Weld Defects in 
ASHE BA-312. Type 304 Stainless Steel Pipe " Action required 
SEYFRir, K V Region 4. Dallas, Tiff ice of the Director 80/04/04 
Ip 


6004220237 Forwards IF Bulletin QO-^OB. "Exam of Containment Liner 
Penetration Welds " Written response required 

SEVFRIT, K V Region 4. Dallas, Office of the Director BO/04707 

tp 


R Periodic operating teports U related correspondence 


8004280539 Forwards "1979 Groundwater Usage & Industrial Growth 
Survey Rept comtitutts third submittal in rulflllmcnt 
of PSAR commitment 

WElOANDi J 0 Gulf States Utilities Co 80/04/21 Ip 


— 8004260543 "1979 Groundwat’^'r Usage b Industrial Growth Survey " 
WEIGAND. J G Gulf States Utilities Co BO/04/21 23pp 


S Reportable occ orren-co ». LfRs i related correspondence 


60040400S6 Advises ct commitment to rewoi k questionable weld areas as 
final resolution of reportable deficiency re mfg of 
containment to embedment-plate T-uelds SIW At Graver Energy 
Sys/Inc assessments of deficiency enc I 
WEIGAl^D, J G Gulf States Utilities Co 80/02/01 Ip 


— 6004040057 Interim deficiency rept re subsurface defects in containment 
corner junction T-welds Cause! by undesirable weld nugget 
or bead shape deposited at roof Resultant cavity areas will 
reue 1 (Fed 

KIRKEBOrJ A Stone b Webster Engineering Corp 00/01/14 54pp 


DOCKET 50-459 RIVER BEND STATION. UNIT 2 


A App 1 1 cat lon/construct ion stage documents b correspondence 


0004040031 Advises of issuance of NUREG~O590> "Interim Staff Position 
on Environ Gual i f i cat { on of Safety-Related Electrical 
Fquipment, " pioviding guidance re methods for compliance 
R05S.D F Division of Project Management 60/02/05 7pp 


F Security, medical, emergency I fire protection plans 


8004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr.hat been postponed pending GAO 
clearance under Federal Repts Act 

GRIMES, BK Emergency Preparedness Task Force 80/03/11 4pp 


0 Adjudicatory correspondence 


B004030026 Memorandum of understanding between NRC 8. FEMA re prompt 
improvement in radiological emergency planning & 
preparedness, d is tributed as Board notification 
GDSSICK/L V Office of the Executive Director for Operations 
30/04/02 34pp 


I Financial information 


6004210182 Forwards Annual Financial Rept 1979 

WEIOAND.JO Gulf States Utilities Co 80/04/14 Ip 


— 6004210185 Annual Financial Rept 1979 

* Oulf States Utilities Co 0O/O4/i4 35pp 


0 Inspection reports, IF Duilebins & correspondence 


8004010018 Responds bo IE Bulletin 79-2Bi "Possible Malfunction of 
NAMCO Model EAIBO Limit Switches at Elevated Temps " No 
switches purchased or intended to be purchased for use at 
fac i 1 i t i es 

MEIOAND. JO Gulf States Utilities Co 60/02/23 Ip 


6004010023 Responds to IF Bulletin 79-25, "Failures of Uestlnghouse 
DFD Relays In 6a foty-Related Sys " No relays referred to 
in bulletin are to be used in facility 
WEIOAND.JO Gulf States Utilities Co 80/02/26 Ip 


0004010041 Responds to IE Bulletin 79-02, Revl s ion 2i "Pipe Support Bass 
Plate Designs Using Concrete Fxpansian Anchor Dolts " 

Concrete block walls in seismic Category 1 4( 2 structures 

shall not be designed to support pipes or sys 

WEIOAND, JG Oulf Slates Utilities Co 00/02/20 2pp 


80042202D6 Forwards IE Info Notice 80-14. "Safety Suggestions From 
Employees " No action required 

SEYFRIT. K V Region 4, Dallas. Office of the Director 80/04/02 
IP- 


8004220280 Forwards IE Circular 80-07, "Problems W/HPCI Turbine Oil 
Sye " No written response required 

SEYFRIT, KV Region 4, Dallas, Office of the Director 00/04/03 

Ip 


8004220770 Forwards IE Bulletin 79-03A "Longitudinal Weld Defects In 
ASHE SA-3l2r Type 304 Stainless Steel Pipe " Action required 
SEYFRIT, K V Region 4, Dallas. Office of the Director 00/04/04 
IP 


DOCKETED ITEMS 


287 


8004220237 Forwards IE Bulletin 0O-OB. "Exam of Containment Liner 
Penetration Melds " Written i es(>an5e required 

SEYFfilT.K V Region 4, Dallas. Offlte of the Director 80/04/07 
Ip 


R Periodic operating reports I related correspondence 


0004280539 Foruards "1979 Groundwater Usage t< Industrial Oroiath 
Survey " Rept constitutes third submittal in fulflllmerit 
of PSAR commitment 

WEIOAND. J 0 Oulf States Utilities Co 80/04/21 Ip 


— 0004280543 "1979 Groundwater Usage bi Industrial Growth Survey 
WEIOAND. U 0 Oulf States Utilities Co 80/04/21 23pp 


8 Reportable occurrences! LERs i related correspondence 


0004040056 Advises of commitment to rework questionable we-ld areas as 
final resdlution of reportable deficiency re mfg of 
containment to smbedment'^p late T-welds siw Graver Energy 
8ys> Inc assessments of deficiency enc 1 
MEIOAND^J 0 Gulf States Utilities Co 00/02/01 Ip 


— 8004040057 Interim deficiency rept re subsurface defects in containment 
corner junction T-welds Caused by undesirable weld nugget 
or bead shape deposited at roof Resultant cavity areas will 
reuie 1 d ed 

HlRKEBOiJ A Stone S Webster Engineering Corp 80/01/14 54pp 


DDCKET 50-460 MPPSa NUCLEAR PROJECT, UNIT 1 


A App I icatlon/construcl ion stage documents h correspondence 


8004040031 Advises of issuance of NUREG-OSeS. "Interim Staff Position 
on Environ Dual if i cation of Safety-Related Electrical 
Equipment," providing guidance re methods for compliance 
R088, D F Division of Project Management 00/02/05 7pp 


8004210403 Request^ addl info re changes studies proposed In App F 
of 791203 reply to NRC 791025 lOCFRSO 54 requests concerning 
design adequacy of Q^M NSB6 utiHiing once-through steam 
generators 

PARRiO D Light Mater Reactors Sranch 3 00/03/25 6pp 


8004280619 Advises that 791220 request for approval of alternative test 
method to verify male moisture in low hydrogen electrode 
coating is accepted Requests that notarized version of 
request be sent in addition to specific sites for use 
RUDENSTEIN, L 8 Light Mater Reactors Branch 4 00/04/04 5pp 


0004160283 Advises of fundamental misstatement in Q00402 minutes of 
300104 meeting u/util re OA program unlonliatlon Requests 
correction to reflect that fact had no influence on Local 
590 election 

REYNOLDS, N 8 Oebevolse t< Liberman 80/04/10 Ip 


0004210283 Responds to 800221 Itr re schedule for completing review of 
qualification of laf ety-rolatf d electrical equipment 
Schedule for completion of review will be provided after 
final Issuance of NUREO-O50a 

RENDEROERrD L. Washington Public Power Supply System 00/04/11 

Ip 


F Security! medical, emergency & fire protection plans 


8004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr, has been postponed ponding GAO 
clearance under Federal Repti Act 

GRIMES, B K Emergency Preparedness Task Force 00/03/11 4pp 


0 Adjudicatory correspondence 


0004030026 Memorandum of understand: Ing between NRC FEMA re prompt 
Improvement in radiological emergency planning h 
preparsdnessi d i strlbuted as Board notification 
00S8ICK, L V Office of the Executive Director for Operations 
00/04/02 34 pp 


Q Inspection reports, IE Bulletins (t correspondence 


8004280083 Forwards IE Insp Repts 50-460/80-02 t' 50-513/a0“02 on 
800211-15 No noncomp 1 lance noted 

BPENGER, 0 8 Region 5, 8an Francisco, Reactor Construction Ik 
Engineering Support Branch 00/0-3/19 2pp 


— 0004200094 IE Insp 50-460/80-02 4 50-513/80-02 on 800211-15 No 

noncomp liancr noted Majoi aieas inspected safety -related 
components, safe? ty-re la ted piping i ristan at i on. we Ider 
training 4 weld filler mail control 

DODDS, R T Region 5. San Francisco, Reactor Construction h 
Engineering Suppoi t Branch MnGNER.M J , HAI5T, D P Region 5, San 
Francisco, Office of the Director 00/03/18 Bpp 


8004150220 Forwards IE Info Notice 00-12. "Instrument Failure Causes 
Opening of PORV t> Block Valve " Mo specific action or 
response necessary 

ENGELitENi n H Region 5. San Francisco, Office of the Diiector 
80/03/31 ip 


0004100109 Forwards £E Circulai 60-05, 'Emergency Diesel Oeneratar 
Lubricating Oil Addition & Onsite Supply " No written 
response required 

ENGELKEN, R H Region 5. San Francisco, Oft-ice of the Director 
80/04/01 Ip 


0004110119 Forwai ds JE Info Notice 00-13. "GE Type SDM Control Switches 
Defective CAM Followers " No specific action or response 
reqo ired 

ENGELKFNf R H Region 5, San Francisco, Office of the Director 
BO/04/02 ip 


60042200S2 Forwards IF Info Notice 80-14i "Safety Suggestions From 
Eiiplnyees “ No action lequlred 

Et-IOELKEN! R H Region 5, San Francisco. Office of the Director 
BO/04/02 Ip 


0004100139 Foi wards IE Circular 00-07. "Problems N/HPCI Turbine Dil 
Sys " No written tespense reqoiied 

ENOELKEN, F? H Region 5. San Francisco, Office of the Director 
eO/04/03 Ip 


6004230370 Foi wards IE Dullotin 79-03A, "Longitudinal Meld Defects in 
A8ME SA-312,Type 304 Stainless Steel Pipe " Action required 
ENGELKEN, R H Region 5, San Francisco, Office of the Director 
00/04/04 1 p 


8004220201 Forwards IE Dullctini 00-08, "Exam of Containment Liner 
Penetration Melds " Written i esponse lequircd 
ENOELKEN. R H Region 5, San Francisco, Office of the Director 
00/04/07 Ip 


9004230239 Ac k receipt of 800318 Ur informing NRC of steps taken lo 
correct violations -noted in IE Insp Repts 50-460/79-13 i 
50-513/79-13 

SPENCER, O S Region 5, San Francisco, Reactor Construction & 
Engineering Support Branch 60/04/00 Ip 


— 0OO423O24S Responds to NRC B00228 Itr re violations noted in IE Insp 
Repts 30-460/79-13 30-513/79-13 Corrective actions 

identlflod t described nature ft extent of referenced 
administrative & security controls 

RENOEROER, D U Washington Public Power Supply System 80/03/18 

app 
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DOCKETED ITEMS 


OQCHET SO-ail CUIUTON PO^FP STATIuli. UNIT 1 


A App i 1 i on on^truc t liirt jocun»*iits Z correspondence 


aOO'tO^OGSl Advises of issuance o» ^jL<REO"Oi>0S. "Interim St-aff Position 
on Environ Qi>s I i f ic<a 1 1 on of ^at « t y-Re I a ted ClectricaJ 
Ei^u I p ition 1 1 ’’ pio/idin^ qi'idanre rt- netlioda lor compliance 
nOS5- D F bivision of Projeut Planagement Q0A02yO5 7pp 


90041S0225 Forujaids l*ni aoolJ^ ’ 0211 l + rs to OE discussing anaJijsis of 
boll off rates mods to HWP control rod drive return J me 
noiiles tn prevent cieciinq flcds should not be performed 
before issi/anc* of tJUREG-0Aj7 or w/o NHC guidance 
ST0L7, J F Light Water Reactors Branch 1 60/03/07 2pp 

0QO4tOO3Oi tlotif 1 cation if 300*103 reeting u/GE in Bethosda. Ml> to 
discuss DWR 6 safety relief valves mfg by G Dickens Co !< 
supplied by G£ to facilities 

HENDERSON J 5 Division of Peactoi Construction Inspection 
60/03/ 13 app 

Q004Q1024'? Forwards comments or NUBeO-ObBBp ''Interim Staff Position on 
Environ Qua 1 i f i ca 1 1 an of Safety-Related Electrical 
Equ l piTieii til " III response to NRC 8C020& Itr Certain sections 
need revision i c 1 ar i f i ca tion 

MULLER* 0 E Illinois Pou>er C® 60/03/24 6pp 


F SacuMtq. nodical* emei gency fire protection plana 


80040SOO/7 Advises that submittal date for evacuation time estiniatas. 
requested by KRC 791226 Itr, has been postponed pending OAO 
clearance under Federal fiepts Act 

GRIMES, K Emergency Pioparednsss Task. Force BO/03/t I 4pp 

800401032S Submits evacuation time estimatesWn response to NRC 600226 
Itr Map of area end 

MULLER, G E Illinois Power Co 60/03/24 •Ipp 


Q Adjudicatory c oi respondenc e 


0OO4D3OOS6 Memorandum of understanding between -NRC 8« FEMA re prcmpt 
impro vement in Tadiological emergency planning ?< 
preparedne ss* dis tr ibu ted as Beard nobtfication 
GOSSiCKi-L V Ofneo of the Executive Director for Operations 
80/04/02 J4pp 


D Inspection reports, IF Hulletins t correspondence 


GOO4IOO130 Foiuards IE Info Notice 00-08, "States Co Sliding Link 
Electrical Terminal Block " No specific action or response 
required 

HEPPLERiJ G Region 3, Chicago, Office of the Director 60/03/07 

Ip 

8004140109 Responds to IE HuHetln 79-09* "Failures nf OE Type AK-S 
Circuit Breaker in Safety-Related Bys ” GE type AK-2 circuit 
breakers will not be used with any safety-related sves at 
fac i k l ty 

MULLER- 0 E llJinoas Power Co 60/03/24 ip 


6004150190 Responds to IF Bulletin 60^03 re cbarcaal adsorber cells 
Uiscensee does net use adsorber trays discussed in 
bulletin but uses vertical gasketless adsorbers mfg by 
American Air Filler Co 

MULLER, 0 E IliinDis Power Co 00/03/24 Ip 


6004150175 Forwards IE Info Notice 60-12- "Instrument Failure Causes 
Opening of PQRy 4. Block Valve '* No specific action or 
response necessary 

>tEPPLER-JG Region 3, Chicago, Office of the Director 80/03/31 

ip 


0004060714 Forwards lE Cirtulai 80-05, "Emergenciy Diesel Generator 
Lubricating Oil Addition U Onsite Supply " No written 
response required 

KEPPLER, J 0 Region 3* Chicago, Office of the Director 80/04/01 

Ip 


0OD41S5O4S Forwards IE Info Native 80~J3, "GE Type SQM Control Switches 
Defective CAH Followers " No specific action or response 
required 

llEPPUER, J G Region 3, Chicago, Office of the Director 80/04/02 
IP 


G0041&005*^ Forwards attathments to IE Cucular 00-03, "Protection From 
Toil*' Gas Haiaids, in 3 d v 6i ten 1 1 y omitted from 600306 
tr-ansmi ti-a 1 

PEPPLEftiJ O Region 3, Chicago, Qrflce of the Director 00/04/02 

Ip 

8004220142 Foi wards Ih Info Notice 00-14, "Safety Suggestions From 
Employees " No action lequired 

KEPPLER,J G Region 3. Chicago, Office of the Director 80/04/02 

Ip 

8004220360 Fpruiai ds IE Circular 60-07, 'Problems M/HPCI Turbine Oil 
Sys No written response required 

KEPPLERjJ G Region 3, Chicago, Office of the Director 00/04/03 

Ip 

0004110042 Foiwards IF Bulletin 80-0/* "PWR Jet Pump Assembly Failure 
No written response required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 00/04/07 

IP 

0004230266 Forwards IE Dull o tin 79-03A, <‘Long i tud ina 1 Wald Defects in 
ASKE SA-313, Type 304 Stainless Steel Pipe " Action required 
KEPPLERpJO Region 3. Chicago* Office of the Director BO/04/07 
Ip 


8004220144 Forwards IE Oullatin 00-06, "Exam of Containment Liner 
Penetration Welds " Written lesponse required 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/04/09 

Ip 


S Reportable occurrences, LFRs t related correspondence 


0004040039 PnD- 1 1 1-80-053 oh 000310 pipefitter working on turbine bldg 
roof drain piping fell from 65 ft scaffold mg, h i tti ng crane 
support girder fr was killed 

MESCOTTrH , KNOP.R C , FIOREILI.O Region 3, Chicago, Office of the 
Director 80/03/19 ip 


6004300048 Ac k leceipt of 800331 interim deficiency rept I'o incorrect 
soil charac fcer I < tie value 

FlORELLlfO Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 60/04/14 Ip 


DOCKET 50-462 CLINTON POWER STATION, UNIT 2 


A App I i ca tlon/construction stage documents U correspondence 


6004040031 Advises of issuance of NUREG-0S68, "Interim Staff Position 
on Environ Qualification of Safety-Related iTloctrical 
Equipment," providing guidance re methods for compliance 
FOSS, D F Division of Project rlanagemont 80/02/09 7pp 


0OO41SO22S Forwards NRC 600128 ?, 0211 Itrs to QE discussing analysis of 
boil off rates mods to IIWR control rod drive return line 
noiiies to prevent cracking Hods should not be performed 
before Issuance of NUREG-06i9 or w/o NRC guidance 
8T0L?*J F Light Water Reactors Branch I 80/03/07 2pp 


6004100301 Notification of 600403 meeting u/OE in QethesdarKD to 
discuss DWR 6 safety relief valves mfg by 6 Dickens Co t< 
supplied by GE bo facilities 

HENDERSON.J B Division of Reactor Construction Inspection 
80/03/13 2pp 


BOO4O10249 Forwards comments on NUREG-0S8B, "Interim Staff Position on 
Environ Dual i f Icatioft of Safety-Related Electrical 
Equipment," in response to NRC 800205 Itr Certain sections 
need revision clarification 
MULLER. O E Illinois Po(*;er Co 80/03/24 6pp 


F Security* medical, emergency ^ fire protection plans 


8004OB0D77 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr, has been postponed pending GAD 
clearance under Federal Repts Act 

CRIMES, 0 K Emergency Preparedness Task Force SO/03/li 4pp 


8004010328 Submits evacuation time estimates, in response to NRC 800226 
Itr Map of area end 

WULLER*0 E niitiols Power Co 80/03/24 4pp 
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0 Ad jud 1 catorg correspondence 


Q004030026 Momotandum of under s^and inQ betuieen NHC b FEf1A re prompt- 
improvement In radiological emergcncg planning ^ 
preparedness! d IS tr ibuted as Doard notification 
OQSSlCKiL V Office of the Executive Director for Operations 
80/04/02 34pp 


Q Inspection reports! IE Dulletlns t correspondence 


8004100138 Foruards IE Info Notice 80-00. ‘‘States Co Sliding iLlntt 
Electrical Terminal Dlocit " No specific action or response 
required 

KEPPLERiJ 0 Region 3, Chicago, Office of ttie Directm 00/03/07 
tp 


0004140109 Responds to IE Bulletin 79“07, “Failures of OE Type AK-2 
Circuit Breaker in Saf etg-Rclated Sga “ OE type AK-a circuit 
breakers will not be used with any safety-related sves at 
facility 

UULLER^O E Illinois Power Co 60/03/24 Ip 


BQ041S0190 Responds to IE Bulletin 60-03 re charcoal adsorber coll# 
Liscensee does not use adsorber trays discussed in 
bulletin but uses vertical gasketless adsorbers mfg by 
American Air Filter Co 

WULLER-0 E Illinois Power Co 80/03/24 Jp 


0004150175 Forwards IE Info Notice 60-12^ "Jnstrument Failure Causes 
Qpenina of PORV & Block Valve “ No specific action or 
response necessary 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 80/03/31 
IP 


0004060714 Forwards IE Circular 80-05* “Emergency Diesel Oonerator 
Lubricating Oil Addition ti Onsite Supply “ No written 
response required 

KEPPLERj J 0 Region 3. Chicago* Office of the Director 60/04/01 
Ip 


6004150045 Forwards IE Info Notice 60-13. “OE Type 8DM Control Suitches 
Defective CAM Followers No specific action or response 
required 

KGPPLER*J 0 Region 3. Chicago, Office of the Director 00/04/02 
ip 


0OO410OOS2 Forwards attachments to IE Circular 00-03. '’Protection From 
Toxic Oas Hazards," inadvertently omlttod from 000306 
transml tta 1 

KEPPUERi J 0 Region 3, Chicago. Office of the Director 00/04/02 
Ip 


8004220142 Forwards IE Info Notice 60-14, "Safety Suggestions From 
Employees “ No action required 

KEPPLERiO 0 Region 3. Chicago, Office of the Director 60/04/02 
IP 


0004220366 Forwards IE Circular 80-07, "Problems W/HPCt Turbine Oil 
8ys *' No written response required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 60/04/03 

Ip 


0004110042 Forwards lE Oulletln 90-0/, “DWR Jet Pump Assembly Failure 
No written response required 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 80/04/07 

Ip 


0004230266 Forwards IE Bulletin 79-03A. "Longitudinal Mold Defects In 
A9ME SA-312, Type 304 Stainless Steol Pipe " Action required 
KEPPLERrJ 0 Region 3, Chicago, Office of the Director 00/04/07 
Jp 


BD04220144 Forwards IE Bulletin 80-00, "Exam of Containment Liner 
Penetration Welds " Written response required 

KEPPLER/J 0 Region 3, Chicago. Office of the Director 00/04/09 
IP 


DOCKET 50-463 FULTON OENERATINO STATION. UNIT 1 


0 Adjudicatory correspondence 


8004030026 Memorandum of under# band i ng between HRC (c FEMA re prompt 
Improvement in radiological emergency planning t( 
preparedness. d 1 B tr 1 buted as Doard not if ica tion 
OOSBICK, L V Office of the Executive Director for Operations 
00/04/02 34pp 


DOCKET 50-464 FULTON GENbRATING STATION. UNIT 2 


G Ad jud 1 catoT y correspondence 


8004030026 rtemoraiidum of udders ‘-and i ng between NRC ft FEMA re prompt 
improvement In radiological emerge rcy planning 
prepare dne s s. d 1 str 1 buted as Board notificatidn 
G0S5ICK.L V Office ot the Executive Director for Operations 
60/04/02 34pp 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION. UNIT I 


A App 1 i cat lon/c onstruc 1 1 on stage documents t correspondence 


0004040031 Advises of issuance of NUREO-OSSG, "Interim Staff Position 
on Environ Goal i f i cat i on of Saf ety-'Related Electrical 
Equipment," providing guidance le methods for compliance 
R03B. D F Division of Project Management 90/02/05 7pp 


0004010242 Forwards "Envli on. Assessment Responses to NRC Questions 
Transportation of Reactoi Pressure Vessel," pi epared by 
Dames S' Moore 

HCGUfflE.W F Houston lighting ft, Powei Co 00/03/26 3pp 


— 0004010250 "Environ Assessment ft Responses to NRC Questions 
Tranapor batlon of Reactor Pressu? e Vessel " 

* Dames t Moore 4490-057-12 80/03/31 70pp 


0004210405 Summary of 000326 meeting w/near-term CP applicants in 
BethesdIa.MD re evaluation of progress made to date 
establishing proposed requirements stem-ming rrom TMJ-2 
accident 

THOMAS. C O Starida rd 1 lat 1 on Branch 80/04/03 63pp 


0004300074 Summary of 800319 meeting w/neai -term CP applicants 
in Dethasrfa.MD re resumption of CP application review 
activities associated u/TMI-S accidents 
THOMAS. C O Standard 1 lation Branch 60/04/03 12pp 


6004240557 8ummat y of 0OO4OS meeting w/Neap-Toim CP Applicants Group in 
Bethesda.MD re progress made establishing proposed 
requirements stemming from TMI-2 accident Proposed 
requirement category assign-ments encl 

THOMAS. C □ Light Mater Ronctois Branch 1 00/04/07 47pp 


D NRC Droft/Flnal environmental StateTents, suppls ft, correspondence 


6004150076 Fnruiards assessment of impact of proposed facility on 
endangered species residing or migrating throughout site 
Project will not affect endangei ed species 6 no further 
aesesemont is necessary 

BALLARD f R L Environmental Projects Branch 1 00/04/02 3pp 


G Adjudicatory correspondence 


6004000244 Requests that Public Utils Board provide full ft, complete 
answers to incomplete interrogatories 
COPELAND, J O Baker ft- Bofcts 80/02/07 2pp 


6004020232 Response to JF Duherty twelfth i equost for production of 
documents NEDO 23, 7651 NEDD 21, 7701 APED 5750. 1 6 2 ft, NEOO SO, 

35SA available for (nsp ft, copying Remaining documents not 
available Certificate of 0/c encl 

BIDDLE, C T . NEWMAN, J R Houston Lighting 6 Power Co BIDDLE. C T 
Baker Botts 60/02/28 6pp 


6004140281 Response by State of TX to fourth set of interrogatories 
Includes info re availability of natural gas ftc impact of air 
quality on fuel switching Cortiricate of Sve encl 
LOWERRE. R W Texas, State of 80/02/28 9pp 


8004100070 Reoponds to seventh set of interrogatories Includes info 
re MSIVe, feedwater pumps possible hydrogen explosion in 
TNI-2 containment during accident Notice of oppearance of 
D Hancock on behalf of utii ?< Certlfitate of 9vc end 
HANCOCKr D Houston Lighting ft Power Co HANCOCK. D Baker ft, Botts 
GO/03/03 Slpp 


6004090100 Requests to make limited appearance statement at next public 
msetlny on behalf of Citiiens Antinuclear Info Team 
BISHOP, H Affil iatlon Unknown 80/03/05 Ip 
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DOCKETED ITEMS 


0004140415 Ansuers ♦•o ini^erv^nor v’F Dohei ti> second request for 
admissions (ncJuics questions le authent ic i ttj of certain 
dQcu(«ents t> info coni-eming GF diesel generators Certificate 
of B*'C end 

DIDDLEiC T Houston Lighting h Pouer Co PlDDLEiC T Baker ti 
Dotts aO/03/07 9pp 


0004100532 Response to eighth set of interrogatories Includes info 
re conti oJ roDtn displav^ tor t'al^es t> other manualli^ 
operated) renotelq contiolled instruments Certificate of Svc 
enc I 

HANCOCK, D Houston Lighting 4 Power Co HANCOCK, D Baker Botts 
80/03/10 J9pp 


8004080687 Response to thitteenih set of interrogatories Includes info 
re uielght of thermal shielding 4< insulation in drguell & in 
containment bldg Certificate of Svc enc I 

DIDDLEiC T Houston Lighting V PotJer Co QlDDLEiC T Baker t 
Botts 80/03/11 26pp 


8004110551 Intervener Contention 47 Applicant mam generator turbine 
IS not designed sufriciently to prevent turbine missiles 
from damaging critical components of sgs Certificate of Svc 
enc 1 

DOHERTY. J F Af f i J la fc i on Unk nouin 80/03/12 2pp 


0004210153 Notice of appeal from ASLB 000310 order rejecting NJ 
Schusssler Contentions 1,2.3 A 5-13 Requests ettension* unti I 
800325. to fils amend to appeal re admi ss ibi 1 i tv of 
contentions 

SCHUESSLER.U J Affiliation Unknouin 80/03/20 Ip 


8004100557 Response to inter^enor JF Doherty fifteenth request for 
documents Lists document^ available for insp copvlng at 
applicant Energv Development Complex in Houston, TK 
Certificate of Svc end 

DIDDLE. C T Houston Lighting t> Power Co DIDDLE. C T Baker !< 
Dotts 60/03/21 Spp 


B00423Q024 Notice of intent to appeal A3UD 800310 order rejecting 
D Baker 790918 Contention 2 re cost/benefit analysis 
BAKER, B Affiliation Unknown 80/03/21 4pp 


8004240548 Requests reversal of ASLB 800311 denial of FH Potthoff 
petition to intervene Latitude should be granted to 
layperson authoring legal document Supports admittance of 
contention re marine biomass energy production 
DOHERTY. J F Doherty. J F 80/03/21 3pp 


-“8004240555 Submits Contention 5 re need for power ti contention re 
biomass production operating marine biomass farm would be 
environmentally preferable to nuclear plant ASLD should deny 
CP under NCPA 

POTTHOFF.FH Af fi 1 lat » on Unknown 79/06/01 2pp 


8004030076 Memorandum t order dismissing HJ Schuessler appeal re ASLB 
600310 order rejecting majority of inteivenor contentions 
Rules of practice do not permit interlocutory appeal unless 
petition IS denied in entirety 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/03/25 
4pp 


B00424019B Response in opposition to JF Doherty motion seeking 
applicant admission of Contentions 20, 25, 26, 30, 31 , 40, 4f > 43 
i. 44 Motion is w/o substance re timely request Relevance to 
FQIA requests not dear W/Certi f ieate of Svc 
COPELAND. J 0 , NEWMAN, J R Houston Lighting Power Co 
COPEI ANn p n Dotts 80/03/26 7pp 


8004230022 Response in opposition to intervenor JF Doherty second 
motion to compel further responses to interrogatories 
Clarifies previous objections A urges ASLD to deny motion to 
compel for being deficient Certiricate of Svc end 

DIDDLE. C T . NEWMAN, J R Houston Lighting A Power Co DIDDLE. C T 
Baker 6 Dotts 80/03/31 iDpp 


8004230035 Response in support or R Potthoff appeal re denial of 
petition to intervene Potthorf contention should be regarded 
as allegation that EI5 d»d not address biomass conversion 
W/Certi f 1 cate of Svc 

SCOTT. J Texas Public Interest Research Gi oup 80/03/31 3pp 


8004080016 Response in opposition to JF Doherty 800312 Contention 47 re 
turbine design inadequacies NRC safely evaluation concluded 
likelihood of resultant radioactive release sufficiently 
small W/Certi f 1 cate of Svc 

SOHINKI.S M Hearing Branch 3 60/04/01 4pp 


0004030026 Memorandum of understanding between NRC pEMA re prompt 
improvement in radiological emei gency planning 6 
preparedness. d 1 stributed as Doard notification 
GQS31CK.L V Office of the Executive Director for Operations 
CAMM.F Federal Emergency Management Agency 80/04/02 34pp 


0004240530 Motion for issuance of piotective order re TX PIRO request 
for public disclosure of util Jan 1980 rept. '*6outh TX 
Nuclear Project, QA t QC.Mgt Assessment Survey for Brown 
Root. Inc ” Draft protective order 6 Certificate of Svc enc 1 
DIDDLE, C T Houston Lighting ti Power Co 80/04/02 9pp 


8004150181 Discusses JF Doherty 600321 appeal on behalf of FH Potthoff 
Pro se intervenor has no standing to assert rights of 
another party per Project Mgt Corp case Doherty appeal 
should be treated as brief in support of Potthoff appeal 
6QHINKI,8 M Hearing Branch 3 60/04/07 2pp 


8004170307 Drief in opposition to FH Potthoff 800326 appeal Urges 
affirmation of ASLD 000310 order denying petition to 
intervene Contention Is economic in nature i need not be 
considered per 1970 ALAD-459 Certificate of Svc end 
SOHINKI.S M Hearing Branch 3 00/04/07 lOpp 


8004100474 Appeals ASLAB 800320 decision to deny standing on Contention 
6 re environ preferability of biomass farm to nuclear 
plant Olomass form would release less rad ioactl Vi ty to 
environ & would alter landscape less 
POTTHOFF, F H Affiliation Unknown 80/04/08 2pp 


8004230055 Order directing that dlscoveiy re intervenor J Doherty 
Contention 47 be initiated << completed in 120 days after 
svc on ASLD B00310 order TX PIRO 000314 motion re 
consol i datian granted J Doherty 800318 motion denied 
WOLFE, S J . UINENDERGER. G Atomic Safety and Licensing Doard Panel 
80/04/10 5pp 


8004230094 Order advising intervenor J Doherty to reply to NRC & 
applicant answers to Doherty BO0408 motion re Contentions 48 
ti 49, within to days of answers ASLB should be immediately 
notified If replies are not to be filed 

MQLFE.S J Atomic Safety and Licensing Board Panel 80/04/14 Ip 


8004300403 Response to JF Doherty 800407 new Contentions 46 (c 49 & 
amend to Contention 17 Urges admittance of Contention 48 & 
denial of both Contention 49 t, amend to Contention 17 
Certificate of Svc encl 

WOODHEAD, C P Hearing Branch 3 00/04/20 17pp 


DOCKET 8TN-30-470 CESSAR SYSTEM 80 


A App 1 icat ion/construction stage documents h correspondence 


6004110522 Advises of docketing of facility FEAR Forwards FR notice of 
receipt of standard i ted FSAR 

KANE,M F Standard! tation Branch 80/03/06 Ip 


DOCKET 50-471 PIUORlM NUCLEAR POWER STATION, UNIT 2 
A App 1 icatton/construction stage documents correspondence 


8004040031 Advises of Issuance of NUREO-O588i "Interim Staff Position 
on Environ Dual 1 f ication of 8af ety^Re lated Electrical 
Equipment,*' providing guidance re methods for compliance 
ROSS, D F> Division of Project Management 80/02/05 7pp 


80042B0167 Forwards video tape of fuel assemblies in fuel pool provided 
by util on BQ0321 for NRC review W/o encl 

GRIER, D H Region 1, Philadelphia. Office of the Director, 

60/03/31 ip 
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Q004210405 Gummarg of &00C12G meeting u/near-^tcrcn CP applicants in 
DethesdaiMD re evaluation of progress made to date 
establishing proposed requirements stemming from Thr-2 
ac c i dent 

THGHASj C 0 Standard X tat 1 on Branch 80/04/03 63pp 


G004300074 Summarg of Q00319 meeting w/near-^term CP applicants 
in BethesdaiMD re resumption of CP application revieu 
activities associated w/TMI-2 accidents 
THOMAS, C a Standardization Branch 80/04/03 I2pp 


0004240557 Summary of 000402 meeting w/Near-Term CP Applicants Group in 
BethesdaiMD re progress made establishing proposed 
requirements stemming from TMI-2 accident Proposed 
requirement category assignments enc 1 

THOMAS) C 0 Light Water Reactors Branch I 00/04/07 47pp 


O Adjudicatory correspondence 


B004070412 Order re rsvicui of statements filed in responsd to ASUB 
800117 order re emergency planning hearing Directs parties 
to advise ASLB uithin 30 days re filing time of testimony 
erthiblts, in preparation for hearings 

GODDHDPG, A C Atomic Safety and Licensing Board Panel BO/03/27 
2pp 


0004030026 Memorandum of understanding betuieen NRC & PEMA re prompt 
Improvement in radiological emergency planning b 
preparedness/ d istri buted as Board notification 
OOSSICKiU ^ Office of the Executive Director for Operations 
aO/04/02 34pp 


8004290237 Provides info in response to ASLB 000327 order re emergency 
planning testimony NRC Is aiuaiting evacuation time 
estimates for future nuclear plant areas in order to 
perform analysis No specific schedule can presently he made 
OODDARD/R J Hearing Branch 2 00/04/25 2pp 


DOCKET STN-SO“402 WOLF CREEK GCNERATlNO STATION 


A App I i cation/cons true t ion stage documents correspondence 


8004040031 Advises of issuance of KUREO-OSBBi "Interim Staff Position 
on Environ Qua 1 1 f i cation of Saf ety-Re lated Electrical 
Equipment* " proN^idlng guidance re methods for compliance, 

ROSSi D F Division of Project Management 00/02/05 7pp 

8004040016 Forwards request for addl info to complete review of OA 
program 

PARftfQ D Light Mater Reactors Branch 3 80/03/20 6pp 


8004110577 Advises that tendered application for OL is being sent under 
separate cover Due to TMI pr lori ties* accep tance review will 
be performed in late spring or early summer 
SOUDERiJ L Division df Rules and Records 00/03/26 Ip 


8004180352 Forwards addl info re std plant QA programs for design ti 
const/ In response to NRC Q00122 request Util commits to 
Reg Guide I 94 u/exception of requirements re structural 
bolt tightening tc number of threads exposed beyond nut 
BEtKEN. 0 J Btandardlzed Nuclear Unit Power Plant Bystem 80/04/14 
app 


8004200463 Updates 800401 meeting w/utll ^ NRC re OU applications 
Bubmits program for start of NRC revleui Inc lud Ing initial 
meeting w/util project manager Applicants exploring other 
steps to aid NRC review 

PETRICKrN A Standardlxed Nuclear Unit Power Plant System 
80/04/23 2pp 


F Security/ medical, emergency it fire protection plans 


G004080077 Advises that submittal date for evacuation time estimates, 
requested by NRG 791226 Itr/has been postponed pending OAO 
clearance under Federal Repts Act 

GRIMES* B K. Emergency Preparedness Task Force 00/03/11 4pp 


G Adjudicatory correspondence 


B00404026B Order granting extension until □00321 for Commission to 
elect whether to review director's 000131 decision denying 
relief under 10CFR2 206 

CH1LK*8, J Office of the Secretary of the Commission BO/03/14 

Ip 


8004030026 Memorandum of understanding between NRC FEHA re prompt 
improvement )n radiological emergency planning 
preparedness/ d 1 eti ibuted as Boat d notification 
GQSSICK/L V Ofrice of the Executive Director for Operations 
00/04/02 34pp 


I Financial information 


B0040904G2 Annua) Financial Rept 1979 

* General Public Utilities - GPU Eiervice Corp 80/04/03 44pp 


— 8004090493 "Proposal to Conduct Analysis of Strategic Options for 
JCP^L - 

* Arthur Young & Co 80'02/29 125pp 


0004220730 Forwards Annua) Financial Repts J979 Certificate of 8vc 
enc I 

KOEBTERiC L Kansas Gas t F)ectric Co 80/04/15 I9pp 


-*“8004220747 Annual Financial Rept 1979 

* Kansas Gas {c Electric Co 00/03/03 36pp 


—8004220759 Annual Financial Rept 1979 

# Kansas Gas & Electric Co 80/02/13 32pp 


M Antitrust correspondence 


0004030207 Informs that review of available info has disclosed no basis 
for cancluslon that antitrust hearing is necessary re KS Gas 
4c Electric ownership of 195 MMT share in Unit 1 

LITVACK, 0 M Justice. Dept of, Attorney General's Office BO/03/20 

ip 


0004110121 Forwards DQJ Atty General 000320 Itr providing addl 
antitrust advice per Atomic Energy Act. re CP application 
Advice In question has boon transmitted to FR for 
pub 1 ication 

TQALdTQN/A Antitrust t Indemnity Group 90/04/02 Ip 


“*•0004110139 Submits addl antitrust advice per Atomic Energy Act, re CP 
application Licensee agreement to accept license conditions 
made antitrust hearing unnecessary 
LlTUACKiS M Justice, Dept of 80/03/28 Ip 


Q Inspection reportfii IE Dunoilni 4. correspondence 


B004010030 Supplements util 771100 response to lE Bulletin 77-02, 
"Potential Failure Mechanism in Certain Weftinghouse AR 
Relays " Relays not used in saf ety-re lated applications 
KOESTER/G L Kansas Gas U Electric Co 80/02/12 ip 


8004100200 Responds to IE Bulletin 79-20 Investigation re planned use 
of NAMCO EAieO swl tches. i dantlf icatlon in 8NUPPB design it 
development of plans for corrective action requires more 
time than anticipated Mill forward response later 
PBTRiCKiN A Standardi ted Nuclear Unit Power Plant System 
00/03/06 tp 


8004240218 Forwards IF Info Notice 80“t4i "Safety Suggestions From 
Employtts " No action required 

SEVFRIT/K V Region 4. Dallas, Office of the Director 80/04/02 

Ip 


0004220257 Forwards IE Circular BO-07. "Problems M/HPC I Turbine Oil 
Syi " No written response required 

8EYFRIT. K W Region 4, Dallas, Office df the Director 80/04/03 

Ip 


8004230392 Forwards IE Bulletin 79-03A, "Longitudinal Meld Defects In 
A8ME 8A-312, Type 304 Stainless Steel Pipe " Action required 
GRIER, 0 H Region 1* Phi ladol phia, Office of the Director 
80/04/04 ip 


8004220241 Forwards IE Bulletin 00-08, "Exam of Containment Liner 
Penetration Melds " Written response required 

SEYFRITiK V Region 4, Dallas, Office of the Director 80/04/07 

Ip 


S Reportable occurrences, LERs 4 related correspondence 


8004040269 Forwards supplemental rept on potential deficiency re 
qualification of control sys discussed in util 790920 Itr No 
unresolved safety concerns re pressure controllers 4* main 
steam line atmospheric relief valve 

PETRiCKfN A Standardized Nuclear Unit Power plant System. 
00/02/05 2pp 
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QO 04040 iF)Cjrrb(.t to 3 tln 9 at concrete test cylinders on 
Ttnjus-Qlson test n^ctiine TupWe-mch head uas used tuhen 
head no longer than lO^inchei shnuld ha'wo been used 
Indicated strength uui f^robab-ltj not s i gn i f icart 1 1 tj aff’ected 
KQESTER.O L Kansas G ■> s. h Electric Co 00/02/08 Ip 


S-004100&3^ Act receipt of 0002*05 inker in deficiencg rapt re 
(qualification of control sgs 

CARLfiON, R T RegK^n , Philadelphia* Reactor Construction ii 
Engineering Support Sr^irich 80'02/2l Ip 


0004090137 Ac k receipt or 800215 rinal deficiencg rept re RusVlti Mfg Co 
fire (laivipers 

CARLSOM-R T Region I Ph i I -»(ie i p h i a . Office of the Director 
BO/Oa/04 Ip 


B004010034 Interim deficient^ rep t re out-o f- to I erance threads for 
NSSS support anchor bolt nuts Anaigticdl Ir empirical test 
data uiU be correlated to establish more precise methods 
for determining strength of thieads on nut 
KOESTEfi*G L Kansas Gas ♦ Electlic Co B0/O3/O5 3pp 


0004170172 Folloujup deficiency rept ie broken actuator shaft of MAHCO 
furnished limit suitch installed on anchor Darling mam 
steam Isolation ^alve Fstlure attributed to cicessWe force 
applied duiing shipping/handling No generic deficient ij 
KOESTEfi<G 1 hansss Ca,. ♦ Electric Co 00/03/13 Ip 


— 0004070071 Eipres^es concern te proposed evacuation plan for facility 
Alerting fai ffwork ei s to emergency uithin required time 
uould be difficult 

UE1LL< 6 11 Affiliation Unknouin 80/01/02 Ip 


Q Inspection reports* IF Bulletins I correspondence 


9004040060 Forui^rds IF Insp Ropt 50-483/79-16 on 791203-21 8 * notice of 
violation 

FIOnELUI*G Region 3< Chicago* Reactor Construction fc Engineering 
Support Branch 00/02/13 2pp 


--60040400A1 Not ICC of violation from msp on 791203-21 

* Region 3. Chicago* Office of the Director 00/02/07 Ip 


--8004040062 IE liisp Rept 50-493/79-1(6 on 791203-21 None omp 1 i anc c noted 
tailure to foLloui prescribed procedure re measurement of 
purge Plow rate during melding of root pass 

HANSEN* W H . KN0P*R C Region 3, ChlcagOi Office of the Director 
00/02/07 5pp 


0004070167 Forwards IE Insp Rept 50-4B3/B0-O2 on 800123-25 84 notice of 
violation 

FIOREtLI.O Region 3* Chicago* Reactor Construction 8 * Engineering 
Support Branch 80/02/15 Spp 


G0D415O179 Discusses undetectable failure in engineered safety 
features actuation sys Ubils are in% est i gating hardware 
changes that may pieclude further te s b mg . prov ided that 
changes ate feasible Qt hcrwi se> t ests will continue 
PETriICK*N A Standardired Nuclear Unit Poiiier Plant System 
00/03/20 ip 


B004070292 Third irtieilm deficiency, rept re flood damaged equipment 
Many valves ^ pumps cleaned 8 inspected Reijjork of electrical 
ite(^s preassemb 1 ed piping formations will continue through 
1900 

KQESTERiG L Kansas Gas V Electric Co 90/03/31 3pp 


0004150369 Interim deficiency rept re vertical fire dadipers furnished 
by Ruskin Mfg Co Add 1 problems identified requiring new 
design (nods Mods being developed 8 * will be described in rept 
to be issued by 000515 

PCTRlCK*li A Statj(iard 1 * ed Nuclear Unit Power Plant System 
60/04/03 2pp 


DOCKET STN-50-4a3 CALLOWAY PLANT, UNIT I 


— 0004070171 Notice of violation from insp on 800123-25 

■* Region 3, Chicago* Office of the Director 00/02/11 Ip 


— 3004070173 IE Insp Rept 50-483/00-02 on 800123-25 Noncompliance noted 
failure to maintain low hydrogen electrodes in heated 
containers when welder was not working in inaccessible area 
DANIELSON* D H Region 3< Chicago^ Reactor Construction It 
Engineering Support Dranch CCRDERQ* Z , LEE, E N K Region 3* 
Chicago* Office of the Director 00/02/11 5pp 


8004100200 Responds to IF Bulletin 79-28 Investigation re planned use 
of NAKCO EA180 switches* i dent 1 f 1 cat ion in SNUPPS design 8t 
development of plans for corrective action requires more 
time than anticipated Will forward response later 
PETRlCKiN A Standard 1 2 ed Nuclear Unit Power Plant Sijstom 
aO/03/06 )p 


□ 004100140 Forwards IfZ Info Notice Q0-Q8* 
Electrical Terminal Block " No specific 
required 

KEPPLER*J 0 Region 3> Chicago* Office 
Ip 


"States Co Sliding Link 
action or response 

of the Director 80/03/07 


^ App 1 1 cakion/con 5 tr uc fc ion stage documents I correspondence 8004040064 Foriaards IE Insp Rept 30-483/00-06 on 000227-29 U notice of 

violation 

riQRELLltO Region 3* Chicago* Reactor Construction 8( Engineering 
8004040031 Advises of issuance of NUREO-05B9* "Interim Staff Position Support Dranch 60/03/20 2pp 

on Envlion Qualification of Safety-Related Electrical 
Equipment*^' providing guidance re methods for compliance 

ROSS* D F Divisipn of Project Management 80/02/05 7pp — 9004040071 Notice of violation from insp on 800227-29 

* Region 3. Chicago* Office of the Director 00/03/12 Ip 


8004070109 Forwards request for addl info to complete review of DA 
program 

PARRiO D Light Water Reacfcois Dranch □ ao/-03/20 6pp 

0004100352 Forwards add 1 info re std plant QA programs for design & 
const* in response to NRC 600122 request Util commits to 
Reg Guide 1 94 w/eKceptlon oF requirements re structural 
bolt tightening 8< number of threads exposed beyond nut 
0 EIKEN 1 S J Stendardiied Nuclear Unit Power Plant System 80/04/14 
0PP 


0004200463 Updates G004D1 meeting w/util II NRC re OL applications 
Submits program for start of NRC revl ew, i nc lud ing initial 
meeting w/util project (nanager Applicants exploring other 
steps to aid NRC review 

PETRtCK*N A Standardised Nuclear Unit Power Plant System 
00/04/23 2pp 


Securitij* medical* e(nergency 8 fire pTotection plans 


—8004040079 IE Insp Rept 50-403/80-06 on 000227-29 Noncompliance noted 
failure to follow site procedures re poor vibration 
practices 

HAYES* D 14 Region 3* Chicago* Reactor Construction 8( Engineering 
Support Branch SCHAPER* J F * LANDSMAN, R D Region 3* Chicago, 
Office of the Director 00/03/12 Spp 


8004150192 Forwards IE Info Notice 80-l2i "Instrument Failure Causes 
Opening of PDRV & Block Valve " No specific action or 
response necessary 

KEPPLER, J 0 Region 3* Chicago* Office of the Director 60/03/31 

Ip 


8004000723 Forwards IE Circular 80-05* "Emergency Diesel Generator 
Lubricating Oil Addition 8>- Onsite Supply ** No written 
response required 

KEPPLER* J 0 Region 3* Chicago, Office of the Director 00/04/01 

tp 


0004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr, has been postponed pending GAO 
clearance under Federal Rep ts Act 

GRIMES, B K Emergency Preparedness Task Force 80/03/11 4pp 


0004110310 Ack receipt of 800314 Hr informing NRC of steps taken to 
correct violation noted in IE Insp Rapt 50-403/00-02 
FI0RELL1,G Region 3* Chicago, Reactor Construction U Engineering 
Support Dranch QO/ 04 /OI Ip 


H Genera] correspondence 


9004070070 Discusses NRC program of upgiading e(T)ergency preparedness In 
environs of nuclear pouier plants in response to 800102 Ifer 
Sys for alerting public must be demonstrated: effective prior 
to OL Issuance 

DENTQNjHR Office Of Nuclear Reactor Regulation 80/03/17 Ip 


— 8004110329 Responds to NRC 800215 Itr re violation noted in lE Insp 
Rept 50-483/80-02 Corrective actions work procedure WP~503 
has been revised to reflect QA manual requirements allowing 
electrodes to be taken from portable heaters for 4-h 
BRYANi J K Union Electric Co 00/03/14 3pp 
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8004150057 Forudrrf* IE Info Notice B0~13, "GE Type SQM Control Bciitches 
Defective CAM FoUouer? " No specific action or response 
required 

KEPPLEH. J 0 Region 3, Chicegoi Qfrice of the Director BO/04/02 

Ip 


80041B0063 Forutdrds attachments to IE Circular ‘‘Protection From 

Toxic Gas Hazards. " inadvertently omitted from 0OD3O6 
transmi tta 1 

KEPPLER/ J 0 Region 3. Chicago. Qrfice of the Director 60/04/02 

Ip 


8004220153 Forwards IE Info Notice 80-14# "Safety Suggestions From 
Employees " No action required 

KEPPLERjJ 0 Region 3< Chicago. Office of the Directoi 00/04/02 
IP 


Q0042203BB Forwards IE Circular 80-07. "Problems IJ/HPC I Turbine Oil 
Sys " No written response required 

KEPPLER#J G Region 3i Chicago. Office of the Director 00/04/03 

ip 


0004230282 Forwards IE Dullctin /9~03A, "Longitudinal Uold Defects in 
ASME SA'-312. Typo 304 Stainless Steel Pipe " Action required 
KEPPUERf J 0 Rogion 3, Chicago. Oftice of the Director 00/04/07 
Ip 


0004220096 Forwards IE Dulletin QO-06# "Exam of Contalnmont Liner 
Penetration Uelds " tJiitten response lequired 

I^EPPLER.J 0 Region 3, Chicago# Office of the Director 00/04/09 
Ip 


0004300166 Notification of 000423 meeting in FultoTiiM0 to discuss 
resident inspector progiam 

KEPPLER. 3 0 Region 3# Chicago. Office of the Director 00/04/14 
IP 


— 0004300176 Notification of 000423 meeting in FultonrliO to discuss 
resident inspector program 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 60/04/14 

ip 


--8OO43OO104 Notification of 000423 meeting in Fulton#MO to discuss 
resident inspector program 

HEPPLGR.J 0 Region 3, Chicago, Office of the Director 60/04/14 
Ip 


— 0004300109 Notification of 000423 meeting in Fulton, HO to discuss 
resident inspector program 

KEPPLER.JO Region 3, Chicago, Office of the Director BO/04/14 

IP 


— Q004300194 Notification of 000423 meeting in Fulton# MO to discuss 
resident inspector program Agenda end 

KEPPLER# J 0 Region 3# Chicago, Office of the Director 00/04/14 
3pp 


0 Reportable occurrences# LERs 6 related correspondence 


00040402*9 Forwards supplemental rept on potential deficiency re 
qual i f icat i on of control sys discussed in util 790920 Itr No 
unresolved safety concerns re pressure controllers << main 
steam line atmospheric relief valve 

PETRICK.N A Standard iced Nuclear Unit Power Plant System 
00/02/05 2pp 


8004100533 Ack receipt of 800205 interim deficiency rept re 
qualification of control sys 

CARLSON, R T Region t, Ph I lade Iph ia. Reactor Construction V 
Engineering Support Branch 00/02/21 ip 


0004090127 Ack receipt of 600215 final deficiency rept re Ruskln Mfg Co 
fire dampers 

CARLGQNrR T Region 1# Ph 1 lade Iph la# Office of the Director 
80/03/04 I P 


0004140156 Supplemental Part 21 rept re failed engine thrust bearing 
Insp of crankshaft thrust bearings installed on two PC-3 5 
generator sets indicate plugs properly Installed free of 
reported potential defect Load during shop tests too light 
KORrARTY,U M Colt Industries, Inc , Fairbanks Morse Engine Dlv 
00/03/05 3pp 


8004070230 Ack receipt of 800229 interim rept re NSSS lateral support 
anchor bolt nuts NRC will review final repfc upon receipt 
FIORELLI#© Region 3# Chicago# Reactor Construction & Engineering 
Gupport Branch 80/03/19 Ip 


QOO4O0O672 Ack receipt or 8002^-9 Unal deficiency rept re undeisize 
socket w»>lds NRC will complete i lew or matter during 
tuture insp 

FIORELLIpG Region 3. Chicago. Reactor Construction & Engineering 
Support Branch BO/03/19 Ip 


8004150179 Dlscussrs undetectable failure in engineered safety 
features actuation sys Utils ate investigating hardware 
changes that may preclude turther tes t ing, prnvi ded that 
changes are feasible Otherwi se. tes ts will continue 
PETRKK.N A Sla'idardited Nuclear Unit Power Plant System 
00/03/20 Ip 


6004030200 Interim deficiency tept to electrical penetration assembly 
wire terminations Initiated Dunker-Ramo insp to determine 
cause Final rept will be submitted by 600430 
DRYAN, J K Union Elecliic Co 80/03/26 Ip 


6004040362 Forwards final deficiency rept re potentially defective OE 
induction disc-type relays 

DRYAN, J K Union Electric Co 80/03/57 Jp 


— 0004040360 Final deficiency rept investigation in response to lE 
Circular 80-01 revealed GE induction disc-type relays w/ 
higher than noimal pickup voltage Caused by petroleum jelly 
lubricant Ai rangements made for OF replacement or mods 
* Union Electric Co 80/03/27 Ip 


8004100406 Ack receipt of 000229 final deficiency rept re undersiied 
field welds on small piping installed at plant NRC will 
complete review of matter dui mg future insp 

FIORELLI.G Region 3, Chicago, Reactor Construction t* Engineering 
Support Branch 00/04/01 Ip 


80041S0369 Interim deficiency ropt re vertical fire dampers furnished 
by Ruskln Mfg Co Add! problems identified requiring new 
design mods Mods being developed t- will be described in rept 
to bo issued by 000515 

PETR1CK#N A Standardized Nuclear Unit Power Plant System 
80/04/03 2pp 


8004290050 Ack receipt of 600326 interim deficiency rept re apparent 
crimping of terminal lugs for containmont electrical 
penetration assemblies 

FIORELLI.G Region 3, Chicago, Reactor Construction Engineering 
Support Dranch 00/04/14 Ip 


8004300060 Ack receipt of 600327 final rept re GE protective relay sve 
advic e 

FIORELLI.G Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 00/04/14 ip 


DOCKET STN-50-404 TYRONE ENERGY PARK# UNIT 1 


G Adjudicatory cor? espondcncc 


6004030026 Memorandum of understanding between NRC it FEHA re prompt 
improvement in radiological emergency planning h 
preparedness# d istr ibuted as Board notification 
GDBSICK.L U Office of the Executive Director for Operations 
00/04/02 34 pp 


DOCKET STN-SO-ABS STERLING POWER PROJECT NUCLEAR, UNIT 1 


A App 1 icat ion/conslT uc t ion stage documents & correspondence 


0004040031 Advises of issuance of NUREG-OSSO, "Interim Staff Position 
on Environ Qual 1 f I cat ion of Saf ety-Relatod Electrical 
Equipment#" providing guidance re methods for compliance 
ROSS, D F Division of Project Management 80/02/05 7pp 


F Security, medical# emergency ^ fire protection plans 


0004000077 Advises that submittal date for evacuation time estimates# 
requested by NRC 791226 Itr, has been postponed pending OAQ 
clearance under Federal Repts Act 

GRIMES, P K Emergency Pi eparedness Task Force 60/03/11 4pp 


G Adjudicatory correspondence 


8004090192 Explains circumstances involving 800222 sve of DNWL 
draft rept re measurements of underground mining radon 
releases NRC testimony of RM Wilde re same rept Missing 
Page 6 end 

DORDENICK# B M Hearing Branch 4 00/03/05 4pp 
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MtfT-rarJ'- f r j r i - r s ► a n 3 1 n } bet-««n F£MA rt pronpt 

irpro»e-"»r‘t iii aj planninj 

prap a r* 3*10 i 1 3 » i ♦■t i b j* ’ 1 i-i Stot -gtifi ation 

j 3I< I* i 1* 'fi Lio.jti,® Li roc tor for Op orations 

*J0/04/o^ .4;p 


I F»n*ncMl intcrratijn 


i 1 G' 4 l $ jj Ann ai riranrul fepi 

* Rocroitsr ' tlocrri; Cl»-p 6I?'03M4 33pp 


'j Inspection roprrtt li I'jllerins > cotresponJenc* 


f'^‘4J0C£C0 Responds to If L'^lUtiri 79-29 lr,»e$t igation r« planned use 
of NA1CO EAI3D suitcbei identiricatioh in SfiUPPS design t 
developnent of plans for csrreetive action requires more 
tiiTit than anticipated t/jll forward response later 
PETRlCk^ I* A 5*andardwed fljclear Unit Pojer Plant System 

ao/oj/cfb Ip 


SCi04i50jGd Forjardf 16 Inro Notice 60-12 Instrument Failure Causes 
Opening or PG^V t- Dlacl Val/« ' No specific action or 
reiponi* necessary 

CRI£P B H Region i Fn i lade Iph lai Orfice of the Director 
0Cr'O3'3l Ip 


0DO4'j?QlC5 Forwards IE Circilar 20-05* Energency Diesel Generator 
LuOnrating Oil Addition *j Onsite Supply No uritten 
response required 

CRlEfl II H Region I Philadelphia, Office of the Director 
aO/04/01 Ip 


0004110512 Foruards It Inso Notice 00-13 ‘GE Type SBH Control Stditches 
Defective CAri Folloujers No uritten response required 
ORIEfi- D H Region 1 Philadelphia. Office of the Director 
80/04/02 Ip 


6004240351 Foruarqs ]£ Info Notice 60-l4i "Safety Suggestions From 
Employees No action required 

CRIER. B H Region I Ph i lad e 1 p h i a. Office of the Director 
60/04/02 Ip 


6004100243 Foruards JE Circular 00-07* ’Problems W/HPCI Turbine Oil 
Sys ’ No written response required 

CRIER. 0 H Region 1, Philadelphia. Office of the Director 
00/04/03 ip 


9004070109 Foruards request for addj info to complete reviey of QA 
program 

parr. 0 D light Nater Reactors Rranch 3 80/03/20 ibpp 


0004180352 Foru/aids addl info re std plant QA programs for design 8< 
const, in response to NRC 000122 request t/tll commits to 
Reg Guide 1 94 ui/exception of requirements re structural 
bolt tightening t number of threads exposed beyond nut 
SEIKEN S J Standard i icd Nuclear Unit Power Plant System 80/04/14 

8pp 


0004280463 Updates B00401 meeting u/util NRC re OL applications 
Submits program for start of NRC review, inc lud Ing initial 
meeting u/util project manager Applicants exploring other 
steps to aid NRC review 

PETRICK.N A Standardized Nuclear Unit Power Plant System 
eO/04/23 2pp 


F Security, medical, emergency ** fire protection plans 


60040B0077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr.has been postponed pending OAO 
clearance under Federal Repts Act 

GRIMES, B K Emergency Preparedness Task Force BO/03/11 4pp 


0 Adjudicatory correspondence 


6004210165 Order giantlng ex tension. unt i 1 600416. for Commission to 
elect whether to review Director's 800310 decision per 
10CFR2 206 

CHILK.8 J Office of the Secretary of the Commission 00/04/10 
Ip 


H General correspondence 


9004070070 Discusses NRC program of upgrading emergency preparedness in 
environs of nuclear power plants in response to 600102 Itr 
Sys for alerting public must be demonstrated effective prior 
to OL issuance 

DENTON. H R Office of Nuclear Reactor Regulation 00/03/17 Ip 


—8004070071 Expresses concern re proposed evacuation plan for facility 
Alerting farmworkers to emergency within required time 
would be difficult 

WEILL, 8 « Affiliation Unknown 80/01/02 Ip 


3004230472 Forwards IE Qviletin 79-03A "Longitudinal Weld Defects in 
ASHE 5A-3i2 Type 304 Stainless Steel Pipe " Action required 
GRIER. 0 H Region I. Philadelphia Office of the Director 
80/04/04 tp 


8004100291 Forwards IE HuMetin 00*08. 'Exam of Containment Liner 
Penetration Melds " Written response required 
GRIER.B H Region 1, Ph i I ad e 1 ph i a. Office of the Director 
80/04/07 ip 


S Reportable occurrences. LERs t related correspondence 


0004040269 Forwards supplemental rept on potential deficiency re 
qual I fieation of control tys discussed in util 790920 Itr No 
unresolved safety concerns re pressure controllers 4* main 
steam line atmospheric relief valve 

PETRICK.N A Standardized Nuclear Unit Power Plant System 
80/02/05 2pp 


8004100533 Atk receipt of 000205 interim deficiency rept re 
qual I f ication of control sys 

CARLSON, R T Region 1 Philadelphia, Reactor Construction «c 
Engineering Support Branch 80/02/21 ip 


GOO4I50179 Discusses undetectable failure in engineered safety 
features actuation sys Utils are investigating hardware 
changes that may preclude further testing. provided that 
changes are feasible Otherui se , s ts will continue 
80/03520^^ '^Ip Unit Power Plant System 


0 Inspection reports, IE Bulletins St correspondence 


6004100280 Responds to IF Bulletin 79-20 Investigation re planned use 
of NAKCO EAIQO swi tches, 1 dontl f ication in 8NUPP8 design Sc 
development of plans for corrective action requires more 
time than anticipated Mill forward response later 
PETRICK»N A Btandardiied Nuclear Unit Power Plant Qystom 
00/03/06 I p 


0OO41ODHB Forwards IE Info Notice 00-00, "States Co Sliding Link 
Elek.trical Terminal Block " No specific action or response 
required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director BO/03/07 
Ip 


B0041S0192 Forwards IE Info Notice B0~l2, "Instrument Failure Causes 
Opening of PORV S Block Valve '• No specific action or 
response necessary 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 00/03/31, 


BOO4O0O725 Forwards IE Circular 80-05, "Emergency Diesel Generator 
Lubricating Oil Addition Onsite Supply " No written 
response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/04/01 


^ .1, *,,rw WU-IJI WC lypo »Hn UOnt 

Defective CAM Followers " No specific action or response 


required 
KEPPLER. J 0 
Ip 


Region 3, Chicago, Office of the Director BO/04/02 


DOCKET 8TN-50~4B6 CALLQMAV PLANT, UNIT 2 

»tage documents h correspondence 


8004040031 Advises of issuance of NUREC-058B, "Interim Staff Po«it 4 
on Environ Oual i f ication of Safety-Related Electrical 

methods for compliance 

ROSS.D f Division of Project Management 80/02/05 7 pp 


B004tB0063 Forwards attachments to lE Circular BO-uj. -i 
Toxic Gas Haiards, " inadvertently omitted from 000306 
transmittal 

KEPPLER, J G Region 3. Chicago, Office of the Director 
tp 


r I u<evvv4un r ram 


90/04/02 


6004220153 Forwards IE Info Notice 80-14, 
Employees " No action required 
KEPPLER, U G Region 3, Chicago, Office 
tp 


“Safety Suggestions From 
of the Director, 80/04/02 



DOCKETED ITEMS 


295 


0004220380 Forwards IE Circular SO-O?, "Problems W/HPC I Turbine 041 
S^s " No written response required 

KEPPLERt J 0 Region 3i Chicago* Office of tbe Director 80/04/03 

ip 


0004230202 Forwards IE Bulletin 79-03A, "Longitudinal Meld Defects in 
ASME SA-312 iTvpb 304 Stainless Steel Pipe " Action required 
KEPPLER,J 0 Region 3. Chicago* Office of the Director 80/04/07 
ip 


0004220090 Forwards IE Bulletin BO-OS* "Exam of Containment Liner 
Penetration Welds " Written response required 

KEPPLERiJ G Region 3* Chicago. Office of the Director 80/04/09 

ip 


00043001^6 Notification of 000423 meeting in Fulton/MO to discuss 
resident inspector program 

KEPPLER* J 0 Region 3* Chicago, Office of the Director 00/04/14 

ip 


—8004300170 Notif icatien of 800423 meeting In Fulton. MO to discuss 
resident inspector program 

KEPPLER.J 0 Region 3* Chicago. Office of thq Director 80/04/14 
IP 


— 8004300184 Notification of 800423 meeting in Fulton. MD to discuss 
resident inspector program 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/04/14 

ip 


—6004300109 Notification of 800423 meeting in Pulton. MQ to discuss 
resident inspector program 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/04/14 

Ip 


—0004300194 Notification of B00423 meeting in Fulton. MO to discuss 
resident inspector program Agenda end 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 00/04/14 
3pp 


8 Reportable occurrences, LERs S( related correspondence 


0004040269 Forwards supplemental rept on potential deficiency re 
qual if icatlon of control sys discussed in util 790920 Itr No 
unresolved safety concerns re pressure controllers main 
steam line atmospheric relief valve 

PETRICK.N A Standardlied Nuclear Unit Power Plant Bystem 
80/02/OS. 2pp 


0OO41OOS33 Ack receipt of B0020D interim deficiency rept re 
qualification of control sys 

CARLSON. R T. Region 1. Ph i ladelph ia. Reactor Construction 
Engineering Support Branch 00/02/21 ip 


8004090127 Ack receipt of 0OO21D final deficiency rept re Ruskln Mfg Co 
fire dampers 

CARLSON.n T Region 1. Ph i lade 1 ph la, Office of the Director 
00/03/04 ip 


8004190179 Discusses undetectable failure In engineered safety 
features actuation sys Utils are investigating hardware 
changes that may preclude further testing. provided that 
changes are feasible Otherwise, tests will continue 
PETRtCKrN A Standardl led ’Nuclear Unit Power Plant System 
80/03/20 ip 


0004100486 Ack receipt of 000229 final deficiency rept re undersiied 
field welds on small piping installed at plant NRC will 
complete review of matter during future Inep 

FlORELLlrO Region 3. Chicago. Reactor Construction 9< Engineering 
Support Branch 80/04/01 Ip 


0004130369 Interim deficiency rept re vertical fire dampers furnished 
by Ruskin Mfg Co Addl problems identified requiring new 
design mods Mods being developed will be described in rept 
to be Issued by 000519 

PETRICK.N A Btandardiied Nuclear Unit Power Plant System 
80/04/03 2pp 


8004300060 Ack receipt of 000327 final rept re OE protective relay sve 
advice 

FIORELLI.O Region 3. Chicago, Reactor Construction & Engineering 
Support Branch. 80/04/14 Ip 


DOCKET STN‘-5O-4a0 PFRKINS NUCLEAR STATION. UNIT 1 


A App I icat 1 on/construc t ion stage documents t correspondence 


8004040031 Advises of issuance of NUREG-OSSB* "Interim Staff Position 
on Environ Oua 11 t i cal i on of Sarety-Related Electrical 
Equipment." providing guidance re methods for compliance 
ROSS. D F Division of Proiect Management 00/02/05 7pp 


B004170327 "TMI-Plus One Toward d Sarer Nuclear Power Program " 
a Duke Power Co 60/03/26 13pp 


6004140430 Forwards compaiison of draft STB ui/snubher functional test 
sampling plan 

COULINGS.D M Duke Power Co 00/04/03 llpp 


0004210405 Summary uf 000328 meeting w/noar-term CP applicants in 
Qethesda.MD re evaluation of progress made to date 
establishing proposed requirements stemming from TMI-2 
accident 

THOMAS, C 0 Standard I idt i on Branch 00/04/03 63pp 


0004300074 Summary of 000319 meeting w/near-term CP applicants 
in Qethesda, HD re resumption of CP application review 
activities associated w/TMl~2 accidents 
THOMAS, C 0 Btartdardiiation 01 anch 00/04/03 12pp 


8004240537 Summary of 600402 meeting w/Near-Term CP Applicants Group in 
BebhesdaiMD re progress made establishing proposed 
requirements stemming from TMI-2 accident Proposed 
requirement category assignments end 

THDMAB.C O Light Water Reactors Branch J 00/04/07 47pp 


0 Adjudicatory correspondence 


0004030026 Memorandum of understanding between NRC U FEMA re prompt 
improvement in radiological emergency planning 
preparedness* d i str 1 buted as Board notification 
GQSSICK.L V Office qf the Executive Director for Operations 
60/04/02 34pp 


0 Inspection reports. 1£ Bulletins i, correspondence 


0004230085 Submits response to IE Bulletin 80-03 Review revealed that 
no charcoal adsorber cells have been received from 
manufac turers 

DAIL.L C Duke Power Co 00/03/19 Ip 


6004150505 Forwards IE Infn Notice 80-12. "Instrument Failure Causes 
Opening of PORV Block Valve " No specific action or 
response necessary 

O'REILLV. J P Region 2, Atlanta. Office of the Director BO/03/31 
2pp 


0004080604 Forwards IE Circular 00-05, "Emergency Diesel Generator 
Lubricating Oil Addition Qnsite Supply " No written 
response required 

O'REILLY, JP Region 2, Atlanta. Office of the Director 80/04/01 

2pp 


60041S0079 Forwards IE Info Notice 80-13. "GE Type SOM Control Switches 
Defective CAM Followers " No specific action or response 
required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/04/02 

2pp 


0004240254 Forwards IE Info Notice 00-14, "Safety Suggestions From 
Employees " No action required 

O'REILLV, J P Region 2, Atlanta, Office of the Director 00/04/02 

2pp 


0004180375 Forwards IE Circular 80-07. ‘’Problems U/HPCI Turbine Oil 
Sys " No written response required 

O'REILLY. J P Region 2* Atlanta. Office of the Director SO/04/03 

2pp 


0004230122 Forwards IE Bulletin 79-03A "Longitudinal Weld Defects in 
ASME SA-312. Type 304 Stainless Steel Pipe " Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director BO/04/04 
ip 


0004160351 Forwards IE Bulletin 00-00, "Exam of Containment Liner 
Penetration Welds " Written response required 

D'REILLY. J P Region 2, Atlanta, Office of the Director BO/04/07 

Zpp 
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r k.».r '.Tr " 4 rj) ur/ir 2 


' #^pji ij'i' c <'iif ,»d 3 # iacuretiti I correspondence 


4*i4 I'Jl “J-iset nr jtsjanr,. <f f, im£G“ 05 Q 8 Jn*^erin Staff Position 
r 1 fr * ■■ 'I 'i jdt 1 f t cat I ir 2* j ^»le lated Electrical 

c* liirij , iijt' e te re»‘sc3s for conpliance 
►Yii" L ^ Iiviit'i 'f rri^a^t Kanajenent 80/02/05 7pp 


docket STfl-SO- 190 FtRKiNb NUCLEAR STATION- UNIT 3 


A App I icat 1 on/construc 1 1 on st^ge docu^nents t- correspondence 


3004040031 Advises of issuance of f\lUREG“O500, "Interim Staff Position 
on Environ Qualification of 5af ety-Re lated Electrical 
Equipment.' providing guidance re methods for compliance 
ROSS. D F Division of Project Management BO/02/05 7pp 


'4* ’ >3J'' It'* rii 1 I e a Ester Nuclear Pouar Program " 

• I3pp 


9004170327 "TMI-Plos One Toward a Safer Nuclear Power Program " 
» DuVe Power Co BO/03/26 I3pp 


, ' I4t 4^ ~ii'' F'rus’'di i-pdiii'- or draft 5T5 u/snubber functional test 
st’ipli''3 plrtn 

CMl P M r»jVe Fo^er C - FO/04/03 llpp 

cr TZ ' 23 reetiiij wj/near-tem CP applicants in 
0e»r*stfa-HD re t-aljatjcri cf progress made to date 
«s k 1 ir ^ pTr>pcsfd r< * jj.t e^er ts stemming from TttI-2 
at c j dart 

Tr'* jMA3 *' 0 ^tariia^d i jat i *n Srarch 80/04/03 i>3pp 


"‘■■-4301374 S-i'-ary ct 'Jl Jl9 reetir.) w/Near-Tern CP Applicants Group 
in Bet^esla Mt) re matter^ related to resumption of CP 
applicati:'! re.ieu a^ti itiei associated u/TMl-2 accidents 
TMOrt/3 0 3tan daro i lat ton Sianch 00/04/03 I2pp 


■3 ''424.‘j 5'57 E-'ra-y ot 2 neoting u/Near-Tern CP Applicants Group in 

QethtiJa t*”} r* p-cgresi -afle establishing proposed 
requirements st-e- iing ♦rjm TMl-2 accident Proposed 
requirement catego-y asiigrietics encl 

7ri‘4A3 f 0 Lig^t Water Reactors Branch 1 00/04/07 47pp 


i Ad j ul » catorg correspondence 


Gu 04030"2;6 MemoranJun of understanding between NRC it FEMA re prompt 
improvement m rad lo] o) ic al emergency planning {- 
preparedness distributed as Board notification 
GOESICK.L V Office of the Eiecwli.e Director for Operations 
2Q/04/C2 34pp 


'r Inspection reports. If Bulletins Jb correspondence 


0004210405 Summai g of B0032B meeting w/near-term CP applicants in 
Bethesda-ND re evaluation of progress made to date 
establishing proposed requirements stemming from TMI~2 
accident 

THOMAS. C 0 Standard 1 la t ion Branch QO/04/03 A3pp 


0004300071 Summary of B00319 meeting w/Near-Torm CP Applicants Group 
in Dethesda.HD re matters related to resumption of CP 
application review activities associated w/TMI-2 accidents 
THOMAS. C 0 Standard 1 tat ion Branch QO/04/03 I2pp 


0004240557 Summary of 800402 meeting w/Neev-Term CP Applicants Group in 
Bethesda MD te progress made establishing proposed 
requirements stemming fi om TMI-2 accident Proposed 
requirement category assignments end 

THOMAS. C O Light Water Reaefors Branch l 00/04/07 47pp 


G Adjudicatory correspondence 


0004030026 Memorandum of understanding between NRC %> FEMA re prompt 
improvement in radiological emergency planning U 
preparedness. distributed as Board notification 
GOSSICK.L V Office of the Executise Director for Qperationi 
BO/04/02 34 pp 


P Operating license stage documents 6 correspondence 


8004140430 Forwards comparison or draft STS w/snubber functional test 
sampling plan 

CQLLINGS. D M Duke Power Co 80/04/03 llpp 


C.::.4233C35 Stb'nits response to IE Bulletin 80-03 Review revealed that 
na chareaal adsorbei cells have been received from 
menufac turer* 

CAlL L C Duke Fewer Cc fli::/03/l9 Ip 


»>:04I505C1>5 Fnrwerds lE Inro Notice 00-12. "Instrument Failure Causes 
Opening or POHV h Oloci ‘Valve Mq specific action or 
response neictsary 

G REILLf- J P Region 2 ntlanfa Office of the Director 80/03/31 


Q.:04030t04 Forwards IE CirruUr eo-05. "Emergency Diesel Generator 
igbriic*ting Qi] Addition tt Onsite Supply " No written 
response required 

^ Region 2, Atlanta, Office of the Director 80/04/01 


6304150075 Forwards IE 
Defective CAM Follow* 
required 

O'REILLV j P Region 
Zpp 


Info Notice 80-13, "GE Type SDM Control Switch 
rs No specific action or response 

2 Atlanta. Office of the Director 80/04/02 


eci04?40254 Forwards lE Info Notice 80-14, 

Employees " No action required 

^ Region 2, Atlanta, Office of the Director BO/04/02 


’’Safety Suggestions From 


BO041&037S Forwards IE Circular 80-07, 

'"F'ltten response required 
O^flEILtv J P R,„„ 2 A„„U Off,c. ,f H, ojr.cto, BO/04/0 


'Problems M/HPCI Turbine Oil 




B1>041603SI Forwards IE Bulletin 80-00, "Exam nf 

■ ‘■-i”!" ’•••P"".. 

2 ,, *• Office el tk, DIricto, 80/04/ 


Q Inspection reports. |E Bulletins S- t orrespondonce 


0004230005 Submits response to IE Bulletin 80-03 Review rovoaled that 
no charcoal adsorber cells have been received from 
manufacturers 

DAIL.L C Duke Power Co QO/03/19 lo 


Opening of PORV Block Valve " No epe'eifU action or ** 

response necessary 

□^REILLY, J P Region 2, Atlanta, Offlco of tho Oirsctor EIO/Oa/31 


®“Lubr?n2Jlnrmy''L!5'-.'"'‘:''r 01. .el Oanoratn, 

Lubricating Oil Addition ?, Onsite Supply " No written 
response required 

O^REILLV.JP Region 2. Atlanta, Office of the Director 60/04/01 




Defective CAM FoUowe;s " N^sJ ^cTf inctr:nT%^“?oS:r’'^* 
Q^REILLYrJ P Region 2. Atlanta. Office of the Director 60/04/02 




0004240254 Forwards IE Info Notice 80-14, 
Employees " No action required 
□ 'REILLY.jp Region 2. Atlanta, Office 

2pp 


"Safety 
of the 


Suggestions From 
Director 80/04/08 


Sys " No written response required ^ 

O^REILtY.JP »'9>»» a, Atlanta. Offica of th. Dlr.ctor 80/04/03 

O-REIUEV,. P -R.g,.n 2. 'Sjf :‘r„, ?Si‘S?n::?-’-80/04/04 


8004180351 Forwards IE Bulletin 00-00, "Exam of Canti. < 1 - i i 

o"i [?J‘7 p“''p‘ : 

O^REILLY.J P Rag, on 2. Atlanta, Officn of the Dln.ctor 


00/04/07 
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DOCKET STN-50-491 CHEROKEE NUCLEAR STATION, UNIT I 


A App 1 1 cat I an/con«truc 1 1 on stage doc-ucnents t correspondence 


8004040031 Advises of issuance of NUREG-05QS, "Interim Staff Position 
on Ensi^iron Gua 1 1 f icat i on of Saf et<j<^Rclated Electrical 
Equipment," providing guidance re rtethods for compliance 
ROSS# D F Division of Project fianagement 80/02/03 7pp 


S004170327 "TMI-Plus One Toward a Safer Nuclear Power Program 
* Duke PouiBT Co BO/03/26 13pp 


F Security, medical, emergency it fire protection plans 


8004DBD077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr, has been postponed pending GAO 
clearance under Federal Repts Act 

GRIMES, B K Emergency Preparedness Task Force Q0/03/M 4pp 


0 Adjudicatory correspondence 


Q004030026 Memorandum of understanding between NRC FEMA re prompt 
improvement in rad iolog i cal emergency planning ^ 
preparedness, d 1 str ibuted as Board notificatidn 
OOSSICKiL V Office of the Executive Director for Operations 
00/04/02 34pp 


P Operating license stage documents i eorrospondence 


Q004140430 Forwards comparison of draft 8TS w/snubber functional test 
sampling plan 

COLLINGa,D M Duke Power Co 00/04/03 llpp 


G Inspection reports, IE Bulletins & correspondence 


GDO423OO03 Submits response to IE Bulletin QO^^OO Review revealed that 
no charcoal adsorber cells have been received from 
manufactur er s 

DAIL, L C Duke Power Co 60/03/19 Ip 


8004220105 Ack receipt of IE Insp Repts 50-491/00-02,50-492/80-02 Zt 
50-493/00-02 on 800226-29 No proprietary Info 
DAIL,L C Duke Power Co 80/03/20 Ip 


—8004220119 Forwards IE Insp Repts 50-491 /0O-O2, 50-492/00-02 Z, 
50-493/00-02 on 000226-29 No noncamp 1 lance noted 
MURPHY, C E Region 2, Atlanta, Reactor Construction Engineering 
Support Branch 00/03/24 2pp 


—0004220134 IE Insp Ropts 50-491/00-02,50-492/00-02 U 50-493/80-03 
on 000226-29 No noncamp I lance noted Major areas inspected 
QA program imp lementati on, const program changes & OA audits 
MURPHY, C E Region 2, Atlanta, Reactor Construction Zt Engineering 
Support Branch RAUSCH, U K Region 2, Atlanta, Office of the 
Director 80/03/24 3pp 


0004240426 Ac k receipt of IE Insp Repts 50-491/00-03,50-492/80-03 Z, 
5O-493/0O-O3 on 000303-05 No proprietary info 
DAIUrL C Duke Power Co 00/03/20 Ip 


—0004240430 Forwards IE Insp Repts 30-491/00-03,50-492/00-03 8, 
50-493/80-03 on 000303-05 No noncompliance noted 

BRYANT, U C Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch 00/03/20 2pp 


—0004240434 IE Insp Repts 50-491/00-03,50-492/90-03 & 50-493/00-03 on 
000303-05 No noncompliance noted Major areas inspected 
structural concrete t steel QA QCf settlement monitoring 
program 

GONLON, T E Region 2, Atlanta, Reactor Construction Z> Engineering 
Support Branch LENAMAN, J J Region 2, Atlanta, Office of the 
Olrectpr 00/03/19 5pp 


0004150505 Forwards IE Info Notice 80-12, "Instrument Failure Causes 
Opening of PORV Block Valve " No specific action or 
response necessary 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/31 

2pp 


8004080604 Forwards IE Circular 80-05, "Emergency Diesel Generator 
Lubricating Oil Addition & Onsite Supply " No written 
response required 

O'REILLY, U P Region 2, Atlanta. Office of the Director 80/04/01 

2pp 


0OO41SOO75 Forwards IC Ineo Notice 80-13, "GE Type SBH Control Swltchoa 
Defective CAM Followers " No specinc action or response 
required 

O'REILLY, J P Region 2 Atlanta Office ot the Director 80/04/02 

2pp 

0004240254 Forwards IE Info Notice BO-J4, "Safety Suggestions From 
Employees '' No action requited 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/04/02 

2pp 


0004100375 Forwards lECircolat BO-07, "Problems W/HPCl Turbine Oil 
Sys " No written response requiied 

O'REILLY. UP Region 2, Atlanta. Office of the Director 00/04/03 

2pp 


8004230122 Forwards IE Bulletin 79-03A ' Long I lud ina 1 Weld Defects m 
ASHE SA-312, Type 304 Stainless Steal Pipe " Action required 
0'REILLY,J P Region 2. Atlanta, Office of the Director 00/0-4/04 
Ip 


8004100351 Forwards IE Bulletin 80-00, "Eiam of Containmant Liner 
Penetration Welds " Wtitten response required 

O'REILLY.U P Region 2. Atlanta, Office of the Director 80/04/07 

2pp 


DOCKET STN-50-493 CHEROKEE NUCLEAR STATION, UNIT 2 


A App I ( cat I on/c onstt uc 1 1 on stage documents 4- correspondence 


8004040031 Advises of issuance of N'JREG-OSBB. "Interim Staff Poaition 
on Environ Qualification of Saf ety -Related Electrical 
Equipment," providing guidance re methods for compliance 
ROSS, D F Division of Project Management 00/02/05 7pp 


0004170327 "TMI-Plus One Toward a Safer Nuclear Power Program " 

« Duke Power Co 00/03/26 13pp 

6004140430 Forwards comparison or draft STS w/snuLber functional test 
sampling plan 

CQLLINQS. D M Duke Power Co 00/04/03 llpp 


F Security, medical, emergency 4 fire piotection plans 


8004080077 Advises that submittal date far evacuation time estimates, 
requested by NRC 791226 Itr, has been postponed ponding GAO 
clearance under Federal Repts Act 

GRIMES,!) K Emergency Preparedness Task Force 80/03/11 4pp 


G Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC 4 FEMA re prompt 
improvement in radiological emergency planning 4 
preparedness, d i str i buted as Board notification 
0QS8ICK,L V Office of the Executive Director for Operations 
00/04/02 34pp 


Q Inspection reports, IF Bulletins 4 correspondence 


0OO423OOBS Eubmvts response to IE Bulletin 60-03 Review revoaled that 
no charcoal adsorber cells have been received from 
manufacturers 

DAIL, L C Duke Power Co 80/03/19 Ip 


0004220105 Ack receipt of iC Insp Repts 50 491/00-02, 50-492 /80-02 4 
50-493/80-02 on 000226-29 No proprietary Info 
DAIL, L C Duke Power Co 80/03/20 Ip 


—8004220119 Forwards IE Jnsp Repts 50-491/00-02,50-492/80-02 It 
50-493/80-02 oil 800226-29 No nonComp I ian c e noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 60^03/24 2pp 


—8004220134 IE Insp Repts 50-491/00-02,50-492/80-02 4 50-493/00-02 
on 000226-29 No noncamp 1 lanc e noted Major areas Inspected 
QA program imp lementati on, const program changes & QA audits 
MURPHY,C £ Region a, Atlanta, Reactor Construe t ion 8< Engineering 
Support Branch RAUSCH, J K Region 2, Atlanta, Office of the 
Director 90/03/24 3pp 


8004240426 Ack receipt of IE Insp Repts 50-491/00-03,50-492/80-03 4 
50-493/80-03 on 800303-05 No proprietary info 
DAIL, L C Duke Power Co 00/03/20 Ip 
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U !’ K = j- »7 1 / 2O-492/B0-O3 & 

!'• r*: fiTrcc-piidrc^ not»(J 
r ^ , li •!» Pea'^tcT '! instruction tf Engineering 

*' J ' . - : ? 


pt . 

L 


-»1 i I •■ 1 

*’ r. ' ■'7\ 

• . ' ^ ' ft ’ 

r( ' • F * ^ I r J 


Cir<ct 3 r J 'j ] , 


, ‘ ^ ri 50 492/60-03 L 50-493/80-03 on 

1' e ncted Mdjor areas inspected 
s'sel Or. ' O: lettlenent monitoring 

.rlanti Reactor Construction & Engineering 
, ** I I Pegior. 2 Atlanta. Office of the 
'vp. 


‘ fc’.jj-is It Inf-I rijtite Giz-lS "tnstrunent Failure Causes 

r?#nirj jr I\ . ' * ri-c* 4 l ^ tlo specific action or 
flip cue ressnarv 

{• fl£ni t ( t Re, in *, *)-lanta Ofrire of ♦he Director 80/03/31 

2pp 


i40“r‘u4 r T„iro, Circular ED 05 Energencg Diesel Generator 
tvtrj ati^j Oil AJiitiir ♦ Onsite Supplg ' flo written 
rsspj-s* re^Lirel 

□ Ptlli* ' F Pegjul . AtJsnia Office of the Director 90/04/01 


C''j4l5!l /S FQ-., 4 rC* IE Notice 60*13 ' GE Type SBM Control Sultches 

Ltfecti.e CA** Tcllc-ers Uz specific action or response 
r e^u ire J 

Q PEILlc j F Fcgijn Mflanta Office of the Director 00/04/02 

2pp 


";;C424C/t s 4 Forjarj* 

EnpJov»et ' at^ 
0 FEUtr J F Reg 
2pp 


E hifd Nicice 60-14. "Safety 
on t e^uire j 

Of. r Atlanta Office of the 


Suggestions From 
Director 90/04/02 


Qi:o4ieoj?5 
3 y I ' N i 
0 REKUf 

2pp 


Fcriv4'ds IE CircLljr 00-07. ‘Problens W/UPCI Turbine Oil 
written response required 

J F flegiatp 2, Atlanta. Office of the Director 90/04/03 


6C04230122 Fcruardi IE Bulletin 79-03A Longitudinal Held Defects in 
AEHE 5A-J12 Type 3:4 Stainless Steel Pipe ■' Action required 
D REILlv, J p Pegicn f Atlanta, Office of the Director 00/04/04 
Ip 


t:j04l6o:5l Forwards IE DjUetm 90-09 “Eiam of Containment 
Ptnitration Uelds ’ Uritten response required 
O'SeiLLV J P Region ?, Atlanta. Office of the Director 

2pp 


Liner 

90/04/07 


COCRET 3TN-50-493 CF<ERO/EE WUCLEAPl STATION, UNIT 3 
A Ap p 1 1 c a 1 1 0 n/ •' ons true 1 1 on stage documents f< correspondence 


0404 003 1 Ad 
on Environ 
Equipment. 
POoS.D F 


.^ises of Mswanre cf NJRE0-059B, "Interim Staff Position 
Dual I ncatiofi of Sarety-Related Electrical 
providing guidance re methods for compliance 
Division of Project Management 60/02/05 7pp 


B:0417032'' "TMI-Plut One Toward 
• Dute Power Co 60/03/26 


a Safer Nuclear Power Program “ 
I3pp 


co"par..on o* drau ST5 W.nubb,, funtUon.l t..t 
CDLL1NCS. D M DuW Power Co 80/04/03 Upp 

Smergency fire protection plans 


8004060377 Advises that submit*-al date 
requested by rifiC 79t?26 Ur. has been 
clearance under Federal Rents Act 
CRlHESi B K Emergency Preparedness 


for evacuation time estimates/ 
postponed pending OAO 

TasI Force 80/03/11 4 pp 


0 Adjudicatory correspondence 


6004030026 Memorandum 
Improvement in radi 
preparedness. d istri 
COSSrCK. L F/ Of f 1C 
BO/04/02 34pp 


of unde 
plug I cal 
buted as 
e of the 


rstanding between NRC & 
emergency planning t 
Board notification 
Eiecutive Director for 


FEMA re prompt 


Operations 


0 Inspection reports. It Bulletins U correspondence 


6004230065 Submits response to IE Bulletin 60-03 Review revealed that 
no chaicoal adsorber cells havq been received from 
manufac turei s 

DAIL.L C Dulie Power Co 90/03/19 Ip 


0004220105 Ack receipt of IE Insp Repts 50-491/60-02/ 50-492/00-02 & 
50-493/90-02 on 900226-29 No proprietary info 
DAIL.L C Duke Power Co SO/03/20 Ip 


-9004220119 Forwards IE Insp Repts 50-491/90-02/50-492/60-02 it 
50-493/00-02 on 800226-29 No noncompliance noted 

MURPHY, C E Region 2. Atlanta/ Reactor Construction it Engineering 
Support Branch 00/03/24 2pp 


— B004220134 IE Insp Repts 50-491/90-02.50-492/00-02 it 50-493/00-02 
on 800226-29 No nonconp 1 lancc noted Major areas inspected 
OA program imp ) ementat i on/ const program changes i. OA audits 
MORPHV,C E Region 2, Atlanta, Reactor Construction Engineering 
Support Branch RAUSCH. U K Region 2. Atlanta. Office of the 
Director 60/03/24 3pp 


6004240426 Ack receipt of IE Insp Repts 50-491/90-03.50-492/60-03 Si 
50-493/90-03 on 000303-05 No proprietary info 
DAIL.L C Duke Power' Co 00/03/29 Ip 


—0004240430 Forwards lE Insp Repts 50-491/80-03.50-492/00-03 it 
50-493/80-03 on 800303-05 No noncomp 1 1 anc o noted 

BRYANT. J C Region 2. Atlanta. Reactor Construction & EnglnBoring 
Support Branch 00/03/20 2pp 


—8004240434 Ifc Insp Repts 50-491/80-03.50-492/00-03 ti 50-493/00-03 on 
900303-05 No none amp 1 lanc c noted Major areas inspected 
structural concrete L steel OA t QCi sett loment monitoring 
program 

CONLON. T E Region 2. Atlanta. Reactor Construction Si Engineering 
Support Branch LENAHAN. J J Region 2. Atlanta. Office of the 
Director 00/03/19 5pp 


6004150505 Forwards IE Info Notice 60-12. '"Instrument Failure Causes 
Opening of PQRV t. Block Valve " No specific action or 
response necessary 

O'REILLY/JP Region 2. Atlanta. Or-fice of the Director 00/03/31 

2pp 


60040B0604 Forwards IE Circular 00-05. "Emergency Diesel Oenerator 
Lubricating Oil Addition fv Onsite Supply No written ' 
response required 

O'REILLY, JR Region 2. Atlanta. Office of the Director 00/04/01 

2pp 


0004150075 Forwards IE Info Notice 00-13, "OE Type SUM Control Gwitches 
Defective CAM Followers *' No specific action or response 
required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 00/04/02 

2pp 


8004240254 Foiwards IE Info Notice BO-14, "Safety Suggestions Front 
Employees " No action required 

O'REILLY, JP Region 2, Atlanta. Office of the Director 60/04/02 

2pp 


6004190375 Forwards IE Circular 90-07. "'ProbUms W/HPCI Turbine Oil 
ays No written lesponse required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/04/03, 


0OO423OJ22 Forwards IE Bulletin 79-03A "Longitud 
A5ME BA-312/Type 304 Stainless Steal Pipe " Ac 
O'REILLY, J P Region 2. Atlanta. Office of tb 

ip 


Inal Neld Defects in 
tlon required, 
e Director 80/04/04 


9004100351 Forwards 
Penetration Welds 
O'REILLY, J P Reg 

2pp 


IE Bulletin 80 - 00 , "E*am of Containment 

"■ Written response required 

ion 2/ Atlanta, Office of the Director 


Liner 

00/04/07 


DOCKET 3TN *50-495 SWES&AR-Pl 

documents U correspondence 


Public Utils Commission 6 forwards LER 70-53/017-0,701206 
i documents on dockets for Qct 1970- 

^ 1979-May 1979 Request list end 


before 


RUSSELL, W T 

2pp 


Technical t Administrative Support Branch 00/02/05 
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—0004200098 Forwards QA Prograni Insp Rept 99900509/79-03 on 790301“04 & 
nQtic«» of violation 1/ daviatlon Summarizes background info 
on related enforcement issue 

ftEINMUTHfO W Division of Reactor Construction Inspection 
79/00/10 3pp 


POCKET 50-496 MDNTAOUE NUCLEAR POWER STATION. UNIT 1 


A Application/construction stage documents ( correspondence 


0004040031 Advises t>f issuance of NURCG-0588. "Interim Staff Position 
on Environ Qua 1 i f icat icn of Safety-Re lated Electrical 
Equipment." providing guidance re methods for compliance 
ROSS. D F Division of Project Management 80/03/05 7pp 


I Financial information 


6004150330 Foruards Annual Financial Repts 1979 
BISHOP. R W Northeast Utilities 80/04/02 Ip 


J Insurance & indemrrity information 


0004160254 Forwards Endorsements 37 58 MAELU Policy MF-32 

IFFLANDiR R Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/04/11 3pp 


DOCKET 50-497 MONTAGUE NUCLEAR POWER BTATION. UNIT 2 


A App 1 icat ion/construc 1 1 on stage documents & correspondence 


0004040031 Advises of issuance of NUREO**0588» "Interim Staff Position 
on Environ Qual if icat ion of 9af et9~Re lated Electrical 
Equipment* ” providing guidance re methods for compliance 
RQSB* 0 F Division of Project Management 00/02/03 7pp 


I Financial information 


6004130320 Forwards Annual Financial Repts l979 
aiSHOPiR W Northeast Utilities 60/04/02 Ip 


J Insyrance << indemnity information 


8004160254 Forwards Endorsements 57 it SB MAELU Policy MF-52 
IFFLANDi R R Northeast Nuclear Energy Co Isubs of Northeast 
Utilities) 80/04/11 3pp 


DOCKET 8TN-90-49a SOUTH TEXAS PROJECT. UNIT I 


A App 1 1 cat 1 on/construct i on stage documents correspondence 


6004040031 Advises of issuance of NUnEG-0589i "Interim Staff Position 
on Environ Qual if ication of 6af ety-Re lated Electrical 
Equipment." providing guidance re methods far compliance 
ROBB. D F Division of Project Management 80/02/03 7pp 


8004040017 Submits addl guidance to NUREO-0586. ''Interim Staff Position 
on Environ Qualification of Saf ety^Related Electrical 
Equipment " Requests review of equipment qualification 
documentation to identify degree pf compliance 
ROSBi D F Division of Project Kanagerhent QO/02/21 3pp 


6004040240 Updates nine point action program re QA program identified 
in util 791220 Itr S. 000125 status rept Actions 1-3 it S-B 
have been implemented Proposes to begin placement of 
safety-related complex concrete on 000303 
OPREArO W Houston Lighting it Power Co 80/02/26 3pp 


6004230056 Requests info re auxiliary feedwater sys per Dulletins 
Orders Task Force review of TrtI-2 accident Info should be 
provided as amend to application Bubmlttal schedule should 
include NRC approval prior to issuance of OL W/encl 
ROBS. b. F Division of Project Management 00/03/10 53pp 


8004150126 Forwards request for addl info concerning review of facility 
F8AR 

PARR.O D. Light Water Reactors Branch 3 90/03/10 5pp 


8004010377 Advises that instrumentation it control diagrams for review 
of F8AR Chapter 7 have been transmitted to OW Burke of ORNL 
in response to NRC request 

DARKERiD, 0. Houston Lighting it Power Go 80/03/20 3pp 


80D4140463 Forwards Lowei CO Ri/er Authority data re South TX 
Interconnected Sys interchange for 1979 Data should provide 
indei re types magnitude of member interchange within 
South TX Interconnected Sys 

WEST, U E Teias, State of 00/04/07 Mpp 


r Secul ity. medical, emergency f nre protection plans 


6004060077 Advises that submittal date for evacuation time estimates, 
requested by NRC 79l226 Itr.has been postponed pending GAO 
clearance under Federal Repts Act 

ORIMEB* B K Emergency Preparedness Task Force 00/03/11 4pp 


G Adjudicatory correspondence 


8004100274 No objection to intervener Citizens Concerned About Nuclear 
Power, Inc 000302 motion for extension to answer applicant 
second set of i nierrogator les Objects to 

mi scharac ter i lat ions made in motion Certificate of Sve encl 
BIDOLE. C T Houston Lighting t- Power Co DIDDLE. C T Baker i 
Qotts ao/03/06 5pp 


6004020136 Response to ASLB 600310 memorandum inviting views re 
feasibility of early hearing Concurs w/ASLB suggestions & 
desires to participate m hearing within memorandum 
conditions Certificate of Sve encl 

CULP.R H , SCHWARZ. M D Houston Lighting t/ Power Co CULP. R H 
Lowenste In. Newman. Reis. Axolrad t Toll 90/03/19 4pp 


0004260069 Response to ASLB 600310 memorandum re hearing to consider 
issues on alleged const 6 QA/flC deficiencies Early hearing 
may foreclose possibility of raising similar issues at later 
time Certificate of Sve encl 

8INKIN.L Citizens Concerned About Nuclear Power. Inc 00/03/24 
4pp 


6004030026 Memorandum of understanding between NRC it FEMA re prompt 
improvement in radiological emergency planning L 
preparedness. d istrlbuted as Board notification 
G0981CK.L V Office of tho Executive Director for Operations 
80/04/02 34 pp 


8004210414 Response to A5LQ 000310 memorandum inviting views re 
feasibility of separating admitted contentions Views will be 
submitted when IE investigation re assessment of QA/QC 
effectiveness. is completed U/Cert 1 f icatc of Sve 
TREDY, S A Hearing branch 1 00/04/10 2pp 


K Utility Final Safety Analysts Report (FSAR) amends 


8004220763 Forwards Amend 10 to FEAR. consisting of responses to first 
round review questions concerning initial startup testing 
Affidavit encl 

TURNER. E A Houston Lighting 2/ Power Co 80/04/21 3pp 


—8004220769 Amend 10 to FSAR 

* Houston Lighting i Power Co 80/04/21 I25pp 


M Antitrust correspondence 


6004020200 Response to Central it South Nest Corp et al second request 
for production of documents Stags Sys Inc workpapers 
available for Insp L copying Documents re transactions 
already produced Certificate of Sve encl 

COPELAND. J 0 Houston Lighting it Power Co COPELAND. J 0 Baker it 
Botti 00/02/23 6pp 


6004040072 Notice of appearance in proceeding Certificate of Sve end 
FABRIKANT. R Justice, Dept of 00/02/25 App 


0OO411OD3O Discusses addl request for documents located In Chalker 
personal files Request Is untimely it def Ic lent, fa i 1 ing to 
specify relevancy to proceeding No obligation to respond to 
request by 800227. per Commission Rules of Practice 
STAHL. D M isham. Lincoln Beale 80/02/25 2pp 


000402014? Forwards DOJ it NRC 800228 joint motion for mod of ABLD erd^r 
re settlement discussions for issuance of order to compel 
production of certain documents L testimony Proposed order 
enc 1 

CYPHER!. 0 B Justice. Dept of CHANANIA.F, D Antitrust Division 
00/02/26 4pp 


-"-B004020164 Joint motion for mod of ASLB 790416 order re protectlcrn of 
settlement discussions ^ for issuance of order to compel 
production of documents ^ testimony from Houston Lighting it 
Power TX Utils N/Certi f icate of Sve 

CYPBERT, S D . DflPSOVIC.D A Justice. Dept of CHANANIA.F 0 
Antitrust Division 00/02/20 120pp 
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OrtjJ jtpjjiM'iii r*- Ep le c e r 1 1 f i c a t j on questions 

Pp S-G 

■* Cij*eti^ At>i Limrsirq 3o^r<t Panel SCAPTH. E D 

M^TilirttidU urk'ipjn "0 tJ -r 9pp 


-!I'j34(,rulGS "3 c""cci Litis Co3 to supplement Apr tx Jul 1979 

response^ to firs*^ 6»»‘- j* interrogatories ^ requests for 
prosucti-'n o» Jarure«^t^ Lt ges Kertornance of current new 
oDllgati.ns CrC'*i3^ W/ ■ r ♦ i 1 1 r a t e of Sv/c I proposed order 
CrFtESr £ a It'dur r J^sUce Dept 3* 00/02/20 7pp 


--0OO4GZO1tD Motion to carpel Hoj»ton Lighting t/ Power to supplement 
79CIII ^ 0'lt!7 (injupra tj 7'jn*2 i n t ei i ogator i es Uiges 
fulfillment of current ODlijations arising from development 
of new into ‘certificate or C/c ' proposed order end 
CtPHERT, 3 D , L'JiUE ti J.'sHce Dept of BO/02/20 7pp 


”-80D4020I^G Joint application for issuance of subpoena directed to ED 
Scarth or Ta t/tils Generating Co ^ DE Simmons of Houston 
Lighting Power Requests eiteiision until 000402 bo depose 
DE Sirrons Drart subpoenas ^ Certificate of Svc end 
CVPHERT 5 D nOPSnvlC.D A Justice- Dept of BLUKE. H Antitrust 
Division B0/03/ZS 7pp 


0004020050 Motion for prutedive order re disclosure of Diamond 
Shanroct Corp documentsrin response to ABLD QOOllB subpoena 
duces tecum Documents in question are sobj or contractual 
obligations Certiricate of Svc *> proposed order end 
CyPHERTrS G Justice Oepr or 00/02/27 lOpp 


SOO4O30174 Notifies of change of address for counsel of South TX 
Electric Cooperati v e- Inc * M«'dina Electric Cooperatlvei Itic< 
effec ti /e Q00310 

JOHN D F Akin. Gump, Mauer G Feld 80/03/04 Ip 


0004100490 Discovery rept for Feb 1900 Southwest TX Electrical 
Cooperative. Inc f Medina Electric Cooperative. Inc neither 
initiated nor recei/ed any discovery requests Certificate of 
Svc end 

JOHN. D F Akin Gump. Hauer f Feld BO/03/04 4pp 


S0041 10574 Confirms 800229 telcon re DDJ subpoena of documents from 
Golf States Utils Subpoena covers certain areas also covered 
in Brownsville Public Utils subpoena Util documents 
will be available to all parties 

RADER ft f1 Conner. Moore I Corber 80/03/04 2pp 


0004000273 Response i fi opposition to DOJ f NRC joint motion for mod of 
ASLB order re settlement discussions G for order to compol 
production of documents Negotiations for settlement purposes 
are protected f i om discoveiy per case law G pe’* rules 
aaUKNIGHT. J A Houston Lighting G Power Co « Baker G Qotts * 

Louiens te i n« Newman, ft ^ i s ( A » 0 1 1 ad 6 Toll NRC 00/03/06 13pp 


— 6004000205 Response seeking dismissal of DQJ 000220 motion to compel 
supplementation of inter rogator i es* as moot Answers wore 
served one day prior to this motion Addl suppl will be filed 
if fui thcr responses ai e appropi late U/Cert 1 f i cate of Svc 
FRANKLIN. W J Mouston Lighting G Power Co ^ Baker G Dotts a 
Lowens te 1 n. Newman, ftei s. Axe Irad t Toll 00/03/06 6pp 


8004000360 Response in opposition to DOJ G NRC joint motion for mod of 
ASLB order re settlement discussions G for order to compel 
production of documents NRC policy favoring settlement is 
designed to protect sources involved W/Cerfc i f icato of 0vc 
» Central * Southwest Corp a Isham. Lincoln G Beale 00/03/06 
Hpp 


8004080638 Response in opposition DOJ G NRC 600220 joint motion for mod 
of ASLB order re settlement discussions G for order to 
compel production of documents Negotiations must be 
protected per Rule of Tvidonce 400 W/Ccrt i f icate of Svc 
AHEARN.C D Texas Utilities Generating Co AHEARN. C D DebevoJie G 
Liberman 00/03/06 30pp 


8004090185 Notice of appearance on behalf of Public Utils Doai d of City 
of Drownsvl 11 B. TXf i n consolidated discovery Certificate of 
Svc end 

SPIEGEL. 0 Texas, State of SPIEGEL, G Spiegel G McDiar/nld 
00/03/06 6pp 


8004090434 Discovery rept by Public Utils Board of City of Brownsvilla. 
TX. for Feb 1900 Deposed M Borchelt of Central Power G Light 
Participated in ft Edelstein deposition Received documents 
from Central G South West Corp Certificate of Svc encl 
POIRIER, M R Texas. State of POIRIER, H R Spiegel G McDiarmid 
60/ 03/ 06 6pp 


6OO41DO210 Notifies that DOJ received Houston Lighting G Power Co 
supplemental answers to Central Power G Light Co first 
interrogatories w/o opps Requests Attachment A io Houston 
Power G Light Co second sot of addl answers to NRC 
CyPHERT, S D Justice. Dept of 80/03/06 Ip 


6004080559 Requests pretrial conference to clarify procedural matters 
re ASLB 791214 order, filing testimony summaries G 
designation of trial exhibits 

CYPHEftT, S B Justice. Dept a* CHANANIA.F D Antitrust Division 
RITTS.F H Texas -Loui « 1 ana Electric Cooperat ivc, Inc 00/03/05 

2pp 


0004090204 Discoveiy rept for Feb 1980 Deposed M Taylor, M Hebb,DB 
Simmons G EL Watson Paiticipated m depositions noticed by 


TX-LA Electiic Cooperative G City of Orounsvi 1 le, TX Reviewed 
Diamord Shamiock documents Filed application for subpoenas 
CYPHERT. S D , PAftf.ENTEft, F H Justice. Dept of 00/03/05 gpp 


8004090367 Discovery rept lor Feb 1980 Participated in A Gerber, H Hebt 
E Simmons. V Robertson t GW Beams depositions Attended 
J Tun. I S Phillips depositions Filed motion for addl time 
interrogatories W/CertJ f icate of Svc 

aS/oa/SS ipj t.np.m 


6004100433 Notice of appearance of 0 Spiegel on behalf of Public Util* 
Commission of Brownsvt 1 1 e. TX Certificate of Svc one I 
SPIEGEL. 0 Brownsville, TX SPIEGEL, 0 Spiegel G Me Dior mid 
SO/03/06 6pp 


6004100535 Discovery rept for Jan G Teb , J 960, C I ty of Austin has neither 
Initialed nor received any discovery requests 
8AL0UGH.R C Austin, TX 00/03/07 5pp 


V ........ TMuiit vms uoaro Of city of Hrowfl t Vl I I e . TX, 

lii opposition to Cenlral G Southwest Corp 600222 motion 
for protective order, ro second set of interrogator 1 os G 
production of documents W/Certi f i cate of Svc G 600207 Ur 

80/03/lo” "lapj*"*' R Opl.,.1 I, McDl.rmld 


6004100514 Forwards notice of taking 
AHEARN, C D Debevoise G Liberman 


of deposition of D Springs 
00/03/10 Ip 


8004110024 Discovery rept lor Feb. 1900 City of San Antonio, acting bu G 
through City Public 5vc Board of San Antonio. nel ther ® ^ 

Svc^iHj*'^ received any discovery requests Certificate of 
WOOD. J C San Antonio. TX 


00/03/05 4pp 



on to compel 


CYPHERT. 8 B Justice. Dept of 80/03/05 


8pp 


ts 

ate of Svc 


0004030344 Comments by Public Util» nn.i..A ^ 

NRC A DOJ J .rr’''*"""’' 

di.cjt.l.n, J ,„p treompH ' 

ro.j;?r7, 


aI, — i. ^ V-...,,., v,r uvpwsiciun Of u springs on 600313-^14 

in Atlanta, OA Deponent will be examined on matters re bulk 
power supply G transmission G wheeling sves in TX 
Certificate of Svc encl 

D D.b.vdU. 

^ Scott deposition scheduled for Mar is 
representation that ” 

Vour^ioTo^Ai'' 

Sa ‘i-FT- r 

BUnrSJe'u » Texas-Uou i siana Electric Cooperative, Inc 
aURCHETTE, W H Northeutt Ely 80/03/11 27pp, 

8004090164 Second supplemental response to first set of i 

G document requests Includes info re projected loadJ^ interrogatories 
capacity G teserves as of Q002I5 

^ ^ Texas Utilities Co GLirupii t u i, 

Sampels aO/ 03 /ii gpp R. F K Worsham, Forsythe G 
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fl004070l75 Sup p 1 emen-ta 1 response to third sdt of interrogator ise Se 
document requests Supplemental ansii>er to Interrogatory 16 
end U/Q enc 1 

SLICKER, F K Teias Utilities Co SLICKER. F K Worsham, Forsythe & 
Sampels 80/03/11 3pp 


30040701QD Supplemental response to first set of interrogatories tt 
document requests Includes info re monthly fuel coat 
adjustments for 1979 

SLICKER, F K Teias Utilities Co SLICKER, F K Worsham, Forsythe L 
Qampets 60/03/11 4pp 


6004100034 Foruards DOJ subpoena requiring DE Simmons, util vice 
president, to testify 600331''0402 Confirms that Simmons uill 
be available for depositioTi on 800404-05 instead of dates 
listed in subpoena W/o enc 1 

CYPHERT, B B Justice. Dept of 60/03/11 Ip 


6004i00S2i Fourth supplemental response to first set nf i ntorrogator i es 
& document request! Includes info re cities it utils which 
have explored power alternatives offered by TX Utils Co 
SLICKER, F K Texas Utilities Co SLICKER. F K Worsham, Forsythe fc 
Sampola 80/03/11 3pp 


Q004030258 Response in opposition to schedule proposed by NRC for reply 
to motion to quash 800231 subpoena directed to R Frame Merit 
of NRC argument will be better evaluated after Lerner 
deposition Suggests 800321 for reply W/Certlf Icaie of Svc 
KNOTTS, J B Texas Utilities Generating Co 80/03/12 5pp 


8004020113 Forwards Houston Lighting Power 800313 petition for 
directed certification of ASLB 800307 order re confidential 
documents of settlement negotiations 

BOUKNIGHT, J A Lowenste in, Newman, Rei s. Axe trad tc Toll 80/03/13 

2pp 


—8004020119 Petition for directed c ert 1 fi cation, inter im stag & review of 
A9LH 800307 order requiring Houston Lighting It Power to 
produce settlement negotiations documents Urges reversal of 
ruling W/excerpts of 000307 prehearing transcript 
BOUKNIOHT, J A . GREEN. 0 O Houston Lighting & Power Co 
BQUKNIOHT, J A Uowens te i n, Newman, Rei s. Ax e Irad it Toil 00/03/13 

19pp 


— 8004020122 Order re NRC 790323 miotion to compel further answers to 
Houston Lighting ft Power first interrogatories Directs util 
to furnish list of privileged documents Orders responses to 
majority of questions W/excerpts of 790601 prehearing 
MILLER, M E Atomic Safety and Licensing Board Panel 79/04/16 
9pp 


G0040B0D28 Forwards DOJ third supplemental response to Houston Lighting 
l< Power Co first set of Intarrogator les Documenli responsive 
to util 790204 second set of interrogatories end Documents 
re second interrogatories not oncl 
CYPHERT, 8 B Justice, Dopt of 80/03/13 Ip 


— 0004000033 Third supplemental response to first sat of interrogatories 
8( document requests Includes info re OT Taylor testimony re 
four relevant product markets in proceedings 
CYPHERT, 8 0 Justice, Dept of 00/03/13 30pp 


8004080073 Application for issuance of subpoena directed to FO Arey of 
Webster Engineering Corp, to be deposed & to produce 
documents re interconnections V interconnected sys Draft 
subpoena tc Certificate of Svc end 

GREEN, D 0 Houston Lighting tc Power Co « Baker Sc Botts * 
Lowenstein# Newman, Rel s, Axelrad U Toll 00/03/13 I3pp 


8004090439 Ac k receipt of it accepts 800312 Itr in lieu of Interrogatory 
answer per 800307 prehearing ruling Ltr does not solve 
Houston Lighting U Power problems re C Stover deposition OQU 
800311 & 12 Itrs 6 Certificate of Svc encl 

GREEN, D 0 Lowenste in, Nawman. Rel s. Axelrad ti To'll 00/03/13 lOpp 


6004100545 Response to third set of interrogatories Includes Info 
re electric power Sc energy delivered to various utils during 
Dec 1979 Certificate of Svc end 
* Texas Electric Service Co 00/03/13 16pp 


8004080370 Discovery rept for Feb 1900 Deposed J Wilton, OC Campbell 8c 
V Robertson et al Attended DOJ t NRG depot 1 1 ion s. Served 
600201 first set of Interrogatories to NRC Received addl 
responses to interrogator ies Certificate of Svc end 
FRANKLIN, W J Houston Lighting 8c Power Co a Baker 8, Dotti » 
Lowenstein, Newman, Re Is, Axelrad 8< Toll 60/03/14 7pp 


8004040078 Comments by Public Utils Board of City of Drownsvi 1 le, TX, 
stating no position re consolidation for trial advised by 
ABLE during 600307 prehearing If consolidation ordered, rl ght 
of crosi’'examlnatian must be preserved W/Cer tl fl cate of svc 
POIRIER, M R , POIRIER, M R. Texas. State of 80/03/17 7pp, 


8004000153 Statemofct in opposition bo consolidation of proceedings for 
hearing purposes, pe? A’LLD 800307 prehearing conference 
request Issues not ideiiClc-a] * evidence in South TX Project 
may not be related tea Comrnanche Peak W/Ccrti r i cate of Svc 
STAHL, D M Centra) it Southwest Corp STAHL, D M Isham. Lincoln ft 
Beale 00/03/17 9pp 


8004080247 Discovery rept for Feb 1980 Participated in Ammons . D earns . 
Borche 1 1. Campbel 1 J t Vaibrough depositions Inspected DDJ 
documents Received opposed Central b Southwest motion for 
addl time to replc/ ta interrogatories W/Certi f icate of Svc 
AHEARN. C 0 Texas Utilities Co AHEARN, C D Debevoise S. Liberman 
00/03/17 5pp 


8004060401 Submits TX Utils Generating Co response to ASLO 600307 
request re views on consolidation ot proceedings for 
hearing puiposes Urges complete consolidation 
KNOTTS- J B Debevoise Liberman 60/03/17 4pp 


6004080663 Ordei confirming results of 000307 oral argument NRC & DOJ 
joint motion. re mod of order concerning protection of 
settlement d i scus s i ons. granted in part Parties may not 
engage in further discovery re documents included in motion 
GLASER, M L Atomic Safety and Licensing Board Panel 60/03/17 
2pp 


0004210437 Notice of appearance in proceeding Certificate of Svc encl 
GLAZIER, K H Justice, Dept of 60/03/17 4pp 


8004090427 Discovery rept for Jari-Feb i960 Participated in M Otymy 
deposition No discovery requests initiated Certificate of 
Svc encl 

DURCHETTE, W H Te xas”Lou i s i ana Electric Cooperat 1 ve. I nc 
BURCHETTE.W H northcott Ely 00/03/19 3pp 


8004010517 Order denying NRC 800311 motion to quash subpoena of R 
Frame TX Utils Generating Co entitled to test ND Lerner 
credibility by questioning work 4 documents prepared by 
Frame for Leiner review 

WOLFE, S J Atomic Safety and Licensing Board Panel 60/03/20 2pp 


8004030347 Response in opposition to TX Utils Generating Co, Houston 
Lighting & Power Co 6 South West Corp 600313 petitions for 
directed certification of order compelling production of 
documents News article *t Certificate of Svc encl 
CHANAKIA. F D . BLUNE,H B . HODOpON, A P Antitrust Division 
00/03/20 21pp 


8004100177 Memorandum in opposition to petitioris for directed 
certification filed by TX Utils Generating Co, Houston 
Lighting 8< Power Go t Central t> South West Corp et al,re 
ASLB 000307 order Certificate of Svc encl 
CYPHERT. S D , DOPQOVIC.D A . GLAZIFft, K M Justice, Dept of 
80/03/20 26PP 


8004100442 Supplemental response to first set of interrogatories 4, 
request for production of documents Includes info re 
utils which purchased coal-fired economy energy from City 
Public Svc Board of San Antonio 

WILS0N.hr San Antonio, TX WU6C1N,WR Matthew!, Nowlin, 
Macfarlane i Barrett 60/03/20 12pp 


0004100444 Supplemental response to flist set of interrogatories & 
requests for production of documents Includes Info re San 
Antonio refusal to transmit oi receive interstate electrical 
power, £x h 1 b 1 te responsive to interrogatories encl 
WILSON, W n San Antonio, TX WILSON, W R Matthews, Nowlin, 
Macfarlane 8, Barrett 00/03/20 I6pp 


— 8004100447 Supplemental response to Brownsville Public Util Board 
Initial interrogatories f, first request for production of 
document! Includes info re joint action contemplated by 
members of TX Intel connac ted 6ys Certificate of Svc end 
WILSON, H R San Antonio, TX WILSON, WR Matthews, Nowlin, 
Macfariane tt Barrett 80/03/20 66pp 


8004100534 Response to DOJ First set of interrogatories Includes info 
re TX electric coapprativas t wholesale suppliers 
Certificate of Svc end 

* Texas Electric Service Co 60/03/20 21pp 


8004010262 Clarifies NRC updated response to Houston Lighting 8, Power 
first set of interrogatories 6 request for production of 
documents 

BUUME.M B Antitrust Division 00/03/21 2pp 


8004040104 Motion to quash subpoena directed to OW Stagg upon DOJ i 
NRC joint request Absent evidentiary reliance upon Stagg 
Syo, Inc uor I t pontes ti fying outside consultants are not subj 
to discovery process, per established rule 

FRANKLIN, W J Houston Lighting i Power Co 60/03/21 4pp 
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[i0040>JOtfTa »hat uightinj % Power tfoet not intend to 

tfliy on StiJ 9 In, it'jdie* d* part of defenve in 

prQC»»din; f*»?C ' '"entral 'j So'jtnwett Corp contentions re 
'jtsjg ii>jdg bdted >ri '>i:i>'oiKe:ktion W/Certiticate of Svc 
CRECri, D a l agensttin ^e*iTar Reis Aielrad t Toll 60/03/21 7pp 


f’',.04lt0in Reiponai lo NRC ' Central t South Uest Corp conmentt re 
c onsol I Jd t j on Se.eranc** a? gunents based on belief that util 
will relv tn by jtajj Sysrjnc as part of defense Util 

will not rely on Etagg study Certificate of S^rc enc I 
GREEfi D C Lo'jenstein, New-an fieis Avelrad & Toll 60/03/21 &pp 


E0040303i0 Response by Public Utils Board of City of Srounsvl 1 le< TX in 
opposition to none onso 1 1 dat 1 on or proceeding suggested by 
SRC ^ Central 4 South West Corp In event of separation. 

South TX case should be heard first Certificate of Svc end 
SPIECFL.G Teids, State of 80/03/24 9pp 


B004090123 Order giving parties one wk to provide add 1 authority re 
ekistence of settlement privilege Memoranda addressing Issue 
should be received by 000404 f response thereto by 000409 
BISHOP. C J Atomic Safety and Licensing Appeal Panel 00/03/20 
2pp 


8004090456 Protective order, in favor of Houston Lighting t* Power, re 
confidential corporate study produced in response to NRC 
initial interrogatories Parties may challenge claimed 
confidentiality by seeking judicial review per FOIA 

UQLFE.S J Atomic Bafety and Licensing Board Panel 00/03/31 4pp 


6004100243 Order granting in part NRC motion to compel addl reipanaoa 
by Houston Lighting ti Power (HL4P) Accords confidentiality 
to N Lerner analysis re Midland settlement Grants HL&P 
motion to compel MRC questions re RH Hartley testimony 
UOLFEiS J Atomic Safety and Licensing Board Panel BO/03/31 3pp 


^004250049 Response in oppQ:»ition to Public Utils Board of City of 
Drowns V 1 1 1 e, fk QC03I7 cor-ents requesting admittance as 
party in consolidated proceeding Statement of interest 
untimely 4 vague Certificate of Svc enc 1 

AHEAHN. C D Teias Utilities Generating Co AHEARM.C D Debevoise 4i 
Liberman 00/03^25 "^pp 


0004100420 Public Utils Board of Brownsville motion for leave to file 
affidavit as amicus curiae Brownsville is party to 
proceeding but has not formally appeared in appellate 
proceeding Certificate of Bve end 

SPIEGEL. 0 01 ownsvi lie, TX SPIEGEL. 0 Spiegel 8< HcDiarmid 

60/03/31 app 


0CO41OO271 Motion to compel production of documents by Southwest TX 
Electric Cooperative re subpoena directed to general manager 
E McGinnes Requests to strike McGinnes 8001221 deposition if 
documents are not produced W/draft subpoena & documentation 
GREEN D G Houston Lighting 4 Power Co ♦ Baker U Botts » 
Lowenstein. Neu,-an. Rei s Aielrad 4. Toll 00/03/26 ISpp 


— 0004100430 Affidavit of RE Roundtree. genera I manager of Orownsvi I 1 a 
Public Utils Board re agreement among TX "lOUi" for 
const of two dc interstate ties of 500 MU t. 250 MW 
Brownsville prepared to entei settlement negotiations 
ROUNDTREE, n E Drownsvi I le. TX 00/03/27 3pp 


—6004100278 Motion to compel production of documents by Midwest Electric 
Cooperative re subpoena directed to general manager 
P Netiel Requests to strike Hetiel rescheduled deposition if 
documents are not produced H/subpoena 6 Certificate of Svc 
GREEN D G Houston Lighting 4 Power Co * Baker L Botts # 
Lowenstein. Neuman. flei s. Aie Irad t Toll 00/03/26 I5pp 


6004090420 Application for issuance of subpoena directed to Gulf States 
Utils Co re settlement documents Documents not produced in 
response to 790709 000118 subpoenas Urges production to 

extent allowed by A5LAS 

DLUME.M D Antitrust Division 60/03/27 2pp 


■0004000424 Subpoena directed to Gulf States Utils Co requesting 
settlement documents, for inip 6 copying. in Washington. DC 
on 000402 Subpoena may be quashed or modified upon request 
Certificate of Svc end ^ 

MILLER. M E Atomic Safety and Licensing Board Panel 00/03/27 

6pp 


0004090126 Order denying Houston Lighting S. Power 000321 motion to 
quash subpoena directed to GW Stagg upon DQJ request Prior 
rulings. re nontestifying outside consul tants. do not apply in 
this proceeding due to relevancy of Stagg studies 

WOLFE, S J Atomic Safety and Licensing Board Panel 60/03/27 3pp 


Forwards Houston Lighting i, Power 600327 motions to compel 
production of documents by NRC expert witnesses RH Hartley i ^ 

NC Lerner Requests 600331 conference call prior to scheduled 
oepositiont 

FRANKLIN. W J Lowenstein. Newman. Rets. Aielrad U Toll 80 / 03/27 Ip 


■0004210392 Motion to compel 
expert witness RH Hartley 
established on Pages 421- 
transcript re ASLB 600625 
FRANKLIN. W J Houston Li 
Lowenstein. Newman. Reis. Ax 
00/03/27 4pp 


testimonial questions answered 
Discoverability of questions 
423 of prehearing conference 
order 

ghting Power Co FRANKLIN. M 
eirad he Toll * Baker U Botts 


J 


by NRC 


■-8004210394 Submits preparat 
intrareglonal interconnec 
pooling matters 
HARTLEV.R H Afftliacipn 


ion study for 600220-21 meeting ft 
tlons. transmission lines & other 

Unknown 80/01/29 2gpp 


qpp ^'•wm«n,Rels, Axelrad St Toll 00/03/20 


N L..n.r r. Mldl.n. pr'e^SinJ 

F!!AHKLtN’H'’d ‘“nJHIt.rLUhMM Tp" Bve 


6004000172 Updated response to Houston Lighting t Power second set of 
interrogatories t/ TX Utils first set of interrogatories 
Anticipates RE Corder participation as witness re areas 
discussed during Corder deposition Certificate of Bve and 
CHANANIA, F D Antitrust Division 60/04/01 5pp 


0004100240 Order requesting parties in directed certification 
proceeding, to respond to Utils Board of City of Brownsville. 

TX 800331 motion, by 600409 

BI6HOP.C J Atomic Bafety and Liconsing Appeal Panel 00/04/02 

2pp 


BOO4I0O151 Forwards joint motion for extension of time Motion is jolnod 
in by all parties to proceeding except DOJ t City Public 
Utils Board of Drownsvi lie. TX 

KNOTTS. U B Debevoise U Liberman 00/04/02 Ip 


r V >3w-uay exsension for all procedural datoi 

notion is based on progress of meaningful settlement 
negotatlons which could lead to resolution of part or all of 
proceedings Certificate of Bve end 

CHANANIA. F D Antitrust Division COPELAND. J, G Houston Light ino 
& Power Co STAHL, D H Central Power V Light Co 00/04/02 

8004140003 Third set of addl answers to NRC 770U5 initial 
interrogatories Simmons Waodton are expected to titfclfu re 

Interconnections ..»ry le 

franklin. W J Houston Lighting t. Power Co s Baker $. Botts e 
Lowenstein. Newman. Reis, Axelrad t. Toll 00/04/03 2 pp 

^°e^te??ion^aru!!l! by Orowntvlllo to joint motion for 

extension of time 4 request for prehearing conference, 
miscellaneous atfcy util corrospondenc e. of f i davi t it 
estimates Certificate of five end 
8PIEOEL. 0 , POIRIER, M R Bplegel it McDiarmld 00/04/03 I9pp 




GREEN, D 0 Uwenstein.Newman,Rei,. Axelrad S. Toll bSJS^/OB 2pp 

C.rtl.U.U Of Svc prlva.c 

BWMS.M b . HDDODON,A P AnUtvo.t Dlvi.lon 80/04/04. 
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Q0041S0083 Order setting 800411 conference at NRC Hearing Room« 
BethesdarMD Oral argument will address NRC & DOJ joint 
motion for 30-dag extension U Houston Lighting Ic Power 
800403 motion to compel Utils Board of Qrownsville 

WOLFEj S J Atomic Bafetg and Licensing Board Panel 80/04/04 2pp 


8004170312 Memorandum of authorities re d i sc overah i 1 i tg of settlement 
documents Urges reversal of A8LB 800307 ruling due to 
privilege rocognlied par case law it federal rules of 
evidence Supporting documentation Certificate of Svc end 
BQUKNiOHTi J A , GREEN. P G Houston Lighting it Power Co 
QQUKNIOHTf J A Baker ti Botts 80/04/04 Qlpp 


6004220138 Memorandum of authorities in support of settlement 
privilege Documents prepared in connection w/settlement 
process should be protected from discoverg under work 
product privilege Certificate of Svc end 

STAHLrD Central St Southwest Services* Inc STAHL. D Isham. 
Lincoln it Beale 80/04/04 lOpp 


0004240043 Consent motion for two-wk extension to respond to Houston 
Lighting Power Co motion to compel production of 
documents Represents that util consents to extension 
Q'NEILL.R A Bouthwest Texas Electric Cooperative O'NElLLiR A 
MllUr. Dalis S< O'Neil 80/04/04 3pp 


8004240045 Certifies svc of consent motions for extension to respond to 
Houston Lighting Power Co motion to compel production of 
documents from Midwest Electric Cooperative Bouthwest TX 
Electric Cooperative* on 800404 

O'NEILL* R A Hi Her* Dal is «< P'Nell 80/04/04 4pp 


8004240053 Consent motion for two-wk extension to respond to Houston 
Lighting b Power Co motion to compel production of 
documents Represents util consent to extension 

0'NEILL*R A Southwest Texas Electric Cooperative Q'NElLLiR A 
Miller* Balls t* O'Neil 80/04/04 3pp 


6004240173 Memorandum* per ASLAB 800326 request* stating addl authorities 
re directed certification of settlement document Issue 
Treatises t* modern trend hold inadmi ssl b 1 1 1 tg of privileged 
documents as evidence Certificate of Svc end 

KNOTTS* J D * AHEARNiC D Texas Utilities Generating Co KNOTTS* J Q 
Oebevolie (i Liberman 80/04/04 22pp 


8004250106 Advises of arrangement to deliver Houston Lighting Power 
pleadings moving to compel documents re C McGinnes U P 
Metrel subpoenas Consents to l4’'dag extension for responses 
Certificate of Bvc end 

GREEN* 0 0 Louenste in* Newman* Rcl s* Axelrad Toll 80/04/04 5pp 


8004100552 Motion to issue order compelling Southwest TX Electric 
Cooperative general manager E McOinnes to produce* for 
insp copg ing* documents sot forth in motion Draft 
subpoena ii Certificate of Svc end 

GREEN* D 0 Houston Lighting S. Power Co GREEN* D G Baker & Botts 
80/04/07 18pp 


—8004100860 Motion to issue order compelling Midwest Electric 
Cooperative & general manager P Netiel to produce* for insp 
copglng* documents responsive to subpoena served on 
Netril Draft subpoena & Certificate of Svc end 
GREEN* D Q Houston Lighting << Power Co GREEN# D 0 Baker S- 
Botts 80/04/07 ISpp 


8004230154 Motion to preclude DOJ from filing principal brief re A8LAD 
800328 order DOJ failed to file principal brief by 000404 
DOJ seeks to obtain unfair tactical advantage by untimely 
filing 

BOUKNIOHT* J A,. GREEN* D Q Houston Lighting S( Power Co 
B0UKN10HT*J A Baker Botts 80/04/07 3pp 


—8004230162 Order directing all parties to furnish ABLAQ w/addl 
authority re privilege against discovery of documents, 

Memoranda due on 800404 

BiBHDPiC J Atomic Safety and Licensing Appeal panel 80/03/28 
6pp 


8004240061 Motion for A6L0 to reconsider extending procedural dates for 
30 days. Requests 600408 conference call to rule on 
extentlon TX Utils Generating Co is only party to be 
prejudiced by extending dates 

CHANANIA*F Antitrust Division DOUKNIOHT*J A Houston Lighting it 
Power Co. DURCHETTE* W H Texas-Loolf lana Electric Cooperative* Inc 
80/04/07 3pp. 


— 8004240071 Supplemental argument U representations Addl time required 
by utils to make progress in settlement discussions 
Discussions began Sept 1979 Parties are optimistic about 
possibility of reaching quick settlament 
BUfiCHETTEi W H Texai-Uouisiana Electric Cooperative* Inc 
KNOTTS* J D, Texas Utilities Generating Co 80/04/07 5pp 


B004210147 Dxsco^^ery tept for riai 1980 Deposed JA Bruggoman. JT lenders* 
AJ Wood fy DA Sprii>g3 Moved to compel NRC deposition of ND 
Lerner Responded to D8J motion to compel supplemental 
answers to first interrogatories U/Cei t i f i caie of Svc 
FRANKLIN, W J Houston Lighting x Powei Co TRANKLlN. W J 
Lowens te 1 n* Newman* Re ) S j A xelrad i Toll 80/04/08 6pp 


8004150157 Response to Houston Lighting t Power. TX Utils Generating Co 
& Central S South West Cos 800404 memoT anda of authorities 
re settlement privilege Urges affirmation of ABLR 800307 
order le production of documents W/Certincate of Bvc 
CHANANIA.F D , HODGDON.A P Antitrust Division 80/04/09 lOpp 


0004170347 Response to Public Utils Board of City of Brawnsvi 11 e. TX 
800331 motion to file RE Roundtree affidavit as amicus 
curiae Disclosure of documents should not affect potential 
for settlement Certificate of S^c enc 1 
CHANANIA.F D Antitrust Division 80/04/09 6pp 


8O04220021 Response to Public Utils Board of City of Brownsv i 1 1 e* TX 
800331 motion to file Roundtree affidavit Requests to file 
counter-af f tdavi t. re status of set t lement, i f Roundtree 
affidavit is accepted by ASLAB Certificate of Svc end 
KNOTTS. J B Texas Utilities Generating Co 80/04/09 6pp 


8004220153 Response to Houston Lighting i’ Power 800403 motion to compel 
production of documents fy deposition of Public Utils Board 
of City of ProwTisvl 1 le. TX Does not oppose motion if iubj to 
end protective order Appearance 4 Certificate of Svc end 
ROTH, A J . JACOBS* J C Florida Cities ROTH. A J Spiegel 
KcDiarmid 00/04/09 )4pp 


8OO4240S62 Response in opposition to NRC 800404 memorandum of addl 
authorities re existence of settlement documents privilege 
Congress did not intend to freeie developing law of 
privilege W/Certi f Icate of Svc 

KNOTTS. J B , AMEARN'C D Texas Utilities Generating Co KNOTTS. J D 
Debevoise fjt Liberman aO/04/09 8pp 


6004170351 Order granting 30-day extension for procedural matters, 
amending ASLR 791314 order' re discovery schedule 8t directing 
consolidation of proceedings for pretrial it evidentiary 
hearings Consent mettons for extension to 800404 granted 
MILLER/M E Atomic Safety and Licensing Board Panel 00/04/10 
5pp 


8004210141 Order denying Houston Lighting 1* Power motion seeking to 
precludo DOJ memorandum of addl authorities filed per ASLAB 
800328 order 

BISHOP* C J Atomic Safety and Licensing Appeal Panel 80/04/10 

2pp 


8004230033 Forwards TX Utils Generating Co affidavit of LF Fikar 
requested during 600409 oral argument 
KNOTTS* J D Debevoise i, Liberman 80/04/10 Ip 


-“8004230041 Affidavit stating that Central it South West Corp* Houston 
Lighting t Power Co & TX Uiils Co Sys have reached agreement 
in principle re interconnection disputes Agreement may form 
basis for discussions w/other parties W/Corti f icate of Bvc 
FIKAR. L F Texas Utilities Generating Co 00/04/10 5pp 


6004230002 Responds to Public Utils Board of City of Brownsvi 11 e, TX 
opposition to joint motion for extension of time Objects 
to alleged refusal to wheel I* submits ML Borcheit 
affidavit in response to alleged exclusion from discussions 
STAHL* D M Central it Southwest Corp STAHL. D M I sham* Lincoln it 
Beale 80/04/11 3pp 


—8004230007 Affidavit responding to Public Utils Board of City of 
Brownsvi 1 le* TX allegation that Brownsville has been excluded 
from discussions re interconnection Clarifies statement made 
at 000327 meeting Certificate of Svc end 
DORCHELT.M L Carolina Power i Light Co 80/04/10 iOpp 


8004290227 Discovery repfc for Mar-Apr 1980 Participated in FJ Meyer, KK 
Noodson (/ CM Stagg depositions Filed opposition to petitions 
for directed certi f icati on i* reversal of ASLD 000307 order 
Joined other parties in moving for procedural extension 
CHANANIA.F D * BLUME. M D . HD0GDDN,A P Antitrust Division 
80/04/25 3pp 


N Antitrust hearing transcripts 


8004150298 Transcript of 000409 hearing in Bethesda*MD Pp 1-140 
e Commission BO/04/09 140pp 
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I Inspt* tJor rep-'M K J * c or r e sp ond en c e 


t ‘ij4070Ci*^»^ Ro fcjTtdt ti Jf J' lle<^in "Possible Malfunction of 

N^S'ITD Midel fAl.'> -Jl*' pel at Eles/a^^ed Tenpa " lifcll 

uvll "jinit pro^'i'is >e 5 t#n^rO'jiited iiffut suitcb 

'-n tiLili^i s a*" ” intprv-ali 

TU'^NfR f- A Lij ♦'itiq '/ POifer Lo SD/02/01 Ip 


S l^oportable occurrences, lER^ it related cori esponOehce 

8004010332 Disrusses possible reportable deficiency re backfill matl 
ETitent of nonconfoiming backfill compaction ^las not ftean 
fully defined Initial testing Indicates that noncciO f orntatic es 
at B localited Incident ufi 1 1 be levleujecf furt/ior 
TURNER, E A Houston Lighting h POiuer Co 00/03/31 Spp 


QC04lQ',rt4 F^rjsr-Js Jfc' Jnsp ^T-pti 50-4R8/ 60-02 t SO-^'J'f/GO-OZ on 
“SOOtOL Cj rli 'I'lnco*’? I 1 n'-«’ed 

E '1 ' Psi'cn 4 C alias Reactor Construction fc Engineering 
SuppOr» Drafi<‘n R'3/u;‘'ri i'pP 


eoO4Q403'?4 Foriijarda first intei Im deficiency rept cpfisistlng of 
scheoialic drauriog of logic foi liner plate bulge repair 
□PREA< 0 W Houston Lighting Poiaei Co DO/03/24 Jpp 


--0034lPi)2irj It ln«p Repts bO-d'/S^QO-OS *> 50-499/00-02 on 000203-08 No 
nonr (.It? I laTice noted Majot areas inspected const activities 
re reTie^ of pmcBduiei * observation of wort re reactor 
coolant ptpii^g ' ItciTJsee actions on previous insp findings 
hail R E T0"Lir'5DN T P Region 4, Dallas, Reactor Construction 8, 
Eng iTieer 1 fig Support Ilranch lROSSMAN, U A Region 4, Dallas, 

Office of the Directrii 80,02/20 "'pp 


RI040101J6 Responds tii It OulKtifi 79“23i "Rossible Malfunction of 
NAMCO Mudei EAI8V LiJ^i*' Su/tcbes at Elevated Temps '' Updates 
600201 response to NRC Fi»her Controls initiated corrective 
action t. Wej tingh Ouse sui^rhes not atfected 
TURNER E A Houston Lighting I Power Co BO/02/27 3pp 


£004140107 Corrects typographical error in util response i6T-HL-AE'-4 J7) 
to NRC Insp Repts 5D“4«U/ 79-19 8, 50-499/79-19 
TURNER E A Housrort Lighting I Power Co 00/02/26 Ip 


0004070057 Ack receipt or /9in3 t 80021? Urs informing NRC of steps 
tJken to correct violations noted in |E insp Repts 
50-490/79-15 i 50-499/79-15 

EEIDLE,W C Region 4. Dallas, Reactor Construction U Engineering 
Support Branch 00/03/11 Ip 


^~B0040700iO Responds to NRC BOOU4 Hr re violation noted in lE Insp 
Rflpts 50-496/79-15 It 50-499/79-15 Corrective actions 
concrete platedient was rpvibrated satisfactorily Vibrator 
operators will be retrained e/ery 90 days 
TURNER. e A Houston Lighting t Power Co 00/02/13 2pp 

800430, D02a forwards IE |nsp Repts 50-498/BO-03 «. 50-499/80-03 on 
800226-29 Ho nontompl lance not^d 

SElDLEiN L Region 4. Dallas. Reactor Construction Zt Engineering 
bupport Branch 00/03/11 2pp ^ 


0004300035 IE Insp Repts 50-49S/B0-03 / 50-499/00-03 on 800226-29 No 
noncompl ianco noted Major areas inspected site touts reac tor 
welding t other safety-r e lated weld mg, records review i 
procedures for piping f Abruption 

MALL.R E , CROSSMAN, W A , GILBERT, L D Region 4. Dallas, Office of 
the Director e0/03MJ 4pp 


800226 6 791102 Itrs informing NRC of steps 
violations noted in JE insp ;?eptg 
50-496/79-13 f/ 50-499/79-13 

f^^actor Construction & EnoineePlna 
Support Branch 00/03/21 Ip “ peer mg 


-8004300523 Responds to nRC 800131 Hr requesting addl jnfp n. 
violations noted in IE Insp Repts 30-490/79-18 *, 
»0-4W7?-,3 C.rr.ct.ve o* 

TUBKeft « coorjinito, «u(;horlti, 

turner, E A Houston Lighting t Power Co 00 / 02/26 2 pp 


0004240216 Forwards lE Info Notice 00-14, 
Employees '* No action reouired 
SEYPRtT.H V Region 4, Dallas. Office 
Ip 


"Safety Suggestions From 
<>f the Director 80/04/02 


0004220260 
Sys ” No 
SEVfRiT.K 
Ip 


Foruatds IE Circular 00-07, 
written t Bsporise required 
V Region 4. Dallas, Office 


Problems U/HPCI 
of the Director 


Turbine Oil 
00/04/03 




— 0004040409 Fust interim deficiency repl consisting of schomatic 
drawing of logic for liner plate bulge repair 
A Houston Lighting ?/ Power Co 00/03/24 Ip 


8004040390 Advises that potential doficioncy i upoptod on 800226 
involving main feedlinc luptuio w/assumod failoio in sionm 
generator blowdown sys does not constitute safety concain 
Considers matter closed 

OPREA, 0 N Houston Lighting V Power Co 80/03/2? 3pp 


8Q04160384 Final deficiency tept ie voids detected under crossouer 
leg embed plates Evaluallan shows that condition would not 
affect safety of p 1 ant, thei of ore not ropoi table per 
10CFR90 5S<e) 

TURNER, E A Houston Lighting t. Power Co 00/04/09 3pp 


0004160423 Interim deficiency rept ro wolds In ossentlai cooling water 
sys Methods to verify integrity of weld joints are being 
evaluated Second interim ropt will bo submitted by 000613 
Oversiie di^wlng Indicating weld locations enc 1 
TURNER, E A Houston Lighting i Power Co 00/04/10 4pn 


6004180481 Peficioncy repfc re unqualifiod mptoi opeiatai for trip K 
throttle valve of turbine driven aumUary foodwatoi pump 
Defective motor operatoi s will 6o replAcod w/lC qualified 
pumps mfg by Terry corp, prior to plant startup 
TURNER, E A Houston Lighting i, Power Co 80/04/11 4pp 

6004290398 Interim deficiency ropt re broken tie-dflun studs in Unit I 
Polar Crane rail Caused by bioldiny w/liiu) range parameiej s 
^ncl plan issued for irisp testing of selected studs 4, 
associated plates Failures examined by stud suppliei 
TURNER, E A Houston Lighting t Power Co 80/04/16 I6pp 


T Hearing transcripts on non-anti trus t mattoi s 


0004210312 Transcript of 000327 hearing in Dothesda.MD Pp H 12/ 

» Atomic Safqty and Licensing Appeal Panel 80/03/2/ IClOpp 


DOCKET 8TN-50-499 SOUTH TEXAS PROJECT. UNIT 2 
A^^Application/constructian stage documents tt corretponderao 

6004040031 Advises of issuance of NUREG-0568, "Intepim Qlaff VotiHon 
on Environ Goal i f icaii on of 6af e ty-Re latod Mgctrical 

""'<^hods for compliance 

ROSS, D F Division of Project Management 00/08/09 7pp 

8004040017 Submics add! guidance to NUREN-O9D0, ^'Interim IJtaff PosHlon 
on Environ Qualification of Safety-Re latod LUctt'ical 
Equipment " Requests review of equipment qualification 
identify degree of coejpliarjf# 

R08B. DF Division of Project Management 60/Oti/2| 3pp 

8004040240 Update, „ In. po.nt «tiB„ projrM. t. OA progr.™ 
in ucii /91820 Hr ii 000125 status rept Actions 1-3 6 5-8 
Proposes to begin planeaH^t of 
safecy*‘re Jated complex concrete on 800303 
0PREA,G W Houston Lighting «, Power Co 80/02/28 3pp 

8004230056 Requests info ro auiiHary foedwatbr sys tier Dulleiinm a. 
Orders Fast Forte review of tmN 2 act id.nr tnf ^ ^ 

provided as amend te application BubmittaJ scriedule ihoiiid 
approval prior to Issuance of ql u/an,^i 

ROSS.D F D,vl„on o, Proj.cl 0O/53/io 83„ 


0004220233 Forwards It Bulletin 00-06, "Stsni 
SEYFfilT.K V Region 4. Dallas, of i 


Containment Liner 
Director 60/04/07 




FSAR 




es . M s, Vllly wvni 


1 iTTr I vui w 


r rnii 1 I I 


9gp 


PARR. 0 D light Mater Fieactori Hrandh 3 80/0J/|a 



BARKER, D 0 Houston Lighting 5. Power Co 80/03/20 3pp 
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6004140463 Foruards Lower CO River Authoritij data re South TX 
Interconnei: ted Sijs interchange for 1979 Data should provide 
index re tgpos 6 magnitude of member interchange within 
South TX Interconnected Sgs 

MESTit^ E Texas, State of BO/04/07 I4pp* 


F Securitt;< medical> emergency 6 fire protection plans 


0004080077 Advises that submittal date for evacuation time estimates> 
requested by NRC 791236 1 tr, has been postponed pending OAO 
clearance under Federal Repts Act 

GRIME9#S K Emergencti Preparedness Task Force 60/03/11 4pp 


O Adjudicatory correspondence 


6Q04060360 Response in apposition to OQJ & KRC joint motion for mod of 
ASt-B order re settlement discussions tt for order to compel 
production nf documents NRC policy favoring settlement is 
designed to protect sources involved W/Certi f icate of 9vc 
* Central & Southwest Corp 60/03/06 lipp 


0004100274 No objection to intervenor Citliens Concerned About Nuclear 
Poweri Inc 600302 motlan for extension to ansuier applicant 
second set of interrogatories Objacts to 

mifcharac teri lat ions made in motion Certificate of 6vc end 
BIDDLEiC T Houston Lighting t Power Co BlODLErC T Baker & 

Botti 00/03/06 5pp 


0OO4O3O136 Response to A8L0 800310 memorandum inviting views re 
feasibility of early hearing Concurs w/A9LB suggestions << 
desires to participate in hearing within memdrandum 
conditions Certificate of 6vc end 

CULP.R H r SCHWARZ, M 0 Houston Lighting it Power Co CULP, R H 
Lawenstein, Neuman, Rei s, Axelrad t. Toll 00/03/19 4pp 

B004880069 Response to ASLB 800310 memorandum re hearing to consider 
iesues on alleged const U QA/GC deficiencies Early hearing 
may foreclose possibility of raising similar issues at later 
time Certificate of Sve end 

flINKiNfL Cltiiene Concerned About Nuclear Power, Inc 00/03/84 
4pp 


8004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvement in radialogical emergency planning U 
pr eparednesf I d i s tr i buted as Board notification 
00SSICK,L V Office of the Executive Director for Operations 
aO/04/02 34pp 


S004S10414 Response to ASLB 600310 m«morandvm inviting views re 
feasibility of separating admitted contentions Views will be 
submitted when IE investigation re assessment of QA/QC 
ef fectiveness, is completed W/Cert i f i cate of 8vc 
TREBYi 8 A Hearing Branch 1 80/04/10 2 pp 


K Utility Final Safety Analysis Report (FSAR) amends 


0OO4S2O763 Foruards Amend 10 to FfiAR, cons ist i ng of responses to first 
round review questions concerning Initial startup tasting 
Affidavit end 

TURNER, E A Houston Lighting Ik Power Co 00/04/21 3pp 


— 0004220769 Amend 10 to FSAR 

• Houston Lighting t Power Co 00/04/21 12Spp 


N Antitrust correspondence 


8004020200 Response to Central 5, South West Corp et al second request 
for production of documents Etagg Sys Inc workpapers 
available for Insp it copying Documents re transactions 
already produced Certificate of Sve: end 

COPELAND, U 0 Houston Lighting it power Co 0O/O2/2S 6pp 


0004110030 Discusses addl request for documents located In Chalker 
personal files Request is untimely it def ic i ent# fal 1 1 ng to 
specify reUvency to proceeding No obligation to respond to 
request by 000227, per Commission Rules of Practice 
STAHL, D M Ilham, Lincoln & Qcaln 00/02/29 2pp 


0004020149 Forwards DOJ it NRC 800226 joint motion for nod of A0LB order 
re settlement discussions U for issuance of order to compel 
production of certain documents t test imonu, Proposed order 
encl 

eVPHERT, 8. B Justice, Dept of 80/02/20 4pp 


—0004020164 Joint motion for mod of A8LD 790416 order re protection of 
settlement discussions 6 for issuance of order to compel 
production of documents t< testimony from Houston Lighting t( 

Power it TX Utils W/Cer tl f Icate of 8v< 

CYPBERT,8 B Justice, Dept of 00/02/28 I20pp 


— 8004020175 Oral deposition of ED Senrth lo cer 1 1 f »cat I on of questions 
Pp 2-0 

s Ato^tic Safety and Licensing Board PaFiel 00/02/22 9p p 


— 0004020101 Motion to cofitpel TX Utils Cos to supplement Apt t Jul 1979 
respon-ses to fust set of interrogatories L leqUests for 
production of documents Urges pe i foi m.xice of current new 
obllgatlans by 000306 H/C eT i i f i cal c of c * proposed order 
CYPHERT, S Q Justice, Dep I of 00/02/30 /pp 


— 6004020190 Motion to compel Houston Lighting 6 Power to supplement 
7901 1 1 V 0427 answers to 791122 jiiteiioyatoiios Urges 
fulfillment of cuirent nbligatlons ,ii i s i ng from development 
of new info Certificate of Sve t proposed order encl 
CYPHERT, 3 fl Justice, Dept of 80/02/29 7pp 


— 8004020198 Joint application foi issuance of subpoena dn acted to KD 
Scarth of TX Utila Concratirg Co 8, I)E Gimmous of Houston 
Lighting i' Power Requests extension until 800402 to depose 
BE Simrrohft Draft subpoenas f‘ Certificate of Sve encl 
CYPHERT-S II Justice, Dept of CHANANIA, F Antitrust Divitlun 
80/02/38 /pp 


60’04020096 Motion for* protective order re disclosure of Diamond 
Shamrock Coi p documents, in response to AGL D 800110 subpoena 
duces tecum Documents in qu-esiion aio subj of contractual 
afaligatlons Certificate of Sve V proposed ordoi encl 
CVPHCRT.BD Justice. Dept of QO/OP/29 tOpp 


0004080174 Notifies of change of address for counsel of Houth TX 
Electric Cooperative. Inc / Hedina Fleclr ic Cooperative, Inc, 
effective 800310 

JOHN I D F Alcirr, Oump, Hauer Kt Feld GO/03/04 Ip 


0004100490 Discovery rept for Feb 1 9€i0 Bouthwest TX EloctricAj 
Ceopera^tive, Itic U Medina I-lectnc Coopora ti ve . Inc rveilher 
initiated nor received any discovery requests Certificate of 
Sve enc I 

JOHN, D F Akin. Gump, Hauei 1* Feld 00/03/04 4pp 


8004110&74 Confirms Q00229 tol-con re DCIJ subpoena of documents from 
Gulf States Utils Subpoena covers certain areas also covered 
in Orouinsvi 1 1 e Public Utils subpoena Gulf btates documonti 
will be available to all paitlos 

RADER, R M Conner, tloora L Co-rber 80/03/04 2pp 


Q004090307 Discovery rept fnr Feb 1900 Foiiiclpaled In A OerbenM Ifobli, 
E Simmons, V Robertson t GM Ueams dopositions Attended 
J Turk, <4 S Phillips depositions Filed motion for’ addl time 
to respond to TX Utils i n t err og ot-ortc i W/Cer t i f I cate of ti/c 
CARNEY, J A Central 4* Bou-thuiost Corp 00/03/05 fpp 


0004090421 Dlscoveiy rept for Feb 1900 No discovery rpqueslf received 
nor initiated Certificate of Sve end 

WOOD, J C San Antonio, TX tJOOD, J C Matthews, NpwUrt, MoefarUne 
i Barrett 80/03/03 4pp 


0004110024 Oiscevory rept for Feb, 1900 City of Ban Anton 1 o, ac t inO by it 
through City Public 8vc Doard qf San An ton i o, net th or 
inltiatod nor received any discovery lequests Certificate of 
6vc encl 

WOOD, JC San Antonio, TX 00/03/05 4pp 
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, /^r,j H .* h,npDr<ip ir, COJ / N^r LOOSES joint notion for mod 

A^lP Q*''jiijr rf »?r(l i for order to 

cc“?el pioixjrti’it, jf jj in?ii^« r^e^otiotiOns nuit fee 
prot«rttj t4jr ft^Jc af E-viJen,<* 4>t3 Uy Cer 1 1 f t c ote of St'C 
AMEARN < r< UMliMei CeneraMns Co 80/03/06 30pp 


000*1020113 Forijjards Houston Lightinj ♦ Power 000313 petition for 
directed certification of ASLB 600307 order re confidential 
documents of settlement negotiations 

BOUKNIGHT.JA Louenstein, Newman, Rgjs, j ,,ad 8^ Tol 1 00/03/13 

2pp 


e:'-40l'Jl >1*’ Nofic* Cf «ppearar« t behalf of Public Utils Board of City 
of Drc^nsvMle T< m c n s j 1 1 4 a t e J discovery Certificate of 
‘;»c tnci 

‘^PIECtL C Teiai, 6td*t cf SOfUl'Oo 6pp 

r:0‘109C4J4 Oivco.ety rept by Public UtlU Board of City of Brownsville- 
T< for Feb 1*500 Deposed M HorcheU of Central Power b tight 
Participafej m R Edelstein deposition Received documents 
fron Central •, South West Corp Certificate or Svc end 
POIRIER-It R Teias, State or £0/03/06 6pp 

Cl 0410021Q Notifie* that DOJ received Houston Lighting 8» Power Co 
supplenental ansuers to Central Power I Light Co first 
interrogatories u/o apps Requests Attachment A to Houston 
Power L Light Co lecnnd set of addl answers to NfiC 
CVPHftRT.S n Justice. Dept Of 80/03/06 tp 

S00410D433 Notice of appearance of G Spiegel on behalf of Public Utils 
Ccnnission of Drowni vi 1 1 e. T i Certificate of Svc end 
SPIEuEL 0 Drcwnsvl 1 le- TJi 0o 03/06 6pp 


B004100535 Discovery rept tor Jan f Feb . 1900. C i ty of Austin has neither 
initialed nor reveived any discovery requests 
BA_0UCH R C Austin- Ti 00/03/07 5pp 

13004000044 Response by P-.blic Utils Board of City of Brownsvi 1 1 e- TX, 
in opposition to Central b Southwest Corp 000222 motion 
for protective order, re second set of i nt en ogat or i ei «. 

N/Cerf ificate of Svc k 000207 Ur 
POIRIER, H P Teias, State of 60/03/10 I2pp 

^^AHEAPW^C t'otiLC of taking of deposition of D Springs 

AHEAPN, C D Debevoise 4 Ulhetnan 80/03/10 Ip 

--B004100S25 Notice of taking of deposition of D Springs on 600313-14 
in Atlanta.OA Deponent will bt, examined on matters re bulk 
p wer supply k transmission f- wheeling svcs in TX 
Certificate of Svc encl 

AHEARN, C D Teias Utilities Generating Co 60/03/10 5pp 

^^caJidtld^Caicil ladtn h deposition scheduled for Mar is 

sJdt K representation that 

niiiitu .^2 tailed as eipert withness 
BALDWIN. J M Baker I Botts 80/03/10 Spp 

BURCHEITE.HH T..a.-Lo„.,.,n. El.£t-lc Coop-r-tiv., Inc BO/ 03/11 

capacity k reserves as of 800215 <oad*. 

slicker, F K Teras Utilities Co 80/03/11 Spp 

end H/o encl answer to Interrogatory 16 

SLICKER. F K Teras Utilities Co 80/03/U 3 pp 

6004090100 Supplemental response to first set of inf ^ 

SLICKER, F K T..« ut.lit... C. 80/03/11 4pp 

CYRHERT.SB Jo.,k.. o,pt'„p 

^TdofSmint'reJieJJrU inJrjrcUiel^ruU I | a, 

*5 ‘”''S''*'l''80023?’lJipp,J, SrrJ'" *''' '•“■‘n 

KNons.o 3 


— 8004020119 Petition for directed c erti flcatian- inter int stay & revioiui of 
ASLB 000307 order requiring Houston Lighting k Powor to 
produce settlement negotiations documents Urges revei sal of 
rijling W/e*cerpts of 800307 PT*ehearlng transcript 
BQUKNIOHT-J A Houston Lighting k Power Co 80/03/13 I9pp 

--6004020122 Order re NRC 790323 motion to compel further answers to 
Houston Lighting 6 Power first interrogatories Directs util 
to furnish list of privileged documetits Orders rcspoirsos to 
majority of questions W/excerpfca of 79D601 prehearing 
miller- M E Atomic Safety and Licensing Board Panel 77/04/1* 

Spp 

8004080030 Forwards DQJ third supplemontal response to Houston Lighting 
k Power Co fust set of interrogatories Documents responsive 
to util 790204 second sol of > frte r rogaton os end Documents 
re Second interrogatories not encl 
CVPHERTiS B Justlce-Dept of 80/03/13 Ip 

—6004080033 Third supplemental response to first set of interrogatories 
k document requests Includes info re GT Taylor testimony re 
four relevant product markets in proceedings 
CVPHERT.S B Justice. Dopl of 80/03/13 30pp 

0004060073 Application for issuance of subpoena directed to FO Areu of 
Webster Engineering Corp, to be deposed 8, to produce 
documents re interconnections k Interconnected sys Draft 
subpoena & Certificate of Svc enc S 

GREEN, D C Houston Lighting t Power Co 80/03/13 I3pp 

8004090439 Ac k receipt of k accepts 600312 Ur in lieu of interrugo tor y 
answer per 000307 prehearing ruling Ltr does not solve ^ ^ 

P^'^blems re C Stover deposition DOJ 
600311 L 12 ltr t< Certificate of Svc end 

GREEN, D 0 Lowensteln, Newman, Rei a, Axolrad k Toll 00/03/13 lOpp 

8004100545 R.spon.- to third oot „f Intorrogotorlo. tnclud.. info 
re electric power tt energy dcliverQd to various utils durlnn 
Dec 1979 Certificate of Svc end various usiis during 

• Tflias Electric Service Co 80/03/13 i*pp 

HoSSnt i «■ Nnc bepo.ltion., B.rv.d * 

Intorrogatori a » to NRC flecelved add! 

FRANKLh/u^*! Certificate of Svc end 

FRANKLIN. W J Houston Lighting i Power Co 60/03/ 14 7pp, 

8004040070 Comments by Public Utils Board of City of Urowtis VI 1 1 e- TX. 
stating no position re consolidation for trial advised bJ 

S00307 prehearing If consolidation ordered, Wght 

AHL,D M Central k Southwest Corp BO/03/17 7 pp 



document. Roclv.d 5 opp„..5 C.ntr.I I, SJ„{Z" mJtJSn -or 

"''hSrjr'’”"’ r jSr''®'-" 

80040806*3 Order confirming results of 8003 D 7 ntt^i 

o?**" *o"c«°^rR?pt«j 

cuser,m l Ai,„u ’""eoJSa/r/ 

"Sr 

BUBCHETTE.W H Teias-Louiliana Electric Cooperative, Inc 00/03/19 
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B0O40l0Si7 Order d«nijing NRC G00311 (Tiotion to quash subpoena of R 
Frame TX Utils Generating Co entitled to test NO Corner 
credifailltg bg questioning uorV t/ documents prepared bg 
Frame for Lerner reviour 

WOLFErS J Atomic Safetg and Licensing Board Panel 80/03/20 2pp 


3004030347 Response in opposition to TX Utils Generating CofHouston 
Lighting Power Co It South West Corp 300313 petitions for 
directed certification of order compelling production of 
documents News article C Certificate of Svc end 
CHANANlAi F D Antitrust Division 80/03/20 21pp 


8004100177 hemorandum in opposition to petitions for directed 
certification filed bg TX Utils Generating CoiHouston 
Lighting fit Power Co & Central fi. South Nest Corp et al«re 
ABL0 800307 order Certificate of Svc end 
CVPHERTiS D Justice. Dept of 30/03/20 2i.pp 


8004100442 Supplemental response to first set of interrogatories fit 
request for production of documents Includes info re 
utils which purchased coal->*firfid economg energy from Citg 
Public Svc Board of San Antonio 

UIL60N. N R 9an Antonio. TX WILSON. W R Matthews. Nowlin. 
Nacfarlant fit Barrett 80/03/20 I2pp 


— 8004100444 Supplemental response to first set of Interrogatories fit 
requests for production of documents Includes info re San 
Antonio refusal to transmit or receive interstate electrical 
power Exhibits responsive to interrogatories end 
WILSON. W R San Antonio. TX WILSON. W R Matthews. NoWlin. 
Macfarlane fit Oarrett 80/03/SO 16pp 


—0004100447 Supplemental response to Brownsville Public Util Board 
Initial interrogatories fit first request for production of 
documents Includes info re joint action contemplated bg 
members of TX Interconnected Sgs Certificate of Svc end 
WILSON. W R San Antonio. TX WILSON. W R Matthews. Nowlin. 
Macfarlane fi. Barrett 00/03/20 66pp 


6004100534 Response to DPJ first set of interrogatories Includes info 
re TX electric cooperatives fit wholesale suppliers 
Certificate of Svc end 

e Texas Electric Service Co 30/03/21 31pp 


6004010262 Clarifies NRC updated response to Houston Lighting fit Power 
first set of interrogatories fii request for production of 
documents 

QLUME.M fl Antitrust Division 80/03/21 2pp 


6004040184 Motion to quash subpoena directed to GW Stagg upon OOJ fit 
NRG joint request Absent cvidentiarg reliance upon 6tagg 
wor ki nontesti f V Ing outside consultants are not subj to 
diicoverg procosi.per established rule 

FRANKLIN. W J Houston Lighting L Power Co 80/03/21 4pp 


—3004040193 Advises that Houston Lighting & Rower does not intend to 
rely on Stagg Bgs.Inc studies as part of defense in 
proceeding NRC fi. Central fit Southwest Corp contentions re 
Stagg studg based on misconception W/Cer tl f 1 cate of Bvc 
GREEN. D 0 Lowenste In. Newman. Re 1 s. Axdrad & Toll 60/03/21 7pp 


6004160111 Responds to NRC fii Central fi< Southwest Corp comments re 
consolidation Severance arguments based on belief that util 
will rely on study by Stagg 8ys. Inc as part of defense Util 
will not rely on Btagg study Certificate of Bvc end 
GREEN. D 0 Lowinstein. Newman. Rei s. Axelrad & Toll 60/03/21 6pp 


B004030360 Response by Public Utils Board of City of Bmwnsvl 1 1 e. TX In 
opposition to nonconto 1 Idation of proceeding suggested by 
NRC & Central fie South West Corp In event of separation. 

South TX case should be heard first Certificate of Svc end 
SPIEOELrO Texas, State of 80/03/24 9pp 


6004250049 Response in opposition to Public Utils Board of City of 
Brownsvi 1 1 a. TX 600317 comments requesting admittance as 
party In consolidated proceeding Statement of interest 
untimely fit vague Certificate of Svc end 

AHEARNiC D Texas Utilities Generating Co- 60/03/23 7pp, 


8004100271 Motion to compel production of documents by Southwest TX 
Electric Cooperative re subpoena directed to general manager 
£ HcOinnes Requests to strike McGlnnes 6001221 deposition If 
documents are not produced W/draft subpoena fit documentation 
GREEN. D 0 Houston Lighting fit Power Co 30/03/26 16pp 


— 8004100276 Motion to compel production of documents by Midwest Electric 
Cooperative re subptena directed to general manager 
P Wetzel Requests to strike Wetzel rescheduled deposition if 
documents are not produced W/subpoena fi. Certificate of Svc 
GREEN. D 0 Houston Lighting fit Power Go 60/03/26 iBpp 


8004080420 Application toi issuance of subpoena directed to Gulf States 
Util« Co re settlement documents Documents not produced in 
response to 790707 fi 600118 subpoenas Urges pioduction to 
extent allowed by ASLAB 

BLUME. M B Antitrust Division 80/03/27 2pp 


' — 6004080424 Subpoeno diiected to Gulf States Utils Cos requesting 60O4O2 
availability of settlement doc uments. f or Insp & copying, 
in Washing ton. DC Subpoena may be quashed or modified upon 
request Certificate of Svc end 

MILLER. M E Atomic Safety and Licensing Board Panei 80/03/27 

6pp 


6004090126 Order denying Houston Lighting fi. Power B0032I motion to 
quash subpoena directed to GW Stagg upon DQJ request Prioi 
rultngs.re nontestifying outside consul tants. do not apply in 
this proceeding due to relevancy of Stagg studios 

WOLFE. 3 J Atomic Safety and Licensing Board Panel 60/03/27 3pp 


600421D336 Forwards Houston Lighting V Power 800327 motions to compel 
production of documents by NRC expert witnesses RH Hartley fi< 

NC Lerner Requests 600331 conference call prior to scheduled 
depositions 

FRANKLIN. W J Lowenste in. Newman. Rei s. Axe 1 rad !< Toll 60/03/27 Ip 


--8004210392 Motion to compel testimonial questions answered by NRC 
expert witness RH Hartley Discoverability of questions 
established on Pages 42t'423 of prehearing conference 
transcript re A9LB 800625 order 

FRANKLIN. W J Houston Lighting it Power Co 60/03/27 4pp 


— 8004210394 Submits preparation study for B00220“21 meeting re 
introreg lonal interconndc t ions, transmi ss ion lines fit other 
pooling matters 

HARTLEV. R H Aff i 1 iat ion Unknown 80/01/29 25PP 


— 6004210397 Forwaids RH Hartley 600211 memo tP NRC re 600129 answers in 
preparation for 600220-21 meeting Requests questions to 
which answers were stated. per rule established In 790601 
prehearing conference Pages 421-423 of transcript end 
FRANKLIN. W J Lowenste in. Newman. Reis. Axelrad fit Toll 60/03/20 
4pp 


— 8004210400 Motion to compel electric util industry testimonial 
antitiust analyses prepared by NRC expert economic witness 
N Lernor re Midland proceeding Urges production per prior 
rulings. subj to end protective order W/Cer ti f icate of Bvc 
FRANKLIN. W J Houston Lighting fi. Power Co 60/03/27 14pp 


0004090123 Order giving parties one wk to provide addl authority re 
existence of settlement privilege Memoranda addressing issue 
should be received by 800404 L response thereto by 800409 
BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/03/28 

2pp 


8004090456 Piotoctive order, m favor of Houston Lighting t* Power, re 
confidential corporate study produced m response to NRC 
initial interrogatories Parties may challenge claimed 
conf Identlal i ty by seeking judicial review per FOIA 
WOLFE. S J Atomic Safety and Licensing Board Panel 80/03/31 4pp 


8004100243 Order granting in part NRC motion to compel addl responses 
by Houston Lighting fit Power (HLfi.P> Accords confidentiality 
to N Lerner analysis re Midland settlement Grants HLfiiP 
motion to compel NRC questions le RH Hartley testimony 
WOLFE. S J Atomic Safety and Licensing Board Panel 80/03/31 3pp 


8004100428 Public UtHs Board of Brownsville motion far leave to file 
affidavit as amicus curiae Brownsville is party to 
proceeding but has not formally appeared in appellate 
proceeding Certificate of Bvc end 
SPIEGEL. G Brownsvi 11 e.TX 60/03/31 8pp 


— 8004100430 Affidavit of Re Round tree. general manager of Brownsville 
Public Utils Board re agreement among TX “lOUs*' for 
const of two dc interstate ties of 500 MW fit 250 MW 
Brownsville prepared to enter settlement negotiations 
ROUNDTREE. R E Brownsvi 1 1 e, TX 80/03/27 3pp 


8004060172 Updated response to Houston Lighting fit Power second set of 
interrogatories fi. TX Utils first set of interrogatories 
Anticipates RE Corder partlc Ipatlon a* witness re areas 
discussed during Carder deposition Certificate of Bvc end 
CHANANIA. F D Antitrust Division 30/04/01 5pp 


8004100240 Order requesting parties in directed certification 
proceed Ing. to respond to UtiJs Board of City of Brownsville. 

TX 800331 motion, by 800409 

BI6H0P.C J Atomic Safety and Licensing Appeal Panel 60/04/02 

2pp 
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Q0041501S1 ForuJirds lojnt motion for eit^nsion 
in all !parti&% to ptcceedmg except DOJ «/ 
Utils Board df Brownsvi 1 Ic, 1 X 
l^liaTTS- J a Debevoise Liberman bO/04/02 


of time Motion 
Citi^ Public 

IP 


1 » 


joined 


— G0041B01A7 Joint motion for 30-day extension for all procedural dates 
Motion is based on progress of meaningful settlement 
negotation* which could lead to resolultoii of part dr all of 
proceedings Certii-icate of Sve enc 1 
CHAM AMI A( F D Antitrust Division BO/04/02 6pp 


8004140003 TMrd set of addl answers to N«C 79011S initial 
interrogatai les Simmons & li^oodson are expected to testify re 
interconnec t i^ns 

FRANKLIfl.iJ J Houston Lighting b Power Co 00/04/03 2pp 


— 0OO414OOOB Second supp I enental answers to Central Power b Light Co 
790223 In lerr ogaton es Simmons I LVoodson are expected to 
testify re interconnections Certificate of Sve enc I 
FRAMi^L 1 tv J Houston Lighting b. Power Co 80/04/03 6pp 


8004150032 Forwards opposition by brownsville to jount motion for 
extension of time b r«(\uest tor prehearing confereneci 
miscellaneous atty I utiS correspondence! affidavl t b 
Brownsville rate estimates Certificate of Sve end 
SPIEGEL. G Spiegel 4 McDiar/iiid 80/04/03 19pp 


—9004150050 Opposition to joint motion for extension of time fc request 
for prehearing conference Qrowns/ille has been excluded 
from negotiations on which request for extension is based 
Certificate of Sve end 

SPIEGEL.G Qrownsvilte. TX PQIRIER^MR Spiegel & McOlarmid 
80/04/03 24pp 


8004230066 Forwards Houston Lighting b Power B00403 motion to compaJ 
production of documents b JU i>ii]son testimony by Public 
Utils Board of City of Br ownsvl 1 le. TX Proposes expedited 
schedule to permit completion of eipeit witness discovery 
GREEM. D G Lowenste i ii. Newman. Rei s. Axelrad b Toll BO/04/03 2pp 


— 8004230074 Motion to compel production of documents b M Hi Ison expert 
testimony by Public Utils Board of City of Brounsvi 1 te. TX 
If motion not granted* requests older precluding Wilson from 
hearing M/proposed order re schedule tc Certificate of Sve 
BALDWIN. J M Houston Lighting b Pouer Co 80/04/03 lipp 


6004100126 Memorandum in response to ASLAB 800329 order requesting 
addl authority re recognition of settlement piivllege 
Courts 4. case law do not recognite existence of privilege 
Certificate of Bve end 

BLUME, M B Antitrust Division 80/04/04 6pp 


Q0041500B3 Order setting Q0O4 M conference at NRC Hearing Room* 
Bethesda.MD Oral argument uil 11 addi ess NRC b DOJ joint 
motion for 30*'day extension A Houston Lighting b Power 
B00403 motion to compel Utils Board of Brownsville 
WOLFE. S J Atomic Safety and Licensing Board Panel 00/04/04 2pp 


8004170312 Msmorandum of authorities re discoverability of settlement 
documents Urges reversal of ASLB 800307 ruling due to 
privilege recognized per case law i federal rules of 
evidence Supporting documentation I Certificate of Sve end 
BDUKNIOHT.J A Houston Lighting 4 Power Cp 60/04/04 Blpp 


B004I70340 Response stating no position re joint motion for 30-day 
extension In proceed ing* fi I ed by NRCfCential b South West 
CorpiHooston Lighting b pgiuer^TX Utils Generating Co.Clty of 
Austin b other parties Certificate of 9vc end 
DOPSQVIC.D A Justice* Dept of 80/04/04 5pp 


6004220128 Memorandum of authorities in support of settlement 
privilege Documents prepared in connection w/settlement 
process should be protected from discovery under work 
product privilege Certificate Of Sve enc I 

STAHL. D Central b Southwest Bervices* Inc 80/04/04 lOpp 


8004240043 Consent motion for twP-wk extension to respond to Houston 
Lighting L Power Co motion to compel production of 
documents Represents that util consents to extension 
O'NElLLiR A Southwest Texas Electric Cooperative 80/04/04 3pp 


8004240173 Memotandu.m. per ASLAH 800328 request, s tat ing addl authorities 
re diiected cert i f icat i on of settlement document issue 
Treatises b madern rrend hold inadmissibility of privileged 
documents as evidence Ceititicate of SvC enc 1 

KNOTTS. J B Texas Utilities Generating Co AHEARN. C D Dobovoise b 
Liberman 60/04/04 2?PP 


B004250106 Advisee of an anyement to deliver Houston Lighting b Power 
pleadings moving to compel documents re E McGinnes P 
Wetzel subpoenas Consents to 14-day extension for responses 
Certificate of Sve end 

GREEN/ 0 G Lowenste 1 n. Newman* Re I s. Axel T ad 4 Toil BO/04/04 5pp 


8004100553 Motion to issue older compelling Southwest TX Electric 
Cooperative 4 genera) manager E McGinnes to produce* for 
insp b copy ing* doc umonts set forth In motion Draft 
subpoena 4 Certificate of Sve enc 1 

GREEN. D G Houston Lighting b Power Co 80/04/07 JSpp 


--0OO41OO56O Motion to issue order compelling Midwest Electric 
Cooperative A general manager P Wetzel to produce, for insp 
b copy ing. doc uments responsive to subpoena served on 
Wetzel Draft subpoena b Certificate of Sve end 
GREEN. D 0 Houston Lighting 4< Power Co 00/04/07 I5pp 


6004230154 Motion to preclude DDJ from filing principal brief re ASLA0 
800328 order DOJ failed to file principal brief by 800404 
BQJ seeks to obtain unfair tactical advantage by untimely 
filing 

DOUKNIGHT.J A Houston Lighting b Power Co OREEN* D 0 Baker b 
Dotts 80/04/07 3pp 


— 0004230162 Order directing all parties to furnish A8LAD u/addl 
authority re privilege against discovery of documents 
Memoranda are due on 800404 

BI0HQP/C J Atomic Safety and Licensing Appeal Panel 60/03/20 

6pp 


6004240061 Motion for ASUD to reconsider extending procedural dates for 
30 days Requests 800400 conrorence call to rule on 
extentlen TX Utils Generating Co is only party to be 
prejudiced by extending dates 

CHANANIA.F Anfcifciust Division 80/04/07 3pp 


—0004240071 Gupplemental argument b representations Addl time required 
by utils to make progress in settlement discussions 
Discussions began Sept 1979 Parties are optimistic about 
possibility of reaching quick settlement 
DURCKEtTE*WH Te xas-Loul s i ana Electric Coeperat i voi Inc 
80/04/07 5pp 


6004210147 Discovery ropt foi Mai 1980 Deposed JA DruggemaniJT Wenders* 
AJ Wood b DA Springs Moved to compel NRC depoiltlon of ND 
Lerner Responded to DQJ motion to compel supplemental 
answers to flist i nteri ogator 1 es W/Certl f i cate of Bve 
FRANKLIN. W J Houston Lighting 4 Power Co 80/04/08 6pp 


8004150157 Response to Houston Lighting L Power. TX Utils Generating Co 
4 Central f< Booth West Cos 000404 memoranda of authorities 
re settlement privilege Uiges affirmation of AGLB 800307 
order re production of documents U/Cor t if i cate of Bve 
CHANANIA/F D Antitrust Division QO/04/09 lOpp 


800417034/ Response to Public Utils Board of City of Drownivl 11 e* TX 
000331 motion to file RE Roundtree affidavit as amicus 
curiae Disclosure of documents should not affect potential 
for settlement Certificate of 6vc end 
CHANANIA, F A Antitrust Division 80/04/09 6pp 


8004220021 Response to Public Utils Board of City of Drownsvi 1 le< TX 
800331 motion to file Roundtree affidavit Requests to file 
counter-af f i davi tf r e status of sett ] ement. 1 f Roundtree 
affidavit is accepted by A9LAB Certificate of Qyc enc 1 
KNOTTS* J B Texas UtlHlies Generating Co 00/04/09 6pp 


6004220152 Response to Houston i.ighting b Power R00403 motion to compel 
production of documents b deposition of Public Utils Board 
of City of Brownsvi 1 1 e. TX Does not oppose motion if lubj to 
end protective order Appearance b Certificate of 8vc end 
ROTH* A J Florida Cities JACOBS^ J C Fi vln. Varn. Jacobs* Odom 4< 
Kitchen 80/04/09 I4pp 


0004240045 Certifies sve of consent motions for extension to respond to 
Houston Lighting Sc Power Co motion to compel production of 
documents from Midwest Electric Cooperative t< Southwest TX 
Electric Cooperativei on 800404 

0^MEILL*R A Mill«r*Balif & O'Neil 80/04/04 4pp 


8004240053 Consent motion for fcwo*-wk extension to respond to Houston 
Lighting b Power Co motion to compel production of 
documents Represents util consent to extension 
O'NElLUfR A Southwest Texas Electric Cooperative 


8004240562 Response in opposition to NRC 000404 memorandum of addl 
authorities re existence of settlement documents privilege 
Congress did not intend to freeze developing law of 
privilege W/Certl f Icate of Sve 

KNOTTS, J Q Texas Utilities Generating Co AHEARN* C D Debovols® 4< 
Liberman 80/04/09 8pp 


80/04/04 3pp 
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B004210141 Order den;/ing Houston Ligtiting Power motion socking to 
preclude DOJ memprandufl of dddl authorities filed per ASLAD 
600320 order 

DISHQPpC J Atomic Safetij and Licensing Appeal Panel 60/04/10 

app 


8004230033 Forwards TX Utils Generating Co affidavit of UF Fikar 
req,uBsted during 600409 oral argument 
KNOTSj J B Debevoise i Liberman 80/04/10 Ip 


— B004230041 Affidavit stating that Central South West Corp. Houston 
Liphting 8c Power Co It TX Utils Co Bgs have reached agreement 
in principle re interconnection disputes Agreement may form 
basis for discussions w/ofcher parties W/Cer t i f i cate of Bvc 
FIKAR, L F Texas Utilities Generating Co 80/04/10 5pp 


6004230002 Responds to Public Utils Board of City of Qrouinsvi 1 le, TX 
opposition to joint motion for extension of time Objects 
to alleged refusal to wheel if submits ML Borchelt 
affidavit in response to alleged exclusion from discussions 
STAKLi 0 H Central it Southwest Corp 00/04/1 1 3pp 


—6004230007 Affidavit responding to Public Utils Board of City of 
Brownsvi 1 le< TX allegation that Brownsville has been excluded 
from discussions re interconnection Clarifies statement made 
at 600327 meeting Certificate of £»vc end 

BORCHELT, M L Carolina Power it Light Co 60/04/10 lOpp 


8004S90227 Discovery rept for Mar-Apr 1980 Participated in FJ Meyer, HU 
Hoodson & OH Stagg depositions Filed opposition to petitions 
for directed cer t i f 1 cat i on 8< reversal of ASLB 000307 order 
Joined other parties in moving for procedural extension 
CHANANIA, F 0 Antitrust Division 80/04/25 3pp 


N Antitrust hearing transcripts 


9004150298 Transcript of 800409 hearing in Uethesda, MD Pp 1-140 
« Commission 80/04/09 140pp 


0 Inspection reports, IE Dulletins It correspondence 


8004070062 Responds to IE Bulletin 79-26. "PossibU Malfunction of 
NAMCO Model EA10O Limit Switches at Elevated Temps " Util 
will submit progress repts re stem-mounted limit switch 
impact on facilities at 30-day intervals 
TURNER^E A Houston Lighting if Power Co 00/02/01 Ip 


0004100214 Forwards IE Insp Repts 50-490/80-02 t 50-499/00-02 on 
800205-06 No none omp 1 ianc e noted 

SEIDLEiH C Region 4, Dallas, Reactor Construction & Engineering 
Support Dranth 60/02/21 2pp 


—8004120218 IE Insp Repts 50-490/00-02 8< 50-499/80-02 on 000205-00 No 
noncomp 1 iance noted Major areas inspected, const activities 
re review of procedures & observation of work re reactor 
coolant piping & licensee actions on previous insp findings 
HALL, R E , TOMLINSON, D P Region 4, Dallas, Reactor Construction i* 
Engineering Support Branch CR0S6MAN, W A Region 4, Dallas, 

Office of the Director 80/02/20 7pp 


6004010126 Responds to IE Bulletin 79-28, "Possible Malfunction of 
NAMCO Model EA160 Limit Switches at Elevated Temps " Updates 
800201 response to NRC Fisher Controls initiated corrective 
action C( WestinghousB switches not affected 
TURNERrE A Houston Lighting U Power Co 60/02/27 3pp 


8004140107 Corrects typographical error in util response (BT-HU''AE-4I7) 
to NRC Insp Repts 50-498/79-19 U 50-499/79-19 
TURNERiE A Houston Lighting L Power Co 00/02/28, Ip 


8004070057 Ac k receipt of 791113 if 000212 1 trs informing NRC of steps 
taken to cortect violations noted In IE Insp Repts 
50-498/79-15 t 50-499/79-15 

BEIDLEjN C Region 4, Dallas, Reactor Construction it Euyineerlng 
Support Branch, 80/03/11 ip 


— 0004070060 Responds to NRC 000124 Itr re violation noted in IE Insp 
Repts 50-490/79-15 it 50-499/79-15 Corrective actions 
concrete placement was revlhrated satisfactorily Vibrator 
operators will be retrained every 90 days 
TURNER, E A Houston Lighting & Power Co 60/02/12 2pp 


8004300026 Forwards IE Insp Repts 50-490/00-03 it 50-499/80-03 on 
000226-2? No noncompliance noted 

8E1DLE<W C Region 4, Dallas, Reactor Construction t Engineering 
Support Branch 60/03/11 2pp 


— B004300035 IE Insp Repts 50-498/00-03 t 50-499/60-03 on 000226-29 No 
noncomp 1 lance noted Major aioos inspected sits toUT,rDactoT 
welding h othei saf e ty -> r I iited we 1 d i rig , r oc oi d s review 
procedures for piping t-abr»tation 

HALLpR E , CRDSBMAN.W A , <jrLDfRT,L D Reg i an 4, Dallas, Office of 
the Director 80/03/ J 1 4pp 


8004300514 Ack receipt of 600226 t 79J102 1 ti s infoiming NRC t>f step* 
taken to correct violations noted In IE Insp Repts 
50-470/79-13 t 50-499/79-13 

SEIDLE.W C Region 4, Dallas, Reactoi Construction L Engineering 
Support Pranch QO/OG/Pl ip 


—8004300523 Responds to NRC 000131 Itr lequestjng addl info re 
violations noted in IE Insp Repts 50-490/79-13 ft 
50-499/79-13 Corrective actions P 1 1 tsburg h~De s Moines QA 
manual revised adding info re QA coordinalor authoriti] 
TURNER. E A Houston Lighting %> Powei Co 00/02/26 2pp 


0004240216 Forwards IE Info Notice 00-14, ’’Safety Suggestions From 
Employees ” No action reqtjired 

SEYFRIT.K V Region Dallas, Office of the Director 00/04/02 

Ip 


0004220260 Foiwards IE Circular BO-07, ' f^rob Icms U/HFCJ Turbine Oil 

Sy s “ No uirilten response required 

SEYFRIT, K V Region 4. Dallas, Office of the Director 00/04/03 

tp 


8004220777 Forwards IE Bullet in 79-03A ’'Longitudinal Held Defects in 
ASME SA-312, Type 304 Stainless Steel fMpo " Action required 
SEYFRIT, K V Region 4, Dallas, Office of tho Director 00/04/04 
ip 


8004220233 Forwards It Bulletin 00-09. '"Ctam of Conta I riman fc Liner 
Penetration Welds ” Written response required 

SEYFRIT, K V Region 4, Dallas, Office of the Director 90/04/07 
If 


B Reportable occuiiences, IFRs 6 related correspondence 


0004010333 Discusses possible leportable dsficloncy re backfill matl 
Extent of none onf ormf ng backfill compaction has not been 
fully defined Initial testing indicates that nope onf or mane c s 
are locallied Incident will be reviewed further 
TURNER, E A Houston Lighting 3 Power Co 00/03/31 5pp 


6004040394 Forwards fiist interim deficiency »epl consisting of 
schematic drawing of logic for liner plate bulge repair 
OPREA, G W Houslon Lighting L Power Cp 80/03/24 3pp 

— 8004040409 Fiist interim deficiency i ept consisting of schematic 
drawing of logic for Hner plate bulge repair 
«» Houston iighting i Power Co 00/03/24 Ip 


0004040390 Advises that potential deficiency reported on G00226 
Involving main fecdlino ruptvt e w/assumed failure in steam 
ganerator blowdown sys does not constitute safety concern 
Considers matter closed 

OPREA, 0 W Houston Lighting t Power Co 80/03/27 3pp 


0OO41BO304 Final deficiency rept ie voids delected under crossover 
leg embed plates Evaluation shows that condition would not 
affect safety of p 1 an t, iher of or e not reportable per 
10CFR50 55fe) 

TURNER. E A Houston Lighting tr Pouei Co 60/04/09 3pp 


0004100423 Interim deficiency lept re welds in essential cooling water 
sys Methods to verify integrity of weld joints are being 
evaluated Second Interim rept will be submitted by 000613 
□versiie drawing indicating weld locations enci 
TURNER, B A Houston Lighting & Power Co BO/04/10 4pp 


0004100421 Deficiency rept re unqualified motor operator for trip 
throttle valve of turbine driven auxiliary feedwater pump 
Defective motor operatoi s will be replaced w/IF qualified 
pumps mfg by Terry corp, prior to plant startup 
TURNER, E A Houston Lighting 6 Power Co 00/04/11 4pp 


0004290398 tnterlai deficiency rept re broVen tie-down studs in Unit 1 
polar crane rail Caused by welding w/law range parameters 
Enel plan issued for insp & testing of selected studs tc 
associated plates Failures examined by stud supplier 
TURNERrE A Houston Lighting U Power Co 80/04/16 i^PP 


T Hearing transcripts on non-an t i trus t matters 


0004210312 Transcript of 000327 hearing in Bethesda,MD Pp 1-127 
s Atomic Safety and Licensing Appeal Panel 80/03/27 130pp 
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DOCKET 50-500 DAVIS- DES&E fJUCLfcAP POWER bTATlOrJ. UNIT 2 


A App 1 icat lon^con&truc t ion docuneiits & correspondence 


600*1040031 Advises of issuance of NUfiFG-05SB, "Interim Staff Position 
on Environ Oval 1 1 1 cat ion ot eig-Related Electrical 
Equi pr-ent. " providing guidance le nethods for compliance 
RDSSi D F Division of Piojett Management BO/02/05 7pp 


G Adjudicator*^ correspondence 


B00403002& Hemorandiim of understanding betuieen NRC FEMA re prompt 
improvement in radiological emergeneg planning !< 
preparedness) di str ibuted as Board notification 
OOSSICK,L V Office of the Eiecutive Director for Operations 
eo/04/02 a4pp 


0 Inspection reports) IE Bulletins i correspondence 


0004040145 Forwards IE Insp Repts 50-500/00-01 <• 50-501/80-01 on 
600206 No noncomp 1 (anc» noted 

PlORELLIrO Region 3* Chicago< Reactor Construction & Engineering 
Support Branch BO/02/29 Zpp 


— B004040149 IE Insp Repts 50-500/80-01 & 50-501/80-01 on 800206 No 
noncomp Uance noted Major areas inspected condition of site 
const re limited work author i lat ion 

UILL1AM5. C C , JONES. C £ . GRANT, N 0 Region 3. Chicago. Office of 
the Director BO/02/26 4pp 


DOCKET 50-501 DAVI6-DF-SSE NUCLFAR POWER STATION. UNIT 3 


A App 1 Icat I on/construc tlon stage documents t, correspondence 


6004040031 Advises of issuance of NUREO-OSBB, "Interim Staff Position 
on Environ Qua! 1 f icat i on of Saf ety-Re iated Electrical 
Equipment)" providing guidance ie methods for compliance 
ROSS) 0 F Division of Project Management 80/02/05 7pp 


G Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC Zt FEMA re prompt 
improvement in radiological emeigencg planning tt 
preparedness. distributed as Board notification 
GQSfiJCK.L V Qfrice or the Executive Director for Operations 
BO/04/02 3)lpp 


Q Inspection reports. IE Bulletins it correspondence 


8004040145 Forwards IE Insp Repts 50-500/00-01 6 50-301/80-01 on 
600206 No noncompHanco noted 

FIORELLI.G Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch BO/02/29 2pp 


— 8004040149 IE Insp Repts 50-500/B0-O1 J5< 50-501/80-01 on 600206 No 
noncompliance noted Major areas inspected condition of site 
const re limited work authot iiatlon 

WILLIAMS. C C ) J0NF6.C £ . GRANT.W B Region 3. Chicago. Office of 
the Director 80/02/26 4pp 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A App 1 icafc lon/constr uc 1 1 on stage documents Zt correspondence 


6004040031 Advises of issuance of NUREG-0500, "Interim Staff Position 
on Environ Qualification of Safety-Related Electrical 
Equipment." providing guidance re methods for compliance 
ROSS. D F Division of Project Management 60/02/05 7pp 


6004010340 Forwaids mod to fJPDES Permit WA-002496-1 Mod does not 
involve advei se environ impact oi safety issues 5 does not 
require mod to CP 

RENDERGER.D L Washington Public Power Supply System 80/03/21 
Ip 


—8004010345 Mod to NPDES Permit WA-002496-1 . i ssued to WA Public Power 
Supply Sys 

LEWIS, ND Environmental Protection Agency 76/10/27 llpp 


6004280619 Advises that /91220 request for approval of alternative tost 
method to verify man moisture in low hydrogen electrode 
coating is accepted Requests that notarised version of 
request be sent in addition to specific sites for use 
RUBEN5TEIN, L B Light Water Reactors Branch 4 60/04/04 Spp 


BOO416O205 Advises of fundamental misstatement in B00402 minutes of 
800104 meeting w/util re OA program unioniiatlon Requests 
corraction to reflect that fact had no Influence on Local 
S9B election 

REYNOLDS, N S Oebevoise tt Liberman 80/04/10 ip 


8004150443 Requests concurrence In use of ABME. Section 111. Code Cate 
N-242 re matls c ert i f Ication. to resolve apparent conflicts 
in ASMS interpretations of certification of code matls 
RENDERGER.D L Washington Pub He Power Supply System 60/04/11 
ip 


8004210285 Responds to 800221 Hi re schedule foi completing review of 
qualification of safety-r elated electrical equipment 
Schedule for completion of review will be provided after 
final issuance of NLfRE0-05B8 

RENDEROERi D L Washington Public Power Supply System 80/04/11 
IP 


F Security, medical, emergency tt fire protection plans 


6004080077 Advises that submittal date for evacuation time estimate*, 
requested by NRC 791226 itr.has been postponed pending OAO 
clearance under Federal Repts Act 

GRIMES. D K Emergency Preparedness Task Force 00/03/11 4pp 


0 Inspection reports. IE Bulletins 4 correspondence 


8004150220 Forwards IE Info Notice 60-12, '‘Instrument Failure Causes 
Opening ef PORV << Block Valve “ No specific action or 
response necessary 

ENGELKEN.R H Region 5, Ban Francisco, Office of the Director 
80/03/31 Ip 


6004100109 Forwards IE Circular 80-05. "Emergency Dietel Generator 
Lubricating Oil Addition Onsite Supply " No written 
response required 

ENOELKEN.R H Region 5. San Francisco, Office of the Director, 
80/04/01 Ip 


8004H0I19 Forwards IF Info Notice 00-13, "OE Type BDM Control Switches 
Defective CAN Followers " No specific action or response 
required 

ENGELKEN.R H Region 5. San Francisco. Office of the Director, 
00/04/02 Ip 


8004S20052 Forwards IE Info Notice flO-14, "Safety Suggestions From 
Employees " No action required 

ENGELKEN.R H Region S, San Francisco, Office of the Director 
80/04/02 ip 


8004100139 Forwards IE Circular 00-07. "Problems W/lfPCI Turbine Oil 
Bye " No written response required 

ENGELKEN.R H Region 5. Ban Francisco, Office of the Director 
80/04/03 Ip 


8004230370 Forwards IE Dullotln 79-03A, "Longitudinal Weld Defects In 
ABME 8A-318iType 304 Gtalnless Steel Pipe " Action required 
ENGELKEN.R N Region 5. Ban Francisco. Office of the Director 
80/04/04 Ip 
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8004220201 Foruart^t lE Bull«ttri aO-OSi of Containment Liner 

Penetration Weld* " Written response required 

ENOELKENrR H Region San Franc ioco/ Office of the Director 
80/04/07 1 p 


DOCKET 8TN-50-50? WPPBS NUCLEAR PROJECT, UNIT S 


A Application/construction stage documents & correspondence 


8004040031 Advises of issuance of NURE0''O5Q8< "Interim Staff Position 
on Environ Qualification of 8af etg-Rolatad Electrical 
Equipment#'' providing guidance re methods for compliance 
R0S8^ D F Division of Project Management 60/02/05, 7pp 


0004010340 Forwards mod to NPDES Permit WA-00247A-1 Mod does not 
involve adverse environ Impact or safety issues Si does not 
require mod to CP 

RENBEROERiD L Washington Public Power Gupply System 80/03/21 
IP 


— 0004010345 Mod to NPDES Permit WA-0024'7t-l# i ssued to MA Public Power 
Supply Bys 

LEWISrN D Environmental Protection Agency 7A/10/27 llpp 


0004230619 Advises that 791220 request for approval of alternative test 
mathod to verify mai moisture in low hydrogen electrode 
coating is accepted Requests that notarlied version of 
request be sent in addition to specific sites for use 
RUQENSTEIN# L 8 Light Water Reactors Branch 4 00/04/04 5pp 


8004160285 Advise# of fundamental misstatement In 000402 minutes of 
000104 meeting w/util re OA program unlonliatlon Requests 
correction to reflect that util had no influence on Local 
5*?8 election 

REYNOLDS# N 8 Debevolse & Liberman BO/04/10 Ip 


8004150443 Requests concurrence in use of ASME# Bectlon tII#Coda Case 
N'~242 re matls eertif ication# to resolve apparent conflicts 
in ASME interpretations of certification of code matls 
RENBEROERrD L Washington Public Pou/er Supply System 80/04/11 
lp< 


0OO421O2B5 Responds to 800221 Itr re schedule for completing review of 
qual 1 f ication of taf e ty^related electrical equipment 
schedule for completion of review will be provided after 
final Issuance of NUREO-OSes 

RENBEROERi D, L Washington Public Power Supply System 80/04/11 
IP 


F Security# medical# emergency & fire protection plans 


9004080077 Advises that submittal date for evacuation time estimates! 
requested by NRC 791226 Itrihas been postponed pending OAO 
clearance under Federal Repti Act 

0RIM£8#B K Emergency Prepar ednes s Task Force 80/03/11 4pp. 


0 Inspection reports# IE Bulletins t* correspondence 


B004150SSO Forwards IE Info Notice 80-12# "Instrument Failure Causes 
□paning of PORY Block Valve " No specific action or 
reeponse nacessary 

EN0ELKEN#R H Region 5# San Francisco# Office of the Director 
90/03/31 Ip 


0004100109 Forwards IE Circular BO-OS# "Emergency Diesel Generator 
Lubricating Oil Addition & Onsite Supply " No written 
response required 

ENOELKEN# R H Region 5# Ban Franc isco# Office of the Director 
80/04/01 Ip 


0004110119 Forwards IE Info Notice 00-13# "OE Type BBh Control Switches 
Defective CAM Followers " No specific action or response 
required 

EN0ELKEN#R.H Region 5# Ban Francisco# Office of the Director 
00/04/02 ip 


0004220052 Forward* IE Info Notice 00-14# "Safety Suggestions From 
Employees " No action required 

ENOELKENi R H Region 5# Ban Francisco# Office of the Director 

eo/04/02 Ip 


0004220201 FoTwards IE Bulletiti QO-OB, "Exfim of Containment Linor 
Penetration Welds Wrifcton response required 

ENOELKEN# R H Region 5, San Francisco# Office of the Director 
00/04/07 ip 


0004230370 Forwards IE Hullo tin 79-03A. "Longitudinal Weld Defects in 
ASME SA-312#Type 304 Btainloss Steel Pipe "■ Action required 
ENOELKEN#R H Region 5# San Ftancisco, Offico of the Director 
80/04/04 Ip 


DOCKET 50-510 BLUE HILLS STATICIN# UNIT I 


G Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC FEMA re prompt 
improvement in radiological emergency planning 6 
preparednes s, d I s tr 1 butod as Bd^i d notification 
0US3ICK#L V Office of the Executive Director for Operations 
00/04/02 34pp 


DOCKET 50-511 BLUE HILLS STATION, UNIT 2 


O Adjudicatory corres pondence 


8004030D26 Memorandum of und ers tend i ng between NRC It FEMA re prompt 
improvement In radiological emergency platitiing tc 
prdparedtiess# di s trlbu ted as Hoard not i f icat i on 
OOS6ICK* L V Office of the Executive Director for Oparatluns 
00/04/02 34pp 


DOCKET 50-513 WPPBS NUCLEAR PROJECT, UNIT 4 


A App 1 Icat I on/conetruc t i on stage documents S# c orrespotidence 


0004040031 Advises of issuance of NUREQ-O50B, “Interim Staff Position 
on Environ Qua 1 1 f 1 cat! on of Gaf a ty-Related Electrical 
Equipment," providing guidance re methods for couiplianca 
RDSB/D F Division of Project Management 60/02/05 7pp 


0OO421O4OB Requests addl info re changes t# studies proposed in App F 
of 791203 reply to NRC 79102D lOCFRSO 54 requests concerning 
design adequacy of Bf<N NBDS utillting once-through steam 
generators 

PARR,Q D Light (4dter Reactors Branch 3 60/03/25 6pp 


8004230619 Advises that 791220 request for approval of alternative test 
method to verify mat moisture tn low hydrogen electrode 
coating Is accepted Requests that notariiad version of 
request be sent in addition bo speclfir sites for use 
nUBENSTCIN.L 8 Light Water Reactors Branch 4 00/04/04 5pp 


0004160285 Advises of fundamental misstatement in Q00402 minute* of 
000104 meeting w/util re OA program un i onl i at ion Request* 
correction to reflect that util had no Influence on Local 
590 election 

REYNOLDS, N Q Debevolse 4' Liberman 60/04/10 Ip 


B0042102B5 Responds to 600221 Itr re schedule for Completing review of 
qualification of safety-related electrical eaulnment 


0004160139 Forwards lE Circular 80-07# "Problem* W/HPCI Turblnb Oil 
Bys '' No written response required 

ENOELKENrR H Region 5# 8an Francisco, Office of the Director 
80/04/03 Ip 
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-e0O43GOO#4 It In-p f^ept- 5>.-- JtO. GO- 0? K 50-513/80-03 on B00211-15 Ho 
nonccnpliance noted ^'’djor areas inspected safety-related 
components, sarety related pipiny i n s t a 1 1 a 1 1 on, ue I d er 
training » weld FiIIpt- rna 1 1 control 

DODDo f* T Pegian 5 "ar Francisco, Reactor Construction & 
Engineering jjppiorl Ijranci, N^iGHER J , HAIST, D P Region 5» Ban 
Francisco Otrice nf rhe Dlrectoi BO/03/18 0pp 


Q0O4l5u22O Fotgatds IC Irra Hotice erj-12, 'Instrument Failure Causes 
Opening or FORV ' Disc* Valve f'o specific action or 
response nez-essary 

EHGELMEN,fi H Region 5 Ian Francisco, Office of the Director 

eO/03/31 Ip 


8204100109 Foruards IF Circular 80-05, "Emergency Diesel Generator 
Lubricating Oil Addition t Dnsite Supply " Ho u/rltten 
response required 

EfJGELWEH,R H Region 5. San Francisco, Office of the Director 
aO/04/OJ Ip 


DOCKET 50 514 REfiBLC SPRINGS NUCLEAR PLANT, UNIT I 


A App 1 i cati on/constroc 1 1 on stage documents t c nr rospqndenc o 


B004040031 Advises of issuance of NUREG-OSSB, "Interim Staff Position 
on Environ Qualification of Saf atg-Re lated Electilcal 
Equipment, ' providing guidanco re methods for compliance 
ROBS, D F Division of Project Management QO/02/05 7pp 


8004210405 Summary of 800328 meeting ui/neai -term CP applicants in 
Dethesdd,(lD ie evaluation of progress made to date 
establishing proposed roqult ements stemming from TNI-2 
accident 

THOMAS, C O Standardiiation Branch 80/04/03 63pp 


Q004300074 Summary of 000319 meeting wVNear-Term CP Applicants Group 
in Bethesda,MD ie matters related to resumption of CP 
application revieiii activities associated ur/TMI-2 accidents 
THOMAS, C 0 S<^andard i lat ion Branch 00/04/03 lapp 


0004110119 Foruards IE Into Notice 80-13, 'GE Type SDM Control Buitches 
Defective CAM Followers ' No specific action or response 
required 

Ef'GELKEfJ, R H Region 5, Ban Francisco, Office of the Director 
60/04/02 Ip 


8004220052 Forwards 
Employees " No act 
ENGELKEN, R H Reg 

aO/04/02 Ip 


IE Info Notice 30-14, 

ion T equ i red 

ion 5, San Francisco, 


"Safety Suggestions From 
Office of the Director 


0004180139 Forwards IE Circular 80-07, 'Problems W/HPCI Turbine Oil 
Sys " No written response required 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
80/04/03 ip 


0004220201 Forwards [E Bulletin 80-08. "Exam of Containment Liner 
Penetration Helds " Wriften response required 
ENGELKEN, fi H Region 5, San Francisco. Office of the Director 
80/04/07 ip 


8004240557 Summary of S00402 meeting u/Noai -Term CP Applicants Group in 
Dethesda.HD re progiess made estahlishing proposed 
requirements stemming from TMI-2 accidont Proposed 
requirement category assignments end 

THOMAS, C D Light Water Reactors Branch 1 80/04/0/ 4/pp 


D NRC Draft/Final Envlronmonta 1 Statements, suppls <t currespondenc e 


0004200112 Forwards Final Buppl 1 to FES, NUnE0-75/02n Se rolaled FR 
notice 

BALLARD, R L Environmental Projects Bianch I 00/04/10 2pp 


—8004280114 Notice of availability of Final Suppl 
BALLARD, R L Environmental Projects Branch 1 


1 to /C8i NURrG-/!J/oaj) 
(10/04/09 2pp 


—0004280110 Final Suppl I to FES 

Office of Nuclear Reactor Regulation NURr0-/S/025 1)0/04/30 

aOpp Available at NTIS 


Forwards IE Bulletin 79-03A, "Long i tudina 1 Wold Defects in 
ASME SA-312, Type 304 Stainless Steel Pipe " Action required 

^ Region 5, San Francisco, Office of the Director 
BO/04/04 ip 

0004230239 Ack receipt Of 000319 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-460/79-13 


50-513/79-13 
SPENCER, G 8 Region 5, San Francisco. 
Engineering Support Branch 03/04/00 


Reactor Construction U 
ip 


-0004230248 Responds to NRC 80O22B Itr re violations noted in IE Insp 
Repts SO-460/79-13 h 50-513/79-13 Corrective actions ^ 

identified t described nature i extent of referenced 
administrative V security controls 

RENBFRGER.D L Washington Public Power Supply System 80/03/10 

600219 Itr informing NRC of steps taken to 

Requests info re nature S, extent of referenced 
administrative 4- security controls 

SPENCER, G S Region 5. San Francisco, Reactor Construction & 
Engineering Support Branch 00/02/28 ip 

"Ot.d ,n IE In.,, 

3 460/77 J3 4, 50-513/79-13 Corrective actions ^ 

Identified as infraction 
-n^n r contiol access to Level C storage 

-R, D L Washington Public Power Supply System 80/02/i9 


E Insp Repts 50-460/79-13 t 50-313/79-13 on 
of violation t deviation 

Facility 5 Materials 

/ 1 / 1 6 2 p p 

fz-or, o„ 791201-31 

Hegioi, 5, San Francisco, Office of the Director 00/01/15 i 

MMS i /“S” l-fvol C .tec, ' 


0004290500 Informs that NRC project notice was nseignei) file title (< 
number "Final Suppl to Final Pebble Oprlngs (10," t Number 
0004 4 960 Thirty-day revloui began 0DO422 
« Oregon, State of 00/04/22 Ip 

F Security, niodical, omorgency fire protection plans 

0004180359 Responds to NRC 791226 request foi info le evacuation time 
estimates around future plants Forwaidi summary ropt, 

'•Evacuation Time Estimates For Oil] lam fc Morrow Counties, OR 
«• Klickitat County, WA " 

LINDBALD, W J Portland General Electric Co 80/04/04 Ip 

^ Portland General Electric Co (10/03/31 2lpp 

» Portland General Electric Co 00/03/31 21 pp 

0 Adjudicatoiy c on espondence 

0004000439 Upd.tr, 000310 Itr ,ob«.ltt ,4 l„ Adt II ri., 4 l .„pp | 

UUHDENICA, D M Hearing Branch 4 80/03/24 Ip 


to rt,n re 


^QWER8,E 8 Atomic Safety and Licensing Board Panel 00/03/27 

improvement in'‘rfd?o?og ** 

00 / 04/02 3 qpp ° Executive Director for Operations 


5* -wkk“« ^ era 

Office of the Director 


DOCKETED ITEMS 


aOO^lSOO^a tlrdcr ie OR Energy r^cinby Siting Council S00314 ardor 
«utpendlng pioceodirig until 010701 Directs p^rtlei to InPorm 
ASLO rp effects of ei/>pcnfiion an site suitability 

riGWERR,^ S Atomic Safety and Licensing lioard Panel 60/04/03 tp 


3004130243 rieftpenio to A3LU 900403 order re 8tato of OR Energy Facility 
Siting Council Q003&4 order -tutpend liig proceeding until 
dl0701 Council action does not affect NRC position ro 
continuance on silo suitability Ccrtificato of Qvc end 
BDRDCNICK,!) M Heai ing flrancb 4 60/04/11 4pp 


DDCKer 30-310 PEBUl E 9PR1N0S NUCLEAR PLANT, UNIT 2 


A App b Icatlon/c one true 1 1 on stage documents L c orr sspondenc e 


3004040031 Advises of fstuanco of NURCO-ODDSi "'Interim Qtaff Position 
on Environ Qualification of 3of otv'*Wo I a torf Electrical 
Cquipmonti " providing guldanco re methods for crunplianco 
ftOSS# D r division of Project Management 00/02/05 7pp 


[100421040 5 Oummary of llOO^Pli mertlng tii/near- toi m CP applicants In 
Osthesdai MO re evaluation of progress made to date 
establishing proposed roqu I romenbi itomming from TMI-2 
acc 1 don I 

TlfC]HA3i C 0 Qtandard 1 1 a tlon Hi anch 30/04/03 A3pp 


3004300074 Summary qf 0003k9 mosling w/Noar-Term CP Applicants Oroup 
In Dethesda.MD re matters related to resumption of CP 
application review activities associated w/TMl-2 accidents 
TM0MA3, C 0 ntendardliation Hrar'ich n(>/04/03 12pp 


3004240357 Summary of 300402 meeting uf/N«ai*-Torm GP Applicants Oroup In 
natfiesda,MD re piogrets made establishing pro^iosod 
raqulrements stemming fiom Thl-2 accident Proposed 
requirement category assignments enc 1 

THOMAS) C Q Light Mater Reactors pranch i fJO/04/07 47pp 


D NRC Draft/Mnal Efivl ronmental ntatements, supple 4e corrus pond ante 


0004200112 rorwards Unal Qupp I 1 to ri-:«, ^JUREO *73/025 «. related m 
notice 

DALLARD) n L 1 nvlrontnep tal Projects Rrancfi t 00/04/10 2pp 


*-1)004200114 Nntlcg of aval Lab lUty oi F-inal (Juppl ) to TEH, NURE0''73/O20 
OALLARD) R U Cnvlrpiimento 1 F’rojjdcLs Drench I 60/04/0'^ 2pp 


---11001200111) Final Oupp I 1 to FFO 

» Of Pice of Nue bear React nr Regulatlan NUHtO- 75/025 BO/04/30 

llOpp Available a I NT 10 


3004290500 Informs that NRC projieci notli:* was assigned file title 1 
number ''rinal tIuppL to Tlnal Pebble Oprlngs TtOi " 8( Number 
3004 4 7f)0 Thirty -day review began 000422 
a Gregon, Gtate of 30/04/22 Ip 


F' Qscurltg, medical) emergency t. fire protection plans 


3004100359 Responds to NRC 79122A request for Info re evacuation time 
estimates araund future plants rorwards summary ropt, 

""Evacuation time L'stlmaies For Oi 1 1 lam Harrow Coutitlwi, OR 
Klickitat County) NA “ 

LlNDnAlD,W J Portland Oenoral tlecirlc Co 00/04/04 Ip 


*- a0041U0364 '"Evacuation time Estimates for 0111 lam & Narrow Counties* 
OR & KlUb list County. NA *' 

e Portland General E'leotrlc Co 30/03/31 21pp 


O Adjudicatory c or 'espondf nc e 


13004030437 Updates DOODIO Ur submitted to AOLD Final suppl to FES re 
alternative sites will be Issued 15 days after 300331 
DORDEHlCKiD H Nearing Dranch 4 30/03/24 ip 


0004230375 Forwards Stnis of GR Energy Facility Nil lug Council 000314 
Qfdar suspending further proceedings in site certificate 
application unlll S10701 Certificate of 8vc encl 
SANDl/tKiR N i/uttlco. Dept of QO/03/26 5pp 


Q0040e05'97 Order re util 000219 announcement that facility completion 
win be delayed until I990i Grants parties 10 days, from 
receipt of order# to respond to NRC S00310 luggestluns to 
proceed w/slte suitability matters 

nONERSi E a Atomic Safety and Licensing Board Panel 00/03/27 

Spp 


HOOdOSOO^"* MumoTandum ot under and ing between NflC t FEHA re- prompt 
Inprovoment In i ad ) o-Log i c a J (^meigencg planning *v 
pr epaT edno >$. d t sii i baled RocIt d ncivftcalion 
GDSSICKiL V Office of the F.necuti'vp Director foi Opoiations 
00/00/02 idpp 


Q004 150072 Order ro OR F-nergij facility LI ting Council GOOD J 4 ordoT 
eusportdirig piuceeding until CI10701 Dliecls partiuv to inform 
ASLU ro effects of susprnston ^t. ill® su i tab 1 1 L tij 

DOUERS# E 6 Atomic Lafety and ticqnsing Uoai il Panel no/04/OJ Ip 


30041 5024 J Rospon»e to I* 300403 atdei le Stale of tlR Energy Fa-clllty 
siting Council 300314 oidei BUcpenJlng proceeding until 
010701 Council action does not arrect NRC poslklon ro 
continuance on site tuilabllity Certificate of Sve encl 
liORDENJCK. II H Hear j tig II ranch 4 30/04 M I 4pp 


DOCKET eTN“50-Sl6 JAMES PORT NOCUAR SFAIION, UNIT I 


A App 1 ICO 1 1 oii/cont ir ut ti on stage liocumonts V correspondence 


3004040031 Advises of issuance of hURLG- O'unn, “[rttarlm Staff f’osltlnn 
on Fiwli DM Oualiflcallan <if La^eiij Related Elecliical 
rqulpmqnt." providing g-uidance re methods for compliance 
RDBS.Dr i)lvU)o-ii of Fioioct Mqnagomofit 30/02/05 7pp 


r Sucui ity. medical, envoi gone y t fire proloctlon plans 


00040000// Advises that submillal date foi Pvacu*ltlon time estimates, 
requested by NRC /91226 Itr.ha^ -von postpofiod pending CAO 
clearance undoi Teloial Repls Act 

GRIMES# U K Lmcige.).g I'repai ed ness Task force 30/03/1) 4pp 


0 AdiOdlcatoMj c on espond one e 


9004030026 Nomoi atvdgm of tnidei s tend kng between NRC b FEHA re prompt 
improvement in ladlological emorgerKy plannhig A 
pr eparednes S i d 1 sii 1 butod .is Root d noiificatian 
QOBRICK. L 9 DffUo of the Esecuiive Director fur Gperailens 
00/04/0? 34pp 


1100419031? Tenth status icpt pei Am All /70607 IndeftnUe ox lens Ion for 
NRC i-o respond tn Ruffollr Cnuiily motion to file supplemontel 
brief Iasi action plan underway Nn writton declslen on. coal 
plant issued by NY iloai d on riectrlc Ooneraiien lilting 
DOROrrflCK.l) M Moai ing liranch A 30/04/11 /pp 


--3004150)17 Circular Itr to all power leactni applicants & licensees rl 
qua 1 1 f tea I Ions of leactiir opoiatais toruitiids revised 
cilierla to be used in loactor opeiatoi bi airing L licensing 
avaluatioii under current regulations N/Cor I i f ica I o of 3v< 

DENTON, 11 H Dfflte of Nuclear Reactor Regulation 00/33/ 23 
SOpp 


0 Inspection reports) H llulletlPis ^ C on usptind ence 


n00422003A Responds to It [)tin«tlri DO OJ rtiarroal adsurber cells have 
not been put chased 

FLARKCIN, R I long Island Lighting Co 1)0/0')/ 17 Ip 


30041902/4 Forwaids tE Inf-o Notice DO )?> "hisirument Pallurt Causes 
Opening of PilRV t Black Valvn " No spec If in action ar 
rasponse netess«ri| 

G/tIPRrt) H Region 1. f7i 1 1 ade 1 ph i a. Office of tho Director 
00/03/31 ip 


30040700*31 Forwards II Circular fiO-09) ''fmergoncy Dlasel Generator 
Lubricating Oil Add it inn 6 Gnikte Rupply " No written 
response required 

GRITK) D H Region li Fh i I ado I ph la# Office of the Director 
aa/o4/ot ip 


0004110140 Forwards II Info Notice GO-13. "'OL Type GDH C-onlrOl Gwltches 
Defective CAM Followers " Nu written i esp-onse required 
GRIER. I) 11 Region 1# Pht I ado I phia, Office of the Dlmctur 
GO/04/02 Ip 


3004S4Q313 Forwards IF Info Notice G0'I4. "Gafety Quggestlons From 
Employees " No action required 

CRIER#!) )1 Region 1* Phi lade I ph la. Office of the Director 
GO/04/02 Ip 

I 

8004180177 Forwards IE Circular GO-0/, "Problems W/MFCI Turbine Oil 
8ys No uritten response requirt-d 

CR1ER#D1I Region 1# l^hi 1 ede 1 ph la, OFfice qp the Director 

flO/04/03 ip * 
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DOCKETED ITEMS 


»3304SJ3049i Fcrujidj IE yulletin /9-03Ai 'longitudinal Weld Defects in 
ASHE 5A“3liJ Type 304 Stainless Steel Pipe " Action required 
GR[ER<G H Region 1. Ph i Idde 1 ph laj Office of the Director 
eo/04/Ol Ip 


'3u04ia0lAl Forwards IF Ilulletin OO-OB* 'Eiam of Containment Liner 
Penetration Welds " Wiitten response required 
GRlERi 0 W Region 1 < Th t lade Iph lai Office of t^e Director 
00/04/07 Ip 


T Hearing transcripts on non-ant i trus t matters 


0004100450 Testinonq before Hi State Qoard on Electric Generation 
Siting t Environ re pioposed Jamesport facilities 
KLEIN. J V Suffolk County, NV 79/07/10 Gpp 


— 0004100460 Testimony betore N/ State Board on Electric Generation 
Siting I Environ re proposed Jamesport facilities Prof 
qua litlcations enct 

GEISELriAf^. J N Suffolk County, HV 79/06/29 6 pp 


— 0004100472 Testimony before NV State Board on Electric Generation 
Siting b Environ re proposed vlamesport facilities Related 
diagrams. ref 4, prof qualifications end 
GIARDINA.P A Suffolk County, NY 79/06/29 2Spp 


DOCKET STN-S0-5i7 JAMESPORT NUCLEAR STATION, UNIT 2 


A Appl ication/construction stage documents & correspondence 


0004100179 Forwards IE Circular 0O'O7i 'Problem* W/HPCI Turbine Oil 
Sys " No written response required 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
80/04/03 Ip 


G004230491 Forward* lE Dulletin 79-03A, "Long i tud 1 na 1 Weld Defects In 
ASHE fiA-312, Type 304 Stainless Steel Pipe " Action required 
GRIER, 0 K Region 1. Ph 1 ladel ph la. Office of the Director 
BO/04/04 Ip 


8004160161 Forwards IE Dunctin GO'OQ, "Eiam of Containment Liner 
Penetration Weld* " Written response required 
GRIER, 0 H Region 1. Ph 1 1 ade I ph i a . Office of the Director 
B0/04/G7 Ip 


T Hearing transcripts on non-anti trust matters 


8004100450 Testimony before NY State Hoard on Elect! ic Generation 
Siting 4^ Environ re proposed Jamesport facilities 
KLEIN, J V Guffoik County- NY 79/07/10 Bpp 


— 8004100460 Testimony before NY State Hoard on Electric Generation 
Siting 1 Fnviron re proposed Jamasport facilities Prof 
qualifications end 

GEISELHAN. J N Suffolk County, NV 79/06/29 6 pp 


■ — B004100472 Testimony before NY State Hoard on Electilc Generation 
Siting h Environ re proposed Jamesport facilities Related 
dlagrams.ref 6 prof qua 1 if Icati ons enc 1 
GIAROII'IA, P A Suffolk County, NY 79/06/29 25pp 


8004040031 Advises of issuance of NURE0-058B, "Interim Staff Position 
on Environ Qualification of Sarety-Related Electrical 
Equipment," providing guidance re methods for compliance 
ROSS- D F Division of Project Management 80/02/05 7pp 


DOCKET STN-SO-SIB HARTSVILLC NUCLEAR PLANT, UNIT 1 
A Application/construction stage documents 1 corresporidenct 


F Security, medical, emergency 6 fire protection plans 

8004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr.has been postponed pending GAO 
clearance under Federal Repts Act 

GRIMES. 0 K Emergency Preparedness Task Force 80/03/11 4pp 


B004040031 Advises of issuance of NURE0~05GQ, ''Interim QtaPf Potllioti 
on Environ Ouali f icai t on of Safety-Related Electrical 
Equipment," providing guidance re methods for compliance 
ROSS, D F Division of Project Management fl0/O2/0D 7pp 

F Security- medical, emeigency ?< fire protection plans 


0 Adjudicatory correspondence 

8004030026 Memorandum of understand mg between NftC tc FEMA re prompt 
improvement in radiological emergency planning 6 
preparedness, distributed as Board notification 
CQSSlCKiL V Office of the Executive Director for Operation* 
80/04/02 ‘34pp 


8004080077 Advises that submittal data for evacuation time estimatesi 
requested by NRC /9I226 1 tr» has been postponed pending OAfi 
clearance under Federal Repts Act 

GRIMES, D K Emergency Preparedness Task Force 00/03/1 i 4 pp 
0 Adjudicatory correspondence 


^ Status rept per A 6 LAB 790607 indefinite eitenslon for 

to >“e*pond to Suffolk County motion to file supplemental 
brief Task action plan underway No written decision on coal 
plant issued by NV Doard on Electric Generation Siting 
BORDENICK.B M Hearing Branch 4 B0/04/I1 2pp 


0004030026 Hernorandum of understanding between NRC & FEMA re prompt 
improvement In radiological emergency planning tc 
preparedness, distributed as Hoard notification 
80 % 4 % 2 *‘ ^^31 Eiecutlve Diroctor for Operation* 


J[|]»P^«tion reports. IE Bulletins L correspondence 


Inspection reports, IE Hullelins 6 c oi respoiidenco 


PLASKON, R E Long Island Lighting Co GO/03/19 ip 

8004150274 Forwards IE Info Notice BO-12, "Instrument Failure Causes 
Opening of PQRv i Block Valve " No specific actlJ!! or 
response necessary 

80/03/ai” Philadelphia, Office of the Director 

8004090063 forwards IE Circular 80-05, "Emergency Diesel Generator 
Rubricating Oil Addition 6 Qnsite Supply " No written 
response required '»vvsii 

eo^woi” 1?'“'°" '• ’’"■''"‘IP'-l,- O-ftc, Of «h. Dlr.ctor 



15/04/02 [p"""" '• '■'■■‘ololPMo, Offtc. pf th. Dlr.ctor 

55J55/52" *■ '■'■"•■"■pH,, Qfflc ,, Ih. 01 r.ctor 


rr¥r'’‘J‘’ ““"•H" 0O-O3i "'-o,* of Charco.l from Old T^p, 

1 1, Two-Inch, Tray Adsorber Cells " Action required ^ 

OpREILLV.JP Region 2. Atlanta, Office of the Director nO/Oa/06 

«*PU 50-510/00-03. 80-9 1 7/DO-OJ. 
SO-aRO/BO-oa l 50-921/00-03 on GOO 1 03- 10 tt 25 No 
noncompliance noted 

ORYANT, J C Region 2, Atlanta, Reactor Construction 6 {'ng ineer ino 
Support Branch BO/02/20 2 pp engineering 

— B004090400 IE Insp Repts 00-518/GO 03,30-519/00-03,50-920/00-03 & 
50-521/60-03 on 800103-10 I 25 No noncomp I lance noted Major 
areas inspected QA program review, s tructural concrete h ^ 
licensee const organiiatlon changes 

CANTHEL? r 5*°'^.?' ‘'i''"’!?' "■'••ctor 

He, ton 8 . Atlarila, Reector Conllrudion & 

Engineering Support Branch 00/02/19 9 pp 

^^2^otl?^?h^Afcfinr arranging 000320 meeting between NRC 

V: to discuss accuracy of written rents 

provide overall evaluation of 5 tH 
D^REILL? ‘'^'"tlfltd by OA program 

REILLY, JP Region 2 , Atlanta. Office of the bif.cter 00/03/12 



DOCKETED ITEMS 
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000421017Q Forward? ra^ponso to IC nuUetin QO-03, "Losa qf Charcoal 
from 0td Type 1 1* Two^Iqch i Tf ay Adaorbor CoHa '* Enel lists 
rsaolla of inapa at faciiltioa to detarmlito if poteritial 
for loss of chaicaal mcidontal to handUns u?o otiftts 
MILLS, L M T*n»noasoo Valioy Authority QO/03/21 4pp 


E30041S010A Forwards rosponso to IE DuUotin 79-20 ro possible 
malfunction of NAMCO Model EAIGO limit switches At 
facilities where applicable limit switchea are Identified, 
replacameiU pastots have boon ordered 

MILLQiL M Totinessoo Valley Authority 00/03/20 2pp 


3004l90li27 Forwards IE Info Notice 00-l2» "Instrument Failure Causes 
OpeninO of F*QUV t< Illoct Valve " No specific action or 
response necessary 

O'REILLY, J P Region 2> Atlanta# Office of tho Diroctor 80/03/31 

2pp 


J00408063A Forwards lE Circular QO-05# "Emergency Diesel Generator 
Lubricating Dll Addition <« CJnsite Supply " No wiltten 
response T«(iulred 

O'REILLY.JP Region 2, Atlanta, Office of the Director tlO/04/01 

app 


100413009/ Forwards IE Info Notice 00-13, "OE Type SDH Control Switches 
Defective CAN Followers " No specific action or response 
rtfiuirod 

O'REILLY, J F* Region 2, Allania, Office of tho Director 00/04/02 
app, 


1004240274 Forwards IE Info Notice 00-14, "Oafoty Suggestions From 
Employees," No action required 

O'llElLLViJ r Region 2, Atlanta, Office of the Director 00/04/02 

app 


1004180273 Forwards Ife Circular 00 0/, "Problems W/HPCl Turbine Oil 
5gs " No written response roqulred 

O'RElLlYrJ P Region 2, Atlanta, Office of the Director GO/04/03 

app 


004110017 Forwards IC Ilulleiln 00-0/, ' UWR Jot Pump Assembly Failure 
No written response r«<iulred 

O'RElLlYiV P Region 2, Atlanta# Office of tho Dlioctnr 00/04/04 

app 


004230142 Forwards IL Dullotin V9-03A "longitudinal Weld Defects In 
ARME 0A'OI2, Type 304 CHalnlcsi Dleel Pipe •' Action required 
(J'REILLV/J P Region 2# Atlanta# Office of the Director 00/04/04 
Ip 


00410044D Forwards IE Bulletin QO-OO# "I lam of Containment Liner 
Penetration Welds " Written response required 

crREUlY, JP Region 2# Atlanta# Office of the Director 00/04/07 
3pp 


004290379 Requests approval flf AOME Code Cases N-234 U N-23D for use 
on realtor pressure vessels Lipedilluus approval Is 
necessary for use of code cases In forthcoming pretervlce 
Insp 

NILL0, L M Tonnessee ValUy Authority 00/04/23 3pp 


Reportable occurrences# LFRs L related correspondence 


704I6021A Forwards revised corrective actlone to 000215 final 
deficiency rept 

MtLLQ,L M Tennessee Valley Authority 80/03/31 ip 


'80041*0218 Revised coriective actions to 800213 final deficiency rept 
lluttered edges on reactor pressure vessel pedestal examined 
i( repaired Vendor film quality sufflciqnt to produce repair 
overlays 

* Tennessee Valley Authority 00/03/31 Ip 


>04150414 Forwards suppl to final deficiency rept re unacceptable 
GA documenta t ion for Olater steel mail 
HlLLBiL N Tennessee Valley Authority 80/04/03 Ip 


8004150417 Suppl to final deficiency rept re unacc ep tab le QA 
documentat Ion for Olaier steel matl All questionable matl 
hat been beeted Glightly excessive sulfur content is caused 
by chemical differences & not QA sys defects 
e Tennessee Valley Authority pO/04/03 Ip 


042900&& Part 21 rept re insp of generator control panels for 
emergency diesel generators Results determined defects could 
degrade emergency diesel unit to unsafe performance 
<lorrtcilve action includes In-depth inipi U training 
FALTER# li.H PWR System Div PA/PI 80/04/07 4pp 


0004220724 Forwards jntot im duftciency rept re incorrect root face an 
sVeued cadweld sleeves 

MILLS. LM Tonnusseo Val ley Authority 80/04/14 Ip 


— 0004220764 Interim deficiency lept re incorrect root face on skeuied 
cadweld sleeves Root face on stowed cad wo Id sleeve 10 
varies from 3/32 to 1/2 inch Design based on assumed 1/16- 
inch loot face Sleeves will undergo rfestructivo pull tests 
* Tennessee Valley Authority 03/04/14 2pp 


8004200503 Foiwards tirst interim deficiency repl re cracks in reactor 
prossui e vessel shield wall 

MILLS, C 11 Tonnessee Valley Authority 80/04/14 Ip 


— 0004280505 First interim deMcloncy repl to cracks in roactor prossuro 
vessel shield wall Three base metal cracks were Pound in 
shield wall Inner shell plates Cause to bo dotcrmlned 
ponding results of Singleton analysis 

MILLS# L M Tennessee Valley Authority 00/04/14 Ip 


8004300390 Forwai ds flist inter loi rept of deficiency re wiring in HPCS 
metal clad switchgear 

MILLQ#L M Tennessee Valley Authority 80/04/24 Ip 


— 0004300377 Flist Intei im deficiency lopt re wiring In J1PC8 metal clad 
switchgear GE has been notified uf wiring diagram labeling 
d 1 screpanc i os, ml ss I ng wires 6 billing problems Phipps Rend 
mgt investigating discrepancies 
* Tennessee Valley Authority 00/04/24 Ip 


imCKET STN-00~517 KA«T*iVrLl C NUCLEAR PLANT, UNIT 2 


A App 1 i cat I on/coiis Ir uc 1 1 on stage documents 8< carr ospqndeuc o 


0004040031 Advises of issuance of NUREG-050Q. "Interim Staff Posllian 
on Envlton Qualification of 8a foty-Ro latsd Electrical 
Equipment," providing guidance re methods for compliance 
HDSa.DF Division of Pi ojoct Management 00/02/05 7pp 


f Oecurltg# medical, emergency fire protection plans 


80040800// Advises that submittal date for evacuation time estimate*, 
requested by NRC 791226 ltr#has been postponed ponding GAD 
clearance under Fodeial Ropts Act 

ORIMl^LR K Fmeigency Piopaiodncis Task Force 00/03/11 4pp 


Q Inspection i epot is# II liulletins 4 coi r espondence 


0004090352 Forwards It Dullotin 00-03 "loss of Charcoal f i nm 8td Type 
1 1# Two-Inch# Tray Adsoiber Colls " Action required 

O'REILLY, U P Region 2, Atlanta, Office of the Director 00/02/06 
£fPP 


0004090384 Forwards K Insp Repts 30 318/80 03# 30-319/00-03# 
30-320/00 -tn 4 30-521/00-03 on 000103-10 t# 23 No 
nuncomp 1 ian< e noted 

DRYANT, d C Region 2. Atlanta, Reactor Construction t( Enolneerlng 
Support Rranch 80/02/20 2pp 


8004090400 IC Insp Ropls 30-3ltt/B0~03r 50 319/00-03,30-320/00-03 I, 
SO 521/80 03 un ROOIOJ 18 4 23 No nnneomp 1 iance noted Major 
areas Inspected OA program r evlew# sti uc lura 1 concrete 4# 
licensee const organliablon changes 
6WAN,W ri Region 2, Atlanta, Office of the Director 
CANTRFLL,! 8 Region 2, Atlanta# Reactor Construction t 
Engineering Support Rranch 80/02/19 3pp 


□004090023 Confirms 000110 telcpn arranging 800320 meeting between NlRC 
4# vtll In AtlanlaiOA to discuss accuracy of written repts 
provided to IF NRC will provide overall evaluation of util 
handling of deficiences Identified by OA program 

n'REllLY#J P Region 2# Atlanta# Office of the Director 80/03/12 
2pP 


0004210178 Forwai ds response to IE Dulletln 00-03# "loss of Charcoal 
from 8td Type 1 1# Two-'l nch# Tray Adsorber Cells " Enel Hite 
results of insps at facilities to determine if potential 
for loss of charcoal incidental to handling or use erlsts 
MILLQpL M Tennessee Valley Authority 80/03/21 4pp 


8004180106 Forwards response to IE Dullellri 79-20 re passible 
malfunction of NAHCD Model EAlBO limit switches At 
facilities whore applicable limit switches ale Identified, 
replacement gaskets have been ordeivd 
M|LL8#L M Tennessee Valley Authority □0/03/20 2pp 
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i 300 *l 1 5Qt>= 7 FoTui^rdfi IE Tiiro Noi-lr^ 80-l2i "Instrument Failure Causes 
Opening ot PQPV f* Ulotrk t/aWe " ^o specific action or 
response nere^sary 

O'fiGILLi'* J P Region c Htlanta, Office of the Director 00/03/31 

2p p 

9004090636 FoTwards IE Ci-culai flG’05i “Emetgencg Diesel Generator 
Lubricating UiJ A^^ition f Onsif«’ Supply " No uritten 
response re«HJired 

O'RElLLtiJ P Region P, Atlanta. Office of the Director 00/04/01 

2pp 

900415009/ Forwards IE Itifo Notice 80-13. "GE Type SDM Control Switches 
Defective CAM Followeis No ip^clfit action or response 
TDflUl red 

O'REIULV.J P Re^Jon 2, Atlanta* Orfice of the Director 00/04/02 

2pp 


8004240274 Forwards IE Info Notice 00-14. ‘Safety Suggestions From 
Employees “ No action required 

O'REILLi.J P Region 2. Atlanta. Office of the Director 80/04/02 
3pp 


Q0041S0275 Forwards IE Circular 80-07. 'Problems tf/HPCl Turbine Oil 
Sy s " No written response required 

O'ftElLLi. J r Region ?. Atlanta. Orfice of the Director 80/04/03 

2pp 


00041 10017 Forwards IE Bulletin 80-07, "DliFl Jet Pump Assembly FalKre " 
No written response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/04/04 

2pp 


8004230142 Forwards IE Rulletin 79'03A 'Longitudinal Meld Defects in 
ASME 8A~312. Type 304 Stainless Steel Pipe “ Action required 
0‘RElLLf, J P Region ?. Atlanta. Office of the Director 60/04/04 
Ip 


6004160445 Forwards IE Bulletin 60-00, "Eiam of Containment Liner 
Penetration Welds " Written response required 

O'flEILLY, J P Region 2, Atlanta. Office of the Director 80/04/07 

3pp 


6004290379 Requests approval of ASME Code Cases N~234 t( N-235 for use 
on reactor pressura vessels Expeditious approval is 
necessary for use of code cases in forthcoming preservtce 
1 ns p 

KILLS. L 11 Tennessee Valley- Authority 80/04/23 3pp 


S Reportable occ ui reiic e s. LCRs i related correspondence 


0004150414 Forwaids suppl to final deficiency rept re unaccoptable 
OA documentation foi Claicr steel mafl 
MILLS. L M Tennessee Valley Authority 80/04/03 Ip 


--8004150417 Suppl to final deficiency rept re unacceptable QA 
doc umentat lOft for Giaier steel matl All questionable matl 
has been tested Slightly eicessive sulfur content is caused 
by chemical differences A not OA sys defects 
* Tennessee Valley Authority 00/04/03 Ip 


8004290066 Part 21 rept re Insp of generator control panels for 
emergency diesel generators Results determined defects could 
degrade omeigency diesel unit to unsafe performance 
Carrective action includes in-depth insps ti training 
FALTER, H W PWR System Dlv PA/PI 80/04/07 4pp 


8004320724 Forwards intei im deficiency lept re incorrect root face on 
skewed cadweld sleeves 

MILLS. L H Tennessee Valley Authority 80/04/14 Ip 


— 3004320764 Intel im deficiency rept re incorrect root face on skewed 
cadueld sleeves Root face on skewed cadweld sleeve 18 
vanes from 3/32 to 1/2 Inch Design based on assumed 1/16- 
inch root face Sleeves will undergo destructive pull tests 
a Tennessee Valley Authority 8D/04/I4 3pp 


8004300390 Forwards first interim rept of deficiency re wiring in HPC8 
metal clad switchgear 

MILLS, LM Tennessee Valley Authority 80/04/24 tp 


— 3004300397 First interim deficiency rept re wiring in HPCS metal clad 
switchgear ©E ha* been notified of wiring diagram ?< labeling 
d iscrepanc i ea. nil ssing wires h billing problems Phipps Dend 
mgt in/esti gal i ng discrepanc ies 
■e Tennessee Valley Authority 80/04/24 Ip 


DOC HE T STN-50-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 
A App I icatiOTi/construc 1 1 on stage documents 6 


0004040031 Advises of issuance of NUREG-05BO. ''Interim Staff Position 
on Environ Qualification of Satety-Related Electrical 
EquipjrF>nt, " providing guidance le methods for ^ I? 

ROSS. 0 F Division of Pioject Management BO/02/O5 7pp 


F Security, medical, emergency ** fire protection plans 


8004080077 Advises that submittal date for evac wa* * estimates, 

requested by NRC 791226 Itr, has been postponed pe-nding OAO 
clearance under Federal Repts Act 

GRIMES. 0 K Emergency Prepai odness Task Force* BO/03/li App 


0 Adjudicatory correspondence 


0004030026 Memorandum of understanding between NflC FEMA ro prompt 
improvement in radiological emergency planning 
pr epar ednes s , d i s tr i b u te d as Board notification 

GDS8ICK.L V Office of the Executive Director for Clperatiorti 
80/04/02 34 pp 


Q Inspection reports, IE Oulteiins tt correspondence 


8004090352 Forwards IC Bulletin 00-03, "Loss of Chaicoal From Btd Type 
1 1 i Two-Inch, Tray Adsorber Cells " Action required 

O'REILLY.JP Region 2, Atlanta, Office of the Director 00/02/06 

2pp 


8004090384 Forwards IE Insp Repts 50-510/80-03,50-519/80-03, 
50-520/80-03 L 50-521/00-03 on 800103-18 Xt 25 No 
noncompHance noted 

BRYANT, J C Region 2. Atlanta, Reactor Consit'octlDii it engineering 
Support Branch 80/02/20 2pp 


—8004090400 IF Insp Repts 50 - 510 / 80 - 03 , 50-519/Cia-0:L 50-520/60-03 U 
50-521/80-03 on 800103-10 4. 25 No noncomp I i 4 »nco notpiJ Major 
areas inspected OA pi ogram review, struc tura 1 concf ote 8t 
licensee const organiiation changes 

SWAN.W D Region 2. Atlanta, Office of the Director 
CANTHELL.r 3 Region 2, Atlanta, Reactor Construction 8< 
Engineering Support Branch 80/02/19 5pp 


0004090025 Confirms 600310 telcoh arranging BOOD^O meeting bofcuieen NRC 
t util in AtlantaiGA to discuss accuracy of written repts 
provided to IE NRC will provide overall cvaluailion of util 
handling of deflclcnces identified by OA progiam 

O'REILLY.J P Region 2, Atlanta, Office of th« Dtreclnr 00/03/12 

2pp 


8004210178 Forwards response to IE Bulletin 80-03, "Lost of Charcoal 
from 8td Type H , Two -I nch, Tray Adsorber Colls Enel lists 
results of insps at facilities to detormino if potential 
for loss of charcoal Incidental to handling or use exists 
h(LL8, L M Tennessee Valley Authority 80/03/21 4pp 


80041B0106 Forwards response to IE Bulletin 79-S6 re possible 
malfunction of NAfiCO Model FAIBO limit switches At 
facilities where applicable limit switches aro identified, 
replacement gaskets have been ordered 

MILLS, L <1 Tennessee Valley Authority BO/O^/SQ 2pp 


0004150527 Forwards If Info Notice 80-12, “instrument Failure Causes 
Opening of PCJRV tc Block Valve " No specific action or 
response necessary 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/31, 
2PP 


8004080636 Forwards IE Circular 80-05, "Emergency Diesel Oenerator 
Lubricating Oil Addition i Onsite Supply " No lurtllen 
response required 

Q'REILLVrJ P Region 2, Atlanta, Office of the Director 80/04/01 

2pp 


0004150097 Forwards I£ Info Notice 00-13, "GE Type SOM Control Switches 
Defective CAM Followers " No specific action or response 
1 equlred 

0'REILLY,J P Region 2, Atlanta, Office of the Director bO/04/02 

3pp 


8004240274 Forwards IE Info Notice 00-14, "Safety Suggestions From 
Employees " No action required 

d'REILLY.J P Region 2, Atlanta. Office of the Director 8'{>/04/02 
3pp 
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B0041Q0279 Foru^rds IE Circular 00-07. "Piobicms IJ/HPC I Turbinp Oil 
Sys " No luritter retponsi? roqulrod 

O'REILLV. J P negioti 2, Afclant;a. Offico of t.be Director 00/04/03 

2gp 


B004110017 Foruarda IE Dullatin 00-07. “HWR Jot Pun>p Aaaembly Failure 
No urltten rsaponsc required 

O'REILLYiJ P Region 2, Atlanta. Office of the Director 00/04/04 
3pp 


0004230142 Forwards IC DulUttn 79-03A "Longitudinal Weld Dofocte in 
AQME SA-3l2(Type 304 Btainloss Gtool Pipe " Action required 
O^nEILLY. J P Region 2. Atlanta, Office of the Director 00/04/04 
Ip- 


000418044S Foruiarda IE Bulletin 00-00, '’Ctam of Contalninent Llnei 
Penetration Welds '* Written roiponse required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/04/07 
3pp 


0004290379 Requests approval of A0MC Code Cases N-234 lU N-SSO for ii»o 
on reactor proseute vessels Expeditious approval Is 
necessary for uio of code cases in forthcoming preeorvlce 
Inyp 

MlLLG.L h Tennessee Valley Authority 00/04/23 3pp 


0 Reportable occunences, LERs It related c orrespondonco 


6004190414 FoTwards lupp) to final deficiency rept re unacceptable 
QA documentation for Olaior steel matt 
MILL8.L [1 Tennessee Valley Authority DO/04/03 Ip 


—6004190417 Guppl to final deficiency rept re unacceptable OA 
d oc umenta 1 1 on for Olaies' steel matl All questionable matl 
has been tested Gllghil^ excessive sulfur content is caused 
by chemical differences (* not OA sys defects 
* Tennessee Valley Authority 00/04/03 Ip 


0004290066 Pari 21 rept re Insp of genBrator control panels for 
emergency diesel generators Results determined defects could 
degrade emergency diesel unit lo uniafo porformanco 
Corrective action Includes In-depth insps training 
FALTER, H W PUR GyslemOiv PA/Pl 00/04/07 4pp 


0004220724 Forwards interim deficiency rept ?« Incorrsct rout face on 
skewed cadweld sleeves 

MILLS. L H Tennessee Valley Authority HO/04/14 Ip 


— 0004220/64 Interim deficiency rept re Incorrect root face on sliowad 
cadueld sleeves Root face on skewed cadureld sleeve 10 
varies from 3/32 to 1/2 inch, Design based on assumed 1/16' 
inch root face Gleevei will undergo destructive pull tests 
« Tennessee Valley Authority 00/04/14 2pp 


0004300390 Forwards first interim rept of deficiency re wiring in HPCS 
metal clad tuilchgear 

MILLO. L N Tennessee Valley Authority, 00/04/24 Ip 


—6004300397 First interim deficiency rept ro wiring In HFCfl metal clad 
lultchgear OE has been notified of wiving diagram 6 labeling 
d 1 scropenc iesi mf ss ing wires t< billing prob 1 ems, Fh Ipps Oend 
mgt investigating discrepancies 
* Tennessae Valley Authority 00/04/24 Ip 


DOCKET □TN-dO-92l HARTSVILLE NUCLEAR PLANT. UNIT 4 


A App 1 i cati on/cons truci Ion stage documents correspondence 


0004040031 Advises of issuance of NUREO-OSQO. "Interim Blaff Position 
on Environ Qual i f icat ion of 0af ety-Re lated Electrical 
Equipment, " providing guidance re methods for compliance 
R039.D r Division of Proj-ect Management 00/02/09 7pp 


f aecurity. medical, emergency ^ fire protection plans 


0004060077 Advises that lubmitta) date for evacuation time estimates, 
requested by NRG 791826 Itr.has been postponed pending OAO 
clearance under Federal Repts Art 

ORIMEarJl. K fmergency Preparedness task Force 80/03/11 App 


0 Adjudicatory correspondence 


0004030026 Memorandum of understanding between NRG V FEHA re prompt 
improvement in radiological emergency planning S< 
preparedness, d i stributed as Board notl f i cat i on 
009SICK.L V, Office of the Executive Director for Operations 
00/04/02. 34pp 


Q Inspection i epoi Is, IFDulletins t c orro spoiid one e 


8004090384 Tot war ds IF Inap liopts 90-910/00-03.50-519/80-0.1. 
5O''92O/0O-O3 6 50 521/130 01 on iluO I u3 10 25 No 

nonromp 1 lone c noted 

BRYANT. J C Region 2, AtUhtfl. Reoctfii Con a ti uc 1 1 on ^ molneerino 
SuppOT t 111 one fi 00/02/20 2p p 


--8004070400 If Insp Ropts 50-b jO/00 -03, 50 519/80-03.90-520/00-03 
50-5SI /GO-03 on 8001UI--1D t 2*) No hone omp 1 lance noted Major 
areas Inspected QA piogiam r ev l eui. bIi uc lui a I cencxeto t 
licensees const organ i xot i on changes 

ttWAN, W n Region ?. Atlanta* Office? of tlie Diroctor 00/02/19 

5pp 


80040900e'5 Confirms 000310 I u Icon ai ranging 800320 meoting befcuieen NRC 
^ util in Atlanta. OA tu diecuss .:»ccuracy of uiiiiteri repts 
provided to IE NRC oji M prnviilo ovotall evaluation of urlll 
hand ling of doficleiices identified by OA program 

a'flEILLV, J f> Region 2, Atlanta, Office of the Director 80/03/ 12 

2pp 


0004210170 Forwards t usportsv lo IF llullctin 80-03, '"toss of Charcoal 
from 0td Typo I 1 . Tuo- 1 nch , Tray Ad'jorbor Cells ” Fncl lists 
results of insps at facilities to dciermlno if putentlal 
for loss of charcoal Incldvntol to handling or uee exists 
MILLS. I n Tonnesseo Volloy Authority 00/03/21 4pp 


0OO<kinOtO6 Forwards rosponso to IE llullotlii 79 20 re poosiblo 
malfunction of NAUCOMvdel fcAlOO limit switches At 
facilities (iihot'o applicable limit switches ai o Identified, 
replacement gaskets have been oideied 

MILLS. L fl Toiinossop Valley Authority 80/03/20 2pp 


0004100*12/ Forwards If Irifo Mtilico 00-12, Inslrumorrt Falluro CauBos 
Opening of RCIRV «< IMocV Valve " No spoclfic aciiou or 
response necessary 

Cl'REIlLV, JR Region 2, Atiania, Office of the Director 00/0'l/3l 

2pp 

60040C106J6 Forwards If, Cnculai 80-00. "fmorgoncy Dlesul Oorreraloi 
Lubricating Oil Addition 6 Gnstte Supply No writ tort 
response required 

O'REILLY. J R Region 2. Atlanta. Office of the Director 80/04/01 

2pp 


0004150097 Forwards IF tnfn Notice DO-lCl, <'G( Type OHM Control Dwilches 
Dofeclivu CAM Folloueis " No specific aiiion or I'osptinse 
roRU 1 red 

OM1LHLY.JR Region Atldfita. Office of the Director 0(1/04/02 

2pp 


00042402/4 forwards II- Info Notice U(>*t4. "Oafely Ouggotlions from 
Ernployoos " No action lequfiod 

0'HCnLY,Jf> Region Atlarrta, Office of the Director 80/04/02 
3pp 


0004100275 forwards IL Cncutai 00*07, "Frobloms W/KPC I Turbine Oil 
Bys " No wiiiteH response xeqoiiod 

0 'flEll LV. .M' ftegioh J, Atlanta. Office o( tho Director fJO/04/01 

2pp 


0004110017 Forwaids IF nvlletln 00-07. "RWR Jet Rump Assembly failure 
No urltien rospt>hs» required 

O'RClLLV.xiP Roglon y. AlUnta, Office of tho Direcier 00/04/04 

2pp 


0004230142 Foiwords IF Rullotm /9-03A 'longitudinal Ne ) d Defects In 
ABME 0A J 12, Type J04 Btainlesi Otoe I f'lpe " Action roRulPed 
ri'REULY, JF Region, 3. Atlanta. Office uf the Director 60/04/04 
ip 


0004100445 fnruiaids IE Dulletin 80-08, "Exam of Contalmrent Liner 
Rene brat i on Oelds ■' Nrltton leiponse required 

CpncrLLY.jp Region 2, Atlanta, Office of the Director 80/04/07 

□pp 


Q004290379 Requests apprnvol of ACSMG Code Cases N-284 6 N-239 for use 
on reactor pressure vessels Ftpeditioiis approval is 
necassarq for use of code casos In forlhcomlrig ppriervlce 
imp 

HIULO.L M Tennesssp Volley Authority 80/04/23 3pp 


S Rapartoble occurrences, LfRs t related correspondence 


Q0041S04I4 Forwards suppi to final deflclen,cy rept re unacceptable 
QA documentation for Olaier steel mail 

MILLS. I M Tennessee Valley Authority 00/04/D3 Ip 
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— 0004150417 Suppl to 1 1 n ■a I d&>»icienci/ lept rp unacceptable QA 
doc «/rnen t a 1 1 OH for Olajier na^l All tionab le matl 

beer tested SlightJij efccessi«/e sulfur content is caused 
bg cbeditcal differences * not QA sgs defects 
* Tennessee Valleg Author! tg 30/04/03 Ip 


u0O42'?O0fcds Part 21 i ept i p irsp of generator control panels for 
emergerjtg diesel g e tier tors Results dei-ermined defects could 
degrade emergency diesi^l unit to uTisat-e performance 
Correctiv'e action includes indepth insps t training program 
FALTEn.MbJ PUR System IHv PA/PI 80/04/07 4pp 


8004030026 Memorandum or understanding betueen MRC 4* FEMA re prompt 
improvement in ladiological etnergency planning 
preparedness! d 1 s tr I buted as Boat d notification 
GOSSICK.L V Orfice of the Etecutive Director for Dpordtinna 
ao/04/02 34pp 


8004170245 Submits progress rept in response to ASLfl 0OO3O6i “Conference 
of 000122 Bac Vground/ Purpose 4 ResultSj" re rosolu^^*^^ 

USG6/NRC requests for addl info Hearing dates on gpologg 
t< seismology not get knouin VJill submit statue by B00S30 
SUANSONi D T Hearing Branch 1 80/04/15 2pp 


0004220724 Forwards mteiim deficiency rept re incorrect root face on 
sVeu/od cadujeid slee^^es 

MILLSiL rt Tennessee Valley Authority 80/04/14 tp 


--3004220764 Interim deficiency i ept re incorrect root face on skeued 
cadujcld sleeves Root face on skeued cadueld sleeve IB 
varies from 3/32 to 1 >2 incb Design based on assumed 1/16- 
inch root face Sleeves will undergo destructive pull teats 
* Tennessee Valley Authority 03/04/14 2pp 


8004300390 Forwards first interim rept of deficiency re uiring in KPC8 
metal clad switchgeai 

MILLS. L M Tennessee Valley Authority 80/04/24 Ip 


—8004300397 First interin deficiency rept re wiring In HPCS metal clad 
switchgear GE has been notified of wiring diagram & labeling 
di sc repdne 1 es > mi ssing wires 5 billing problems Phipps Band 
mgt investigating disci epanctes 
* Tennessee Valley Authority 80/04/24 Ip 


DOCKET STU-50- 522 S/AQIT WUCLEAR PONER PROJECT, UNIT 1 


A App I acatlon/cotistruction stage documents It correspondence 


0004040031 Advises of issuance of NUREG-O50a< “Interim Staff Position 
on Environ Qua! i f icatioii of Sa r e ty-Re lated Electrical 
Equipment,'' providing guidance re methods for compliance 
ROSSi D F Division of Project Management fl0/02/0S 7pp 


8004070237 Discusses status of Geosciences Branch review effort 
Concurs in i ecommendat ion to withhold application until 
applicant performs eitenswe studies Branch should be 
informed of uti) meeting re proposed site relocation 
STGL2. sJ F Light Water Reactors Branch 1 80/03/20 Ip 


3004100489 Responds to 800129 request for info re composition of piping 
in cooling sys U data concerning chemical loadings in sys 
Stainless steel mill be used tor condensoi tubes in place of 
Admiralty metal originally specified 
DLACK<R L Hearing Drench 1 00/03/31 2pp 


U Congress iona I /Eiecut i ve Correspondence 


8004140286 Responds to 791011 Ur re sei smd 1 ag ical review of proposed 
facility USDS i other eiperts contracted to review site 
Conservative assumptions are incorporated Into structural t 
sys designs to compensate for se i smo log ical uncertainties 
DIRCKS.W x> Orfice of the Fiecutlve Director for Operations 
80/03/10 2pp 


DOCKET 8TW-50-S23 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A App i icat ) on/consti uct I on stage documents & correspondence 


0004040031 Advises of issuance of NUREO-0508, “Interim Staff Position 
on Environ Oual i f 1 cation of Safety-Related Electrical 
Equipment, '' providing guidance re methods for complianco 
R05S« D F Division Of Project Management 80/02/09 7pp 


B004070237 Discusses status of Geosciences Branch review effort 
Concurs In recommendation to withhold application until 
applicant performs eiiensive studies Dianch should be 
informed of util meeting re proposed site relocation 
STOLZi J F Light Water Reactors Branch I 80/03/20 ip 


S0041004S9 Responds to 800129 request for info re composition of piping 
in cooling sys & data concerning chemical loadings in sys 
Stainless steel will be used for condonsor tubes in place of 
Admiralty metal originally specified 
BLACK/ R L Hearing Branch t 80/03/31 2pp 


0004210405 Summary of 000320 meeting w/near-term CP applicants in 
DethosdaihP re evaluation of progress made to date 
establishing proposed requirements stemming from TMI'^2 
accident 

THDMAGi C O Standardl tat i on Branch 80/04/03 63pp 


8004300074 Summary of B00319 meeting w/Near-Term CP Applicants Group 
in Oethesda/MD re matters related to resumption Of CP 
application review activities associated w/TMl-2 accidents 
THOMAS, C 0 Standard 1 tat ion Branch 00/04/03 12pp 


9004210405 Summary of BOO320 meeting w/near**tepm CP applicants In 
Bethfisda, MD re e,/'a)uation of progress made to date 
establishing pioposed requirements stemming from TMI-2 
accident 

THOMAS, C G Standard i ; a i 1 on Branch 60/04/03 63pp 


0004240957 Summary of 800402 meeting w/Near-Term CP Applicants Group in 
Bethesda,M() re progress made establishing proposed 
requirements stemming from TMI-2 accident Proposed 
requirement category assignments end 

THOMAS, C 0 Light Water Reactors Branch 1 00/04/07 47pp 


8004300074 Summary of 800319 meeting w/Near-Term CP Applicants Group 
in Bethesdai MB le matters related to resumption of CP 
application review activities associated w/THl-S accidents 
THOMAS, C □ Standard I laticn Branch 60/04/03 i2pp 


3004240557 Summai y of 000402 meeting w/Near-Term CP Applicants Group in 
Bethesda<MD re progress made establishing proposed 
requirements stemming from TI1I-2 accident Proposed 
requirement category assignments end 

THOMAS/ C 0 Light Water Reactors Branch 1 00/04/07 47pp 

i Adjudicatory correspondence 


0 Adjudicatory correspondence 


6004020466 Responds to B00215 Ur requesting reanalysis of A-6 aircraft 
accident rate in light of recent developments Potential 
haiard needs not bo reanalyied at present, but info ii belnp 
monitored for future possibility 
BLACK, R L Hearing Branch I 80/03/20 ip 


—8004020474 Comments recent A6 acc Ident, pubi ishod in 000212 Seattle 
Times Accident does not increase risk of crash at facility 
site due to military nature of A6 
READ, J Accident Analysis Branch 80/03/18 Ip 


1004020468 Responds to 0OOS15 Ur requesting reanalysis of A-6 aircraft 
accident rate in light of recent developments Potential 
haiard needs not be reanalyied at present. but info is being 
monitared for future possibility 
BLACK, B L Hearing Branch I 80/03/20 ip 


0004080017 Order denying 8kagitonians Concerned About Nuclear Power 
motion to compel applicants^ answers to interrogatories re 
San Juan Islands seismic profiles Issue does not relate to 
matters in controversy identified by Commission or A8LB 
DEALEi V B Atomic Safety and Licensing Board Panel. 80/03/21 Spp, 


-8004020474 Comments recent A6 acc ident, pub 1 ishod in 800212 Beattie 
Time* Accident does not increase risk of crash at facility 
site due to military nature of A6 
RpAB, J Accident Analysis Branch 00/03/18 Ip 


0040B0017 Order denying Skag i tonians Concerned About Nuclear Power 
motion to compel applicants' answers to interrogatories re 
San Juan Islands seismic profiles Issue does not relate to 
matters in controversy identified by Commission or A9L11 
DEALE, V B Atomic Safety and Licensing Board Panel 00/03/21 3pp 


8004030026 Memorandum of understanding between NRC t< FEMA r* prompt 
Improvement in radiological emergency planning tt 
preparedness, distributed as Board notification 
OD8SICK, L V Office of the Executive Director far Qheratlons 
00/04/02 34pp 


8004170245 Submits progress rapt In response to A8LD 000306, 
of 000122 Background, Purpose t Results,'' re rosolution of 
US08/NRC requests for addl info Hearing dates on geology 
seismology not yet known Mill submit status by 000530 
SWANSON, D T Hearing Branch I 80/04/ IS 2pp 


"Conference 
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U Congre«»lana 1 /Ex^cuti v« Correspondence 


6004140206 Responds to 791011 Ikr re sei stnol og ical review of proposed 
fjcilitg USOS other experts contracted to revieui site 
Conservative assumptions are incorporated into Structural 
sgs designs to compensate for sei smolog leal uncer tainties 
DIRCKS'N J Office of the Executive Director for Operations 
00/03/ la 2pp 


DOCKET 50-524 BARTO/Ji UNIT 1 


0 Ad judlcatortj c orre sp ondenc e 


0004030026 Memorandum of understanding between NRC & FEMA ra prompt 
improvement in radiological emergontg planning & 
preparednessr d i s tr 1 buted as Board notification 
OOSSICK^L V Office of the Executive Director for Operations 
80/04/02 34pp 


DOCKET 50-925 BARTDNi UNIT 2 


0 Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvement in radiological emergency planning U 
preparedness* d 1 s tr Ibuted as Doaxd notification 
00S8ICK.L U Office of tha Executive Director for Operations 
aO/04/02 34pp 


DOCKET SO-526 OARTON. UNIT 3 


0 Adjudicatory correspondence 


0004030026 Memorandum of understanding between NRC U FEMA re prompt 
improvement in radiological emergency planning & 
preparedness! d 1 s tr ibuted as Board notification 
0D68ICK»L U Office of the Executive Director for Operations 
80/04/02 34pp 


DOCKET S0-S27 BARTON. UNIT 4 


0 Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC FEMA re prompt 
improvement in radiological emergency planning & 
preparedness. d 1 s tr ibuted as Board notification 
0QB6ICK. L V Office of the Executive Director for Operations 
60/04/02 34pp 


DOCKET 8TN-5O-920 PALO VERDE NUCLEAR STATION. UNIT I 


A App 1 Icatlon/construction stage documents & correspondence 


0004040031 Advises of issuance of NURCO-O50B. "Interim Staff Position 
on Environ Qual i f I cation of Saf ety-Related Electrical 
Equipment." providing guidance re methods for compliance 
ROSS. D F. Division of Project Management 60/02/09 7pp 


F Security, medical, emergency ^ fire protection plane 


0004000077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 Itr.has bean postponed pending OAO 
clearance under Federal Repts Act 

CRIMES. 0 K, Emergency Preparedness Task Force 00/03/11 4pp 


0OO41SO566 Responds to NRC 79U21 U 1226 requests for evacuation time 
estimates revised emergency p Ian. respect tveiy Delay 
uin render AZ state plan incomplste Info will be provided 
In Dec 1980. 

VAN BRUNT. E E Ariiona Public Service Co 00/04/01 4pp 


K Utility Final Safety Analysis Report (FSAR) t< amends 


8004010244 Forwards Amend 1 to F8AR 

VAN BRUNT. E E ArUona Public Service Co 00/03/31. ip 


—8004010247 Amend I to F8AR 

a Aritona Public Service Co 00/03/31 I55pp 


0 Inspection reports. IF Bulletins f- c arrespondence 


0OO43OOU7 Forwards lE Insp Repts 50-520/79-10,50-529/79-10 t 
30-530/79-06 on 791101-30 No none onp 1 i anc e noted 
SPENCER, 0 S Region 5i San Francisco. Reactor Construction 8< 
Engineering Support Branch 00/01/31 2pp 


—0004300121 IE Insp Repts 50-528/79-10.50-529/79-10 8. 50-530/79-06 on 
791101-30 No noncompliance noted Major areas inspected const 
ac 1 1 VI ti ea, me I ud I ng pipe hanger we 1 d s . r eac tor cooling post- 
weld heat treatment t spray pond pump steel 
DODO&. R T Region 5, San Francisco, Reactor Construction U 
Engineering Support Branch VOROERBRUEGGEN Region 9. San 
Francisco, Office of the Director 00/01/30 6pp 


0004020152 Ack receipt of 800220 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-520/79-09, 

SO-529/79-09 8. 50-530/79-05 

SPENCER.O B Region 5, San Francisco, Reactor Construction 8* 
Engineering Support Branch 80/03/17 Ip 


—0004020162 Responds to NRC 800129 Itr re violation noted in IE Insp 
Repts 50-528/79-09.50-529/79-09 8- 50-530/79-05 Corrective 
actions inspected piping for cleanliness 8> instituted formal 
training for employees 

VAN BRUNT, E E Ariiona Public Service Co 00/02/20 3pp 


—0004020160 Forwards IE Insp Repts 90-528/79-09.90-589/79-09 8. 
50-530/79-05 on 791129-30 8* notice of violation 
SPENCER,© S Region 5. San Franciscoi Office of the Director 
80/01/29 2pp 


—0004020171 Notice of violation from insp on 791129-30 

« Region 5, &an Francisco. Office of the Director 00/01/20 Ip 


—0004020100 IE Insp Repts 50-528/79-09.50-529/79-09 8. 50-530/79-05 on 
791 129-30 Noncomp I lance noted failure to use temporary 
cleanliness pipe caps on safety-related piping 
D0DDS< R T Region 5, San Francisco. Reactor Construution 8. 
Enginoenng Support Branch NARBUT. P P . ECKHARDT. J H Region 5, 
Ban Francisco. Office of the Director 00/01/20 7pp 


0004150203 Forwards IE Info Notice 00-12, "Instrument Failure Causes 
Opening of PORV 8^ Block Valve " No specific action or 
response necessary 

ENOELKEN. R H Region 5, Ban Francisco. Office of the Director 
00/03/31 Ip 


8004100097 Forwards IE Circular 00-05, "Emergency Diesel Generator 
Lubricating Oil Addition L Qnslto Supply " No written 
response required 

ENOELKEN. R H Region 5. San Francisco, Office of the Director 
00/04/01 Ip 


0004110107 Forwards IE Info Notice 80-13, '*0E Type SDM Control Switches 
Defective CAM Followers " No specific action or response 
required 

ENOELKEN.R H Region 5, Ban Francisco, Office of the Director 
80/04/02 Ip 


8004220031 Forwards IE Info Notice 00-14. "Safety Suggestions From 
Employees " No action required 

ENOELKEN.R H Region S, Ban Francisco. Office of the Director 
00/04/02 Ip 


8004180146 Forwards lE Circular 80-07. "Problems W/HPCI Turbine Oil 
8ys " No written response required 

ENOELKEN.R H Region 5, San Francisco, Office of the Director 
00/04/03 Ip 


8004230373 Forwards IE Bulletin 79-03A. "Longitudinal Neld Defects In 
A8ME 9A‘“312,Type 304 Stainless Steel Pipe " Action required 
ENOELKEN.R H Region 5, San Francisco, Office of the Director 
80/04/04 I p 


0004220170 Forwards IE Bulletin 80-00. "Exam of Containment Liner 
Penetration Welds " Written response required 
ENOELKEN.R H Region 5, San Francisco. Office of the Director 
80/04/07 Ip 


8004240493 Ack receipt of 000326 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-520/00-01. 
50-529/00-01 V 50-930/00-01 

SPENCER.O 8 Region 5. Ban Francisco. Reactor Construction & 
Engineering Support Branch 80/04/08 Ip 
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— SO0424O*jOI Respond* to NRC 000227 1 re violations noted in IE Insp 
Ropts ‘:0"52H/BO-0l, 50-329/30-01 H 90-530/00-01 Corrective 
actions Decht-el ^leld >'onst nianager issued 800201 rne/no 
enphasiiihg compliance! uj/drauing control sgs 
VAri BRUfJT.E E Arijona Public Service Co 00/03/26 3pp 


-0004240500 FoTUJard* IE Insp Repts 50-526/80-01,50-529/80-01 & 
50-530/00-01 on 000121 -25 4 notice of violation 
SPENCFR. C S Rollon 5, San Franciscoi Reactor Construction i* 
Engineering Support Branch 80/02/27 2pp 


— 0004240516 Notice of violation from insp on 600121-25 

* Region S. San Francisco* Office of the Director 90/02/26 

2pp 


— 0004240522 IF Insp Repts 50-5PS/BO-0 1* 50-529/80-01 t/ 50-530/00-01 
on 600121-25 Noncomp 1 lance noted failure to stamp drauings 
for proper identif ication 

ECMHARD, T , KIRSCH. D F Re-gaon 5, San Francisco* Office of the 
Director HAYNES, R C Region S, San Francisco, Reactor 
Cons ti uc t ion t Engineering Support Branch 80/02/26 llpp 


S Reportable occurrences. LERs 4^ related correspondence 


8004070251 Ack receipt of 800305 final rept re deficient uelds on 
sa fetg-re Sated pipe hanger assemblies Util rept will be 
reviauJed 4 evaluated bij NRC 

ENGELWEN, R H Region 5, San Francisco* Office of the Director 
aO/03/12 Ip 


— 6004070255 Forwards final rept re deticieni welds on safety-related 
pipe hanger assemblies 

VAN DRUNT*E E Arizona Public Service Co 80/03/06 Ip 


—0004070250 Final rept re deficient welds on safety-related 

(Quality Class Ql pipe hanger assemblies Of 47 pipe hangers 
installed 4 inspected, 17 had fillet welds that were too 
small (•/elds are being repaired per design criteria 
« Arizona Public Service Co 80/03/05 3pp 


B0040103S0 Forwarids intei im deficiency rept re Rockbestos Co 600 volt 
copper power cable delivered 4 partially installed at 
facility Results of qua 1 1 f i cat ion testing are required 
before final corrective action can be taken 
VAN DfiONf, E E Ar irons Fublic Service Co 80/03/24 2pp 


--G00401035S Interim deficiency rept re partially Installed Rockbestos 
Co 600 volt copper pouter cables having nonsequential footage 
markings Investigation revealed factory repair of conductor* 
insulation \ jacket unacceptable Stop work order Issued 
* Arizona Public Service Co 60/03/10 5pp 


8004170045 Forwards Interim deficiency rept re visual insp of 
c ir cumf ei ential ueld joints on ASKE Section III, Class 3 
piping sys between 2-4 inches in diameter 
VAN DRUNT, E E Arijona Public Service Co 60/04/10 pp 


— G004170051 Interim deficiency rept re visual Insp of circufif erential 
weld joints on ASHE Section III, Class 3 piping sys between 
2-4 inches in diameter Caused by incorrect info on Drawing 
l3-PB26-0il Welds will be re-lnspec ted 
» Arizona Public Service Co 60/04/09 2pp 


DOCKET STK-50-S29 pALO VERDE NUCLEAR STAriON* UNIT 2 


A App 1 ica t lon/construc tion stage documonts V correspondence 


0004040031 Advises of Issuance of NUREO-O50Bi "Interim Staff Position 
on -Enviroin Qualification of Saf e ty-Related Electrical 
Equipment*" providing guidance re methods for compliance 
ROSS, D F Division of Project Management 80/02/05 7pp 


F Seturifty, medical, emergency fire protection plans 


8004000077 Advises that submittal date for evacuation time estimates* 
requested by KRC 791226 Itr.has been postponed pending GAO 
clearance under Federal Repts Act 

(rRIMES* 0 K Emergency Preparedness Task Force 60/03/11 4pp, 


8004150566 Responds to NRC 791121 & 1226 requests for evacuation time 
estimates ?* revised energoncy p lati, respec tively Delay 
will render A7 state plan incomplete Info will be provided 
in Dec 1780 

VAN SRUNTtE E Arizona Public Service Co 60/04/01 4pp 


Ufility Final Safety Analysis Report (FSARJ & amends 


6004010244 Forwards Amend 1 to FBAR 

VAN BRUNT, e E Arizona Public Service Co 80/03/31 Ip 


— 0004010247 Amend 1 to FSAR 

e Arizona Public Service Co 80/03/31 I95pp 


Q Inspection reports, IE Bulletins / cori espondence 


8004300117 Forwards IE Insp Repts 50-526/79-10,50-929/79-10 & 
50-530/79-06 on 791101-30 No noncofop 1 lanc e noted 
SPENCER,© S Region 5, San Fiancisco, Reactor Construction h 
Engineering Support Dranch 90/0i/31 2pp 


—6004300121 IE Insp Repts 50-529/79-10*50-529/79-10 it 90-S30/79-06 on 
79U0t-30 No noncompl lance noted Major areas inspected const 
activities* including pipe hanger we Ids. reac tor cooling post- 
weld heat treatment f< spray pond pump steel 

ODDDS* R T Region 5, San Francisco, Reactor Construction h 
Engineering Support Branch VORDCRORUEGGCN Region 5, San 
Francisco. Office of the Director 60/01/30 6pp 


8004020152 Ack receipt of 800220 Itr informing NRC of steps takmn to 
correct violation noted in IE Insp Repts 50-920/79-09, 

90-529/79-09 it 50-930/79-05 

SPENCER* 0 8 Region 5, San Francisco, Reactor Construction 
Engineering Support Branch 80/03/17 Ip 


—8004020162 Responds to NRC 800129 Itr re violation notad in JE Insp 
Repts 50-528/79-09,50-529/79-09 it 50-530/79-05 Corrective 
actions inspected piping foi cleanliness it instituted formal 
training for employees 

VAN DRUNT, E E Arizona Public Service Co 80/02/20 3pp 


"0004020168 Forwards IE Insp Repts 30-528/79-09*90-529/79-09 it 
90-530/79-09 on 791129-30 6 notice of violation 
SPENCER,© S Region 5, San Francisco, Office of the Director 
00/01/29 2pp 


—8004020100 IE Insp Repts 90-528/ 79-09. 90-929/79-09 6 50-530/79-(55 on 
791129-30 Noncompliance noted failure to usp temporary 
cleanliness pipe caps on safe by-re laied piping 
DODDS,R T Region 5* San Francisco, Reactor Construction 8, 
Engineering Support Branch NARBUT, P P , ECKHARDT* J H Region 5* 
San Francisco, Office of the Direclor 00/01/28 7pp 


0004150203 Forwards IE Info Notice 00-12* "Instrument Failure Causes 
Opening of PORV e Block Valve " No specific action or 
response necessary 

ENGELKEN* R H Region 9* San Francisco, Office of the Director 
00/03/31 Ip 


8004100097 Forwards IE Circular 80-09, "Emergency Diesel OenerAtar 
Lubricating Oil Addition It Onsite Supply " No written 
response required 

ENGELKEN* R H Region 5* San Francisco, Office of the Director 
00/04/01 ip 


0004110107 Forwards 1£ Info Notice 00-13* "GE Type GDM Control Switches 
Defective CAM Followers " No specific action or response 
required 

CNOELKEN* R If Region 9, 8an Francisco* Office of the Director 
80/04/02 Ip 


8004220031 Forwards IE Info Ngilce 00-14, "Safety Suggestion* From 
Employees " No action required 

ENGELKEN, R H Region S, San Franctsco, Office Of th* Director 
00/04/02 tp 


0004100146 Forwards IE Circular 00-07* "Problems W/HPCl Turbine Oil 
Sys " No written response required 

ENGEUKENrR H Region 9* San Franclscdi Office of the Director 
00/04/03 ip 


8004230373 Forwards 1C Bui lot In 79-03A. "Longitudinal Weld Defect* in 
A8ME SA-312*Type 304 Stainless Steel Pipe " Action required, 
ENOELKENpR H Region 9, 8an Franc iicoi Office of the Director 
00/04/04 tp 


0004220170 Forwards IE Bulletin 00-08, "Exam of Containment Liner 
Penetration Welds " Written resguevse required 
ENGELKEN* R H Region 9, 8an Francisco, Office of th« Director 
00/04/07 Ip 
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6004240^93 Ac k receipt of B00326 Hr informing NRC of steps taken to 
correct violations notcii in tE insp Repis 50-52B/30-01 « 
90-529/8{>”al ?< 50-530/00-01 

SPENCER* 0 Q Region 5i fion Francisco* Reactor Construction it 
Engineering Support Dianch Q0/O4/0S ip 


--6004240501 Responds to NRC Q00227 Hr rc violations noted in IE Insp 
Ropts 90-020/80-01, 9O-929/0O-OI & 30-530/00-01 Corrective 
actions Rechtel Pield const manager issued Q00201 memo 
emphaslilng compliance w/dr ataing control sgs 
VAN nnUNT, E E Ariiona Public Got vice Co 00/03/26 5pp 


--B00424050S Foriuards IE Insp Repts 5O-520/GO-O1 , 50-52^/00-01 ^ 
50-030/00-01 on Q00121-23 t notice of violation 
SPENCER# 0 Q Region 5# Ron Francisco, Reactor Construction & 
Engineering Qupport Rranch 00/02/2/ 2pp 


—0004240916 Notice of violation fi om insp on H00121-25 

* Region 5, Ban Francisco, Office of the Director 00/02/26 

2pp 


—0004240522 IC Insp Ropts 50-520/00-01,50-329/00-01 & 50-930/80-01 
on 000121 '25 Noncomp 1 lance noted failure to stamp diatelngs 
for proper identification 

ECKHARD# T • KUlBCIbP F Roolon 5# Bon Francisco, Office of the 
Director KAYNE8# R C Region 9# Ban Francisco# Reactor 
Construction h Engineering Bupport Dranch 00/02/26 llpp 


0 Reportable occurionces# UERs related correspondence 


0004170049 Foiwords irilarim doPicieneg rept re visual Insp of 
circumferential ueld joints on ASME Section III, Class 3 
piping sgs tietueoTt 2-4 inebot In diameter 
VAN PRUNT, t C Ariiono Public Bervico Co PO/04/10 pp 


0004170001 Interim deflcioncij lept re visual insp of circumferential 
ueld joints on ASM!' Ejection ftI#Class 3 piping sgs between 
2-4 inches in diameter Coused by Incorrect Info on Drawing 
t3-P226-0l1 NelJt will be re -Inspec bed 
» Ariionft Public Bervlce Co 00/04/09 2np 


DOCKET QTN-90**530 PALO VERDU NUCLEAR OTATinW* UNIT 3 


A App I Icat ion/cons true i 1 on stage documents & correspondence 


Q004D40U31 Advises of issuance of NURCQ-ODDD* "Interim Qkaff Position 
on Environ Oun 1 1 f icat ion of Eiaf etg-Re lated Electrical 
Equipment#" providing guidance re methods for compliance 
ROBB, D r Division of Project Management QO/02/05 7pp 


F Hecuriigi medical, emergeneg i fire protflction plans 


050400007/ Advises that submlllal date for evacuation time estimates# 
requested bg NRC 791226 Ur, hat been postponed pending OAO 
clearance under Federal Repts Act 

ORIMC0#D K Fmergencg Preparedness Task Force 00/03/11 4pp 


K Utilitg Final Qafetg Analvslt Report IFnAfO emends 


OOO401O244 Forwards Amend I to FBAR 

VAN DnUNT,C e Ar lions Public Oervice Co 00/03/31 Ip 


--0004010247 Amend I to I BAR 

e Ar Ilona Public Oervice Co 00/03/31 I99pp 


0 Inspection reports# IE Dullettns i correspondence 


0004300117 Forwards IE Insp Repts SO-920/79-iO# 50-529/79-10 
80-930/79-06 on 79noi**30 No noncompliance noted 
SPENCER# 0 0, Region 8, Ban Francisco, Reactor Construction 8# 
Engineering Support Uranch 00/01/31 2pp 


B004300121 IE Insp Repts 80-920/79 10# 90-929/79-10 8# 50-930/79-06 on 
791101-30 No noncompliance noted Major area* inspected const 
ae t Ivltl ei, Inc I ud ing pipe hanger we I ds# reac tor cooling post- 
weld heat treatment 6 sprag pond pump steel 
DODDSfR T, Region 5# 9an Francisco# Reactor Construction St 
Engineering Bupport Branch VORDERORUEOOCN Region 5# San 
Franciscot Office of the Director OO/Oi/30 6pp 


0004020152 Ack receipt of 000228 Itr informing NRC of steps taken to 
correct violation noted in IF Insp Repts 90-D2G/79-09, 

80-329/79-09 V 50-830/79-09 

SP£NCER#0 8 Region 9# San Francisco# Reactor Construction 6 
Engineering Support Drarich BO/03/17 Ip 


—0004020162 Responds to NRC 000129 Ur le /lolation noted in IE Insp 
Repts 50-520/79 09.50 529//'’-09 8- 50-5J0/79-05 Corrective 
actions iri^pectcd pipirtg t-or cleanliness 6 instituted fdimal 
training for cmplogccs 

VAN DRUNTrC E An 10113 Public Service Co 00/02/20 3pp 


--B004020168 Foiwaids IL Insp Ropts 50-928/79-09, 50-329/79 -09 
30-530/79-05 OTi 791129 30 4 notice of violation 
SPENCER, G 5 Region 5# r»an Fiancisco# Office of the Director 
00/01/39 2pp 


—0004020171 Notice of violation f? om insp on 791129-30 

# Region 5, Bon Fiancisco, Office Of the Director 80/01/20 Ip 


—0004020100 IE Insp Repts 50-528/79-09, 50-529/ /9-09 U 50-530/79-05 on 
791129-30 None onip I lanc e noted failure to use temporarij 
cleanliness pipe caps on saretg-f elated piping 
DDDDS# R T Region 5, Gan Fiancisco, Reactor Construciioti & 
Engineering Support Branch NARUUT<P P , CCKHARDT#J H Region 5# 
Han Francisco, Office of the Director 00/01/20 7pp 


8004150203 Foiwards IE Info Notice 00-12, "Instrument Failure Cauae-s 
Opening of POHV Dlock Valve " No specific action or 
rosporiso nccossatg 

ENOELKEILR H Region 5, ban Ftanclsco, Office of the Director 
00/03/31 Ip 


□004100077 Forwards IE Circular 00-05# "Emergencg Diesel Generator 
Lubricating Oil Addition 6 Onsite Bupplg " No written 
response required 

ENOELKGN# R M Region 5# San Fiancisco# Office of the Director 
80/04/01 Ip 


000411010/ Fotwards IL Info Notice 00-13, "OE Type SDM Control Suitchos 
Defective CAM Followers " No specific action or response 
required 

CNGELKEN, R H Region 5, San Francisco, Office of the Director 
00/04/02 Ip 


0004220031 Forwards If Info Notice 80-14, "Safety Guggestions From 
Emplogeos " No action 1 cquircd 

ENOELKEN.R M Region 5, San Francisco, Office of the Director 
00/04/02 Ip 


□004100146 Forwards IC Circular QO-O/, "Problems U/MPCI Turbine Oil 
0gs " No written response loqulred 

ENOELKEN.R H Region 5, Ran Francisco# Office of the Director 
00 / 04/03 Ip 


8004230373 Forwards IC Bulletin /9-03A# "Longitudinal Neld Defect* in 
ASME QA-3l2#Tgpe 304 Qtalnloss 8tcel Pipe " Action required 
ENOELKCN# n M Region 3, Gan Francisco# Office of the Director 
00/04/04 ip 


0004220170 Forwards IE Bulletin 80-00# "Exam of Containment Liner 
Penetration Wold* " Written response required 
ENOELKEN.R H Region 5# Oan Francisco. Office of the Director 
80/04/07 Ip 


□004240493 Ack receipt of 000326 Ur informing NRC of steps taken to 
correct violations noted in IE Imp Repts 30-320/80-01# 

50-529/00-01 «( 50-530/00-01 

BPENCERfO 0 Region 5, Ban Francisco, Reactor Construction & 
Engineering Bupport Branch 00/04/00 Ip 


— 0004240501 Responds to NRC 000227 Itr re violations noted in IC Insp 
Repts 30-320/00-01.50-529/00-01 L 30-830/00-01 Corrective 
actions Bechtel field const manager Issued 000201 memo 
emphaslting compliance u/drawing control sgs 
VAN BRUNT, E E Arltono Public Service Co, 00/03/26 3pp 


— 0004240300 Forwards IE Insp Repts 50-328/00-01,90-529/00-01 
80-930/00-01 on 000121-25 notice of violation 
BPENCER.O 5 Region 5# Sai* Francisco# Reactor Construction t* 
Engineering Support Branch 00/02/27 2pp 

-“0004240516 Notice of violation from insp on 800121-25 

# Region 5# Gan Francisco# Office of the Director QO/02/26 
2PP 

— B004240522 IE Insp Repts 30-520/00-01# 50-529/00-01 6 50-330/00-01 
on B0012I-25 Noncompliance noted failure to stamp drawings 
for proper identification 

ECKHARD# T , KIRSCH, D F Region 3# Gen Francisco# Office of th* 
Director HAYNEB# R C Region 5. Ban Francisco# Reactor 
Construction & Engineering Bupport Branch 00/02/26 ilpp 
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DOCKET 50-534 WOLSUf^O I 


F Security, medital# emergency f> fire protection plane 


Q004150S6& Respo-nds to f^RC '^91121 5< 1224a requests for evacuation time 
estiiTiates t/ revised emei ^ency p Isn, resp ec ti ve 1 y De la^ 
ulll render AZ state plan incomplete Info mill be provided 
In Dec 1980 

VAJ4 SRUNT, E E Ariiono Public Service Co BO/04/01 4pp 


DOCKET 50-537 CLINCH RIVER DREEDER REACTOR 


^ App Ueation/c onstr uc 1 1 on stage documents V correspondence 


3004040031 Advises of issuance of NUREG-OSas, ''Interim Staff Position 
on Environ Qualification of Satefcy-Related Electrical 
Equipment,'* providing guidance re methods for compllancfl 
ROSS, 0 F Dwisioi' of Project Management ao/Oa/05 7pp 


3004290344 Forwards ''Final Kept on Base Ma 1 1 s Tests for Cell Liner 
Steels •• 

COPELAND, R L Energy, liepf of. Clinch River Draoder Reactor Plant 
SO/04/04 Ip 


“-B004290371 “Final Repfc on Rase Matls Tests for Cell Liner Steels " 
CflWOJLL*M G , GOWDA, B C , THOMAS, K C Westingbouse Electric Corp 
WARD-D-025? BO/Ol/31 OOOpp 


0004150473 Forwards Pe^’ision 1 to WARD-D-OSl B, “Sir uct-ural Roeponse of 
Scale Models to Simulated Hypothetical Core Disruptive 
Accident " 

COPELAND, R L Energy , Dep t of, Clinch River Breeder Reactor Plant 

BO/04/11 Ip 


— 8004150480 “Structural Response of Scale Models to Simulated 
Hypothetical Core Disruptive Accident Revision 1 
« WestinghDuse Electric Corp NARU-D-0216 Rl 79/10/31 IBpp 


F Security, medical, emergency i fire protection plans 


8004090077 Advises that submittal date for evacuation time estimates, 
requested by NRC 79182-4 Itr, has been postponed pending OAO 
clearance under Federal Repts Act 

GRIMES, D K Emergency Prepaiedness Task Force 60/03/11 4pp 


DOCKET 8TN-50-546 MARBLE HILL NVCLEAR STATION, UNIT 1 


A Appl i cation/cons tr uc 1 1 oi> stage documents it correspondence 


8004040031 Advisee of issuance of NURE0-D58B, “Interim Staff Position 
on EnviTon Qual i f i cati or of Safety-Related Electrical 
Equipment," providing guidance re methods for compliance 
ROSS, D F Division of rro.jBct Management flO/02/09 7pp 


6004170193 Forwards documentation of util over capacity Current 
reserves are greatei that SO/, it predictions for 1960 show 
reserves of 704 No urgency to resume const 
HAUCK,F Affiliation Unknown 0O/O3/OA Ip 


8004080671 Katiflcatian of 800314 meeting aniodg Ofe of Nuclear Reactor 
Regulation, IE Region 3 %• Oft of IE Div of Reactor Const Insp 
In Sethesda,MO to discuss uttl submittals it answer to 
current ot der 

SHE H 11 A KER, R F Division of Reactor Construciion Inspection 

BO/03/07 2pp 


6004080160 Forwards util 600305 request that NRC allqu resumption of 
first phase of safety-related uork 

POPE, J R Public Service Co of Indiana* Inc 80/03/11 ip 


'8004080168 Discusses NRC 790B15 order confirming suspension of safety- 
related const at facilities Submits plan for resuming 
receipt iiisp of safety categoiy matls it components Requests 
NRC approval of resumption or safety-related activities 
SHIELDB, 9 N Public Service Co of Indiana, Inc 60/03/09 3pp 


8004230166 Forwards request for addi info re util QA program NRC needs 
info to complete revieui of revised QA program submitted in 
response to NRC 790015 order conFirning suspension of const 
Requests consolidation of pi esent GA program 

RUBENSTElNiL S Light Nater Reactors Branch 4 BO/04/1>1 9pp 


8004180970 Notification of 800411 meeting w/uti I in Qethesda.MD re 
revised QA program description 

WILSON, J N Light Hater Reactors Branch 4 30/04/02 5pp 


0004290426 Informs of intention to use ANSI N45 2 9-1979 “Requirements 
for Col 1 ec t ion, Stoi age *, Maint of QA Records for Nuclear 
Power Plants" for two design parameters re wind loadings i 
2-h fire rating 

SHIELDSrS M Public Set Vive Co pf Indiana, Inc BO/04/21 ip 


8004300346 Forwards 'Consolidated Description, OA Program “ 

SHIELDS, S W Public Service Co of Indiana, Tnc BO/04/28 tp 


— 8004300350 “Consolidated Description QA Program “ 

« Public Service Co of Indiana, Inc 60/04/28 96pp 


F Security, medical, emeigency h riro protection plans 


6004080077 Advises that submittal date for evacuation time estimates, 
requested by NRC 791226 ltr,has been postponed pending OAO 
clearance under Federal Repts Act 

GRIMES' 0 K Emergency Preparedness Task Force 80/03/11 4pp 


G Adjudicatory correspondence 


8004180223 Forwaids util ''Description of Licensee Activities Addressing 
□rder Confirming Suspension of Const ' 

POPE, J R Public Service Co of Indiana, Inc 00/03/04 2pp 


9004030026 Memorandum of understand ing between NRC & FEMA re prompt 
Improvement in ladiological emergency planning It 
preparedness , d i s ti 1 buted as Board notification 
GQSSICK*L V Office of the Eiecutive Director for Operations 
60/04/02 34pp 


H General correspondence 


6004020490 Awaits reply to 791210 request for hearing re order for 
suspension of const Appeal protested regulation it si/s which 
can so easily dismiss final admini strati ve appeal u/o reason 
or eiplanatian 

FREVjD Q Sassafras Audubon Society 80/03/02 Ip 


8004210275 Forujords eiceipt from Riosident Carter's “Second Natl Energy 
Plan*" transmitted to Congress on 790507, in response to Itr 
to DOE referred to NRC on B00122 Plan promotes expanded use 
of nuclear l< coal power 

DENTON H R Office of Nuclear Reactor Regulation 80/03/03 ISpp 


—8004210262 Foiwards, for NRC response, Ooyl es Itr urging expediting const 
of coal i nuclear power plants 
RATHKOPF.CL Energy , Dop t of 80/01/22 Gpp 


6004070364 Responds to 790916 request that LPDR be established in 
Indianap al is, IN NRC establishes LPDR in immediate vicinity 
of proposed U operating comtnei c i a 1 nuclear power plants 
Applicable LPDR locations if hours of operation encl 
80UDER,J L Division of Rules and Records 00/03/13 3pp. 


—0004070373 Requests establishment of LPDR in Ind i anapol i s, IN 
Believes that LPDR would be appreciated (< well-used by 
cltliens of Indianapolis 

DENNETT, C U Affi I iat ion Unknown 79/09/16 2pp 


0 Inspection reports, IE Bulletins it correspondence 


0004040043 Forwards IE Insp Repts 50-546/00-0? it 50-547/00-02 on 
800117-18, No noncomp 1 lane 0 noted 

FtQRELLliO Region 3, Chicago, Reactor Construction it Engineering 
Support Oranch 80/02/15 2pp 


—8004040046 IE Insp Repts 30-546/60-03 t 50-547/B0-02 on 000117-10 No 
noncompl lance noted Major areas inspected follouup on 
previously identified Insp findings i review of PBt rept 
re 790627 immediate action Itr 

HAVE8, D W Region 3, Chicago, Reactor Construction h Engineering 
Support Branch HAWKINS, F C Regions, Chicago, Office of the 
Director 80/02/11 5pp 


8004040414 Forwards IE Insp Repls 30-546/80-05 & 30-947/80-05 on 
600121 No noncompliance noted 

KEPPLFRrJ 0 Regign 3, Chicago, Office of the Director 80/02/16 

app 


— 8004040419 IE Insp Repts 90-546/80-03 U 50-547/80-05 on 800121 NP 
noncomp 1 kanc e noted Major areas inspected development of 
licensee response to order confirming suspension of const, 
FIOHEIUI'G Region 3, Chicago, Reactor Construction Engineering 
Support Branch SCHWEIBINZ.E R , l-fAWKlNB, F C Region 3, Chicago, 
Office of the Director 60/02/13 2pp 
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0OO4tOOl44 FoTu/ards IE Info Notico 00-08- "States Co Sliding Link 
Electrical Terminal fJlock No specific action or response 


required 
KEPPLER,J 0 


rtffgien 3* Chicago- Office of the Diiector 80/03/07 


ip 


Q0042201SO Forurards It Info iioiice 00 I4i "Safelg Suggestions Ftncn 
Etnplogoes '' No action icquited 

KEPPLEHi J 0 Region Ir Chicagoj Oft ice of the Iliieclor 00/04/02 

ip 


0004210131 Forward* util 000305 I tr to V Sbollo requesting that util 
be allowed ta resume receipt insp at facility 

SHIELDS- S W Public Hevvico Co of Indiana- Inc QO/03/07 Ip 


0004220396 Forwards IF Ciicolar 00-0/- "Pioblems U/HPCI Tim bine Oil 
Sys " No written i esponse requnod 

KEPPLER- J 0 Region 3- Chicago, Office of the Director 00/04/03 
Ip 


0004100371 Raspand* to If* Hulletin 00-03 Charcoal adsorber colls 
purchased for faclllttl have not been delivered to site 
SHIELDS, 5 W Public Bervice Co of Indiana, Inc 00/03/1? ip 


0004300525 Forward* 1^ Insp Rep is 50“044,/Q0-03 4« 50-547/00-03 on 
000107-31 a- notice of violation 

KEPPLER, J O Reffiun 3* Chicago- Office of the Director 00/03/21 

2pp 


— 0004300920 Notice of vio lotion from imp on 000107-31 

* Region 3* Chicaflo- Office of the Director 00/03/10 App 


0004230250 Foi wards IE tlulletin /9-03A- "t ong 1 tud i na 1 Held Defects in 
ASME SA-312, Type 304 Stainless Steel Pipe " Action required 
KEPPLER, J 0 Region 1, Chicago. Office of the Director 00/04/07 
ip 


0004220094 Forwards IF Hulletin 00-00. "tn-sni of Conlalnmont Linor 
Penetration Helds '' ilrliion lesponso lequiied 

KEPPLER- J G Region J. Chicago, (JFflco of the Diicctor 00/04/09 
IP 


S Reportable occuirences, ICRs ^ related con espontieuce 


—0004300536 IE Insp Repta 50-546/80-03 tt 30-547/80-03 on 000107-31 
Noncomp I l«nce nutad failure to Include quality requirements 
in procuremifnt d oc umonts- to prescribe quality activity in 
documented procedure ^ to implement insp program 
WILLIAMS, C G I h^AHll I DON, J J Region 3, Chicago, Office of the 
Director 00/03/10 Dpp 


0004090141 Ack recolpt of 000310 Iti informing NRC of steps taken to 
correct violation* noted in IE Insp Repls 90-946/79-25 a« 
50-547/79-29 

F10RELLI,0 flofllon 3, Chicago- Reactor Construction Engineering 
Support Branch 00/03/24 ip 


—0004090146 flatponds to NRC 800115 Hr w/addl info re vlolailons noted 
In IE Insp flopt* 00-946/79-25 6 50-947/79-29 Corrective 
actions custody of neutron positioning device was changed t< 
proper purgo malnt was performed 

SHIELDS- B,W Public Service Co of Indiana, Inc 00/03/10 4pp 


6004070201 Ac k receipt of 000309 nitai im deficiency rept i« non code 
matl 6 certeln Category I components final rept will bo 
reviewed upon receipt 

FIURELLIiO Region 3, Ohicagn, Roacloi Cons true 1 1 on (< Tiiy liieet ing 
Support nraiich 00/03/17 Ip 


000407019/ Ack leceipt of 000219 Interim deficiency lept ro tear In 
outside flange of uppeimosl conta in-ment linex stlPfonor 
Review will commence upon loceipt of final tept 

FIORELLI>G Region 3- Chltogo, Reactor Construction 6 Engineering 
Support Branch 00/03/10 Ip 


0004 1 70249 Ack lecoipt of 000319 interim deficiency lept »e potential 
for reduced steam geneiator cooling dui ing certain feeduiatei 
line break scenarios NRC will review final rept upon 
rac Dipt 

riORELLIiO Region 3, Chicago. Reactoi Construction 6 Fiigin»«ring 
Support Branch 00/04/01 ip 


8004110948 Ack rtfcaipt of 000306 Itr informing NRC of steps taken to 
correct violation* noted in IC Insp Repts 50-946/79-09 6 
50-547/79-09 

F10RELLI,0 Region 3i Chicago, Reactor Construction (c Engineering 
Support Branch 30/03/24 Ip 


8004240122 Ack receipt of Final deficiency topt re Inleracilon of 
nontaf ety-grado sys w/steam supply equipment NRC will 
complete review of mailer dui Ing future insp 

FfQRELLliO Region 3, Chicago, Reacloi (iOni true 1 i on h Engineering 
Support Drench 0O/O4/Oi Ip 


— S0041105S6 Rffepond* ta NRC 791002 Itr re vlolailons noted In IE Iriop 

Repts 50-546/79-09 S0-S47/79-09 Con active actions DOCKET 8TN-90-947 MARlIl t HILL NUCIFAR fiTATlON- DNIT 2 

contaminant rainovad from reinforcing steel, joint reprepared * - -- — — -- 

to meet Spmc Y — 27SS2* flee tl on 411 L featheredge alltninated A App 1 i catl on/cansii uc t ion siege documents 6 corre tpondenc t 

SHIELDS- B bJ Public Bervice Co of tndiana, Inc 00/03/06 lOpp ^ , . . — ^ 


8004100207 Ack rpcalpi of 000306 Itr informing NRC of steps taken to 
correct violation* notad in IF Insp Repts 90-946/ /9-11 U 
90-547/79-1 I. 

FIORELLliO Rag ion Chicago, Reactor Construction 6 Engineering 
Support Branch. £10/03/31 Ip 


— 800410029J Supplamant* 791101 Itr r* violations noted in IE Insp Repts 
80-946/79-1 1 90-54V/79-11 Corrective actions all const 

work stoppad Utit retained consultant to perform mgt 
analysis of *lt»' QA program revised 

SHIELDBiQ W Public Bervice Co of Indiana, Inc 80/03/06 7pp 


8004150106 Forward* IF Info Notice 00-12, "Instrument Failure Causes 
Opening of PQRV & Dlnck Valve " No specific action or 
response necasaarg 

KEPPLER, J O Rap ion 3, Chicago, Office of the Director 00/03/31 

Ip 


0004000721 Forward* IE Circular 00-05. "Emergency Diesel Generator 
Lubricating Oil Addition k Onsite Bupply No written 
response requlrwd 

KEPPLER, J 0 Rap ion 3, Chicago, Office of the Director 00/04/01 


8004150054 Foi'wartf* lE Info Notice 00-13, "OE Type BHM Control Switches 
Defective GAM Followart " No specific action or response 
required. 

KEPPLER, J O. Rap ion 3, Chicago, Office of the Director 00/04/02 


0004180059 Forward* attaePiments to IE Circular 00-03. "Protection From 
Tosic Oat H«xard*,» inadvertently omitted from 800306 

irr 1 ^ 


KEPPLER, J O 
IP 


Rag Ion 3. Chicago, Office of the Director 80/04/02 


0004040031 Advises of issuance of NVRl G OSfUJ. "Intel im Staff Position 
on Environ Oual i f teat 1 (in of 0af ety -Re lated Fiertrical 
Equipment," providing guidance le methods for compliance 
ROSS.I) F Division of Project NanagemDnt 00/02/09 /pp 


0004170193 Forwards documentation of nil I over capacity Current 
reserves ate greater that 90'/, 6 predictions for lOUO show 
reserves of 70*4 No urgency to resume const 
llAUCKiF Affiliation Unknown 00/03/06 Ip 


0004000671 Notification of 000314 meeting among Ofe of Nuclear fUactor 
Regulat ion, IE Region 3 t Ofc of IL Oiv of Reactor Const Insp 
in Dithesda.MD to dltcusi util submittals k answer to 
current order 

QHENMAKERiR E Division of Reactor Constiucllon Inspection 
00/03/07 2pp 


0004000160 Forwai ds ulH 600309 request that NF<C allow reeumption of 
first phase of safely-i e 1 ated work 

POPE, J R Public Service Co of Indiana, Inc BO/03/|t Ip 


--8004080168 Discusses NRC /90815 order confirming tuipetielon of laftty- 
related const at facilities Submits plan for resuming 
receipt insp of safety cotegory metis tn components Requests 
NRC approval of resumption of saf ety-related actlvitiae 
OHICLOS.OW Public Gervice Co of Indiana, Inc 00/03/05 Dpp 


8004230186 Forwards request for addl info re util OA program NRC need* 
info to complete review of revised QA program tubmitted In 
response to NRC 790019 order confirming suspension of const 
Requests consolidation of present QA program 

RUBENSTEIN, L S Light Water Reactor* Branch 4 00/04/01 9pp 


0004180370 Notification of 0004)1 meeting w/util in Bethasda, tiD re 
revised OA program description 

WILSON, J N Light Water Reactors Branch 4 00/04/02 Dpp 
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Intorns u# mtentiJT use AJ^31 2 9-1979 ’’Requirements 

for col 1 ec 1 1 cn, Storaje * riamt of OA Records for ffuclear 
f*cjfr toT tjo 'ejjgn paianeters re uind loadings & 

2-h firp ra>n9 

^:M1ElC3i S W Public Sewirp Cc rf Indianai Inc 00/04/21 Ip 


CD0430I>1'10 fjrueTds Consolidated Description QA Program ” 

0HI£Lt3 5 W Public service Co or Indiana. Inc BO/04/20 Ip 


--e0043G0J50 ' Conso 1 1 datpd Desciiption QA Program " 

• Public Ser ice Co ot Indldna. Inc 80/04/20 96pp 


8004100371 Responds to IE Dullptin BO-OG Charcoal adsorber ceils 
purchased for facility ha/e not been delivered to site 
BHIELHSpS W Public SeivUe Co of Indiana. Inc 00/03/19 Ip 


8004300525 Forwards IF Insp Repl** 50-546/00-03 S. 50-547/00-03 on 
000107-31 notice ot violation 

HEPPUER.J 0 Region 3. Chicago, Office of the Director BO/03/21 

2pp 


— 0004300520 Notice of violation from insp on 000107-31 

« Region 3. Chicago, Office of the Director 00/03/iB 6pp 


F Becuritg medical, erergencij * rire protection plans 


0QO4OSOO77 Advises that subnittal date rot evacuation time estimates* 
requested bi^ NPC 791220 lti,has been postponed pending GAO 
clearance under Fedeial Repts Act 

GRIMES, B K Emergency Preparedness TasV Force 80/03/11 4pp 


—8004300536 IE Insp Repts 90-546/00-03 ^ 50-547/00-03 on 000107-31 
Noncoflip 1 lane e noted failure to include quality requli pmonis 
in procuiemcnt documents* to piescrlbe quality activity In 
documented procedure t to implement insp program 
WILLIAMS.C C . HARRISDN*J J Region 3, Chicago, Dffice nf the 
Director 00/03/18 0pp 


G Adjudicatory correspondence 


C0G416022I Forwards util 'Description of Licensee Activities Addressing 
Order Coniir/img Susperisiun or Const ' 

POPE, J R Public Service Co of Indiana, Inc 80/03/04 2pp 


000403002^ Memorandum or understanding between NRC t FEMA re prompt 
impro/ement in radiological emergency planning t* 
preparedness. distributed as Board notification 
COSSICK.L V Office of the Executive Director for Operations 
00/04/02 34pp 


H General correspondence 


0004020490 Awaits reply to 791210 request for hearing re order for 
suspension of const Appeal protested regulation t sys which 
can so easily dismiss final administrative appeal u/o reason 
or eiplanation 

FREY.D G Sassafras Audubon Society 60/03/02 Ip 


0004070364 Responds to 790916 lequesl that LPDR be established in 
Indianapolis* EN NRC establishes LPDR in immediate vicinity 
of proposed !* operating commercial nuclear power plants 
Applicable LPDR locations 6 hours of operation end 
SOUDER.J L Division of Rules and Records 00/03/13 3pp 


0004070373 Requests establishment of LPDR in Indlanapol is. IN 
Believes that LPDR would be appreciated t well-used by 
citiiens of Indianapolis 

BENNETT, c L Affiliation UnVnown 79/09/16 2pp 


0 Inspection reports* IF Bulletins i correspondence 


6004090141 Act receipt of 000310 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-546/79-25 U 
50-547/79-25 

FIORELLI.G Region 3, Chicago. Reactor Construction U Englnoering 
Support Branch 00/03/24 Ip 


—8004090146 Responds to NRC 000115 Itr w/addl info re violations noted 
in IE Insp Repts 50-546/79-29 f 50-547/79-25 Corrective 
actions custody of neutron positioning device was changed It 
proper purge maint was performed 

SHIELDS* S W Public Service Co of Indiana* Inc 00/03/10 4pp 


0004110348 Ack receipt of 600306 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-546/79-09 4, 
50-547/79-09 

FlORELLI/0 Region 3, Chicago, Reactor Construction 4* Engineering 
Support Branch 00/03/24 ip 


8004110556 Responds to NRC 791002 Itr re violalloni noted in IE Insp 
Repts 50-946/79-09 4 30-547/79-09 Corrective actions 
contaminant removed from reinforcing steoJ* joint repropnred 
to meet Spec V-2722* Sec t i on 411 4. foatheredge eliminated 
SHIELDS* S M Public Service Co of Indiana* Inc 00/03/06 lOpp 


8004100207 Ack receipt of 000306 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-546/79-11 4( 
50-347/79-11 

F10RELLI,0 Region 3* Chicago, Reactoi Construction 4« Eng Ineer irio 
Support Branch 00/03/31 Ip 


•-ouuiiiuucTi ouppiements 791101 Itr re violations noted In IF In 
50-946/79-11 tt 50*54///9-ll Corrective actions all const 
work stopped Util retained consultant to perform mgt 
analysis of site QA program revised 

SHIELDS* S 14 Public Service Co of Indiana* Inc 00/03/06 


«p icepcs 


7pp 


Repts 50-546/00-02 U 50-547/B0-02 on 
000117-18 No none omp I lance noted 

FIQRELLI.G Region 3, Chicago, Reactor Construction 6 Enoineertno 
Support Branch 80/02/15 2pp xinBineering 

50-506/80-0! V 50-547/80-02 on 800117-18 No 
noncompliance noted Major areas inspected followup on 

Identified insp findings 6 review of PSI rept 
re 790627 immediate action Itr ^ 

^YES. D U Region 3, Chicago* Reactor Construction 6 Englneerlna 
"Hor SS/02/n C Region 3* Chicago* Of f ice'oJ^Je " 


8004150106 Forwards IE Info Notice 00-12, "Inilrument Fallur 
Opening of PORV 4* Block Valve No specific action or 
response necessary 

KEPPLERiJ G Region 3* Chicago, Office of the Director 
Ip 


9 Cauiea 
00/03/31 


uuuHuwy/di rorwards it Circular 80-05* "Emergency Diesel Oon.rator 
Lubricating Oil Addition 4< Onsite Supply ■’ No written 
response required wrisven 

KEPPLER.J 0 Region 3. Chicago* Office of the Director 00/01/01, 


'orwards IE Insp Repts 50-546/00-05 4, 
noncomp 1 lance noted 
7 Region 3, Chicago. Office of the 


30-547/80-05 on 
Director 00/02/16 




;cH:n^2rr*:?oS;. 

KEPPLER.J o Region 3* Chicago. Office of the Director 00/01/03 


epts 50-546/80-05 4. 50-547/00-09 on 8001 31 No 
'■ ’'‘"'I areas inspected development of 

fIohelLI '”"*■'■"'‘"5 ‘U.pension 0 * con.t 


0004100059 Forwards attachments to 
Toxic Gas Haiards, " inadvertently 
transmittal 

KEPPLER.J 0 Region 3, Chicago* 


IE Circular 00-03* 'Trotectlon From 
omitted from 000306 

Office of the Director 00/04/02 


8004100144 Forwards lE 
Electrical Terminal 
required 

KEPPLER.J o Region 


‘='’ 5'*'“"* Link 

Block No specific action or response 
3. Chicago* Office of the Director 00/03/07 


Forwards IE Info Nokli 
Employees No action required 
KEPPLER, J Q Region 3* Chi cage 
Ip 


80-14* "Safety Buggeitlons From 
Office of the Director 00/04/02, 


Forwards util 000305 Itr to V St 

SMI?^nS'"QV° I**"""* insp at fad 

SHIEUDS.S U Public Service Co of India 


requesting that 
Inc 80/03/07 


util 

IP 


PLER.j 0 Rejion 3 . ch*c*.jo, OfPicc „f t,,, Di,.„ior, 80/04/03 
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B004230250 Koruarrfs ]£ QuHotiit 79-03A> "Long i fcud ina 1 Wold DefectB In 
ASME 8A“312( Type 304 Steel Pipe " Action required 

KEPPLCP, J G Region 3, Chicago. Office of the Director 00/04/07 
ip 


0004220074 Foruiards IC Hu Hot in QO-Ofl. *'Cx»im nf Containment Liner 
Penetration IJoHb " Written roBponeo required 

KEPPLER.J 0 Region 3, Chicago, Office of the Dlrotlor 80/04/07 
Ip 


0 Reportable occur lencen. LER« ^ related c ori'CBpondence 


0004070201 Ack receipt of R00305 interim deficiency repfc re noncodo 
m«tl & certain Caiogoiy 1 components Final i‘cpt hiill be 
rovleued upon receipt 

FIDKEULIrO Region 3. Chicagoi Reactor Construction h Engineering 
Support Uranch 00/03/17 Ip 


8004070197 Ack receipt of (J0U217 Interim deficiencg rept re tear In 
Quttidfl flange of uppermost containment liner stiffener 
Revieu lulll commence upon receipt of final repi 

riGRELLlrO Region 3f Chicago/ Reactor Lons true 1 1 trn & Engineering 
Support Uranch 00/03/18 Ip 


0004170247 Ack receipt of 000317 interim deficiency r^ept re potential 
for reduced ateam generator coollrtg during certain feedwater 
line break ecenarioe NRC will review final repi upon 
receipt 

FlGRELLl/0 Region 3/ Chicago/ Reactor Construction l( Engineering 
Support Uranch 00/04/01 Ip 


Q004840122 Ack recalpl of final deficiency repi ro interaction of 
noniaf etg-grade ty« w/steam supply equlpmorrt NRC will 
camp lute review nf maitei' during future insp 

FIORrULI/O Region 3i Chicago. Reactei Construction & rngineering 
Support Uranch 80/04/01 Ip 


naCKCT 90~340 rOHT CAUinUN aTATlONi UNIT 2 


0 Adjudicatory correspondence 


000403002A Memorandum of under t land I ng between NRC it FEMA ro prompt 
Improvement in radiological emergency planning 
preparedness/ d i s ti J buled as Uoai d notification 
OO 00 ICK 1 L V Office of the Fxecutlve Director for Operationi 
00/04/02 34pp, 


DDCKCT S0~047 ORhCNF CtlUNTY NUCLEAR POWER Pi ANT 


A App I Ication/consiructlon stage documonis & corretpundeni.e 


8004040031 Advises of Issuance of NURtO 0900* ''Interim tltaff Pot it ion 
on Environ Oua 1 1 f l eat ion of 0af ety'^Re latod flectrical 
Equipment/" providing guidance re methods for compliance 
ROPQ< 0 r Division of Project Management 00/02/09 7pp 


0 Adjudicotory correspondence 


8004030026 Memorandum of understanding between NRC FEMA re prompt 
irnpravement in radiological emergency planning ti 
prepar ednetsr d i s Ir I buted as Duard notification 
OO 88 ICK 1 L V Office of the Fxocutlve Director for Operationi 
80/04/02 34 pp 


DOCKET BTN-90-900 OtBaAR-gUO-nOP INTERFACt 


A AppUcatlori/construc lion stage documents it correspondence 


0004200422 Forwards » ictrp Is, submi tted to NRC on 80D331rwhlch define 
loW'-low set relief function of nuclear boiler sys in DUR 
Info is provided to facilitate NRC review t/ is unchanged 
from mat! preienled at 000220 meeting w/NRC 
OUlRKiJF General Electric Co 00/04/21 13pp 


DOCKET STN-OO-^OSO PHIPPS Ilf NO NUCLEAR PLANT. UNIT 1 


A App 1 Ication/construct ion stage documents h. correspondence 


0OO4O4OO31 Advises of issuance of NUREO-ObG 8 , "Interim Staff Position 
on Environ Qua 1 1 f icatl on of 8 af ety''Rt lated Electrical 
Equipment! " providing guidance re methods far compliance 
Ra0Bi D F Division of Project Management 00/02/09 7pp 


0004000/23 Frnwnids NR^ 0001.^8 * f clin ill «» to GE re mods tn UWR control 
rod dii-^en sys i, uddl apicilyscs o* boil -off lates, 
respeettvely Fuilhei info ♦ guidance to be issued in NUHEG- 
0617 

QAER/R L light Water ReoLtoi^/ Uranch ? 00/03/13 2-p p 


0004020154 Foruai ds add I info ie short nose sturgeon in Delaware Rivor 
Concludes that continued upetation of Unit 1. future 
operation df Unit 2 * ronsl completion ot- hope Creek units 
will not joopardiie exjstonco of shorlnoso sturgeon 

REGAN, W M Assistant Directoi fur Frivi 1 onmontai Projects 00/03/14 

2pp 


’•“’0004020163 "Assessment oi Impacts of Salem Mope Creek Stations nn 
Shortnosc Ltui gooiir Ac 1 penser Ur cvi ros tr urn lesuer " 

MASNJK/M T , Wll SON. J M Office of Nuclear Reactor Rogulatiun 
□0/03/03 llOpp 


800402017J Forwards documentation of compliance u/Nat) Historic 
Preservation Act t rsap-, of corridors / corrldoi segments 
Review i>f Iransmi sb i on lino conidois shows no potential for 
advei so environ impact to stiuciurcs 01 archeological sites 
hlLLb. L M Tennessoe Valley Authnilty 00/03/24 18pp 


-000402017/ "Transmission Line Vicinity Map " Qhocl 1 of 3 
a Tennessee Valley Authoiity 70/12/01 Ip 


—0004020203 "Ti onsmi IS i on line Vicinity Map " Sheet 2 qf 3 
a Tonne ssee Valley Authority .'fj/ 12/01 Ip 


-0004020204 "Ti ansmi ss i on Line Vicinity Mop " Sheet 3 of 3 
* Terineiseo Valley Authoiiiy /0/12/01 Ip 


—000402020/ "Ti ausml IS 1 on Line Vicinity Map " Sheet lA 
a Tentiotsoe Valley Authnilty GO/OJ /07 Ip 


8004080553 forwards "Fault /one in Rock Foundation For Essential Sv-c 
Woter Pumping Station*" pioviding detailed description of 
newly dlocovored addl fault discussed in 800314 toJeon 
w/0 Nastier Fault not considered capable 
MILLS.L M Teimessop Valley Authoiity 0O/O4/()l 4pp 


E)004300021 Discusses faulting itt Unit 1 i GW pumping s tati on tr Uni t S 
turbine bldg area NRC considers fault Zones 15 16 to be 

associated w/def ormal ionai activity related to caily 
geologic history of logioii Util 000217 /71024 Hn »nc 1 

UACKGONi R E OooscieiKos Dranch G0/04/0P Ip 


0004100256 Porwaids "Geologic foundation Rept Doicr Ip t Lons of Faults 
1 J - 10 , " Revision 1 

MILLS.L M Tetmpsseo Valley Authority 00/04/14 Ip 


-8004100264 "Geologic foundallon Rept Dost. • 1 pL I ons of Foults il-ltii " 
Revision t 

AVFL. A P Tetinotsee Valley Authoiity 00/03/31 9pp 


f Security* ftiodical. emeigency f/ fire protection plans 


800400007/ Advises that submittal date for evacuation time estimates* 
requested by NRC /71226 Iti.has been postponed pending OAO 
clearance under Federal Repts Act 

ORIMEBrll K Cmeigency Propat edness Task Force GO/03/11 4pp 


G Adjudicatoiy correspondence 


8004030026 Memorandum of understanding between NRC h FfcMA re prompt 
improvement in ladiulogical emei gency planning t< 
preparedness. d 1 str 1 buted as Hoard notification 
OaSSlCK.l V Office of the Liecullvc Diiector for Operations 
80/04/02 34pp 


H General con espondence 


8004210048 Responds to 800307 Ur lequesling info ru environ effects pf 
New England nuclear power plants Radlatian effluent levels 
determined by IOCFR20 It App i to 10CFR50 Fnviron info 
available in stated LPDRG 

DALLARD* n L Environmental Projects Dranch I 00/04/01 8 pp 


0 Inspection reports* IF Ruliotnis t c orr aspondenco 


0004070352 Forwards IE DuIIetln 00-03, "Loss of Charcoal From Stil Tgp» 
III Two-Inch* Tray Adsorber Cells " Action required 

O'REILLV^J P Region 2, Atlanta, Pfflcc of the Director BO/02/Oi 
2 pp 
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a0041ij005/ Forwards IE In^p Repts 5O"55J/80-0t 4 5O“554/'0O-O1 on 
000212-14 No none omp J latic ? notflil 

DPt/ANT. J C Rpgjon 2. M^leint««i Pe^ctoi Corstroction It Engineering 
Serpport Sranthi 00/02/2/ 2pp 

--fi004li00fc2 IE Inip RepU SO-SJB/eO-Ol » 5O-5S4/90-OI on 800213-14 No 
none omp t la ric e noted Major areas mspocted const 'status* 
project or gam ja 1 1 ofii T ec e 1 V j ng losp* st otage t preventive tt 
licensee action on previous insp findings 
CANTRELL. F S Region 3, Atlatjfta^ Reactor Construction t 
Engineering Support Hranch BURDETTE. T E . WRIGHT. R W Region 2. 
Atlanta. Uffico of- the Director BO/02/27 i»pp 


8004090025 Confirms 800310 teUon arranging 000320 meeting between NRC 
4 util in Atlanta GA to discuss accuT aeg of written repts 
provided to IE NRC will provide overall evaluation of util 
handling of deficiences identified b<# QA program 

O'REILtV, J P Region 2. Atlanta* Orfice of the Director 80/03/12 
2PP 

0004210178 Farwards response to IE nulletin 80-03* "Loss of Charcoal 
■frofTi Std Type I [, Two-Inch , Tray Adsorber Cells " End lists 
results of insps at facilities to determine if potential 
■for loss of charcoal incidental to handling or use exists 
MILLS* 1. f1 Tennessee Valley Authority 0D/O3/21 4pp 


0004180106 Forwards response to IE Bulletin 79-2B re possible 
malfunction of NAMCO Model EAlfiO limit switches At 
facilities where applicable linit switches are identified* 
replacement gaskets have been ordered 

HILLS. L if Tennessee Valley Authority 60/03/28 2pp 

8004150527 Forwards IE Info Notice S0-12> “Instrument Failure Causes 
Opening of PORV t, Bloc I Valve '' No specific action or 
response necessary 

O'PEILLY.U P Region 2. Atlanta* Office of the Director BO/03/31 
2PP 


B0040B0636 Forwards IE Circular BO-'OS. "Emergency Diesel Generator 
Lubricating Oil Addition fjt Onsite Supply *' No written 
response required 

O'REILLY. J P Region 2. Atlanta* Office of the Director BO/04/01 

2pp 


30041S0097 Forwards IE Info Notice 80-13. "OE Type SQM Control Switches 
Defective CAM Followers " No specific aclioii or response 
requ i red 

O'REILLV.J R Region 2, Atlanta. Office of the Director 80/04/02 

2pp 


0004240274 Forwards IE Info Notice 80-14. "Safety Suggestions From 
Employees " No action requiied 

O'REILLV. J F Region S, Atlanta. Office of the Director 80/04/02 
3pp 


8004180275 Forwards lE Circulai 80-07, ‘Pioblems N/HPCI Turbine Oil 
Sys " No written i espouse required 

□ 'REILLY. J p Region ?* Atlanta, Office of the Director 80/04/03 
2PP 


0004210183 Ac k leceipl of 800314 Ifcr Informing NRC of steps taken to 
correct violations rioted in IE Insp Repts 30-533/79-17 & 
50-554/79-16 

hURPhV. C E Region 2. Atlanta. Reactor Construction (< Engineering 
Support Branch 00/04/03 Ip 


'6 Responds to NRC 000110 1 tr re violations noted Iri lE Insp 
9-17 t 60-354/79-16 Corrective actions craft 
quality inspectors instructed bo confarm to 
tjons pending 

nncssee Valley Authority 00/03/14 3pp 


800423-0347 Forwards supplement to 790924 response re IE Insp Repfc 
50-553/79-12 4 n one omp 1 1 a nc e item 353/79-12-01 * per NRC 
□00325 request Rockwell Inti notified that future work 
performed using ihsp procedures w/propei signature affixed 
MILLS. L H Tennessee Valley Authority BO/04/15 3pp 

B004290379 Requests appio/al of ASME Code Cases N-234 8. N-235 for use 
on reactor pressure vessels Cxpeditious approval is 
necDssaig for use of code cases in forthcoming preservice 
insp 

MILLS, LM Tennessee Valley Authoisty 00/04/93 3pp 


R Periodic operating reports ?* related correspondence 


0004150392 Foiwaids. "Const Effects Monitoring Rep t* 781019-79 1 01 8 
EL-ASHRY.M T Tennessee Valley Authority 80/04/11 Ip 


•8004150396 "Const Effocts Monitoring Annual Rept 701019-791010 " 
RDBERTsaN. E D . OLEft. H , WEOO.O H Tennessee Valley Authority 
WR-5O-IO-0O 02 79/04/30 9Spp 


3 Reportable occuirences. LCRs h related correspondence 


0004160316 Foruiarda revised corrective actions to 000213 final 
deficiency rept 

MILLS. L M Tennessee Valley Authority 80/03/31 Ip 

— 8004160210 Revised corrective actions to 000213 final deficiency rept 
Buttered edges on reactor pressure \esscl pedestal examined 
& repaired Vendor film quality sufficient to produce repair 
overlays 

* Tennessee Valley Authority 60/03/31 Ip 


600413G495 Forwards final deficiency rept re max weave width exceeded 
on containment shell welds 

MILLS. L M Tennessee Valley Authority 00/04/03 Ip 

—8004150494 Final deficiency rept ro max weave width exceeded on 
containment shell welds Weld metal deposited in excess of 
5/8-inch mas weave width will he removed by thermal air arc 
grouping All work will be completed by 000930 
* Tennessee Valley Authority 80/04/03 Ip 


6004290066 Part 21 rept re insp of generator control panels for 
emergency diesel generators Results determined defects could 
degrade emergency diesel unit to unsafe performance 
Corrective action- includes indepth insps tt training program 
FALTER. H W R«R Bystem Oiv PA/PI 00/04/07 4pp 


60041220724 Forwards interim deficiency rept re Incorrect root face on 
skewed cadweld sleeves 

MILLS. L M Tennessee Valley Authority 80/04/14 Ip 

—0004220-764 Interim deficiency rept re incorrect root face on skewed 
cadwold sleeves Root face on skowed cadwold sleeve 18 
varies from 3/32 Co 1/2 inch Design based on assumed 1/16- 
inch root face Sleeves will undeigo destructive pull tests 
* Tennessee Valley Authority 00/04/14 2pp 


DOCKET STN-50-554 PHiPPa REND NUCLEAR PLANT. UNIT 2 


A App 1 Icat 1 on/c onsti nc t ion stage documents ^ correspondence 


8004040031 Advises of issuance of NUREQ-058B. “Interim 0taff Position 
on Environ Qua 1 1 f icai ton of Safety-Related Electrical 
Equlpntant. " providing guidance re methods for compliance 
RDSSi P F Division of Project Management 80/02/05 7pp 


s IF flulletin 00-07, ‘ DWR Jat Fump Assembly Failure " 0004030733 Forwards NRC 800120 «< 0211 Itrs to OE r* mods to DWft control 

nse required rod driven sys add! analyses of boll-off rates. 

eg ion 2. Atlanta. Office of the Director flD/04/04 respectively Further info it guidance to be Issued in NUREO- 

0619 

DAERpR L Light Water Reactors Branch 2 80/03/13 2pp 

S IE DuMetin 79-D3A ’'Longitudinal Neld Defects in 

304 Stainless Stael Pipe " Action required 8004020194 Forwaids addl info re shortnose sturgeon in Delaware River 

eglon 2. Atlanta, Office of the Director 80/04/04 Concludes that cootlnuod operation of Unit 1, future 

operation of Unit 2 t const completion of Mope Creek units 
will nut joopardlie existence of shortnoso sturgeon, 

REOAN, M H Assistant Director for Environmental Projects 00/03/14 
s IE Bulletin SO-OS. “Exam of Containment Liner 2pp 

3 •’ Written response required 

egion 2. Atlanta, Office of the Director 80/04/07 

0004020193 Forwards doewmenkat ion of compliance w/Nafcl Historic 
Preservation Act maps of corridors t* corridor segments 
Review of transmission line corridors shows no potential for 
adverse environ impact to structures or archeological sites 
MILLD, t M Tonnessee Valley Authority 00/03/24 IQpp 
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■8004020197 ’*Tran«rii ssi on Cin« Vicinitg Map ” She«fc 1 o# 3 
* Tennessee Valley Authority^ 70/12/01 Ip 


— -8004020203 “Transmission Line 'i/icinitij Map “ Sheet 2 of 3 
* Tennessee Vallei^ Authority 7B/12/01 Ip 


— 6004020204 "Transmission Line S/tcinity Map ’■ Sheet 3 of 3 
» Tennessee Valley Authority 76/12/01 Ip 


— 8004020207 "Transmission Line Vicinity Map “ Sheet lA 
* Tennessee Valley Authority 80/01/07 Ip 


8004080553 Forwards “fault Zone in Rock Foundation For Essential Syc 
Uater Pumping Station«'' providing detailed description of 
newly discovered addl fault discussed in 600314 telcon 
w/B Wastler Fault not considered capable 
MlLLSiL K Tennessee Val ley Author! ty 60/04/01 4pp 


8004300021 Discusses faulting in Unit 1 TSl^ pumping station t Unit 2 
turbine bldg area NFlC considers Fault Zones tS tt 16 to be 
associated u/def ormatlonal activity related to early 
geologic history of region Util 800219 791024 Itrs enc I 

JACKBON.R E Geosciences Branch 60/04/06 Ip 


80041802S6 Forwards “Oaologic Foundation Rapt Descriptions of F-aults 
ll“t8i“ Revision 1 

HiLLSiL M Tennessee Valley Authority 60/04/14 Ip 


— 8004180264 "Oeologic Foundation Rept Dcscriptionfi of Faults ll'»18« 
Revision 1 

AVELi A P Tennessee Valley Authority B0/03/3t Spp 


F Becurityi medicali emergency & fire protection plans 


8004060077 Advises that submittal date fpr evacuation time estimatoSj 
requested by NRC 791226 1 Ir^ has been postponed pending OAO 
clearance under Federal Repts Act 

ORIHESjB K Emergency Preparedness Taek Force 80/03/11 4pp 


0 Adjudicatory correspondence 


8004030026 Memorandum of understanding between NRC & FEMA re prompt 
improvement in radiological emergency planning t 
preparednessj d IS tr ibuted as Dpard notification 
008SICK«L V Office of tfie Executive Director for Operations 
60/04/02 34pp 


H General carrespondonce 


8004210040 Responds to 80030? Itr requesting info ro envlrcm effect® of 
^iew England nuclear power plants Radiatlen effluent levels 
determined by 10CFR80 tt App I to 10CFR50 Cnviron info 
available in staled LPDR8 

DALLAROiR U Environmental Projects Branch 1 60/04/01 2pp 


Q Inspection reporisi IE Bulletins L correspondence 


6004090332 Forwards IE Bulletin 0O“O3, "Loss of Charcoal From Btd Type 
1 1< Two-Inchr Tray Adsorber Cells " Action required 

O'RElLLYfJ P Region 2, Atlarita, Office of the Director 60/02/06 

2j>P. 


0OO416OOD7 Forwards IE Insp Repts 30-553/90-01 St 50-554/60-01 on 
800212-14 No noncomp 1 iance noted 

BRYANTr J C Region 2< Atlanta* Reactoi Construction S< Engineering 
Support Drench 00/02/27 2pp 


—8004160062 IE Insp Repts 50-353/80-01 ftt 50-354/00-01 on 600212-14 No 
noncompl iance noted Major areas inspected const statusi 
project argani latlon/ rece Iving Insprstorage ic preventive 
licensee action on previous insp findings 
CANTRELLiF 8 Region 2r Atlanta* Reactor Construction Si 
Engineering Support Qranch DURDETTEt T E ♦ WRIOHT* ft (4 Region 2* 
Atlanta) Office of the Director 80/02/27 6pp 


6004090023 Confirms 800310 telcon arranging 000320 meeting between NRC 
St util in AtlantaiGA to discuss accuracy of written repts 
provided to IE NRC will provide overall evaluation of util 
handling of deflciences Identified by OA program 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/03/12 
2PP 


BOO421O170 Forwards response to IE Bulletin 00-03, “Loss of Charcoal 
from Btd Type 1 1 , Two-Inch, Tray Adsorber Cells " Enel lists 
results of insps at facilities to detei mine if potential 
for loss of charcoal incidental to handling or use exists 
MILLS, L M Tennessee Valley Authority 80/03/21 4pp 


8004100106 Forwards response to IE Bulletin 79-28 re possible 
malfunction of NAMCO Model EAlOO limit switches At 
facilities where applicable limit switches aie identifiedp 
r ep lac errtent gaskets have been ordered 

MILLS, L M Tennessee Valley Authority 8O/O3/P0 2pp 


800415D327 Forwards IE Info Notice S0-1?< “Instroment Failure Causes 
Opening or POPV t Block Val«,e '* No specific action or 
response necessary 

O'ftElLLV.J P Region 2i Atlanta, Qtfice of the Director 00/03/31 

2pp 


8004080636 Forwards IE Circular 30-05, "Fmergenty Diesel Generator 
Lubricating Oil Addition t Onsite Supply “ No written 
response required 

O’ftElLLV.J P Region 2, Atlanta, Orflce of the Director 60/04/01 
2pp 


8004150097 Forwards lE Info Notice 00-13. “GE Type SDM Control Switches 
Defective CAM Followers No specific action or response 
requ ir ed 

O'REILUV.JP Region 2, Atlanta, Office of the Director 80/04/02 

2pp 


8004240274 Forwards IE Info Notice 60-14, "Safety Suggestions From 
Employees " No action required 

0'ReiLLV,J P Region 2, Atlanta, Office of the Director 90/04/02 
3pp 


6004100275 Forwards !E Circular SO-07, ’Problems U/HPCI Turbine Oil 
Sys " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/04/03 
2PP 


0004210163 Ack receipt of 000314 1 tr informing NRC of steps taken tn 
correct violations noted In IE Irsp Repts 50-553/79-- 1 7 8* 

50-554/ 79- li 

MURPHViC £ Region 2» Atlanta. Reactoi Cons truct l art ^ Engineering 
Support Branch 80/04/03 Ip 


— 0004210168 Responds to NRC 000110 lir re violations noted in IE Insp 
Repts 50-553/7?-l7 L 90-554/79-16 Corrective actions craft 
supervisors tt quality inspectors instructed to conf-orm to 
specs Other actions pending 

Hlt.LSiL M Tennessee Valley Authority 00/03/14 3pp 


B0041I0017 Forwards lE Bulletin 90-07, ' DWR Jet Pump Assembly Failure 
No written response required 

O'REILLY. JP Region 2, Atlanta, Office of the Director 80/04/04 
2pp 


0004230142 Forwards IF Bulletin 79-03A "Long I tud I na 1 Held Defects in 
ASME 8A-312.Type 304 Stainless Steei Pipe “ Action required 
O'REILLY, J p Region 2. Atlanta, Office of the Director 60/04/04 
Ip 


9004100445 Forwards IE Qulletui 60-09. "Exam of Containment Liner 
Penetration Helds " Written response required 

O'ftElLLV.J F Region 2, Atlanta, Office of the Director BO/04/07 
3pp 


8004290379 Requests approval of ASME Code Cases N-234 L N-23S for uso 
on reactor prossuie vessels Expeditious approval is 
necessary far uso of code cases in forthcomlno preservice 
insp 

MILLS/ L M T«i 
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PiTt n ’ert '* in,p of jenerjtci control paneH for 
entrjon i 3 er»tr'}’‘ur'i ►vpsuj^'i detsrmi npd defects couid 

1rjrd'*e oitrsil uni* tr per romance 

Oorr»riiyc iiutinn iii''l'jdt.» indep*’h msfs ir training prograwi 
PcUTEP h U Pi.'S tgsle- Tlv P^^'PF >4'"'/04/07 4pp 

Gjj422o7i? 4 Foruards ipitp'im dencjencf; tept re incorrect root face on 
iliejed tai^eld slee.<»s 

mill 3 I Ft Tennessee (^wr^o^ltJ 60/04/14 Ip 

-fiO342t0/t4 Interin deficient 3 rept re incorrect root face on skeued 
cadunJd siee es Roct race on sVeued codueld sleeve 18 
ariei fre^ 3/20 to in*h Design based on assumed \/\6- 

inrli root face Sleev» Jill undergo destructive pull tests 
• Tennessee Valley »uthorit-i^ 00/04/14 2pp 


LOCKET *iTf^-S0-St6 SLACK Ftii STATIOf^, UNIT 1 


A App 1 » r^t I on/censtrue t i on stage docunents I correspondence 


6004040031 Advises of issuanro of Ns.if?£6-O500. "Intenn Staff Position 
on Environ 'jual i r icat i on of Sar etg-Re lated Electrical 
tguiprrefit " providing juidance re methods for compliance 
P03S D F Division of Project Management 80/02/05 7pp 


G00421040S Tinnarv 0 ^ BOO^r^S meeting u/near-^term CP applicants in 
Da^hesda< re evaluation or progress made to date 
eitab 1 1 sh .(ig proposed 1 e;tui rements stemming from TMI*'2 
acc ident 

TH0M43 C 0 Standardisation Branch 00/04/03 63pp 


8004300074 Surnarg of 80ull? meeting u/Near-Term CP Applicants Group 
in Bethesda.MD re natters related ro resumption of CP 
applicatiori review activities associated ii;/TMI-2 accidents 
THOMAS C Q Standard 1 laticn Branch 00/04/03 12pp 


8004100235 Response in opposition to joint intcrvenors' 600226 motion 
to strive applicants' 000211 pleadings ro Class 9 accident 
inquiry Striking instant pleadings on gi ounds of 
untime 1 mess is not uranantod under case lau 
DAVIB. L D Hearing Branch 4 60/03/17 0pp 


8004280030 Submits addl info in support of 000206 request for eiienslDn 
to revieuj ALAn-573 Class 9 accident issue Lack of NRC 
opposition to OA lequest b 1 ecent proliferation of info 
support extension 

CARTWRIGHT. J fc , ROGFRS. C S Oklahoma. State of 80/03/10 3pp 


8004070143 Memorandum f* order le ASLAB 791207 dec i sioti. ALA8*'S73 Issue 
of Class 9 accidents vacated t remanded to ASLAB for add I 
action Related moiiane moot Commission shall be informed of 
related cases Commissioners Gilinskg b Bradford dissented 
CHILK.S J Office of the Sccielarg or the Commission 00/03/21 
4pp 


8004190027 Foruards licensee supplemental brief re motion for directed 
certification b tor slag Pendeneg of Class 9 issue before 
Commission noted in Licensee motion for directed 
certification b foi stag Discussed on Pages /'-lO 
WETTERHAHN. M J Connori Flool « t Corber QO/03/24 2pp 


—8004150043 Hemoiandum / ordei vacating portion of ALAD 373 captioned 
’‘Consi derati on of Class 9 Accidents" b remanding to ASLAR 
for further consideration Certificate of Svt end 
CHILKiS J Office of the Secretarg of the Commission 00/03/21 

6pp 


8004080562 Memorandum A older le ALAR-573 concerning individual cases 
of Class 9 accidents Dliects ASi R to address ladiological 
health b safetg proceedings jn manner consistent u/ASLAR 
op inion. ALAB**587 b Commission momoiandum CLI-80"08 
BISHOP. C J Atomic Safetg and Licensing Appeal Panel 00/03/28 
4pp 


8004240557 Sumnarg of 00040? meeting u/Near-Term CP Applicants Group In 
Bethesda.MD re progress made establishing proposed 
requirements stemming from TMl-2 accident Proposed 
requirement category assignments end 

THOMAS. C 0 Light Water Reactors Branch 1 80/04/07 47pp 


0 Adjudicatory c or r espond >nc e 


8004070149 Requests NRC permission to address neltdoun Issue during 
hearings affecting const b operation of facility Ouostions 
should be fully answered b thoroughly researched OA citiiens 
have right to be heard 

WILLHITE s Citiiens Action For Safe Energy 80/02/21 Ip 


0004100595 Forwards inter. onor response to applicant motion to strike 
response of DA attoiney general to ALAD ~573 I intervenor 
motion to strike applicanr motion to dismiss Class 9 
accident inquiry 

FARRIS. JR Feldman. Hall. Franden. Reed fc Woodward 80/02/26 ip 


—8004100605 Intervenor 1 esponse to applicant motion to strike 
response of OH attorney general to A6LAD-573 State of OK 
response contains important 1 substantive comments fc should 
be adopted to ALAD-573 Certificate of Sve end 

2 Action For Safe Energy FARRIS. J R 

Feldman. Hall. Franden. Reed 1 Woodward 80/02/26 3pp 


80042S0003 Foruaids Commission order re cons id 01 all on of environ 
consequences of Class 9 accidents at land-based reactors 
SHAPAR.H Office of the Executive Legal Director 00/03/31 


•8004250011 Order vacating portion of AUAR-573 re Class 9 accidents fc 
remanding that poi tion to ASLAR for furthor tons Idorat ion 
CHILK.S J Office of the Secretary of tho Commission QO/03/31 


Statements of position re certified quostJon of App 1 of 
10CFR50 concerning litigation of health effects of routine 
radioactive omissions Ui gas dismissal of inquiry Cortiflcato 
of 8 vc end 

DALTON. A T Dalton. A T 00/04/01 7 pp 


0004030026 Memorandum of undei stand ing between NRC fc THMA re prompt 
improvement in radiological emoi goncy planning fc 
preparedness. disti ibuted as Uoard notification 
00 ^ 4 / 0 ^^ ^31 Executive Director for Oporatiant 


--’T - a W9 «9^ciirir ur UA UuUnUfcJ Orel 
request for approval to sell bonds P 6 C of OK preientlu 

of fllin, .„e.| „/0K Bopron,. Court 
GALLO. J Isham. Lincoln fc Realo 00/04/04 4pp 


-8004100610 InUryoror motion to strike eppUc.nt motion to 
Class 9 accident inquiry fc notion to strike response of OK 
attorney general to ALAB-573 Proceeding should be judged on 
FARRIS J r Certificate of Sve enc! ® 

k 8 :r' •; 

fetns.n Affiliation Unknown 80/03/15 2 pp 

OUTTHEAD. B J Affiliation Unknown 80/03/15 Ip 


7 j ; : ; V'' Huescioii cerciriod by ARLAH re App I of IOCFR2 70i 

Jitigatlon of health effects Issue is '«v 

litigahle in context of striking overall NEPA coit-beniftl 
fxti.vn'.® denied W/Corti f i c ato of Sve enc I 

DAVIS. L 0 . SC INTO. J Hearing Rranch 4 80/04/07 Dapp 

8004220334 Memorandum stating views re question certified In ALAri -973 
Con .drrut.oi, of h.aitt cff.ct. from .ml. .Ion «ith!n App 1 
limits is central fc controlling factor Certificate of Bve 

muLtR.n I Isham, Lincoln « Oeale 80/04/07 OSpp 

^°liti2itlo^if^'''^!fl!* question of wheUipr 

is health effects of normal radioactive releasee 

so.??;? .1 * precluded in alieencroJ 

lillnfL W/Certificate of 8vc 

Reynolds! N S ' Debtvo?*^ utilities Generating Co 

ntYWULDSfN s Debevoise fc Llbexman BO/04/07 21pp 

H General con espondence 

FARRELL. D , rARRFlliS Affiliation Unknown 80/02/14 tp 
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a0O<1O70l24 Requests that NRC reopen envlion h site suitabHibg- 
hearings Melbdeiiin issue should be fully explored 
* Affiliaiion Unknoujn 80/02/15 Ip 


B004040238 Requests that NRC reopen cnviton & site suitability hearings 
to consider possible mDltdouin b related emergencies 
associated w/nulccar power plants 
OIQDQ^C F Affi I lalion Unknown 80/02/1*? Ip 


8004070116 Requests that NRC reopen environ & site suitability hearings 
to fully oxplove meltdown possibilities at facility Const 
should stop until pioblems re nuclear waste disposal % 
safety are resolved 

TIDETT9.L Af f i 1 lat i on Unknown 80/02/24 Ip 


000404022B Suggests heatings on const oF leactop did not address 
meltdown issues Tulsa should not be made site for potential 
nuclear mistake Utils should build plants away from 
populated ai eas Requests reopening of hearings 
SMiTHiM Affiliation Unknown GO/03/15 Ip 


B004040241 Requests that NRC hold meetings in Tulsa>PK re emergency 
evacuation rone around nuclear plants Plans should be more 
thorough to protect people if meltdown should occur 
HEHPLEREE.R Affiliation Unknown 80/03/15 Ip 


B004070260 Responds to lti to President Carter inquiring why work has 
stopped on Facility Provides info re NRC rules & regulations 
involved in building licensing nuclear plants CPa must be 
issued to util before work can be resumed on facility 
STOLZfJ F Light Water Reactors Qianch I RD/03/20 Ip 


— 8004070267 Forwards F Friend Itr to Piesidant Carter Inquiring why work 
has stopped on facility Requests comments 
RATHKOPF.C L Energy. Dept of 80/01/22 4pp 


Q004270175 Forwards D Plant 800214 Hr eipressing concern re possible 
meltdown at facilities Requests response 
BYNAR'fl House of Rep Q0/03/S6 2pp 


8 Reportable occurt ences. LERs i related correspondence 


Q0042S0431 Forwai ds first interim deficiency rept re defective concrete 
pour iP auxiliary bldg Next rept will be submitted by 
e006i3. 

N1LL8H H Tonnessoe Volley Authority 80/04/31 ip 


>8004250432 First interH deficiency rapt re defective concrete pour in 
auxiliary bldg Concrete samples have been sent to 
Singleton Lab for testing 

e Tennessee Valley Authority 80/04/2i 4pp 


DOCKET 8TN-50-S37 IlLACK FOX 3TATIDN, UNIT 2 


P004160161 Notice of change of address for Washington ofc of Ishani; 
Lincoln t Deale Certificate of Bve eticl 

OALLOi J Public Bervico Co of Oklahoma OALLQ. J I tham« Lincoln ik 
Oeale 80/03/14 4pp 


A Appli cation/construc t ion stage documontf Ih correspondence 


8004040031 Advises of Issuance of NUREO-OSSB. •'Interim Staff Position 
on Environ Dual if ication of Baf oiy-Re lated Electrical 
Equipment/*' providing guidance re methods for compliance 
RQBBf D r Division of Project Management 80/02/05 7pp 


0004210405 Summary of 800320 meeting u;/near**term CP applicants in 
BetbesdaiMD re evaluation of progress made to date 
establishing proposed requirements stemming from TUHS 
ace Ident 

THQMABi C 0 Standard 1 lation Draiich 80/04/03 63pp 


8004300074 Summary of 00031? meeting w/Near-'Torm CP Applicants Or»up 
in Bethesda.MD re matters related to resumption of CP 
application review activities associated w/THI~3 accidents 
THDMABiC 0 Bfeandard 1 ration Branch 80/04/03 I3pp 


0004240587 Summary of 80040? meeting w/Near-Term CP Applicants OrqUp In 
Dethesda/MD re progress made establishing proposed 
requirements stemming Prom TMI-a accident Proposed 
requirement category assignments end 

THOMABrC 0 Light Water Reactors Branch i 00/04/07 47pp 


0 Adjudicatory corTespondenire 


0004070149 Request' NRC permission lo address meltdown issue during 
hearings affecting cons*- > ooer-:^lioii ■of facility Questions 
should be- fully answerod thuroughly researched OK citlicns 
have right to be heatd 

WIUt-HlTF, S Citiiens Action f oi Safe f nergy 80/02/21 Ip 


8004100595 Forwai ds intervennr response to applicant motion to strike 
response of OK atioiney general to A1 AH-5/3 */ intorvonor 
motion to strike appli^’crtt mniion to dismiss Class 9 
accident inquiry 

FARRI&, J R Feldman, t-fall. Franden. fieed * Woodward 80/02/26 ip 


— 0004100605 Intcr/cnoi response to applicant motion to strike 
response of OK attoiney general to AbLAQ-S73 State of OK 
response contains important i substantive comments It should 
be adopted to ALAD'5/3 Certificate of S/c encl 
FARRIS. J R Cltiieos Action For Safe Energy FARRIS. J R 
Feldman. Hall, rraiiden, Reed ? Woodward 00/02/26 3pp 


->-8004 1 -006 1 0 Intorvenoi moLici* to sliifco applicant motion to dismiss 
Class 7 accident inquiry K motion to strike response of OK 
attorney general to AtAn-5/3 pfocc-eding should be judged on 
merits V not technicalities Certificate oF Sve entl 
FARRISi J R Citiieiis ALtian For bafe Energy FARRISi-J R 
Feldman. Hall. Fianden. Reed iU Woodward 80/02/26 6p P 


8004040266 Suggests local so 1 f *re 1 1 an t. ee I f -su f F ic i ent t ominunH i es are 
solution to present problems Opposes all foi ms of nuclear 
power Milt amount of energy from coal i gas should be needed 
for mfg useful tods, b i eye 1 e s ? efficient tiactors 
MEEKa. K Affiliation Unknown 60/03/15 app 


8004070108 Expresses con<>ein i NRC refusal to address meltdown issue 
at hearings Class 9 accident is distinct possibility & 
should be thoroughly examined Environ & site suitablity 
hearings should be reopened 

DUTTHEAD, S J Af 1 1 1 lat ion Un kncjin 80/03/15 Ip 


8004100235 Response in opposition to joint intervenors ' 800226 motion 
to striko applicants' 000211 pleadings rc Class 9 accident 
inquiry 5ti iking instant pleadings on grounds of 
untimeliness is not warranted under case law 
DAVISiL D Hearing Rranch 4 80/03/17 8pp 


8004280030 Submits addl info in suppoi t of 000206 request foT exten-slon 
to review ALAD-573 Class ? accident issue Lack of NFIC 
opposition to OK request lecent proliferation of info 
support extension 

CARTWRIGHT. J r . ROGERS. C 5 Oklahoma, State of 80/03/10 Opp 


8004070143 Memorandum t order re ASLAD 791207 dec Is i on. ALAO-573 Issue 
of Class 9 accldoiits vacated i lemanded to A0LAO for addl 
action Related motions moot Commission shall be informed of 
related cases Comini sst oners Oilinsky At Ilradford dissented 
CHILK. 8 J Office of the Secretary of the Commission SO/03/21 
4pp 


6004150027 Porwar-d s licensee supplemental brief re motion for directed 
certification t for stay tendency of Class 7 issue before 
Comm-lssion noted in Licensee motion for dn acted 
certification tt for stay Discussed on Pages 7’-10 
WETTERHAHN.n J Conner, Mool e tCorber 80/03/24 2pp 


— 8004150043 Memorandum t ordet vacating portion of ALAD 573 captioned 
"Cons idorat ion of Class 9 Accidents" V remanding to ASUAD 
P-or further consideration Certificate of Sve one 1 
CliHK,8 J Office of the Secretai y of the Commission 00/03/21 
App 


8004000562 Memorandum t order re ALAD-573 concerning individual cases 
of Class 9 accidents Oiiecls ASl D H address radiological 
health U safety proceed mgs in manner consistent u/ABLAQ 
op in i on. ALAD-307 5i Commission aiemorandum CL 1-80-00 
niBHOPtC J Atomic bafety and Licensing Appeal Panel 00/03/20 
4pp 


8004250003 Forwards CoirKiiission order ie cons i doraiion of environ 
consequences of Class 9 accidents at land~>&a$ed reacbors 
SHAPARi H Office of the executive Legal Director 00/03/31 Ip 


— 8004250011 Order vacating portion of ALAD“573 re Class 9 accidents At 
remanding that portion to A&LAB For furthci consideration. 

CHiLKfS J Office ot- the Secretary of the Commission 00/03/31 
4pp 
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0 ^ 5/c fncl 
DAI TO i A 1 


ei ti M 3 1 1 * j 
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t - 1 ti If ''fitineJ <iue4tion of App 1 of 
-!• rtijJtfi pt-fects of routine 

of intuirv Certificate 

-- :j 'Pf 


O-lO'^O* e’6 uii It'- (t I' ’»r iirij I rg between l^RC t< FEMA re prompt 

inpro frir* iii raii'Mfjii-iJ r’lergeniij planning t 

preparedne *5 jinribvte* fi arj notJfl ation 

GOSSKH'l " kliriLe uf ’h^ t>e''>tltf I'liector for aperabions 

60/04' or 


f3'j0435t37.' Tur jard^ ' sip CiT-i,»ion or btate of OK B004D3 order denying 
request rcr aprro/E»l trv *p]t nnnl, P5t of OK presently 
re^iewii.g orJrr j/.jew <" r riUng appeal w/OH Suprene Court 
iJAlLO J l3h=i*i L III ' n * lieale 00/04/04 4pp 


j 04J5^0?Q Driof on qu«sii:n certified by ASLA0 re App I of 10CFR2 705 
<JJ rcncernirig litijatl'ii of bvalth etfects Issue Is 
litijabU in contfpl *jf ttrjling o»praJl NEPA cost-benefit 
balance Appeal nust po jenieo W/<'er ti 1 1 cate of S^/c end 
DAVIS L D St Into i^eaniig Hranch A 00/04/07 38pp 


0004220 134 rofnarandfn st- 4 *-in; v i eui re question certified in ALAB-573 
Consideration rt bealtt erre •• s rrc-i CTiission ulthm App 1 
limits IS rentraJ 1 con*rdling racier Certificate of 3vc 
enr I 

MILLEH 11 I MV^PhCrP ii PubJir Service Co of Oklahoma 

MiLLEfii II I Uho -1 lincoin ' Dpale 00/04/07 33pp 


S Reportable octutierKes< LfR i / related c orrospondeiico 


0004250431 Foiwards First into >m deficicficy lept re defective concrete 
pour in auiillary bldg Ne » t rept will be submitted by 
000613 

HILLS. L 11 Tennessee Valley Authority 80/04/21 Ip 


— 8004250432 First interim deficiency repl re defective concrete pour in 
auxiliary bldg Concicle samples have been sent to 
Singleton Lab for testing 

# Tennessee Valley Authority 00/04/21 4pp 


DOCKET SO-Hia NUCLEAR FULLS RECOVCRV i RCCYCLC CENTER 
G Adjudicatory correspondence 


8004030026 Hcmoi andum of undei s tand ing between NRC it FEMA ro prompt 
improvement in radiological emergency planning U 
preparednessi d isti 1 buted as Hoard notification 
OOSSICKiL V Office of the Executive Diioctoi for Operations 
00/04/02 □4pp 


DOCKET STN-50-566 YELLOW CREEK NUCLEAR RIANT, UNIT 1 
A App 1 Icatian/construc tion stage documents >< c orves pondonc o 


8304230109 Brier anicus uiiav re teriifjed question of whether 
litigatiori of health erreir» or normal radioactive releases 
IS barred as matter of law I'sue is precluded in absence of 
special Circumstances u fertincate ot Sve 
REtNOLDS N S PHILIPS; N H Texas Utilities Generating Co 
fiE>l.'ULDS,N ^5 Oebe.cise » Llberran 80/04/07 21pp 

l' 

M General correspondence 


8004030339 Requests open dealings on racility le possibility a 
aec identi. heal th rifecU L evaegation NRC h utils have moral 
responsibility to insure safely People have right to know 
answers to problems 

FARRELl. P FAHHFl L. *> Affiliation Unknown 00/02/14 Ip 




8004040031 Advises of issuance of NUREO-O5(J0, "Interim Staff Position 
on Environ Oual i f i cation of Saf oty-Re laUd Electrical 
Equipment," providing guidance re methods for cgmpUanco 
RCSS.D F Division of Project Hanagemont 00/02/03 7pp 


F Security, medical, emergsney fire protection plans 


OWW 1 VOVJU/’/ navises tn 


requested by NRC 791226 Ur, has been postponed pending OAO 


s V tmfl set, 


clearance under Federal Repts Act 
GRtNESi B K Emergency Preparedness Task Force 


□0/03/ 11 4 pp 


G Adjudicatory correspondence 


G004070J24 Requests that NRC reopen environ t- site suitability 
hearings Heltdcun issue should be fully explored ^ 

• Affiliation Unknown 60/02 




Ip 


8004040233 Requests that NRC reopen enviion N site suitability hearlnos 
to considei possible meltdown », related emergencies ^ hearings 

d%iDC]4t^d plants 

GIBBS, C F Affiliation Unknown 80/02/1? ip 

Requests that NRC reopen environ V site sultablUtu hearinos 
P‘»**‘tU»tie5 at facility Const ^ ® 

waste disposal «. 

Ip 


safety are resoUed 
TIBETTS,L Affiliation Uninown 00/02/24 


Suggests hearings on const of reactor did not address 
meltdown issues ToUa should not be made site for oatential 

away Xm 

hfcflFLEREE.R Affiliation Unknown 00/03/15 ip 

1iiiSS|S:s333S'-“ 

Light Water Reactors Branch 1 00/03/20 Ip 

RA HKGPF.C L Energy, Dept or BD/Oj /22 4 pp 

8004290175 Forwards D Plant hoadu i*. 

SVHArT /•‘'•Xtl*, B.Auejls rijjonir'”'"* 

SYNAR.H Hpy,e 00/03/26 2pp 


, VOKU iiig uwsweon NMU It ri.n 
improvement in radiological emergency planning U 
preparedness, distributed as Board notification 
ao^i/O^** '^ 34 p?^^^"® Dlrectoi for □peratioiii 

& correspondence 

ft informing NRC nf steps taken to 

50-567/79-10^*^*’”* 00~»66/79-10 t 

oactoi Construction i, Engineering 


50-567/7?-i8 

BRYANT, J C Region 2, Atlanta. Roa 
Support Branch 00/02/04 2 pp 


chamical it vol control sys charging pumps relocated from 

MILL^L supply Heaters connected 

•L M Tennessee Valley Authority OO/Oi/Sl 2 pp 

5O-566//9-I0 . 50-567/79^18 on 

Support Branch*”^ * 79 /? 2 /aD^^" 3 jp tlon 6 Engineering 

0004100505 Notlc, of vlD.ftloii from Intp on /91S1I-14 
• «*.9<.n ?, A.lonto, Off.,, of th. D?r,otor wJs/a? Ip 

8004090352 Forwards IF Bulletin flo-m ><■ 

2 pp ' anta. Office of the Director 00/02/06 


BRYANT. JC Region 2 . A 
Support Branch 80 / 02/1 


90-566/80-02 it 50-567/00-02 on 
Reacloi Construction it Engineering 
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—0004040200 IE iTiip Repta 30-366/00-03 SO-367/BO-02 on 000133-23 No 

itoncomp 1 ionce noted Major areaa inapectod prcaervlco Inap 
of major compononta 

HCRDTpA R Region 3> Atlanta^ Reactor Construction ti Engineering 
Support Dranch CRQWLEV. D R Region 3- Atlanta. Office of th« 
Director 00/03/13 7pp 


0004210116 Forwards IE Inap Rep is SO -566/GO’‘0<l t* 50-567/00-04 on 
800219-22 No noncomp 1 lance noted 

DRYANTi J C Region 3i Atlanta# Reactor Conelt uc tlon 4* Engineering 
Support Branch 80/03/04 2pp 


—0004310121 IE Imp Rapt* 30-566/00-04 4 30-567/00-00 on 0002l'9-32 No 
noncompliance noted Major ai «a« inspected liconseB action 
on previous intp findings. Insp followup items# IE bulletins 6 
circulars 6 warehouse storage 

CANTRELL# F 8 Region 3# Atlanta. Reactor Construction U 
Engineering Support Branch THDMAG. H » QnuRQE# M J Region 2. 
Atlanta, Office of tho Director 00/03/03 3pp 


0004090035 Confirms 000310 telcon arranging 000320 meeting between NRC 
Ik ulll in Atlanla.OA to discuss acciiracg of written repts 
provided to IC NRC will piovlde overall evaluation of util 
handling of daflclencei identified 6g QA program 

O'REILLY# J R Regioit 2# Atlanta# Office of the Director 00/03/12 
52pp 


G00421017Q Fartijrtrdi response to IE nulletlH 00-03, “Loss of Charcoal 
from Btd Typo 11 , Two-Irich, Tr ay Adsorber Cells " End lists 
results of Insps at facilities to dotormine if potential 
for loss of charcoal incidental bo handling or use eslsts 
MILLG.L.M Tennessee Valley Authority 00/03/31 4pp 


0004100106 Forwards response to IE Bulletin 79-30 re possible 
malfunction of NAMCO Model EAIOO limit suiltchei At 
facilities wheie applicable limit twitches are Identified, 
replacement gaskets have been ordered 

MILLS# L M Tennessee Valley Authority 00/03/20 2pp 


0004150527 forwards IC Info Notice 00-12, " Instrument Failure Causae 
Opening of PORV 4# Ulock Valve " No specific action or 
response necessary 

O'REILLY, J R Region 2, Atlanta# Office of the Director 00/03/31 

2pp 


0OO4OQO636 Forwards IE Circular 00-05# “Emergency Diesel Generator 
lubricating Oil Addition & (Insite Supply *' No written 
response required 

0'RFIIUV»J F Region 3# Atlanta# Qfflca of the Director flO/04/Ol 
KPf 


0004150097 forwards If Info Notice 00-13. ''Of Type SBM Conti ol Switches 
Defective CAM Followers “ No specific action or response 
required 

O'REILLY* J F' Region 3# Allanla# Office of the Director flO/04/02 

app 


0004240274 Eorwards If Info Notice 00-14, "Gafety Ouggestlons From 
Employees “ No action required 

O'REILLY* F> Region 2, Atlanta, Office of the Director 00/04/02 
3pp 


0004100273 Forwards IE. Circular 00-07# “I'roblems H/HPCI Twrbine Oil 
8gi " No urltien response required 

O'RCILLY.J V Region 2* Atlanta. Office of the Director 00/04/03 

2fP 


0004330142 Forwards IE Bulletin 79-03A “Longitudinal N«ld Defects in 
ADME 8A-312,Type 304 Dtalnlass Gtael Pipe “ Action raqulred 
O'REILLViJ R Region 2# Atlanta# Office of the Director 00/04/04 
Ip 


0004100445 Forwards IE Bulletin BO-OD# “Ecam of Containment Liner 
Fenatratlon Welds “ Written response required 

O'RCILLViJ P Region 3# Atlanta. Offie* of the Director 00/04/07 
3PP 


0004300090 Ack receipt of 800324 itr Informiny NRC of steps taken tP 
correct violations noted In IE Imp Repti 30-966/80-03 Ik 
00-967/00-03 

MURPHY# C E Region 2# Atlanta# Reactor Construction »« EngineerinB 
Support Branch 00/04/09 2pp 


—8004300096 Responds to NRC 000330 Ur re violations noted in IE Insp 
Repts 50-966/80-03 I* 90-567/00-03 Corrective actions all 
rarftograplis w/unacceptab le shim plaocmani will b« reshot 
MILLBrL M Tennessee ValUv Authority, 00/03/24 2pf 


— 0004300100 Forwards IF linp Repts 50-566^80-03 50-56 //DO-OG pp 

000^05-00 4 rinLi.ee ot- violatior) 

BRYANT, J C Region /. Aflanrci, Rcac toi Construction & Engineering 
Support Branch 00/02 2pp 


— 0004 300103 Notice o*- violaMoii from insp on Q00205~OQ 

s ftcgiDii /. Atlanta# Offtet* of the Director 00/02/27 Ip 


— 000430010(9 ir Insp Repts 50 -566/01}- 03 b 50~567/B0-03 on Q002O3-09 
None omp I 1 anc e no-ted Failure tu establish adequate moosuios 
to control radiogiaphic ejiar« piacodures for wolds 
KLClNSartOE# N F Region Atlanta# Office of tha Dlroctor 
HERDT. A R Region ? Atlanta, Reactor Construction 6 Engineer lug 
Support Branch 00/02/2/ Gpp 


Q00425040S Notifies that revised response to violations noted in IC 
Insp Repts 50-566/00-03 I 50-567/80-03 re failure to 
establish adequate mcasuies to coritrol radlography#wiil be 
submitted by 000420 

MILLS. L M Tennessee V,:illgy Authority GO/04/ai Ip 


□004290379 Requests approval of AC5ME Code Cases N-234 U N-235 for use 
on roactrir pressure vessels Cwpedi i i oua approval is 
necossary fo) use of code cases m foi thcomirig prcservlce 
i nsp 

MILLS# L ri Tennoasoe Valley Authei i ty CiO/04/23 3pp 


R Periodic operating reports * related corrospond ence 


0004200500 forwards YCNP-nnfi 3- 'Cioc 1 oo con imi c Monltoiing t Mitigation 
Rept, “ for Jan- Juno 1979 

MTLLS.l it Tennosaoe Valley Aulhoi'ity 80/04/15 Ip 


— Q004200S10 '‘Socioeconomic rionitoring b Mi 1 1 gallon flept.“ for Jan-June 
1777 

e Tonirusseo Valley Authority /CNP-EiMiR 3 80/D3/31 ^'Ipp 


0 Reportable occuri ortcos. iFRs 4 related correspondence 


0004350374 Fori#iards first Intel im deficiency ropi ro improper 
documentation 1 utlliration of computer program INERTIA 
Next rept will be submitted by 000801 

MILLS. L M Tennessee Valley Authority 00/04/21 ip 

— 00043503/9 first inteiim deficiency rapt le improper documentation & 
ubl Illation of computer progtam INERTIA Program 
doc uniontat 1 on being lovisod to restiict use to closed 
sections only 

s Tennessee Valley Authoiity 00/04/31 ip 


DOCKET 8TN-00 567 Ymow CRFCK NUCl FAR PI ANT# UNIT 3 


A App li cat 1 on/cons t rue 1 1 on st^ga dos-umenls ^ correspondence 


8004040031 Advises of issuance of NURCO-OSGn. “Interim Staff Position 
on environ Qua 1 1 <f 1 c at 1 on of Safe ty-Rela tad Eleftrlcal 
Equipment." pioviding guidance id mothod* for compliance 
nn58* D r Division of Piojcdt Manayomoiit 00/02/09 7pp 


F Qecui i ty. medical, emergency 6 fire probection plans 


0OO4OBOO77 Advises that submittal dato for evacuation time estimates# 
rsqusstod by NRC 79 1 226 Itr.hos been postponed pending QAO 
clearance under Fedoial F^lapts Act 

ORirCS#B K tmergency r*r*p ar ediir »e Task Force 00/03/11 4pp 


0 Adjudicatory correspondence 


GD04030026 Memorandum of unders tasid ino between NRC U FEi^A re prompt 
improvement in radiological emergeticy planning L 
preparedne • s# di I tr i6utvd as Boaid not i P i c at ion 
Q033ICK,L V Office of the Csocutive Director for Operations 
00/04/0? 34pp 


Q Inspection reports. II Dulletlns L correspondence 


8004100401 Ai;,k receipt of 800J23 Itr informing NRC of steps taksn to 
, torrdci vidJatlofiS noted In IL Insp Repts 50-566/79-10 <* 

50-967/79- J0 

ORYAMT. J, C Region 2# Atlanta, Reactor Construction << Engineering 
Support Branch 80/02/04 2pp 
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~ jO'!'-* l0r>4V5 n{j'p 3 r,g, r n f P< Iti le lolations noted in IE Insp 

Repti 'f ' *' !;t)’<7r’10 Corrective actions 

che'il-Ol * 'll vUrfitTvl r-. ging pvipE relocated ft om 

storage j ej 'iKpv'pi »jpplg Heaters connected 
MllL^ L 1' reiiTCs^e ''ill-', uLthority 80/01/23 2pp 


•g0341Oc:iJJ (-zru'jrcs JL Insp j'eats 50-bi>t/79~ 1 0 (/ 50-557/79-10 on 
791211*- 1 4 * r.'tire Or uln^'i^n 

I F r»*iein»a flea>.tor Construction i Engineering 

Supper »• rTancn Z1 2pp 


aO'OdlCOLO^^ Hatire :f risUtjin fren msp on 791211-14 

•* Region «' Atla'ita ij*»ii.e 'jf the Director 79/12/27 Ip 


-'’E03410r It In^p Wept. tin. 79-lQ *> 50-567/79-18 on 791211-14 
tilonc p 1 lani-e n-^ted <• p piOyMe space heaters for 

sa*et>^-rela*ed punps ii» storage 

C/r 'TFELL F 5 Reg lot. 2 Mtlanta. Reactor Construction 6 
Engineering Supppit lianch OGOGE M J Region 2 > Atlanta. Office 
of the Director 9 12 27 5pp 


C00409t,352 Foruardn It- l^ul)>*-|ii 30-03 UoSS isf Charcoal From Std Type 
ll.Ti'O-Inch Tta'/ Adsoroei Cells Action retguired 

O'FEILLt.J r Region .^tlan«^o. Ortice Of the Director 00/02/06 

2flp 


>3004240274 Forwards U Ir.t-o N'otice 00-14. "Safety BugfltJstions From 
Employees ' rlo action lequired 

Q'REILLir J P Region 2. Atlanta/ Office of the Director Q0/O4/02 
3pp 

0004100275 Forwards It Circular B0'*07, 'Problems W/HPCI Turbine Oil 
Sys " No untten response required 

Q'REILLV. JP Region 2. Atlanta. Office of the Director 00/04/03 

2pp 

8004230142 Forwards IF Dulletiri 79-03A ‘Longitudinal Weld Defects in 
ASKE SA-3l2>Type 304 Stainless Steel Pipe " Action lequirod 
O'REILLf. JP Region 2, Atlanta, Office of the Director 00/04/04 
Ip 


8004180445 Forwards IF Qulletiri 00-00. 'Exam of Containmimt Liner 
Penetration Welds " Written response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 00/04/07 
3pp 


8004300090 Act receipt of 600324 Itr informing NflC of steps taken to 
correct violations noted in IE Insp Repts 50-566/80-03 8< 
50-567/80-03 

MURPHYj C E Region 2. Atlanta. Reactoi Construction &< Engineering 
Support Dratich 00/04/09 2pp 


0OO4O4C2O3 Forwards It Insp Pepfs 50-566/80-02 6 50-567/90-02 on 
000123-25 No Tioncorp 1 lance noted 

DR/ANT. J C Region 2 Atlanta. Reactor Construction tt Engineering 
Support Qranch 60/02/13 2pp 


--8004300096 Responds to NRC 800226 l*-i re violations noted in IE Ittep 
Rept^i 50-566/00-03 S' 80-567/00-03 Corrective actions all 
radiographs ui/unac cep tab 1 e shim placement will be reshot 
MILLS. L M Tennessee Valley Authority 80/03/24 2pp 


—0004040200 IE Insp Repts 5u-5fco/0O-O2 V 50-567/00-02 on 000123-25 No 
n oncomp 1 1 s'rc e noted Major areas inspected preservice insp 
of major components 

HERDT.A ft Region P, Atlani-ai Reactor Construction & Engineering 
Support Branch cROWLEf B R Region 2. Atlanta. Office of the 
Director 30'02/l2 7pp 


0004210116 Forwards It Insp Repts 50-566/00-04 *. 50-567/80-04 on 
800219-22 No none onp 1 i arc e no^ed 

BRYANT, U C ftegtoi) 2. Atlanta. Reactor Construction tt Engineering 
Support 3ranch 0O'O3'O4 2pp 


— 8004210121 lE Insp Repts 50-^66,80-04 f 50-567/80-04 on 000219-22 No 
nqncomp 1 1 ance noted Major areas inspected licensee action 
on previous insp f ind i ngs. msp rollouop items. IE bulletins it 
circulars t wat ariousc storage 

CANTRELL. F 8 Region 2. AManfa. Reactor Construction tt 
Engineering Support Branch THOMAS, M . GOURGE. M J Region 2. 
Atlanta. Otfice or ih« Director 80/03/03 5pp 


0004090025 Confirms 000310 fel^on arranging 000320 meeting between NRC 
V util irr Atlanta. 3A to discuss accuracy of written repts 
provided to IF NRC will prc.>’ide overall evaluation of util 
handling of defirience^ ideniiried by OA program 

O'REllLr J P Region 2 Aflsrita. Office of the Director 80/03/12 


B0042I0178 Forwards , esponse to IF flolletin 00-03, "Loss of Charcoal 
from Std Type tl , Two-l nrh. Tray Adsorber Cells " End lists 
results of msps at FariHties to determine if potential 
for loss of charcoal incidental to handling or use exists 
mills, L ri Tennessee Valley Authority 00/03/21 4pp 


8004100106 Forwards response to IE HuIUtin 79-20 re possible 
malfunction of NAMCD Model EAlBO limit switches At 
facilities uhe. e applicable limit switches are identified, 
replacement gaskets have been ordered 
MILLS. L t1 Tennessee Valley Authority 00/03/28 2pp 


—0004300100 Forwards IE Insp Repts 50-566/80-03 it 50-367/00-03 on 
000205-08 t notice of violation 

BRYANT. J C Region 2. Atlanta, Reactor Construction Engineering 
Support Branch 00/02/28 2pp 


‘8004300103 Notice of violation from insp on 800205-09 

* Region 2. Atlanta, Office of the Director RO/02/27 tp 


—8004300108 IE Insp Repts 30-566/80-03 t 50-567/80-03 on 800205-00 
Noncomp 1 lance noted failure to establish adequate measures 
to control radiographic eiam procedures for welds 
KLEIMSOftGE,W P Region 2, Ailatiia, Office of the Director 
HERDTfAR Region 2. Atlanta, Reactor Construction Engineering 
Support Btanch 80/02/2/ Bpp 


8004250405 Noll f 1 es that i evised response to violations noted in 1C 
Insp Repis 50-566/80-03 // SO 567/60-03 re failure to 
establish adequate measures to control rad ingraphij. uil I 1 be 
submitted by 800420 

MILLS. L M Tennessee Valley Authority 80/04/21 tp 


8004290379 Requests approval of ASME Code Coses N-234 & N-235 for use 
on reactor pressure vessels Expeditious approval Is 
necessary for use of code cases in forthcoming preservice 
insp 

KILLS. L M Tennessee Valloij Authority 00/04/23 3pp, 


R Periodic operating i epoi ts V telotod corr ospandetice 


9004280506 Forwards YCNP-RMR 3. "8oc loeconimi c Monitorino It MU Ida 1 1 or 
Rept. " tor Jan-June 1979 

MILLS, L H Tennessee Valley Authority QO/04/15 Ip 

—0004280510 "Socioeconomic Monitofing ii Mitigation Ropt,'* far Jan-Jon* 
« Tennessee Valley Authority YCNP-&HR 3 80/03/31 31pp 


8004150527 forwards IE Ints l^otice 80-12. "Instrument Failure Causes 
Qpefiing ot PGRV t Block VaKe " No specific action or 
response necessar'y 

^ ^ Region J, Atlanta, Ofnte of the Director 80/03/31 


8004080036 Forwards IF Circular 80-05, '‘Emergency Diesel Generator 
Lubricating Oil Addition 6 Onsite Supply " No written 
response required 

O'REILLY, J P Region ?, Atlanta, Ofnee of the Director 80/04/01 


8004150097 Foruiards IE I 
Defective CAM FoMower 
required 

O'REILLY, J P Region 

2pp 


nfo Notice 80-13, "GE Type 8DM Control Switches 
5 No specific action or ro^poii 9 o 

2. Atlanta. Orfice of the Director 80/04/02 


fi Reportable occurrencos, LEfts 6 related correspondence 


0004950374 Fyuards first Inter'iin deficioiicij rept re improper 
documentation i util nation of computer program INERTIA 
Next rept will be submitted by 000801 
MlLL9fL M Tennessee Valley Authority 00/04/21 ip 

^^°utm?nini^nP <^«f»ciency rept re improper documentation U 

uti Illation of computer program INERTIA Program 
documentation being revised to rostrict use to closed 
sections only 

■* Tennessee Valley Authority 00/04/21 Ip 
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DDCKGT STN-50'*36O NCP Nl/CLE/^R* UNIT 1 


A Apf] 1 icat ion/consiruc 1 1 on stagf docum^ntfi & correspondence 


7Bl 1300053 Forwards review of the PreJimknarg I>raft Environ Statement 
rinds POES unnet o ssor i I y wordy Holiovct impact sections 
sfiould only focus on real potential oi pTObable areas 
SAfiWDRTHi H 0 Environmental Specialists Itranch 70/1 l/i7 13pp 


5004140012 Responds to 791217 wlthdiawal of CP application ro recovery 
of review costs Ofc of ControHor notified to issue invoice 
for balance due 

MILLCRf W □ License Foe Management Branch 00/03/24 ip 


0 Adjudicatory correspondence 


5004030026 Momurandum of understanding between NWC FEMA re prompt 
improvomonl in radiological emergency planning V 
prepar edness« d i s tri buted as Hoard nollficaiion 
ODBQtCKiL 9 Clfflce of the EKOcutive Director for Operations 
00/04/02 34pp 


docket QTN-SO'369 N'CP NUCLEAR, UNIT 2 


A App 1 leal ion/construc t ion stage doruments correspondence 


7011300053 Fdrwoids review of the Piolimlnary Draft Environ Statement 
rinds PDE0 unnecessarily wordy Dvi loves Impact sections 
should only focus on leal potonilal or piobabto areas 
BAMWORTILR H Fnvlronmonta 1 Bpocialisti Ilianch 70/11/17 13pp 


(1004140012 Responds to 79121/ wlthdiauial of CP application ro recovery 
of review costs Ofc of Contioller notlfiod to issue invoice 
for balance due 

MILLER, N 0 Licenit Tee Managemont Branch 00/03/^4 Ip 


0 Adjudlcatoty correspondence 


0004030026 Memorandum of understanding between NRC <, FEMA re prompt 
improvement in rad iol og i ca 1 emergency planning 6 
prepar ednesii d i s tr 1 buied as Board noilficeiion 
OOOOICKiL V Office of the Fiecutive Director for Operations 
00/04/02 34pp 


BdCKCT 0TN-3a-5/4 BAONAC NUCICAR PONUR PflfULCT 


A App 1 i cat i on/cons true t i on stage documents correspondence 


0004070140 Recommends issuance of license to export reactor & 
afsaelated camponeiits to Philippines Pioposed export would 
not be inimical to U0 common defense ft security Mo furihei 
action required on GtCY''/9-l00 

BMCAr J R Office of International Pi ograms 0rCY-OO''l42 00/03/14 

6pp 


--'0004070100 Discusses deoths of two enei gy activists physical security 
of proposed reactor Continued repression creates highly 
unstable environ ''Mother x/oiies" Dec 1979 article re state 
of civil war In Philippines end 

PERLAO, N Philippine Movement for Envlrunmeiita) Protection 
□0/01/27 13pp 


Q Adjudicatory correspondence 


0004000609 Discusses judicial review on behalf of Cir for Development 
Policy & Movement for free Philippines Urges delay of export 
license Issuance, for seven working days after Commission 
oplniondn order to avoid hasty litigation 
ASUCR,TR Asher, T R . PC 00/03/21 2pp 


0004200036 Submits Mestinghouss response to TR Asher <300321 1 br on 
behalf of Clr for Development Policy S, Movement for Free 
Philippines Urges Commission to promptly grant applications 
re nuclear reactor export to Philippines 

CONAN, B ^ , DAUOMERTYrT M Lckert, Geamans, Cher in ^ Mellott 
00/03/27 4pp 


0004150101 Motion to stay ef f ic t tvtnest of final order, pend Ing appeal 
ti judicial review re nuclear reactor export to Philippines 
Delay in ihipmint will not injure Interests of exporter or 
parties Certificate of Sve end 

8CHERR,a J Natural Resources Defense Council UElSBi E R Union of 
Concerned 6dentists DOUONERTY« J Philippine Movement for 
Environment#! Protection 00/04/03 6pp 


DOCKET &1N~S0 500 LRIC NOlLMR PLANT, UNIT 1 


A App I 1 cat 1 on/t anil t r uc (. 1 m Rtig** ijocuments * correspondence 


Q004040031 Advises of issuontc of NURtG-OSBS, "Interim Staff Position 
on Environ Qua 1 1 1- 1 ca 1 1 on of Sarety-Rc lated Electrical 
Equipment," providing guidance re methods foi compliance 
RQSS, D F Division of Project Management 00/02/05 7pp 


0 4djudicataiy c on osporidenc o 


0004030026 Memorandum of uriders* and mg between NRC h FEMA re prompt 
Impi ovement in radialogica) emergency planning h 
prepar edness, d i s ti 1 buted as Boat d notification 
GO0SlCKil V Office or the Lxpcutlvc Dnectur for Operations 
00/04/02 34pp 


DOCKET QTN 50 -501 ERIl: NUCl EAR PLANT, UNIT 2 


A App 1 i cat 1 on/cuns tr uc 1 1 un stage documents f< correspondence 


000404003i Advlsos of issuance of NUREO-0550, "Interim Staff Position 
on Enviion Qualification of Safety-Related Eledrlcal 
Equipment," providing guidance te methods For compliance 
ROSS, D r Division of Pioject Management 00/02/05 7pp 


0 Adjudicatory cori'cspondenc o 


Q004030026 Memorandum of understand ing between NRC 6 FEMA ie prompt 
improvement in ladlologtcsl emergency planning ^ 
prepat odness, d i 9 ti 1 butoif as Board notification 
GOSBICKiL V Office of the Executive Director for Operations 
□0/04/02 34 pp 


DOCKET SO -502 RUNDFbFRT, UNIT I 
G Adjudicatoiy c oi i espondeiic o 


00040 J0026 Memorandum of undet stand i ng between NRC t FEMA re prompt 
imptovomont in radiological emergency planning h 
preparedness, d I s ti Ibutod as Board notification 
OaS0ICK,L V nfflco of the Executive Director for Operations 
00/04/02 34 pp 


DrJCKCr 50 503 OUNDEGERT, UNIT 2 


O Adjudicaioiy c mi espondence 


0004030026 Memorandum of understanding between NRC it FEMA re prompt 
improvement In ladiologiial emergency planning 6 
pi eparodnesft, d 1 s tr i butrd as Board notiflcatinn 
OOGBlCKii U Oftlco of the Fxecutive Director for Operations 
00/04/02 34pp 


DUCKET 50-505 TRIOA MARK It 

A App 1 i cat ion/consti uc i I on stage documents 4 c nrrespondence 


0004170360 Uubmlts application tu amend export I i cense, chang ing 
contractual f/ delivery dates, 1 n<ro.is ing reactor power 
level h increasing reactor costs Also applies for SNM 
I Icense 

MQNRY.W R Oeiieral Atomic Co (subs of Gulf 011 Ca ) 00/03/20 

2pp 


DOCKET 0TN-*5O 592 RAL0 VfRPE NUCLEAR STATION. UNIT 4 


0 Adjudicatory correspondence 


□004030026 Memorandum of unders band ing between NRC 6 FEMA re prompt 
Improvement in radiological emergency planning 6 
preparedness, distributed as Board notification 
OQSSICKiL V Clfflco oF the Executive Director far Operations 
00/04/02 34 pp 
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L-nC/fET STrt r/\iu "tPT'L STATIO’li U«IT 5 


~f Ajjulicaforj :j«'e,p<.'i3«'ii.e 


yO*lOI30O^t> ;ient>rar Jt n jt on 1 er 5 i » ng betuiatn t FEMA r* prompt 
irpro/e-ftnt in r^oiglojjcal ?n«>rg?ncg planning t 
prppar* »i .lutribjtijd as B'-ard notification 
fi053Kt*<l ■' OtMce or thf> Ciecuti e Director t-or Operations 
(30/04/02 3'lpp 


DO:k‘ET 5 ni- 50-596 tJEW HAVEfJ I'T’IT I 


A App 1 ir at i on 'construe 1 1 on stage documents t correspondence 


0004040031 Advises of issuance of > 'JREG-0589. "Interim Staff Position 
on Environ Oua 1 1 rj cat ion of Bar etg-Related Electrical 
E^uipmentw providing guidance le methods for compliance 
PASS'D F Division of Project Management 60/02/0S 7pp 


0 Ad jL'd i catorg correspondence 


0OO4O3uO? 6 Memorandum of understanding betu/een NRC I' FEMA re prompt 
improi/ement in radiologiral amergeneg planning tt 
preparedness distributed as 3oard notification 
C03S1CI< L y Office ot the Eiei.utive Director for Operations 
aO/04/02 34pp 


DOCKET STlJ-50 ‘^97 hEW HAVFtJ, UNIT I 


A Ap p 1 1 c at t on/ c ons t rui* 1 1 on stage documents 4' correspondence 


000404(5031 Ad.^ises of issuance of NURE0-O588< "Interim Staff Position 
on Environ Dual 1 f ication of BaPatg-ftelated Electrical 
Equipment! ” piovidmg guidance re methods for compliance 
ROaSi D F Division of Project Management 80/02/05 7pp 


0 Adjudicator^ correspondence 


B004030026 Memoratidun of understanding between NRC 4 FEMA re prompt 
improvement in radiological emergency planning 4 
preparedness! d i stn by ted as Board notification 

^ Office or the Eiecutive Director for Operations 
80/04/02 34pp 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0008 BAT TELLE COLUMBUS LABOR AT08 IE5 


0004160002 Responds to 790906 4 20 I trs roqucsting approved route 
Alternate route plan proposed in 790920 Itr has bean 
approved Enel data le airangements 4 approved route luithhold 
<ref 10CFR2 7901 

HCCQRKlE/ 0 N Physical Security Licensing Branch 00/02/08 Spp 


0004220058 Forwards IE Info Notice B0-I4i "Safety Buggoetions From 
Employees " No action 1 equired 

KEPPLERrJ 0 Region 3r Chicago! Office of the Director 80/04/04 

Ip 


DOCKET 70-0025 ROCKWFLL INTERNATIONAL CORP 


0004100053 Forwards IE Insp Rept /0-0025/79-06 on 790021-84 No 
noncomp 1 lance noted 

BOOK/ H E Region 5* San Francisco! Fuel Facility U Material* SafaLu 
Branch 79/10/02 2pp 


—0004100056 IE Insp Rept 70-0025/79-06 on 790821-24 No none omp 1 i one < 
noted Major areas Inspected facility changes modsr safety 
committee ac t i vi 1 1 e Si op era 1 1 on fi revi ew( rad i o t i on protection 
t( raduaste mgt 

naOK.H E Region 5, Gan Trancisco/ Fuel Facility Material* 

Safety Branch COQLEYvN J Region 5i San Francisco* Office of the 
Director 79/10/01 9pp 


8004020230 Forwards IE Insp Rept 70-0025/80-03 on 800211-13 No 
noncompliance noted End withheld Iref 10CFR2 7901 
NQROERHAUOiL R Region 5. San Franclscoi Safeguard* Branch 
80/03/10 2pp 


9004100174 Forwards IE Insp Rept 70-0025/80-01 on 800107-11 tt notice of 
violation Ends withheld Iref 10CFR2 790) 

NORDERHAUO! L R Region 5i San Francisco* Bafeguard* Branch 
□0/03/10 2pp 


0004040457 Ac It receipt of 800307 Ur informing NRC of steps taken to 
conect violations noted in 000215 notice of violation 

^ Region 5. San Francisco* Safeguard* Branchs 

80/03/12 tp 


DOCKET 50-599 CARROLL FACILITY I 

documents t correspondence 


8004220009 Forwards IE Info Notice QO-14. 
Employees " No action required 
ENOELKEN* R H Region 0* San Francisco* 
80/04/02 Ip 


"Safety Guggeotioni From 
Office of the Director 


0004020177 Requests addl 45 days to submit responses to 800206 
site suitability environ tr sarety repts 
NAUOHTOlh W F Commonwealth Edison Co 80/03/28 ip 


Itr re 


0 Adjudicatory correspondence 


8004170278 Forwards IE Insp Ropt 70-0025/QO-5 on 000303-07 No 
noncompliance noted Enc I withheld (ref lOCFRH 7901 
G0/O4 /oT^' 2 pJ Francisco. Safeguards Branch 


8004030026 Memorandum of understanding between NRC tt FEMA re prompt 
improvement in radiological emergency planning t ^ ^ 

notification 

80/M%i for Op.r.Uon. 


DOCKET 50-600 CARROLL FACILITY II 

document* & correspondence 


6004020177 Requests addl 45 d 
site suitability environ A 
NAUQHTGN, W F Commonwealth 


ays to submit responses 
safety repts 
Edison Co 00/03/28 


to GDD206 1 tr re 
Ip 


O Adjudicatory correspondence 


SossJJ^ notlrlcatloj 

80/04/02 34pp “ * Eiecutive Director for Operations 


to provide for proposad 

revisions to plant liquid effluent lines ra use of flaw 
fei*encl ‘ automatic samplers D iagram* spec* I, 

eo^l/Ia" ‘ Nuel.^r Fu.I DIv 

*'1; informing NBC of oUpi toton to 

STDHR J ^ J"?”* 5°^!'^ ’"’I’ 70-0027/79-tS ^ 

BC/SaJir 2;^AtU„U, Tool FociUt, f, Mnt.rl.l. B.f.tg 


'ISf .. .. .... 

'n“ 'chLiu '"'■'I''*''* monitoring u,il| .It.m.h 
EMINO, J F Babcock t Wilco* Co* 00/01/21 Spp. 

■®°Wo?at?on''°''"'’''” 70-002//79-1B on 791186-30 k notice of 


8004040140 Notice of violation 
* Region 2. Atlanta, Dffice 


frooi insp on 791 126-30 
of the Director 79/12/21 


Ip 
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— Q004040156 IE In^p flept 70''0027/79- 1 5 on 791126-30 None oinp 1 lance noted 
lntprt>P«t* sampling oP Ificinoiator stack 

OIDBON.A F Region 2< Atlanta> Fuel Facility h tiatarials Safety 
Branch MILLSAPjW J Region 3< Atlantai Office of the Director 
79/i2/2I 7pp 


B004140476 Ack receipt of Pee ^ 000319 Itr transmitting protection 
plan for SNM of moderate U loui strategic significance 
Re<luost classified in fee Category IA»10CFR170 31 Addl 
payment should bo remitted Any overcharges uiill bo refunded 
WEISQiD License Foe Managomerit Oranch QO/03/20 ip 


Q004310106 Rovisos safeguards Amend hPR"! to Ltconse 6NN^a7 by granting 
extension until 000404 for camplotion of limit of error 
calculation for Jan-Feb 19Q0 matl balance period 
PARTLDWi J 0 Material Control Licensing Drench 00/04/03 Ip 


GQ04S402S7 rorwards IC Info Notice 00 ]4i '^Oafoty Suggestions From 
employees " No action roiiuii ed 

□ 'RCILLYiJ P Region 2, Atlanta. Office of the Director 00/04/03 

Ip 


DOCKET 70-0033 TEXAS INBTROfiFNTB. INC 


GD041001P9 Ack receipt of GQO210 Itr informing NRC of steps token to 
correct violations noted in IC Insp Rapt /0-0033/79-i 3 Lfcr 
uill be withheld irof lOCrRS 790 

MARTIN. W 0 Region I, Ph i lade I ph la. Gafeguards Dranch GO/03/17 

Ip 


— 0004100160 Forwards IE Insp Ropt 70 003J/79-13 on /91317'’20 it notice of 
violation Notice of violation withhold (ref lOCrR2 /90> 
martin. N 0 Region 1. Ph i lade ) p h ia. Gafeguards Dranch 00/03/00 
app 


“-B00410CH91 IE Insp Ropt /0-0033//9-I3 on 791317''30 Nohcomp I lance noted 
BNM protection Details withheld (ref 10CFR2 790> 

DEVLiNrJN Region I. Philadelphia. Safeguards Dranch 

DAILEY. R J Region 1. Philadelphia. Office of the Director 

flO/02/07 Ip, 


DOCKET 70-0047 NATIONAL AERONAUTICS «< SPACE ADMINISTRAT ION 


0004090122 Discusses IC Imp Repts 30-4030/00-01 . 30-6929/60-01 
70-0047/00-01 on GOOl lO Noncomp I ianct noted 

MCCLINTOCH.R 0 Region I. Philadelphia. Office of the Director 
aO/02/04 Ip 


DOCKET 70-0002 NUCLEAR MfTALG. INC 


0004040209 Docuaicntt NRC actione to retire docket file In response to 
Nuclear Metals. Inc 790400 ti 0724 requests re License 6Nh-69 
Readings from 791120 tabular repi showed radiation level 
below guidelines Docket should be retired 

DELANEY. J C i CRDWi W T Uranium Fuel Licensing Dranch 00/03/13 
Ip 


—0004040213 Discusses Region i action re termination of License 8NM-63 
IE imp 70-0002/74-02 on 740731 it 0001 verified that 
licensee had lero inventory of highly enriched U AEC 790930 
Itr informed Jlctnsee of conditlom for release 
CROCKER. HN Region 1. rhiUdelphla. Fuel Facility << Materials 
Gafety Dranch 79/12/03 Ip 


DUCKET /0-0i3E> 3 ADCOCK t WUCOt CO 


8004240030 Discusses D'U .’OOllV 1 fci re tenipoi^Ty measures to be taken 
during phase-ou-t of higt- em iched U opeiatiotis Withdraws 
I oqUBst foi chadgetr of tm specific puges Toferenced in Itr 
Plan will be kept cui i ent .j/riorma 1 processing 

WILLIAMS.'R A Habcoc V Wi 1 r o . Co ► Nuclear Material Div 70/03/06 
I P 


- -QOO'4240038 Forwards addeiiduis ♦ cj i ef plan for safeguarding residual 
BNh during cleanout of high enriche-d U facilities Addendum 
i.rl 1 1 riako plan totally acc.’P table Addendum with held 
WILLIAMS. « A Hahco.-k f Wtlcor Co . Nuclear Matttixal Div 
70/09/00 3pp 


—0004240046 Foruaids levised plan for safeguarding residual SNM during 
cloanout of enriched U fciii.tlitie3 yvdilfcsecs all areas 
agreed to at 7G0731 rieeting u/lfRC f loui diagram of scrap 
I ecovory proceses attached Flan withheld 

WILLIAMS, R A IlabcocV Wilcox Co . Nuclear Matrrial Div 
70/00/10 3pp 


--0OO424OO56 Submits dcsciipiicn of upcoming change to 04iN matl control ft* 
accounting program Info withheld (ref 10CFR3 /90> 

WILLIAMS. R A Dabcock t Wilcox Co . Nuclear Mater lal Div 
77/12/22 Ip 


- *0004240073 forwards projeution af oxpocted LEMUF 6 LEMUF limits for 
tiar.May I Jul 1970 iiiventoiies of high erxriched O plant, in 
response to NRC ie(ioost Demons 1 1 ate s need for exception to 
re<tuiied I EMUF limit W/o LFMUF projection 

WILLIAMS, R A Rabcock f' Wilcox Co . Nuclear Material Div 
70/04/10 Ip 


— 0004240004 Updates NRC /7O026 memo re DVW plans to tcrmlrsate highly 
ennehod W operations at facilitos Putlinos key points in 
D4.W phaso-out schedule Fhase-out plan is generally 
accoplablc Farts of schedule withheld <ieP 10CFR3 7901 
SMITH Office of Nuclear Material Safety JL Satoguards 77/11/29 
3p p 


*-*0004240090 (valuaies 06W tundamontal nuclear matl control plan & 
proposed changes Flan should be separated into two parts, 
one for F‘u operations 4* one for low enriched U operntions 
Some plant operations aro not described ttifo withheld 
TMDfiMAN, D O Mateilal Control Licensing Branch 79/07/30 2pp 


—0004240104 Notifies that IILW is not able to maintain sys of control 
required by code i oqu it cmenls for high ctirichod W plant 
Code requironients criteria re scrap recovery operation are 
no longer applicable Info withheld 

THURMAN D fi Material Tontinl Licensing Branch 70/09/15 3p p 


-00O424OH0 Discusses 700021-23 Lxip to R6W sites to discuss portions 
of maasurameni control plan ^ to clarify activities re 
termination of high onrichod U nporatlons at Apollo silo 
Info ul thhe Id* 1 nc lud ing puvtion 6f DNL meiriorandum 
THURMAN, D G Material Control Licensing Dranch 70/09/11 13pp 


’"0004^40114 Forwards notes ro possible strike, In response to request 
In event nf strike, NNC would have forwarded license 
condition la formallio provisions for strike period W/t> 

• nc I 

MCCORKLE,© W Fhytlcal Gerurlty Licensing Dranch 79/01/15 ip 


-0004240127 Provides followup info to U Pari low 780104 notes re possible 
strike No hostility exists between mg t t labor Inventory 
of GNM at facilities is being reducod to absolute min All 
processing operations will cease 

MCCGRKL£.(} Physical Kscurity Licensing Branch 79/01/05 Spp 


DOCKET 70-0090 TOLEDO. UN I V OF 


-*□004240137 Provides addl info rc possible striko All facilities will be 
0004020477 Forwards notice of violation from IE imp of Licenses shut down All acceslhlc highly enriched u at facilities will 

34-10247-06. 0UD-013 U eNM-915 on 000219-20 be moved to Leechbtirg vault 

DAVIQrA n Region 3. Chicago. Fuel Facllltv 4. Materials Bafety PARTLOM.J Material Control Licensing Branch 79/01/04 ip 

Dranch 60/03/24 2pp 

— 0004240150 Notifies Coflimission of status of termination of high 

— 0004020462 Notice of violation from insp on 600219-20 Noncompliance eriTlched U oporatlon* Only wet I dry scrap recovery at 

noted food consumed in room 4. stored in refrigerator w/ Apollo 4 c I eanup /d i iman tl kng activitos at Leechburg have 

radioactive ifotopesino neutron survfy water available for not been shutdown Info withheld (ref 10CFR2 790} 

monitoring b no leak test records available for 1970 BMITH.C V Office of Nuclear Material Safety U aafeguardi 

« Region 3. Chicago. Office of the Director 00/03/24, Ip 0eCY**7a-332 70/06/16 2pp 

— 0004^40155 Forwards preliminary amend feo tx revised plan for 
safeguarding residual &NM during cleanout of enriched U 
facility Requests that 700626 safeguards plan be withdrawn 
W/o encli 

WILLIAMS. R A Dabcock t> Wilcox Co * Nuclear Material Div 
78/00/10 Ip 
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" ’9U04^40l 70 i jr-ni >5 i uri hg plars *or facilities Q&U uiill 

replavfi piopietatg ■’iDinh App I uj/nonpropr idtar<j 
version All p r frc t i e t sir ij datn i.hatige'J to nonproprietary form 
A(j^l inri T cropii 6 *'aty r 1 a ' ^ 1 1 i c a 1 1 on »>ricl 

L£IJ1S ' t’ 3 k 1 .01 . N-iclear Material Oiv 70/05/17 

5PP 


- [►e.c^iri,! injng p I ati Afp I Coat t Other Commercial Data *' 

* ^dbc^J'"^ * Nilio* rii>.lear Material Div 78/02/17 16pp 


--S 004 ^ 40 lti 3 Foiuaids f<e»i»ijT 4 Fo leci'’ mi ssioning plan Plans have beun 
revised *o reflect Nrir ommpnij during 780215 presentation 
DZ 1 C 11154 < J S UabracV * vjjlcoi Co > Nuclear Materia] Div 
70,j2<1V If 


— 3C04c 40187 l»er cnini 3S icri 1 ng plan Pcvisirin 4 

■* Pabcock ^ tJllcQi ' o Nuclear Material Div 78/02/15 9pp 


8004220018 Torii/aids replacement page rar conditions section of 
application toi A-tiend 4 tj License SNM-l 45. omi tted from 
791221 Itr Sarety a aluation also enc 1 

CPOW. W T U'aniwm Po^l Licensing Branch 79/12/20 2pp 


— 000422002* Safety e/aluatmn supporting administrative amend to License 
SNM-145 Continued opeiatian or piocessing equipment should 
be beneficial valuable matl uould be recovered for reuse 
rather then discarded a» uaste 

NiyQN, W A Uranium Fuel Licensing Branch 79/12/21 Ip 


8004210081 Application to amend Licenses NM-145 & SNM-364 for 
redefinition of uiaste matl 

AUSTIN. M A BabcucV idilioi Co ■ Nuclear Material Div 80/01/16 

Ip 


-8004210053 Requests fee- for amend of Licenses SNM 145 ic SNM-‘364 
i.'EISS. D License Fee Management Branch 80/02/11 Ip 


— -800421000* Foruiards fee far amend of Licenses SNM 145 i SNM-364 

AUSTIN. M A Babcock t. WiUoi Co . Nuclear Material Oiv 80/02/19 
ip 


0004020069 "Safeguards Case Study of Nuclear Matls t> Equipment Carp U 
Processing Plant. Apol lo. PA <U). ’ App A 

ALTMAl* W . MOCKERY. 0 , GUlt^N.E Division of Safeguards NUREO-0627 
APP A 80/01/31 I30pp Available at NTIS 


8004080197 "Safeguards Case Study of Nucleai Matls V Equipment Corp 
U Processing Plant. Appo 1) g, PA ' 

ALTMAN. W . MOCKERY. J , QUINN. F. Division of Safeguards NURE6-0627 
80/01/31 I2pp 


8004080580 Forwards ]L Insp Repts 70-0135/79-23 JJt 70-0364/79-29 on 
791105-800104 No none omp 1 lance noted Rept details withheld 
fref 10CfR2 790> 

MARYIN.iJ G Region 1. Ph i ladelph la. Safeguards Branch 80/02/04 

app 


— 0004000733 IE Insp Rept 70-0135/79-23 4- 79-0364/79-29 on 791105-800104 
Mo noncomp I lance noted Major areas inspected material 
control f, accounting, physical secur i ty, heal th I industrial 
security Details withheld (lef 10CFR2 790) 

KUSHNEHiW L Region ]. Ph i ladelph la, Office of the Director 

KUSHNER.NL Region 1. Philadelphia, Safeguards Branch 80/01/30 

4 


3004090200 Forwards lE Insp Rept 70-0135/79-26 on 791217-21 No 
noncompliance noted Details withheld (ref 10CFB2 790) 

MARTIN, N G Region 1. Philadelphia. Safeguards Branch 80/02/04 

2pp 


—8004090285 IE Insp Rept 70-0135/79-26 on 791217-21 No nonCompl lance 
noted Major areas inspected low enriched u beiafiourlde 
receipts, storage. internal control , measurement V statistical 
controls Details withheld <ref 10CFR2 790) 

ZIBULSKY.H . SUMMERS.)) , MART1N,W0 Region 1. Philadelphia. 
Safeguards Branch 80/01/30 ip 


0Od 4 100550 Forwards IE Insp Repts 70-0135/79-17 l> 70-0364/79-25 on 
790904-29 No iioncomp I lancs noted Sections withheld 
(ref 10CFR2 790) 

MARTIN. W G Region I, Ph 1 lade 4^* ia. Setfeguards Branch 60/02/05 
3pp 


8004100555 IE Insp Repts 70-0135/79-17 ^ 70-0364/79-25 on 790904-28 
No noncomp Uance noted Majoi areas inspected matl control V 
accounting, physical secui i ty, hea Ifch industrial safety 
Sections withheld iref tOCFR2 790) 

KUSHNER.W L Region ]. Philadelphia. Office of the Director 
JOYNER. J H Region i. Philadelphia, Safeguards Branch 80/01/31 
9pp 


8004070211 forward* IE Insp Repts 70-0135/00-02 t, 70-03*4/80-02 on 
900115-18 No noncomp 1 I 3nc a n()*ed 

martin. I' G Region l. Ph i lade Iph la. Safeguards Branch 00/02/07 

2pp 


—80040702)7 IE Insp Repts 70-0135/80-02 A 70-0364/80-02 on 800115-18 
No noncomp ] lance noted Major ai eas inspected physical 
secur 1 ty , heal th ^ saiety K en/iron programs 
SMITH, G L Region 1. Ph 1 1 ade 4)< Office of the Director 
jOVNEfirJ H Region l, Philadelphia. Safeguards Branch 80/02/01 
4pp 


8004240550 Forwaids Amend 7 to License SNM-145 revising Specs 1-4, re 
organi lati on I 1-5. on Tech Specs l> control sy s, r ep 1 ac emont 
pages for license NRC safely evaluation supporting amend 
PAGErR C Uranium Fuel Licensing Branch BO/03/06 Ip 


— 8004240554 Amend 7 to License SNH-145 revising Specs 1-4, re 
organiiation t 1-5, on Tech Specs control sys Replacement 
pages for license enc I 

PAGE. R G Uranium Fuel Licensing Dianch 80/03/05 34pp 


0004090393 Ac V receipt or 800225 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Repts 70-0135/79-27 4i 
70-0364/79-31 Response to be withheld (ref 10CFR2 790) 

MARY IN. W G Region J. Philadelphia, Safeguards Branch 80/03/13 
IP 


—8004090406 Forwards IE Insp Repts 70-0)35/79-27 8. 70-0364/79-31 on 
791226-800104 t notice of violation Notice of violation 
withhold (ref 10CFR2 790) 

MARTIN.U G Region 1, Philadelphia. Safeguards Branch 60/02/06 

2pp 


—0004090419 lE Insp Repts 70-0135/79-27 t 70-'0364/79-31 on 791226- 
000104 Noncomp 1 lance noted failure to apply tnmper-saf ing 
devices to insure integrity of pres'iously made medsuraments 
Details withheld (ref lOCFRS 790) 

JOYNER. J M Region 1. Philadelphia. Safeguards Branch SMITH. 0 C 
Region 1. Phi ladelph i a, Office of the Director 80/01/31 Ip 


9004100197 Ack leceipt of 800228 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70-0135/79-15 h 
70-0364/79-19 Ltr will be withhold (ref 10Cf*R2 790) 

MARTIN, W 0 Region 1, Philadelphia. Safeguards Branch 80/03/13 
ip 


—8004100201 Forwards IE Insp Repts 70-0135/79-15 It 70-0364/79-19 on 
790702-0803 i notice of violation 

Martin, U O Region l, Philadelphia, Safeguards Branch 80/02/06 

2pp 


— 8004100204 Notice of violation from insp on 790702-0803 

« Region t, Philadelphia. Office of the Director BO/Ol/30 Ip 


—8004100209 IE Insp Repts 70-0135/79-15 5. 70-0364/79-19 on 790702-0803 
Noncomp I lance noted various sources containing small amounts 
of source matl.SNMt byproduct matl located in unauthorlled 
areas Details withheld (ref 10CFR2 790) 

JOYNER. J H Region 1, Philadelphia. Safeguards Branch 
KUSHMER, W L Region 1. Ph 1 ladelphia. Office of the Director 
80/01/30 ip 


8004180026 Forwards proposed PA operations security plan for 
safeguarding SNM of low strategic significance W/e and 
AUSTIN, M A Babcock t Wilcox Co 80/03/13 Ip 


8004000334 Ack receipt of 800222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70-0135/79-16 
70-0364/79-20 Ltr withheld (ref 10CFR2 790) 

MARTIN, U G Region 1, Ph i ladel phia. Safeguards Branch 80/03/14 
ip 


—8004080343 Forwards IE Insp Repts 70-0135/79-16 8, 70-0364/79-20 on 
790806-31 no lire of violation 

Martin, N O Region 1, Ph i ladelph la. Safeguards Branch 80/02/14 

2pp 


— 6004080346 Notice of violation from Insp on 790006-31 

» Region I, Philadelphia, Office of the Director 80/01/31 Ip 


—8004000354 IF Insp Repts 70-0135/79-16 70-0364/79-20 on 790806-31 

Noncomp I lance noted Pu fuel pins transferred from matl 
balance area to item control area w/delayed completion of 
documents Portions withheld (ref 10CFR2 790) 

JOYNER, J H Region 1, Philadelphia, Safeguards Branch 
KUSHNERrW L Region 1, Philadelphia, Office of the Director 
ao/Ot /30 IGpp 
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800<I210203 Ac k receipt of B00221 itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70“Oi35/79*-25 
0R1£R< □ M Region !> Philadelphia. Office of the Director 
80/03/19 Ip 


— B004210207 Responds to URC 800120 Itr re violations noted in IE Insp 
Rept 70-0135/79-25 Corrective actions CPVC pipe was replaced 
u/baros 1 1 icate raschig r ings. drums have been labeled & 
documents posted 

AU8T1R. M A Rabcock Wilcox Co 80/02/21 3pp 


—8004210214 rorwards IE Insp Rept 70-0135/79-25 on 791127-30 «. notice of 
Violation 

SMIThiO H Region 1< Philadelphia! Fuel Facility ^ Materials 
Safety Branch 80/01/29 2pp 


— 8004210216 Notice of violation from insp on 791127-30 

» Region 1. Phi lade Iph lay Office of the Director 00/01/28 2pp 


—8004210222 IE Insp Rept 70-0135/79-25 on 791127-30 Noncomp Hance 
noted failure to follow procedores re storage Ik labeling of 
8NM containers h to maintain chlorine content of CPVC pipes 
CROCKER. H U Region 1. Ph i lad e 1 ph ia. Fuel Facility Materials 
Safety Branch ROTH. J Region 1. Ph 1 lade 1 ph ia. Office of the 
Director 00/01/28 Upp 


8004290061 Advises that use of Model HA-10 will be discontinued it 
company will not renew Certificate of Compliance 4B24 
AUSTIN. M A Babcock i> Wilcox Co . Nuclear Material Oiv 00/03/23 
Ip 


8004160027 Notifies that Source Mails License SMB-502 is terminated 
Activities authoriied under license were incorporated into 
Source Mails License SNM-145 

PACE. R 0 Uranium Fuel Licensing Branch 80/03/27 Ip 


DOCKET 70-0143 NUCLEAR FUEL 6ER9lCESy INC 


8004220001 Informs that vendor will revise 790415 Fundamental Nuclear 
Control Plan. Section 1 ©.Revision 7. to include duties & 
responsibilities in Attachrtents 1. II. Ill IV Attachments 
withheld (ref 10CFR2 790) 

HENBLEViK D Nuclear Fuel Services. Inc Isubs of Oetty Oil Co ) 
00/01/15 Ip 


--*8004040047 IF Insp Rept “'u 0l43/7v-46 on 791126-30 Noncompliance noted 
person not emplui^od by licensee uas impropeily escorted in 
protected ai ea Detail* withheld (lef 10CFR2 790) 

PERNY,C D i CMRlSTOf rpR . V Region 2 Atlanta. Office of the 
Dircct'or TCniN.W J Rpgion 2. Atlanta. Safeguards Branch 
00/01/03 tp 


SOO41OO530 Requests undertaking study of facility fuel making 
process utilized to identiry mafl control accountability 
improvements which could be implemented w/o degrading 
quality oh product as followup to thRC 000)21 order 
AHEARNE. J F Commission 80/02/20 ?pp 


S004070422 Forwards Re/ision 17 to physical protection plan Fees not 
applicable Revision withheld <ref 10CFR2 790) 

MICHEL. C J Nuclear Fuel Services. Inc {subs of Getty Oil Co 1 
eO/02/25 ip 


8004300003 Forwards ‘Effluent Monitoring Rept. " Jul-Dec 1979 

MICHEL. C J NucUai Fuel Services. Inc (subs of Getty Dll Co ) 
00/02/26 ip 


—8004300024 "Fftluent Monitoring Pept.“ Jul-Dec 1979 

e Nuclear Fuel Sei vices, Inc (subs of Getty Oil Co ) 00/02/26 

Ip 


0004070046 Ack receipt of 800211 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 70-0143/79-44 
L0N0,r J Region 2. Atlanta. Office of the Director 00/03/03 Ip 


— 0004070049 Responds to NRC 000123 Itr re violations in IE Insp Rept 
70-0143/79-44 Correcti>e actions withheld (ref 10CFR2 790) 
MANSERiW C Nuclear fuel Services. Inc (subs of Getty Oil Co ) 
00/02/11 Ip 


—8004070054 Forwards IE Insp Rept 70-0143/79-44 on 790910-1130 t notice 
of violation Notice of violation withheld (ref 10CFR2.790> 

KENNA. W D Region 2. Atlanta, Safeguards Branch 00/01/23 2pp 


— 0004070059 IE Insp Rept 70-0143/79-44 an 790910-1130 Noncomp 1 lance 
noted failure to measure all SNM at time of physical 
inventory V failure to fliaintain identity L quality records 
Details withheld (ref 10CFR2 790) 

OlLLESPIE.r P Region 2. Atlanta. Safeguards Branch 00/01/23 
Ip 


0004300003 Forwards upgrading moasuremont sys change to fundamental 
nuclaar mail control plan.Boctton S.Revision 9 Change 
withheld (ref 10CFR2 790) 

HENBLEYfK D Nuclear Fuel Services, Inc (subs of Getty Oil Co > 
00/01/17 Ip 


0004100402 Forwards supplemental info re IE Insp Rept 70-0143/79-40, 
Item C Revised corrective action health it safety procedure 
for contamination control . NFB-OH-l . Revi s ion l.wlU be 
revised by 000131 re requirement for survey of hands. 

MANBERrW C Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
80/01/23 Spp 


0004100143 Responds to IE Insp Rept 70-0143/79-47 on 000107 No 
proprietary info 

MANSERiW C Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
80/01/24 Ip 


8004220133 Requests temporary amend to License SNM-124 to permit 
discharges to unlined ponds until 800831 Continuance 
required while storage facility is being designed it 
installed Administrative fee end 

MICHELiC J Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
80/02/01 Ip 


0004140448 Provides Subc arnmi tto«» on Nuclear Regulation u/response to 
791101 inquiry re safeguards adequacy NRC insp plans for NFS 
Eruin investigation end 

AHEARNE. or Commission 80/03/05 33pp 


— 8004140469 Forwards questions re safeguards adequacy Includes matl 
accounting sys, physical protection sys f specific responses 
to facility inventory differences 

HART, 0 Senate. Environment * Public Works 79/11/01 7pp 


0004100213 Foi ward s supplemental info re operating criteria for V 
hexaf 1 our i de scrubber requested during D Joy 000225 visit 
Details withheld (ref lOCFn2 790) 

HENSLEY, K D Nuclear Fuel Services. Inc (subs of Getty Oil Co > 

80/03/H Ip 

0004220219 Forwards request for amend to License SNM-124 End withheld 
(ref 10CFR2 790) Administrative amend fee also end 
HENSLEY, K 0 Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 

00/03/ U Ip 

0004040113 Forwaids IE Insp Rept 70-0143/80-02 on 000115-0207 No 
noncampl lance noted « 

KENNA. W fl Region 2, Atlanta, Safeguards Branch BO/03/12 2pp 


0004040037 Ack receipt of 000125 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0143/79—46 
KENNA I W D Region 2. Atlanta. Safeguards Branch 00/02/00 ip 


—8004040041 Responds to NRC 000104 Itr re violations noted In IE Insp 
Rept 70-0143/79-46 Corrective actions withheld 

(ref I0CFR2 790) . « ^ . 

MANBERrW C Nudaar Fuel Oervicesi Inc (sobs of Getty Oil Co ) 
GO/Ol/25. ip 

— 0004040044 Forwards IE Insp Rept 70-0143/79-46 on 791126-30 fc notice 
of violation Notice of violation withheld (ref 10CFR2 790) 

KENNA, M B Region 2. At lanta* Safeguards Branch 80/01/04 2pp 


— 0004040117 IE Insp Rept 70-0143/00-02 on 000115-0207 No noncompliance 
noted Major areas inspected facility organization U 
operation, mgt of matls control . storage «. internal control 
Details withheld (ref 10CFR2 790 ) unnr..^ n cr 

GILLESPIE, F P Region 2. Atlanta, Safeguards Branch MDDRE, D t . 
CLAY.E L Region 2, Afclatila, Office of the Director 00/03/10 
Ip 


Q004090232 Ack receipt of 800304 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70-0143/79-36 
70-0143/79-37 

KENNA.W a Region 2, Atlanta. Safeguards Branch BO/03/13 ip 


—0004090235 Responds to NRC 791005 Itr w/addl info re violations noted 
In IE Insp Repts 70-0143/79-36 it 70-0143/79-37 Corrective 


actions withheld (ref 10CFR2 790) 

MANSER. W C Nuclear Fue) Services, Inc (subs 


of Getty Oil Co 1 


00/03/04 Ip 
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re violations noted In IE Jnsp 
Corrective actions 

Irir (subs of Oettv Oil Co ) 


— C0'D*1(J rOr *10 r[>Tu^r*'i IE- If jP Pepts 7 u“ 0 1 •IJ/ /9-3i tt 70*-0M3/79-37 on 
79U710-1 I ' riDilC'’ O'- I lation of violation uithheld 

(reTlOJfF(f’’”'l'0' 

'/ftf'fuU b ppQion 2 (if-lafUa SafeguarJs Branch 79/10/05 2pp 


-8004JI0357 Affadav.t aV .«J Uh.nia ra raatart of fooilita op.rattora .r, 
accordance u/NRC 600117 decision Facility restart 
essential to na**! detrnse 


--B004210359 Artada/it oi U Bateman re NFS Erwin plant shutdown Co 
incurred by govt are accumulating at enai mous rate a® 
facility remains idle 

DATEMANj W Energy* Dept of QO/Ol/lB 2pp 


- GC0409024t It- I*i 4 p r<ep'i O'Ul 4jf''^9 -Tm I 70-0143/79-37 on 790910**14 
Plon'* onp I 1 a M » noted rsilure to establish HDA procedures 
Details witMeJd 're* lui Ffi;’ 790> 

(JILLESPIE F P CLAr.f L Region 2- Atlanta. Safeguards Branch 
79/10/02 Ip 


P3004070351 Notifies that 600222 subnittal re operating criteria 

fov U hciarluoride scr’fto-i is acceptable, t that NRC is 
revising Licen«o Conditions 2 24 1-A. 2 24 5-A. 

2 24 A-A 132 EneJs withheld «rflf 10 CFR 2 790) 

PAflTLOlJ, J G Material Control Licensing Branch 00/03/14 2pp 


eC042|0352 FOIA request ror all documents re facility from B00U7 to 
date 

COCHBAW.T 5 I'atural Resources Derense Council 00/03/14 Ip 


(6(^04100299 Notice or appearance in proceeding Certificate of Sve encl 
UEIEE.E f? f'atural Resources Defense Council WEISS.E R Sheldoni 
Marffcn i i/eiss 00/03 'IG 2 pp 


fi(5040704l9 Responds to S‘jU 311 request foi eiception from i0CFR7O 50(e) 
requirements re small U hexafluoride receipt Notifies of 
issuance of license c ond i tidn. ertecl i ve immed i ate 1 y* to 
amend MPP-1 to License 5NM-124 

PARTLDW J C Material Control Licensing Branch 00/03/19 Ip 


DOCKET 70-0190 CATHOLIC UN IV 


0OO4O7OOB9 Ack receipt of 800226 Itr informing of stops taken to 

correct violations noted In l£ Insp Repts 30-0063£J/fl0-*01 / 
40-6329/00-01 i 70-0190/00-01 . .. - 

HCCLINTOCK.R 0 Region 1. Philadelphia. Office of the Director 


—00040/0099 Responds to NRC 000204 Itr re violations noted in IE Insp 
Rept 30-00630/80-01.40-6329/00-01 t 70-0190/00-01 
Corrective actions separate eating space provided for dept 
of biology Ai technicians reinstructed re malls rulos 
NUESSE. C J Catholic Univ 00/02/26 2pp 


—6004070104 Forufaids IE Insp Repts 30 - 00630 / 00-01 f 40-63S9/BO-0 1 U 
70-0190/00-01 on 800116 /* notice of violation 

HCCLINTOCK.R 0 Region 1. Ph i 1 adelph la^ Office of the Director 
00/02/04 2pp 

— 8004070107 Notice of violation from insp on □00116 NoniJornp 1 iflnce noted 
failure to instruct technicians working in lab on procedures 
for handlino radioactive matls Failure to wear protective 
gloves % having food in restricted area 

e Region 1. Ph i lade 1 ph la. Office of the Director 00/02/04 Ip 


B004030565 Advices that License BNM-124. Cond 1 tion 49 is amended, per 
600201 application Amend 4 limits use of lined ponds to 
discharges rrom waste water treatment facilities 
PAGEfR G Uranium Fuel Licensing Branch 80/03/19 Ip 


— -0004080570 Safety evaluation supporting Amend 4 to License 8NM-124. 
Condition 49. limiting use of unlined ponds to discharges 
from waste water treatment facility 

DELANEY. J C Uranium Fuel Licensing Branch 80/03/19 2pp 


a004090356 Forwards IE Insp Rept 70-0143/00-03 on 800226-20 No 
ooncomp 1 lanc e noted Details withheld (ref 10CFR2 790) 

HENNA. N Q Region 2. f^tlanta. Safeguards Branch 00/03/19 Ip 


~-S00409036l IE Insp Repl 70-0143/80-03 on 000226-26 No noncompl latice 
noted Major areas inspected organi la t i on* phy sica 1 barriers* 
access c ontrol s. detec t ion aids ^ ^-esting Details withheld 
(ref 10 :fR2 790) 

KENNAi U n Region 2. Atlanta. Sareguards Branch TOBIN. (V J 
Region 2. Atlanta. Office Of the Director 00/03/19 ip 


■SO04240153 Appioves Amend 4 to License SNH-124 re continued use of 
tinlined ponds ror discharges from waste water treatment 
f ac 1 1 1 ty 

PA0E.fi 0 Uranium Fuel Licensing Branch 80/03/19 Ip 


— — e004240l59 Safety e/aluai'ion supporting Amend 4 to License SNM-I24 
DELANFV.J C . CRQIV. N T Uranium Fuel Licensing Branch 80/03/19 

2 pp 


S00 4210I98 Responds to NRC 800229 Itr by advising that no Model 6400 
packages are owned 6 no shipment of package has been made 
«ince 760220 

MtCHEL. C J Nuclear Fuel Sersice*. Inc (sobs of Oatty Oil Co ) 
aO/03/21 ip 


^O'D4160t07 Responds to 800918 Itr transmitting site security plan for 
low enriched matl Request has been classifed as major 
sAfeguards amend for license requiring safeguards amend fee 
I^EIBS.D J License Fee Management Branch 00/03/31 ip 


00 0 4240235 Forwards lE Info Notice 80-14, "Safety Suggestions From 
Crnployees " No action required 

O'^REILLV. J P Region 2 . Atlanta. Office of the Director 80/04/02 
IP 


0004210350 Partial response to FOIA request for all documents re 
facility Forwards documents listed in App A JF Afiearne draft 
1 tv to 0 Hart »nt \ 

F'^LTGN. J M Division of Rules and Records 80/04/07 I 3 pp 


DOCKET 70-0364 PARKS TOUNSHIP SITE. BABCOCK «t WILCOX CQ 


8004240020 Discusses Ql-W 700119 Itr re temporary measures to be tfllten 
during phase-out of high enriched U operations Withdraws 
request ror changes of ten specific pages referenced in itr 
Plan will be kept cuirenfc w/normal processing 

WILLIAMS. R A Babcock t> Wilcox Co . Nuclear Material Dlv 70/03/06 

Ip 


— 0004240046 Forwards revised plan for safeguarding residual 0NM during 
cleanout of enriched U facilities Addresses all areas 
agreed to at 700721 meeting w/NRC Flow diagram of scrap 
recovery proceses attached Plan withheld 

WILLIAM0.R A Babcock A Wilcox Co . Nuclear Material Div 
70/08/10 2pp 


— 0004240073 Forwards projection of expected LEMUF LEHUf limits for 
Mar. May t Jul 1978 inventories of high enriched U plant. In 
response to NRC lequest Demonstrates need for eiceptiori to 
required LEMUF limit W/o LEMUF projection 
WlLLlAMS.fi A Babcock & Wilcox Co , Nuclear Material Dlv 
78/04/10 Ip 


— 0004240004 Updates NRC 770Q26 memo re BVW plans to terminate highly 
enriched U operations at facllites Outlines key point# in 
Bt'W phase-out schedule Phase-out plan is generally 
acceptable Parts of schedule withheld (ref 10CFR2 790) 

SMITH Office of Nuclear Material Safety Safeguards 77/11/S29 

3pp 


— 0004240095 Evaluates D4-W fundamental nuclear matl control plan U 
proposed changes Plan should he separated into two parts, 
one for Pu operations 6 one for low enriched U operations 
Some plant operations are not described Info withheld 
THURMAN, D S Material Control Licensing Branch 79/07/30 2pp 


— 8004240110 Discusses 700021-23 trip to DfcW sites to discuss portions 
of measurement control plan & to clarify activities re 
termination of high enriched U operations at Apollo site 
Info withheld, including portion of BNL memorandum 
THURMAN, D 8 Material Contiol Licensing Branch, 78/09/li i3pp 


■8004240114 Forwards notes re possible strike, in response to request 
In event of strike.NRC would have forwarded license 
condition to formalize provisions for strike period, W/o 
encl 

MCCORKLE.G W Physical Security Licensing Branch 79/01/15 ip 


— 8004240127 Provides followup info to U Partlow 700104 notes re posslbla 
strike No hostility exists between mgt U labor Inventory 
of 8NI1 at facilities is being reduced to absolute min All 
processing operations will cease 

MCCORKLE, G physical Security Licensing Branch 79/0i/05 2pp, 
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— 8004240137 Provides ^ddl info re possible strike All facilities uill be 
shut doun All accesible highlt^ enriched U at facilities uill 
be irpved to Leechburg vault 

PARTLOWi J Material Control Licensing Branch 79/01^04 Ip 


— ‘8004240180 Notifies Commission of status of tertniriat ion of high 
enriched U operations Only uiet t dry scrap recovery at 
Apollo U c leanup /d i smantl ing activites at Leechburg have 
not been shutdown Info withheld (ref 10CFR2 7701 
SMITHiC V Office of Nuclear Material Safety ir Safeguards 
SECy-70-322 7Q/0i/16 2pp 


—0004240170 Discusses decommissioning plans for facilities BSiUwill 
replace proprietary version of App I w/nonpropr ietar y 
version All proprietary data changed to nonproprietary form 
Addl info re proprietary classification end 

LEMlSiJ n Babcock ^ UlUoi Co , Nuclear Material Div 78/05/17 

9pp 


’>-8004240177 Decornmi s ioni ng plan App 1> "Cost (i Other Commercial Data 
* Babcock & Nllcox Co , Nuclear Material Div 70/02/17 l&pp 


--8004240103 Forwards Revision 4 to decommissioning plan Plans have been 
revised to reflect NRC comments during 700215 presentation 
DZlENlSZiJ a Babcock Wilcox Co i Nuclear Material Div 
78/02/17 Ip 


■0004240107 Decommissioning p lani Revi s i on 4 

« Babcock ?« Wilcox Co » Nuclear Material Div 70/02/15 9pp 


8004140006 Summary of 780620 meeting w/NRC to acquaint latest group of 
NRC consultants w/Pu f ad 1 i ty» spec 1 f leal ly ventilation sys 
fire protection 

ARTMAN. K L Babcock & Wilcox Co . Nuclear Material Div 70/06/21 

2pp 


0004210001 Application to amend Licenses NM-145 & SNM-364 for 
redefinition of waste matl 

AUSTIN.M A Babcock Wilcox Co . Nuclear Material Div BO/01/16 

Ip 


—8004210083 Requests fee for amend of Licenses SNM 145 S< SNM’'364 
WElSSfD License Pee Management Branch 00/02/11 Ip 


•0004210006 Forwards fee for amend of Licenses SNM 145 h 8NM-364 

AUSTiNrH A Babcock t< Wilcox Co . Nuclear Material Div 00/02/19 

Ip 


8004080580 Forwards IE Insp Ropts 70-0135/79-23 «( 70-0364/79-29 on 
791105-600104 No noncompliance noted Rept details withheld 
irtf 10CFR2 7901 

MARTIN. W 0 Region li Philadelphia. Safeguards Drench 00/02/04 

app 


—8004080733 IE Imp Rept 70-0135/79-23 4< 79-0364/79-29 on 791105-000104 
No noncompliance noted Ma^or areas inspected material 
control b account ing. phyi leal secur i ty< heal th & Industrial 
lecurity Details withheld (ref 10CFR2 7901 

KUSHNERrW. L Region 1. Philadelphia, Office of the Director 

KUSHNER.W L. Region 1. Phi lade 1 ph ia, Safeguards Drench 00/01/30 

ip 


0004000593 Forwards IE Insp Rept 70-0364/79-17 on 790709-0002 No 
noncomp 1 lance noted Rept details withheld (ref 10CFR2 790) 
MARTIN.WO Region 1, Philadelphia. Safeguards Branch 00/02/05 

2pp 


—0004080599 IE Insp Rept 70-0364/79-17 on 790709-0002 No noncomp 1 lance 
noted Major areas inspected independent assessment of Parks 
Township Type 11 process facility U-235 holdup Details 
withheld (ref 10CFR2 790) 

8MAUD.E T r DI88ETT. P H , JOYNER. J. H Region t. Philadelphia. 
Safeguards Branch 80/01/31 Ip 


8004100S50 Forward! IE Insp Repts 70-0135/79-17 U 70-0364/79-25 on 
790704-28 No noncomp 1 lance noted Sections withheld 
(ref 10CFR2 790) 

MARTIN. W 0 Region 1. Philadelphia. Safeguards Branch 00/02/05 

2pp 


—0004100555 16 Insp Repts 70-0135/79-17 70-0364/79-25 on 790904-28 

No noncompliance noted Major areas Inspected matl control St 
accounting# physica 1 securl ty. hea 1 th St industrial safety 
Sections withheld (ref 10CFR2 790) 

KUSHNERi W L Region 1. Philadelphia# Office of the Director 
JOYNER# J H Region 1. Ph 1 ladelph ia# Safeguards Branch 80/01/31 
9pp 


0004070211 Formal ds IF Insp Repts 70-0135/00-02 6 70-0364/80-02 an 
600115-18 No nonconp 1 1 anr e noted 

MARTIN, W G Rcgiori 1, Ph 1 1 ado 1 p h i a , Safeguards Branch 00/02/07 

2pp 


— 0004070217 IE Insp Repts 70-0135/80-0? t 70-0364/80-02 on 000115-18 
No noncompMance noted Major areas inspected physical 
sflcur I tg# h eal th t safety f environ piograms 
SMlTHiO C Region 1, Philadelphia. Office of the Director 
JOYNER, J H Region 1. Ph i lade 1 ph la, Safeguards Branch 80/02/01 
4pp 


8004290105 Application for amend of License SNM-414 to authorwe 
storage of SNM-contaminated waste m designated locations 
Proposed Revision 1 to OL enc 1 

AUSTIN. M A Babcock t Wilcox Co . Nuclear Material Div 80/02/12 
7pp 


BOO41OOO0O Forwards IE Insp Rept 70-0364/00-05 on 000124-25 No 
none omp I lanc e noted 

MARTIN.W 0 Region 1, Ph i ladelph i a. Safeguards Branch 00/02/13 

2pp 


--0004100092 IE Insp Rept 70-0364/80-05 on 000124-25 No none omp t i anc e 
noted Majoi areas inspected sampling of mixed oxide pellets 
St licensee labs 

JOYNER, J H , DELLA RATTA, A . ZIDULSKY.H Region 1, Ph 1 1 a de 1 p h la . 
Office of the Director 00/02/06 2pp 


0004100099 Forwards fundamental nuclear matl control plan for License 
SNH-414 W/o end tref 10CFR7 5 4 9 12> Plan does not 
decrease effectiveness of matl control t/ accountab 1 1 ity 
program 

AUSTIN. M A Babcock S- Wilcox Co 80/02/25 Ip 


0004180533 Forwards supplemental info to application by BLW re storage 
of waste 

AUSTULM A Babcock U Wilcox Co 80/02/26 Ip 


— 8004160534 Supplemental info to application by Dt<W re storage of waste 
e Babcock Wilcox Co 00/02/26 5pp 


8004070303 Ac k receipt of 000205 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0364/79-30 
8MITH»0 H Region I# Ph I lade Iph ia. Fuel Facility Materials Safety 
Branch 00/02/27 Ip 


--BOO4O7O300 Responds to NRC 800114 Itr re violations noted in IE Imp 
Rept 70-0364/77-30 Corrective actions importance of wearing 
proper dosimetry ro-emphasi led L new survey procedures for 
box gloves begun 

AUSTIN. M A Babcock IV Wilcox Co 00/02/05 3pp 


—8004070392 Forwards IE insp Rept 70-0364/79-30 o 
violation 

SMITH.O M Region 1, Philadelphia. Fuel Facilii 
Safety Branch 60/01/14 2''- 


—00 


9004240550 Forwards Amend 7 to License SNM-145 revising Specs 1-4. re 
organltation 1-5. on Tech Specs 4^ control sy s. rep lacement 
pages for license 4 NRC safety evaluation supporting amend 
PAOE. R 0 Uranium Fuel Licensing Dranch 00/03/06 Ip 


0004090393 Ack receipt of 800225 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70-0135/79-27 & 
70-0364/79-31 Response to be withheld (ref 10CFR2 790) 

MARTINrW 0 Region i, Ph i ladelph ia. Safeguards Branch B0/D3/13 

Ip 


—0004090406 Forwards IE Insp Repts 70-0135/79-27 4 70-0364/79-31 on 
791226-600(04 4 notice of violation Notice of violation 
withheld (ref 10CFR2 790) 

MARTIN. W 0 Region t, Philadelphia. Safeguards Dranch 80/02/06 

2pp 


—0004090419 IE Insp Repts 70-0135/79-27 4 70-0364/79-31 on 791226- 
800104 Noncomp 1 lance noted failure to apply tamper-saf ing 
devices to insure integrity of pre\iously made measurements 
Details withheld (ref 10CFR2 790) 

JOYNER. J H Region 1. Philadelphia. Safeguards Branch SMITH. 0 C 
Region 1. Philadelphia. Office of the Director 0O/OJ/3t Ip 


3 ; 
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t'* . » I*' 'i;:* 1 . ^ ,1 I*, inrjrnnj Qf «t»p« t4ten to 

r r,e ♦ i Jj'i r, f ,f Jt Repti 70 0115777-15 b 

, r* J r *' • ii' t< f r t - K'^FnZ 7?0) 

*- '•Ti? i , > ' ’ I ’ 1 , ^ Je 1 p r nJ» ^tregurards Branch QO/03/13 

1. P 


43' \ - .jt -5 Ip Ir, J rr.t- C-,J15^77-J5 » 70-0364/79-19 on 

' '•If r laljijjr 

r'A'^lii ti ' 1 tnildaeip^i-J Safeguards Branch 60/02/06 


fjij4l'I„*i4 " 'iL* r* iilatjon rrd insp on 790702-0803 

• r-ejiori I r’hildlBlphii Office of the Director 00/01/30 Ip 


^ - j :41 Cj2 y !<• lr,c Fept* / 1 ■ - 01 35/ 1 5 ♦ ^0-0364/79-19 on 790702-0003 
r jr 1 i e ruted ariJuS sources containing snail afl>ownt» 

3f SO rr* i-dtl “ * M * S'^proluct nstl located in unauthorised 

areas te^ails uithhelc (ref lL:Fn2 ^903 

Jj *’ J '*e;n-n li Fh i lad e Iph ia< Sareguards Branch 

1*'^'" (S-R w 1 region t Ph 1 1 Ipn i a. Office of the Director 


^ ■:34CS51i4 M' ♦ '9'eipt r» fi ij 212 Kr inforning WfiC of steps taken to 
rcfrt'*’ rijUticn, noted in !£ !nsp Repts 70-0135/79-16 6 
70':'364' ’9'rv‘ i*r withheld <ref lCiCFR2 /90) 

♦^4Rrin u *3 neji^n 1 f- r i ) a d e 1 p h i a Safeguards Branch 80/03/14 

ip 


- £]Cj4C:>j 343 Torjardi JE lri-»p Fiepts 70-0135/79-16 I 70-0364/79-20 on 
7‘TC=0i*3i i notice c» violation 

t'ARTlfiJ U * Region ] Ph i ladelph la. Safeguards Branch SO/02/14 

2pp 


8004210104 IF If'sp Kept 70-03/1/60-02 on 800115-17 No nontomp 1 i anc e 
noted flajoi areas inspected sh i pper -rec e i vor differonces* 
neasur emen t s / statistical contra 1 st rec ord 5 h repts Details 
uithheld <ref 10CFR2 /90 j 

HARTIfhW *0 Region Ir Ph 1 1 ad e 1 p h i a < Safeguards Qi anch 
HOLOO/rD J < COHEN, r F^eginn ], Ph i lade Iph lai Office of the 

Director BO/02/21 ip 

6004220025 Fcirujards IC Imp Bept 70-0371/00-02 on 000211-15 No 
noncortip 1 lanc e noted 

MARTIN, WG Region 1, Ph 1 I ade 1 ph la, Safeguards Branch 00/03/06 
IP 

--0OO422OO41 I El Insp Repi 70-0371/00-02 on 000211-15 No none amp 1 i a nc o 
noted Majoi areas in:,pected measurement control programs, 
records 5 repts Details withheld (ref 10CFfl2 /90) 
jaVKER. J H » ZinULGK/,H , UQLTNER. £ Region 1, Rh 1 1 a d 0 1 p h 1 a , 
Safeguards Branch QO/03/03 Ip 


3004210063 Fori^fards pages of revised emergencij plan 

HlRKrU F United Nuclear Corp , Nasal Products Div 00/03/14 Ip 


--0004210067 Piiges of le/Ised emergency plan 

KIRK.W F United Nuclear Corp , Naval Products Div 00/01/14 

I’pp 


8004290062 Advises that revised fundamental nuclear matl control plan 
submitted W/B00125 Hr should not be incorporated as 
condition of license until deficiencies listed in end are 
corrected Enc I withheld (ref 10CFR2 7901 

PARTLOW.J G riatenal Control Licensing Branch 80/03/27 Ip 


-E004CE0346 Notice Of yiolation rrom msp on 790006-31 

• Pegian 1 PdledelrMa Office of the Director 80/01/31 Ip 


DOCKET 70-0398 COMMERCE, DEPT OF 


8004nryj^„ jt in,p 70-0135/79-16 t 70-0364/79-20 On 790806-31 

NoncQ«-p I lanct noted Fu fuel pins transferred from matl 
balance area to item control area w/delayed completion of 
documents Portions nthheld (ref 10CFR2 790> 
u3tNER. J N Region 1 Ph 1 1 ad e i p h I a , Safeguards Branch 
KUGH.ER W L Region 1, Philadelphia Office of the Director 
63/01/3: lOpp 

E3OO4iaL034 Provides nontMg status rept for Mar 1980 re Pu ventilation 
up<grading All tad ordered natls received on site Several 
v-lfctrical equipment pieces checked for motor rotation (< 

■C ontro I f urc t ion 

ARTHAt/ h L Dab'ccli ?- wtlcoi Co Nuclear Material Div 60/03/14 

'Jpp 

€300429CC6l A4,isej that use of Model MA-lO will be discontinued 6 
co-pany will rot renew uertincate of Compliance 4824 
A'faTlr' M A Babcock f Uilcoi Co Nuclear Material Div 00/03/25 

* P 


8004070115 Forw,ards IC Insp Rept 70-0398/80-01 on 000116-10 No 
noncomp 1 lane e noted Details withheld (ref 10CFR2 7901 
MARTIh*,WO Ragion 1. Fh i lade j ph la. Safeguards Branch 00/02/07 
Ip 

—8004070119 IE Insp Rept 70-0398/80-01 on 000116-10 No none omp U anc e 
noted Major areas Inspected facility organi i at ion b 
operation,, « torage f/ internal control ^ physical Inventory 
Details withheld (ref 10CFR2 790) 

SOKMERS^R Region t, Philadelphia, Office of the Director 

® Region 1, Ph i lade Iph i a, Bafeguards Branch 

80/02/04 i p 


DOCKET 70-0572 MONSANTO RESEARCH CORP 


Requests fee for 800312 application foi amend U License 
WEISS, J D License Fee Management Branch 00/03/19 Ip 


£>I3CME7 70-0371 UNITED NUCLEAR CORP 

ec 014150107 Forwards IE Insp Rept 70-0371/79-24 on 791210-21 No 
rf-onc crp i I ant e noted 

^ARTIN N Q Region \ PmUdelphia Safeguards Branch 80/02/28 

70-0371/79-24 on 79t2l8-2l No noncomp I lance 
noted Major areas inspected security organiiation access 
controls detection aids.SNM protec tion, repts of incidents & 
Mulim*** Details withheld iref I0CFR2 7901 

n ^ Philadelphia, Safeguards Branch MADDEN, U 

flagion 1 , Philadelphia, Office of the Director 0^/02/22 ^ 

0.>04090154 791114 itr re reporting requirements for 

"sM, 

» United Nuclear Corp , Naval Products Div 80/02/29 


"Safety Suggestions from 

Employees No action required 

KEPPUER.J 0 fleg.on 3, Chicago, Office of the Director 00/04/04 


DOCKET 70-0687 UNION CARBIDE CORP 


Application to amend License SNM-639 
vOTHrM H Union Carbide Corp 79/12/28 17pp 

°°r«overu fJom**^* request far amenii to Licenin 8NH-639. re U 

clasniied products, has been additionally 

be required safeguards ameniJ Addl amend fee win 

WEISS, J D License Fee Management Branch 00/03/17 Ip 


DOCKET 70-0696 GENERAL SERVICES 


ADMINISTRATION 


e^pll l icense Statement 


MCClInTOCK shipped within s'day 

7a5l2%f ? ° Philadelphia, Office' 


ing method of disposal of matls.matls 


of the Director 


general atomic CO 



Info Notice 00-14, 
required 

5, San Francisco, 


"Safety Suggestions From 
Office of the Director 
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DOCKET 70-0754 VALLECITOS NUCLEAR CENTER, GENERAL ELECTRIC CO 


0004100423 "Effluent MonjtDring Environ Surveillance Prografn^ 
Annual Summaryi 1979 " 

DROZ.R E General Electric Co NEDD-'247B0 90/01/31 B2pp 


0OO43OOSO5 Forward? BAR for GE spent fuel shipping castt Model 700, in 
support of Certificate o# Compliance 5942 Drawings 
available fn Central Files only 

DRUOCER, R M Missouri, Univ of, Columbia 80/03/20 2pp 


□004080072 Discusses deficiencies in mat 1 control t< accounting program 
submits NRC position on appropriate corrective actions 
Insufficient sample contiol records ei^ist to properly 
control amount of matl going to ^ coming from tab 

PARTLOUiO C Material Control Licensing Branch BO/03/19 3pp 


8004150179 Advises that no response received to enc I 800220 Fee request 
for change of address for License SNM-777 Requests payment 
within 19 days U/o end 

liElSSi D License Fob Managomant Branch BO/03/20 Ip 


800403002^ Mernorandum of understanding between NHC *< FEMA re prompt 
improvement in radiological emergency planning t« 
preparedness, d istributod as Board notification 
OOSBlCKi L V Office of the Executive Director for Operations 
aO/ 04/02 a4pp 


Q004220022 Forward* IE Info Notice 80^14, "Safety Suggestions From 
Employees " No action required 

ENQELKENiR M Region 5, San Francisco, Office of the Director 
aO/04/02 ip 


DGCKET 70-0020 UNITED NUCLEAR CQRP 


Q0041G0392 Forwards revision bo Section 5 4 of fundamental nuclear m»tl 
control plan 

GREOOj R J United Nuclear Corp , UNC Recovery Systems Div 
00/01/17 2pp 


0004180046 Forwards corrected page of revision to Section 9 4 of 
fundamental nuclear matl control plan 

OREOQ, R U United Nuclear Corp , UNC Recovery Systems Div 
80/01/21 3pp 


DOCKET 70-0824 BABCOCK f/ WlLCa< CO 


8004240236 Forwards rep lacement pages for License SNiM-77a h replacement 
pages for renewal application re Dec 1970 request for Amend 
It to license 

OLSEN, A F Qabcodi tk Uilcox Co 60/02/20 2]pp 


6004070065 Disapproves primary route for transport of spent reactor 
fuel % approves alternate route submitted w/791205 1 tr 
Primary route passes through heavily populated areas & does 
not meet requirements Enel withheld (ref 1 0CFR2 790) 

MCCORKLEiO W Physical Sacurlty Licensing Branch 60/03/12 app 


0OO41SO1B2 Acjf receipt of B00320 Itr w/fee transmitting protection plan 
for 8NM of low strategic significance Request classified as 
major safeguards amend for License SNM-77B, requir l ng addl 
payment 

NEI8S, D License Fee Management Branch 0O/O3/2B Ip 


8004240229 Forwards 1C Info Notice BO-H, "Safety Suggestions From 
Employees " No action required 

O'RElLLYfJ P Region 2, Atlanta, Office of the Director BO/04/02 
I P 


0004230532 Submits response to 600102 Itv concerning procedure used to 
satisfy License Condition / 8 ie waste compaction sys 
Procedures for waste compaction currently being revised to 
require specific mode of operation 

DQUERSiC E United Nuclear Corp , UNC Recovery Systems Div 
80/01/24 2pp 


8004170321 Summary of 600129 meeting ui/Unlted Nuclear Carp in 
Silver Spring, Md re proposed amend to License 5NH-777 to 
authoriie mods in procedures for processing of process 
wastes including wastes stored in onsite lagoons 
8TEUEN80N, R L Uranium Fuel Licensing Branch 80/02/12 Spp 


DOCKET 70-OB27 THE DEFIANCE COLLEGE 


S004140009 Advises no response received to end BOOSll fee request for 
renewal of License 6NM-750 Requests payment within IS days 
M/o end 

WEISS, D License Fee Management Branch 60/03/28 Ip 


DOCKET 70-0925 CIMHARDN FACILITY. KERR-NCOEE CORP 


8004240160 Requests that deadline for full compliance w/approved 
emergency plan be extended to May 1980 Fee encl 
DOWERS, C E United Nuclear Corp , UNC Recovery Systems Olv 
SO/02/10 2pp 


0004230130 Forwards IE Insp Repta 70-0925/80-01 «t 70-1193/80-01 on 
800206-07 notice of violation 

DAUI6,A, D Region 3. Chicago, Fuel Facility Materials Safety 
Branch 00/03/04 2pp 


0004100026 Forwards IE Insp Rept 7O-OB2O/0O-O1 di> 800129-31 No 
noncompliance noted 

MARTIN, W 0 Region Ph l lodo Ipti, ia, Safoguardf Branch 80/02/19 

2pp 


— 0OO4iOOO3O IE Insp Rept 7O'*0P20/8O-C>l on 000129-31 No noncomp 1 lance 
noted Major areas Inspected physical inventory & records 
repts Details withheld (ref 10CFR2 790> 

COHEN, I , WOLTNERrE Region I, Philadelphia, Office of the 
Director JOYNER, J H Region 1, ph i ladel ph ia, Safeguards Branch 
00/02/15 Ip 


0004220177 Requests NRC guidance re processing & decontaminat i on of 
lagoons to release limits by 020701 per 790115 Amend 6, 

Condition 26 to License BNM-777 Unable to meet deadline 
Possible alternatives are beyond power of facility 
DOWERS, C E United Nuclear Corp , UNC Recovery Systems Div 
00/02/19 Ip 


8004180020 Forwards modified Sections S 12 6 1 of fundamental nuclear 

matl control plan clarifying that "boot record" includes 
total facility & subsidiary matl control areas 
OREOO, R J United Nuclear Corp , UNC Recovery System* Div 
80/03/07 4pp 


0004150300 Informs of issuance of Amend i2 to License 6Nrt-777 changing 
effective date for instituting onvergency plan to B00501 
PAOEiR.O Uranium Fuel Licensing Branch 00/03/17 Ip 


—8004230146 Notice of violation from insp on 000206-07 

a Region 3, Chicago, Office of the Director 00/02/20 tp 


— 8004230157 IE Insp Repts 70-0925/00-01 L 70-1193/00-01 on 000206-07 
Noncompliance noted possession of 8NN u/enrichment 
greater than authoriied by license 

FISHERrW L Rollon 3, Chicago, Fuel Facility Material* Safety 
Branch DUBRY,N E Region 3, Chicago, Office of the Director 
00/02/28 9pp 


8004110563 Advises that Ofe of Controller has been notified to initiate 
proceedings for refunding difference between fee paid 
actual manpower expenditures for 790910 request to use 
facility for bench-scale coal I i quefac t ion development 
SHELLY, W J License Fee Management Dranch 80/03/20 Ip 


0004220070 Forwards IE Info Notice BO-14, "Safety Suggestions From 
Employees No action required 

KEPPLER,U 0 Region 3, Chicago, Office of the Director 80/04/04 
Ip 


DOCKET 70-0904 PACIFIC NORTHWEST LAB 


8004100502 Forwards IE Info Notice 80-14, "Safety Suggestions From 
Employees “ No action required 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
80/04/02 ip 


—0004150305 Safety evaluation supporting Amend 12 to 8NM-777 changing 
effective date for instituting emergency plan to 800501. 
BTEVENSDNiR L , CROW, W T Uranium Fuel Licensing Dranch 
00/03/17. 2pp 
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T . ) <■' ^ E-l f-^Tr I' '‘"l 


41 '*'1 for / 0 »ri t-B C«rtlftC4t« of 

'z-pi\A * ■'ll’' r 'r r- «1 E'J- 7 Sypp or 1 1 d oc ^Jm^nta t j on 

^♦^4 Vfi 'ce dr J 

A I udr^Tjl Elprfric Cu '.yclfijr gnprgi| Olv 

. - 14 


:*!' l-w*' Itt n r ^ P« jvion 3 to Certificate of Cor\pliance 

■*jI r re.jsj ij |r ^ ipe-s f dU *■ h o r i i ed content 

• 'Ji^jeral riei'^l' I* leaT Cnerij^i products Dlv SO/03/14 


'"L''-! If '*'.^5 /^;pJitatiDn u a-'eni License £NM- 5 d to authorue transport 
>■» 1 jn r^'ieis to-j ' F>* ? as described in Hod 23 to 
A?p C 

T,’‘f-£..rr Alt Ceiieral Electric Co 74/05/24 lOpp 


r'4JiC ».’/ Pt,t,irJ4 Ir iTif- Notice 60-14, "Saretij 5ug9e9t!orts Fron 
F'^pl'.jeei t.j ai»ic.' 

E’^iFL^EN fi H F»e3l.r ? Zan FraMisco, Office op tfte Dlrectoi 

evod'i,: i? 


— 0004210034 Waste Packaging Repfc ?9-07*\ on 791212-13 Ma noncomp 1 i aiic a 
noted Wdjor aroas inspected shipping paper S< placardi’^Q 
raciu irementfi, r ad lat 1 on 1 eve 1 $• t etnovab la contdmlnat 1 ^ 

package eiternal Peatui e requirements 

POTTER. J p » PCEWV, W W , WOODRUFF. R t- Region 1, Philadelphia. 

Fuel Facility 4- M^tei lals Safety Dranch SO/Ol/lD 


QQQ42t0l2i> Ack leceipl of 000303 Itr informing NRC of steps taken to. 
correct violations noted in lE Insp Rept 70-1100/79-0*7 
SrtiTH.G Region 1. Philadelphia, Fuel Facility 8. Mate? ials gafety 
Branch Q0/03/JB Ip 


— 0004210130 Responds to NRC 600214 Itr re violations no tod in lE 
Rept 70-1100/79-09 Corrective actions signs feplacerl 
personnel reminded of importance of keeping all worl* 
stations posted le/deai & legible signs 
UICHTGIGER^EP,!! C-E Poujer Systems 00/03/03 2pp 


—6004210133 Forwards Page 3 of App A to 791113 Itr re IE I nop Ropt 
70-1100/79*09 Requests lurittep statement in reply to ll,em E 
within 20 days 

5S11TW.0 H Region 1. Philadelphia, Fuel Facility U Materials 
Safety Dranch 60/02/14 2pp 


i l:^£l n IvSR fUCRlCn U'Jl" OF 


- 1 . .•t2v'‘^tl3^1nf or-s k RC at upgrading or physical security requirements 
■^f i.niv Changing lotatijn of tuel Storage area uill result 
in significant i"pro,*-enci Inquires whether license amend 
IS t#*vJred 

OIAZ.n j Florida Univ uf. Gainesville BD/03/03 Ip 


C3Ci( 4ET 70-1059 PENr.oTLVANJA COKrtOl WEALTH OF 


50G.4150103 Discusses IE loip Rept 70-1069/80-01 on 800213 Mo 
^onccsijlunce noted Ka;or areas inspected radiation safety 
1 >4nr e uuCp-ni ^si cm tu/es ^ reguiat/ans 

^ Region 1, P h 1 1 ad e I ph i a . Office of the Director 

sj/oj/r* jp 


DQ:rgT 70-lluO COMBUSTION ENGINEER INC. Ir/C 


CC0407010& Forwards lE Insp Rapt 7C 
ranconp I lane * noted 
Smith C H Region l, PhiladelpM 
Srarth BO/02/0? 2pp 


100/79-12 on 7912J2-J4 No 
Fuel Facility i Materials Sa/ety 


'"I" "'I’' 79I2I2*.4 No noocofflp 1 i»oc o 

OMrj.ncv plinoins, environ 

^-nitoring t confirnafpiy neasuranents. me Ji/diwo eauio/ntnt 
TFDr firt, protection & radwaite mot ^ 

ao^ • SnT", ” Lo.’’:’’/'’*!' or u. 


93040?0203 Forwards IE insp Rept 70-J JD0/79-J J 791311^13 
hARTjN’w'c"'^*R!I''^r withheld (ref lOCFftS 7901 

^TInWC Region 1 Philadelphia, Safeguards Branch 00/02/07 


—6004210139 Ack receipt of 791205 Ur infoimlng NRC of ntflp* thkoh ta 
correct violations noted in IE Insp Rept 70-1100/19-0*9 
SMITH. 0 H Region 1, Ph i lade I ph la. Fuel Facility & Mdi;erlals 
Safety Branch 60/02/01 Ip 


— 0OO42tOt38 Responds to NFIC 791113 Itr re violation* natwd In IE 
Repl 70-1 100/79-09 Coirective actions formal procedurB 
written for knockdown operation including safety llmltv 8, 
controls necessary to assure protection 
LICHTEMDERCER. H C-E Power Systems 79/12/09 3pp 


— 0OO42JO139 Forward* IE fosp Rept 70-1100/79-09 on 79100^-12 8< notlc» of 
violation 

smith, OH 1< Philadelphia. Fuel Facility U MAierlals 

Safety Branch 79/n/i3 2pp 


.lovice gr violation from insp on 791009-12 
* Region l, Phi lade Iph la, Office of the Director 3pp 

^0->100'”-0’ »n 791009-12 Noncomp lUnc. nat!>.l 
inadaiquate oi improper posting of work stattom failure to 
keep stored rod box covered when not attended U fallurts to 
supply procedures 

CHflcira OI''l« of th, Dir.ctor 

Sa^jrer.Uch ?;/?,Ji9 ’IZpp “ **'‘*>-'‘»* 


docket 70-1113 OEHERAL ELECTRIC CO 


PAQE.p o Uranium Fuel Llcenting Drench 80/02/13, t>f»p 


L - inspecTed records, rept* t ohusiral 

c5*i2 ?? 10 CFrU90) 

i/OAiER.vFH Repjo/i® Office Of the Director 

Ip "epieo I FhUadeiphia, Safeguard*, Branch 60/01/31 


lu r - 

bo/op/ 25 Electric Co . Nuclear Energy Product* Dlv 


©OO'iOPOfJS Eafetq ti/a I uation re C-E 79 1 33 1 ^ 

^ 20? U-23g C-I'u 

to It— ^ 

="o“ 

3pp ' ^ Uranium Fuel Licensing Branch B0/O2/2D 


6 vv 4<4U16 t R^QD^itl t?tat ^ 

action L reportln, level oJ 3^0/ ?? ^ 
9f fuel fabrication facilitu allow operation 
A*t>iiiin AUARA program Wi Ihdrau 1 ^ ^ conditions «< 


8004210027 Forwards Wa*c, 

isoncpmpl lance noted «<^taging insp Rept 79-07A on 791212-13 k 
0 H Rfoion 1 paii^^ t l ^ 

aremch 00/03/09 ip latfeiphia. Fuel Facility & MaterUl* Saf 


UAOI A.J A n tipiniannuai 

fiS/09/« Kl.ctri. 


went Rept for Jul-Dec 1*779 " 
Nuclear Energy Productsi Div 


—6004160124 
KAFtAN. A L 
80/02/29 


Semiannual Effluent Re 
Oetierai Electric Cq 
Ip 


pt 


for Jul-Dec 1979 " 
Nuclear Energy Product,* 


Plv. 


to obtain «, use up to i a D «r i ' app ucatlon for Miithorlty 

ENSON'R l c/ranium Recovery Licensing Branch flO/03/Ofl Ppp 


6004190209 Informs of 
Condi tions 6 F, 7 F 
PAGE, R C Uranium 


i'e’p'"" ‘7 Lien,. aNM-io?-? <dd 

Putl (.Icgnsinj or.ncj) 0O/O3/OS Ip 


Ing 
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g0040?0149 R<j(iU8sts Am^nd S-IB oi License SNH-1097 authoriiing GE io 
retain certain scrap metis in erceas of one yr period* 
through 600SO? Attached details ulthheld (ref 10CFR2 790) 

Fee end 

KAPLAN* A L General Electric Co » Nuclear Energy Products Div 
00/03/07 app 


0004100593 Bobmlts contract costs incurred t man-h used in revieuing 
600117 application for amend of License SNM-1097 

BTEVENSON.R U < PAGE, R Q Uranium Fuel Licensing Branch 80/03/12 

Ip 


8004100095 Informs vendor of fee overpayment re Amend 12 to SNM-1097 
Refund uill bo foruarded 

MILLER* U □ License Foe Management Branch 80/03/25 Ip 


8004210153 Ack receipt of 800229 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1113/80-01 
KENNAi U D Region 2i Atlanta- Safeguards Branch 80/03/20 Ip 


—0004210162 Responds to NRC 000205 Itr re violations noted in IE Insp 
Rept 70-1113/00-01 Corrective actions operators & foremen 
responsible for transporting* storing ^ using U hexafluoride 
cylinders reinstrictod in handling piocedures 
KAPLAN. A L General Electric Co 80/02/29 3pp 


—0004210167 Forwards lE Insp Rept 70-1113/00-01 on 000121-25 4c notice of 
violati on 

KENNAjM D Region 2. Atlanta, Bafogoards Branch 00/02/05 2pp 


—8004210171 Notice of violation from insp on 800121-25 

s Region 3* Atlanta* Office of the Director 80/02/05 Ip 


—0004210176 IE Insp Rept 70-1113/80-01 on 600121-25 Noncomp I ianco 
noted ten 2 5 ton U hexafluoride cylinders discovered lying 
in driveway adjacent to raised dock Five cylinders were 
full*w/no valve protectors installed 

KAHLE*J D * BTCELErP W Region 2* Atlanta, Safeguards Branch 
00/02/04 6pp 


0004240233 Forwards lE Info Notice 00-14* "Safety Buggeetions From 
Employees '* No action required 

O'RElLLYiU P Region 2* Atlanta* Office of the Director 80/04/02 

Ip 


DOCKET 70-1 i43 WEBTINOKDUSE ELECTRIC CORP 


G004220054 rorwardf IE Insp Rept /O-l 143/79-09 on 790510 No 
noncomp I lance noted 

martin, W G Region 1* F*h i ladelph la* Safeguards Branch 79/11/14 

app 


— 000422006B IE Insp Rept 70-H43//9-09 on 790510 No noncomp llance 
noted Major areas inspected licensee plans for coping 
w/strikes Details withheld (ref 10CFR2 790) 

JOYNER* J H * KYBNNER.W L Region 1* Philadelphia* Safeguards 
Branch 79/11/07. Ip 


0004210004 Forwards IC Insp Rep I 70-1143/00-02 on B00204-05 No 
noncomp 1 lane c noted 

BMITHiOH Region 1. Ph i lade Iph ia, Fuel racllity it Materials Safety 
Branch 00/02/20 2pp 


— BOO421OO09 IE Insp Rept 70-11 43/80-0^ on 800204-05 No noncompliance 
noted Major areas Inspected exposure info* survey data, 
chronology events it regulatory requirements 

CfiOCKER.H W Region 1* Philadelphia* Fuel Facility Materials 
Safety Branch CLEMON* P, Region I* Ph i lade Iph ia* Office of the 
Director 60/02/25 3pp 


0004220379 Forwards Waste Packaging Insp Rept 79-07A No noncompliance 
noted* „ ^ . 

SMITH*© H Region 1* Pht ladelphia. Fuel Facility 4* Materials Safety 
Branch, 80/03/05 2pp 


—0004220402 Waste Packaging Insp Rept 79-07A on 791212-13 No 
noncompliance noted. Major areas inspected review of shipping 
papers r rad 1 at 1 on survey of vsh Ic l»s* contamination surveys 
& radiation level surveys of packages 

POTTER, J P I PEERYiW W * WOODRUFF# R L Region 2* Atlanta* Fuel 
Facility 8< Materials Safety Branch BO/OI/10 7pp 


0004030006 Forwards feeder rept for Region 5 coverage of transportation 
insp of BBNM from Westinghouse* Chtswich* PA to Exxon Nuclear 
Co* Richland WA* 000219-21, W/o end 

NDfiDERHAUO#L R Region 5* Ban Francisco, Safeguards Branch 
80/03/ U ip. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP 


6004040000 Forwards IF Insp Rept 70- ) 1 51 /0O-O2 on 000124-29 6 notice 
of violation 

KENNAiW B Region 2, Atlanta, ^at^eguai ds Branch 80/02/00 2pp 


—0004040093 Notice of violation From insp on 800124-25 

« Region 2, Atlanta, Office of the Director 80/02/08 ip 


—8004040097 IE Insp Rept 70-1151 on 800124-25 Noncomp I lance noted low 
level radioactive mat! shipped in impi operly sealed 
pac kages 

CORYELL, G P Region 2* Atlanta, Office of the Director 

KAHLE, J » Region 2, Atlanta* Safeguards Branch 80/02/00 4pp 


0004000049 Submits rept re release or radionuclides to unrestricted 
areas Jui-Dec 1979 Gaseous results wei e obtained from point 
source analysis of stack gas effluent Liquid values were 
obtained fag compositing pioportiona) sample 
GOQDWIN.W L Westinghouse Electric Corp 80/02/14 2pp 


0004020090 Ack receipt of 800129 Itr re const 6 usd of bldg i equipment 
for water deionization Lnviron impact of proposed action is 
covered by existing en\ iron rept Amend to License SNM-ltO? 
not required 

CROW, U T Uranium Fuel Licensing Branch 60/03/07 ip 


8004160104 Responds to 800129 Itr re const i use of bldg L equipment 
for water deionization Environ impact of proposed action, 
which does not involve radioactive mat) is covered under 
existing environ rept License ati^end unnecessary 
CROW, W T Uranium Fuel Licensing Branch 00/03/07 ip 


6004110015 Ack receipt of IE Insp Rept 70-1151/00-03 on 000204-00 
Expresses appreciation For radiation piotection program 
review 

GOQDWIN.W L Westinghouse Electric Corp 60/03/12 Ip 


— 0004tt00l0 Forwards IE Insp Ropt 70-1151/00-03 on 800204-08 

5T0HR.J P Region 2, Atlanta. Fuel Facility i Materials Safety 
Branch 60/02/26 2pp 


--8004110027 IC Insp 70-1)51/80-03 on 000204-00 No noncompliance noted 
Major areas inspected radiation protection instrumentation, 
external ^ internal exposure contro 1 , post ing t labeling 
notifications & repts i installation of new ventilation sys 
TROUP, 0 L Region 2, Atlanta, Office of the Director OIBQON.A F 
Region 2, Atlanta, Fuel Facility Materials Safety Branch 
80/02/25 6pp 


0004100456 Ack receipt of SO0306 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1151/80-01 
Awaiting rept on inventory difference 

KENNA* W B Region 2, Atlanta, Office of the Director 60/03/14 

Ip 


— 0004100463 Responds to NRC 000213 Itr re violation noted in IE Insp 
Ropt 70-1151/00-01 Corrective actions withheld 
(ref )0CrR2 790) 

DMMORE, M * GOODWIN. W L Westinghouse Electric Corp 00/03/06 

Ip 


—8004100470 Forwards IE Insp Rept 70-1191/00-01 on 000114-18 i. notice 
of violation Notice of violation withheld (ref 10CFR2 790) 

KENNA* W B Region 2, Atlanta, Safeguards Branch 80/02/13 2pp 


-^0004100402 IE Insp Rept 70-1151/00-01 on 000114-16 NoncompUance noted 
incorrect calculation fo limit of error associated 
w/inventory difference Details withheld (ref 10CFR2 790) 

GILLESPIE, F P Region 2, Atianta, Safeguards Branch JONES, D W 

Region 2. Atlanta, Office of the Director 80/02/13 ip 

0004240239 Forwards IE Info Notice 80-14, "Safety Suggestions From 
Employees " No action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/04/02 

Ip 


DOCKET 70-1193 CIMARRON FACILITY. KERR-MCGEE CORP 


0004230130 Forwards IE Insp Repts 70-0925/00-01 i 70-1193/80-01 on 
000206-07 i notice of violation 

DAV18,A B Region 3. Chicago, Fuel Facility h Materials Safety 
Branch 00/03/04 2pp 


— 0004230146 Notice of violation from insp on 000206-07 

e Region 3, Chicago, Office of the Director 80/02/28 Ip 
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3: 

iij I ‘J / llr InuP H<9p*-5 yiyi-o r2‘) ' S‘>-0 1 t 70-H93/Q0-0t on Q0OSO6-O7 
?(onc anp 1 1 p notei of S.'Jfl u^efi r i c hnen t 

jr^atpr ihari ay'tjo'iiei ty license 

rt5r*fH i' I Regicjii ’ hii-ags Fuel facility *a Materials Siifetij 
Dhan h LlIDRt t' £■ rcgicr, 3 r^ijcjgo, Office Of the Director 
03/C2/^3 ??P 


li004250073 Fcrivards It I’lto fJotice fi>j-l4 6arety Suggostlons From 
fnplcyees No ac^^ion lenulrud 

<*£PPUtRi J <5 FJejicn 3< 'ficago Office of the Director BO/04/04 
»P 


DOCl<ET 70-1201 UF 6 COfWFRSiON rA^.ILITt, QADCOCk f> WILCOX CO 


0004240073 Discusses 3'W ^QOll^ Itr re temporary measures to be taken 
during phase-out or high enTiched U operations Uithdraus 
request for changes rf ten specific pages referenced in Itr 
Plan Lii 11 be kept current wynormal processing 

WILLJAM3 p A nabce-t <. WiKof Co . Nuclear Material Dlv 70/03/06 


— 8004240170 Discusses de cri-ii i oning plans for facilities D4cW ui 1 1 
replace proprietary vcr;»iOh ot- App I ui/nonpropr letary 
version All proprietary da»a changed to nonproprietary form 
Addl inro re proprietary classification end 

LEWIS* J ft aabcad i Wilco/ Co * Nuclear Material Div 70/05/17 
5pp 


- 6C04240177 Decommi s 1 ont nq plan App I> "Cost t Other Commercial Data " 
» Babcod 6 Wilcoi Co , Nuclear Material Di / 70/03/17 I6pp 


— 3004240133 Forwards Revision 4 to decommissioning plan Plans have been 
revised to reflect WRC comments during 700215 presentation 
DZIEWIEZ J S Dabcock Ki Ui)coi Co , Nuclear Material Div 
70/02/17 Ip 


--8004040021 IF Insp Rept 70-1201/00-02 on BOOIO?-!! None n nsp U anc o noted 
failure to maintain procedures for tamp e r- sa f i ng Detail® 
iilithheld (ref 10CFR2 /90) 

GILLESPIE'FP Region 2- Atlanta* Safeguards Qranch j£3NEBr D Vi * 
TQDDiO A Region 2- Atlanta, Office of the Director 00/03/23 
IP 

0004240231 Forwards IF Info Notice 80-14, ''Safety Sugg ec fr i o ii < From 
E'nployees " No action 1 eqoired 

O'RFILLV, J P Region 2* Atlanta, nfflce of the Director B0/0A/O2 
Ip 

8004290040 Responds to 800401 telecopy requesting exemption from 
requirement of completing Form NRC-74i for transfer of empty 
<J otide pouder cans Request granted * license amended 
Telecopy contains info of type specified In 10CFR2 790 
PARTt-OW,J Q Material Control fy Accountability Davelopmont Drnnch 
00/04/02 ip 


DOCKET 70-1222 MISSOURI, UNW OF 


8004300505 Foruiards SAR for (^E spent ruel shipping cast Modtsl 700i In 
support of Certificate of Compliance 5942 Drawings 
available in Central files only 

BRUGGER, R H Missouri, Unlv of, Columbia 00/03/20 Spp 


DOCKET 70-1227 ERIE MINING CO 


0004180072 Forwards revised responses to Question 0 of commontQ & 
ques 1 1 ons, re License Ametrd Application 10< raised in NFIC 
000124 Itr 

ESTEViH P Exxon Nuclear Co , Inc (subs of Cxxon Corp 1 
80/03/12 I4pp 


— 8004240107 Decommissioning p Ian. Revis ion 4 

* Babcock «, Wilcox Co . Nuclear Material Div 78/02/15 9pp 


0CO4D1OIS7 Amend Application 79-3 foi license SNM-1168 Revision index 
4 revised license pages end 

ZEFF.O U tJabcQck t Wilcoi Co 00/01/(59 33pp 


8004220169 Requests exieniion of doe date for booking SNM physical 
inventory results Added load at analytical lab caused delay 
Prei iminary results indicate difterence uithin reguiatorv 
I imi is 

ZFFf.DM Babcock 6 Wilcoi Co 00/02/05 Ip 


6004090296 Forwards IF losp ftept 70-1201/80-01 on 800114-10 No 
noncomp 1 lance noted 

STOHR J P Region 3, Atlanta. Fuel Facility 6 Materials Safety 
Branch 00/02/21 2pp ^ 


DOCKET 70-1251 ALBRIGHT COLLEOt 


0004160090 Ack receipt of 000313 Ur informing NRC of stopa tflkon to 
correct violations noted in IE Insp Rept 70-1891/00-01 
CROCKER. H W Region I, Philadelphia. Fuel Facility Ma^onlali 
Safety Branch 00/03/24 Ip 


—0004160151 Responds to NrC 000227 Ur re violations noted 1 11 IE Insp 
Rept 70-1251/00-01 Disputes noni. omp i i enco Supportive 
documerrtatiorr end 

KREMSEr.tr Albrighl College 80 / 03/13 Spp 


—0004160156 Discusses If Insp Rept 70-1251/80-01 forward* notice of 
violation 

MCCUINTOCK.R 0 Region 1, Ph i lade Iphl*, Office of the I>iT'DCtar 
80/02/27 2pp 


--0OQ4O9O3O2 IE Insp ftept 70-1201/80-01 on 800114-10 No noncomp 1 laoce 
noted Major areas inspected radioactive airborne effluents, 
liquid effluents, Procedures, lab instruments 4 effluent 
rep ts 

CIBSON.A F Region 2, Atlanta Fuel Facility «. Materials Safety 
00/02/15 Rp<5ion 2. Atlanta. Office of the Director 

Monitoring Ro 5 u 1 ts , Jul-Dec 1979 " 

ZEFF, D W Babcock i Hiltox Co , Naval Nuclear Fuel Div 00/08/20 

--8004200243 "Effluent Monitoring Results. Jul -Dec 1979 ” 

EFF, D W Babcock ^ Wilcox Co » Naval Nuclear Fuel Div 80/02/20 

SOMd.OOia AC. r.c.l.t ot 300307 U. lAfornitia NRC d, U.dd to 

kenna'u r 2 "'‘P R'Pt 70-1201/80-05 * 

KENNA.W B Region 2. Atlanta, Safeguards Branch 00/03/13 Ip 

-aO 04 OAOOI 5 Rd.pdnd, t« NRC 800225 It, r. viol. t, on, not.. In IE ,„np 

ZEFF. D U Babcock Kllcox Co 00/03/07 Ip 

-800.040018 F.r»dn., IE Insp R.pt 70-1201/80-02 ,n 800109-11 4 „pt,„ 
KEWJA u ft* /lolatipn withheld (ref lOCFft2 790 J 

HENNA, W B Region 2. Atlanta. Safeguards Branch 80/02/25 Spp 


0004160159 Notice of violation from Insp on 000530 Noncomn J lance notod 
records of leak tests conducted on Pu-bery 1 1 ium neutron 
sources were not available for Insp 

* Region 1. Phi ladelph i a, Office of the Director 00/0*1/27 Ip 

OXIDE FADRICATION PUNT. EXXON NUCLUR CO , INC 

8004150115 Advises of issuance of Amend 21 to License aNM-laa? re 
temporary Increase in Pu possession limit 
CROW.WT Uranium Fuel Licensing Dransh 79/12/10 Ip 

‘'“sw-?2a? *Pnl*,.H.n far Ulcn.. 

poisesslon limit 
-''l — tl"- ..r ,nvlr„n 

"niaJ ' I- Fu.l Lip.n.lng Or.n.h 

c rev Application 18 oy 

ioJo2«l'’ ,6”-" Co . tne (,ub. of C.rp , 

—8004090378 Propo.eil Am.n. |8 1. Uiconio BNM-iaa7, Bpetion. I-S, 2 2 4 
ft il 4 6 13 re concentration control » 

xxon Nuclear Co , Inc (subs of Exxon Corp ) 79/12/17 6pp 

Io/k/m'’ oo^r" '"f * 



DOCKETED ITEMS 


3 


— a0041404&4 Roviaed application for anond of License SMM-J3a7 
incorporating organiiation changes Roplace-s Apr 1979 
voraion in entirit^ 

» Exxon Nuclear Co . ]nc <sub« of Exxon Corp ) 79/04/30 

250p p 


8004020230 Fortuards lE Insp Rept 70-1257/80-03 on 800221-24 No 
none onip 1 lanc B noted Enel withheld (ref 10-CFR2 790) 
NORDERHAUO* L R Region 5^ San Franc iscoi Safeguards Branch 
80/03/10 2pp 


800403000^ Forwards fseder rept foi Region 5 coverage of tr anspor tat lom 
insp of SSNM from Ues tinghouse< Cheswich. PA to Ekkoh Nuclear 
Co^ Richland WA. Q00219-21 W/o end 

KOROERHAUOrL R Region 5» 8an Francisco, Safeguards Branch 
00/03/11 Ip 


B0041000A6 Forwards Endorsement 19 to MAELU Policy MF''94 for License 
SNf1-t2a7 

NILSQN.R Exxon Nuclear Co . Inc (subs of Exxon Corp ) BO/03/tl 

2pp 


8004090102 Forwards corrections to Revision 1 renewal application for 
License ENtt-1227 Site plan Figure D-S-a L Attachment P 
updated 

ESTEY^ H P Exxon Nuclear Co , Inc Csubs of Exxon Corp ) 

80/03/13 Ip 


>8004090108 Corrections to Revision 1 of renewal application for License 
8Nh-12S7 CorreciiO'iis include editorial changes, add 1 1 ion of 
scale to site plan Figure D-3-? U incorporation of addl ref 
info Attachteont P 

a Exxon Nuclear Co , Inc (subs of Exxon Corp ) 80/03/13 6pp 


—8004090112 Submits update of descriptive Info for Horn Rapids fuel 
fabrication plant Includes info re ofc bldg complex 
addition, new process chemical waste storage lagoon ^ maint 
facility Diagrams one I 

» Exxon Nuclear Co , Inc (subs of Exxon Corp ) 79/11/12 9pp 


8004080609 Advises that 791119 reciuest for amend to authorise operation 
of three addl facilities has been add it i onal 1 y classified as 
safeguards amend requires add) fee 

UEISS, J D License Fee Management Branch 80/03/19 Ip 


8004180443 Forwards IE Insp Rept 70-12S//80-02 on 800129-31 h notice of 
violation Notice of violation withheld (ref 10CFR2 790) 

NOR DERM AUO < L R Region 5, San Francisco, Safeguards Branch 

80/03/19 2pp 


8004100073 Forward I Endorsement 43 to MELIA Policy NF-193 for License 
6NM-1227 

NILSQN, R Exxon Nuclear Co > Inc (subs of Exxon Corp ) 80/03/20 

3pp 


8004100109 Advises that License Condition 272 has been added to 
Amend MPP-2 to License SNM-1227, per 000303 request for 
exemption re requirements to perform receivers measurement 
on some fuel rods Util Itr to be withheld (ref 10CFR2 7905 
PARTLQW, U 0 Material Control Licensing Branch 80/03/24 Ip 


8004110560 Advises that Ofc of Contrail er has been notified to refund 
difference between fee paid for 791108 6 14 applications 
for amend to License aNM-1227 4 ac iua 1 review fee based on 
manpower expenditures 

MILLERtN □ License Fee Management Branch 60/03/28 Ip 


8004160018 Notifies that Div of Fuel Cycle 4< Hail Safety has been 
authorised to complete review of now operations prior to 
startup Includes laundry fac i 1 1 ty , was te U recovery facility 
4t addl conversion capacity 

PARTUOW, U 0 Material Control Licensing Branch 80/03/31 ip 


8004220013 Forwards IE Info Notice a0''14i "Safety Suggestions From 
Employees " No action required 

ENOELKEN. R,H Region S, San Francisco, Office of th® Director 
80/04/02 Ip 


DOCKET 70-1300 MORRIS OPERATIONS, GENERAL ELECTRIC CO 


8004240267 Application for amend of Mat l/Dyp roduc t License SNM-1269, 
authorirlng deletion of references to Series A revisions of 
NED0’'21326 it substitution of references to Series C 
revisi ont. 

DAWSON. D M General Electric Co 00/01/23 3pp 


— 8004240277 Forwards for amend of License SNM-126B 

DAWSON, D.M General Electric Co 80/03/12 Ip 


— 800424DJ.BS Act ro'^eipt of f.OOJrl Itf re <-ee for amend to License 
SMN-J265 Requests mirici safetj i, envnon amend fee Forwards 
NEna-?1326 Vo Is I ^ P 'Conso I i dated BAR " 

WEl&^^i D License fee Maraqemerit Bianch 80/03/04 Ip 


—0004240294 "Consolidated SAI, " Vo I s I ' 2 

* General Electric r4rDa-'2l336 80/01/31 Upp 


8004150129 Opposes choice of MotriSilL as dumping site for nuclear 
waste Suggests that waste disposal be pat t of nuclear plant 
site 

JAX.M APf 1 1 lation Unknown BO/02/20 2pp 


80041B0133 Submits info confirming 800219 lelcon u/0 Kesman Describes 
rail attachment foi cask crane attachment for basin crane 
DAN90N, D M General Electric Co , Nuclear Energy Products Dlv 
00/02/27 2pp 


8004140078 Foruaids GE S00227 1 ti ro info for QRNL re crane details 
ROONEY. M A Mayer- Brown Flaft 80/03/03 Ip 


— 0004140082 Canfiims ifiifo fuinished t-o ORNL re crane details CasV cran* 
rail is UB Steel 13511 rail tt is in contact w/inverted IB- 
inch steel channel Busin crane tail Is 4041 rail 4, is clipped 
to top of concrete wall w/steol rail base clips 
DAk^SQN, D M GeneTal Electric Co , Nuclear Energy Produc ts Dlv 
80/02/27 4pp 


8004090040 Ac k receipt of 791219 Itr re changes to physical security 
plan Changes acceptable End to Itr withheld 
(ref 10CFR2 790) 

MCCDRKLE, G W Physical Security Licensing Branch 80/03/07 Ip 


0004080679 Requests addition of EJ Ouigley to sve list 
QUIGLEY, E J Affiliation Unknown 80/03/12 Ip 


0004140060 Forwards OL 0001 i I ) 12 Ifrs re NEDM-206B2, "Sabotage 

Analysis for Fuel Btor^ge ai Koiris," ^ amend fee 
ROONEY. M A Mayeir UfOwn f- Platt 80/03/17 Ip 


--8004140070 Forwards reprint of NEnM-20682. "Sabotage Analysis for Fuel 
Storage at Morns," in response to NRC request Reprint 
contains eirata previously submitted as separate documents 
on 74 1217 W/o enc I 

RQ0ER8, H A General Electiic Co , Nuclear Energy Products Div 
BO/03/ll 2pp 


--B004140073 Forwards &C Check 866001 to be applied to amend of Matls 
License SNM-126S as requested in OF 800123 Itr Ad receipt 
of GE Check 858832 li/o end 

DAWSON, 0 H Genciai Fleclrlc Co . Nuclear Energy Products Dvv 
80/03/12 2pp 
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docketed items 


(3004310^4*'' =^ 4 *. .irs >et » J>5 ^ r r ^t^nt i oni Urgps ASUfl to vacate 

ft lirj j«n^iT,y * f^r li notion to stay proceeding- 
pending ctl" Ija’icn I »• r^jiljtions »e aJay fron storage 
Toactor I er t j 1 1 c t ^ c rniJ 

SEKUL'LR, J * ,iMce l.rf -A'Ol lOpp 


^004070360 Act receipt or B00311 itr 
transportation or SNM of modeiati. 
Pee to be assessed per licensing r 
WEISS, D Ofnce of Admi n i “iti at i on 


transmitting security 
strategic significance 
Bvi eu 

S0/03/£J0 Ip 


p ian 


for 


□ 0040^^^044^. rv.ru=.'-n u3Jt =ept re f.f?C practice L procedure 

digest Contain* .eU'-Ud Jl 7BLOi\ de'^ is ions 

» nt e r p r B r 1 T-i luUs of pratti.e W o enc I 
ROTHc;CH 3 t-Di M 1 1 Mnlitt'it ln-iiion flO'^'3/3l Ip 


800413002* R<.,piond^ to 3 ?pe=ij *« fQlA request for all records re 
sabotage analyses f^r stent fuel storage at Moins operation 
in rioms iL. Info ultMield (lef FO|A tienption *1) Release 
of inPo Mvtiid be tontrsfq to public interest 

OlRCHS.ig j Office of Fie'‘otl,>e Director for Operations 

BO/0 4/G3 L'pf 


DOCKET 70-*l729 FUEl REC fy STOR STA . ALLIED GENERAL 


B00403002* MemOi'andtim of understanding between NRC t 
improvement in radiological emergejicij planning 
preparedness, disti ibuted as Boai d notirication 

G 05 SICK,L V Office of the Executive Director for 
60/04/02 34pp 


FEMA re prompt 


Oporatlons 


DOCKET 70-1739 TR I STATE MOTOR TRANSIT CO 


8h304|70l*7 Ad<ises ot c.eicharge for amend revieu fee NflC Ofc of 
Controller no*’ifieJ to refund ditference 

miller W □ I ic«r$e Fee fTanagement Branch 00/04/03 Ip 


6004230197 Responds to BOOlCiO Itr re-questlng 
Security Tran»poi tation Plan 11 Request has 
found acceptable 

MCCQRKLE.G W Physical Secuiity Licensing 


temporary amend to 8NM 
boon rcvleiuod &< 

Branch 00/02/13 Ip 


6004100151 Response in opposition to State of IL amended Contentions 
t f IT > S, 6 < c > 7!a)(b» ' 10 Supports Contention 7<c) Position 
tb adni s Si 1 b 1 1 1 ti, of ot'^er rsutentions remains unchanged 
Orges denial of reconsideration re notion to stay 
H OTHSC H I L.D. M V hearing Branch I SO/04/04 I4pp 


— 6004 1 CO 1 Response in opposition to mtervenor Rorem, et al B00319 re 

amended Contentions 1 D- l L i 2-7 Llrges admittance 
Contention I D raising appropriate issue for consideration 
C tiT t 1 f I c ai t e of SvC end 

ROTHSCHILD. « U Hearing Branch 1 00/04/04 22pp 


8004220063 Forwards IE Info Notice 80-14 “Safety Suggestions From 
Emploiya»ft ** No action tequired 

KEPPLER. J G Region 3, Chicago, Orfice of the Director 00/04/04 

tp 


0OO428O2O5- Response to State ot II second set of amended contentions Sc 
motion to stay proceedir>gs IL riling is deliberate effort to 
deld<f proceeding IL lefuses to inform ASLDi NRC U CE re 
issues for litigation Certificate of Sve end 

BZUAJKakSKI, R General Etectiic Co BZWAJKOWSKL R liayer. Brown Sc 
putt 90/04/04 3Bpp 


€004l7i3251 Advises of intention to respond to Ew* Ualsh 600319 petition 
fco intervene served on NRC on 600403 
ROTHSCHILD. f1 U Hearing Branch 1 30/04/15 Ip 


0004230062 Discusses 8003PS Safeguards Physical Security Licensing 
Branch memo advising of three revioius U approvals reported 
under one proiect control numbei Ofc of Controller notified 
on 600317 to invoice licensee 

WEISS, 0 License Fee Management Qranch 00/03/20 Ip 


DOCKET 70-2554 NEW ENGLAND MEDICAL C3NTCR BOSTON, MA 


0004000199 Act receipt of 000303 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 3O-£>l860/dO-Ol ( 
30-00240/00-01,30-15064/00-01 V 70-2254/00-01 

MCCUlNTOCK,R 0 Region I, Ph i Udelph la. Office of tbe Director 
00/03/11 ip 


—0004090213 Responds to NRC 900222 Itr re violations noted in IE Iftap 
Repts 3O-O10A0/BO-O1. 30-00240/80-01 . 30-15064/90-01 it 
70-2254/60-01 Corrective actions necessary monitoring 
reinstltutod on 000207 

TRtiLL, D New England Nodical Canter DoBton,MA 00/03/03 ip 


—0004090230 Forwards IE Insp Repts ao~Ol 060/60-0 1, 30-00240/00-01, 
30-15064/90-01 70-2294/90-01 on 000205-07 U notice of 

violation 

MCCLINr0CK,R 0 Region 1, Philadelphia) Office of the Director 
90/02/22 2pp 


8004230206 Corrects iypogt aph t ca] errors in NRC B00404 responses to 
9tata of IL second set u( a'lended contentions 6 Rorem* et al 
re— amended contentions 

ROTHSCHILD. f1 U Hearing Branch 1 80/04/17 2pp 


3004220377 Response in opposition to E Walsh 600319 untimely petition 
t;o intervene Petitioner failed to state good contention, 
demonstrate standing t, establish good cause for 
urit ime 1 I ness Certificate of Sve end 
ROTHSCHILD, H U Hearing Branch I 80/04/lB 20pp 


8004030026 Memorandum of understanding between NRC L FEMA re prompt 
impr oveaien t in radiological emergency planning 6 
prepat edne s $, d istributed as Board notification 
qDSSICKiL V Office of the Executive Director for Operations 
80/04/02 34pp 


docket 70-13 1 9 {J S NUCLEAR H'C 


SOO42B0247 Forwards IF Insp Rept 70-1319/00-01 on 800206-07 No 
none omp 1 1 AHC e noted 

STDHR. J P Region 2, Atlanta, Fuel Facility 6 Materials Safety 
Branch 90/03/10 2pp 


- — a0042802S^ IE Insp Rept 7Q-i3i9/S0-0l on 800206-07 No noncompl iance 
noted MJijor areas inspected confirmatory survey activities h 
statvs cf activities to be completed prior to 

d • c o-ir «Di < S i on l n g 

OIDSOH. A F Region 2, Atlanta, Fuel Facility i Materials Safety 
Branch DAVIS. J H . KAHLE, F Region 2, Atlanta. Office of the 
Director 00/03/07 4pp 


docket 70- 1 426 TRANSNUCLEAR, INC 


— 9004080248 Notice of violation from insp on 000205-07 None omp 1 ianc * 
noted failure to make surveys of airborne rad loact ivi ty 
791214-600207 6 failure to perform routine thyroid 
ffloni toring 

« Region 1, Ph 1 ladol ph ia, Office of the Director 00/02/22- Ip 


DOCKET 70-2322 EDLOW INTERNATIONAL CO 


0004160003 Approves route through Por t smouthi VA for import of 
irradiated reactor fuel No practical alternatives exist that 
are not located in heavily populated areas 

MCCQRKLE, 0 W Physical a«curlty Liconsing Branch 00/03/12 Ip 


6004040473 Approves increase in number of routes authorised by NRC 
791219 route approval as requested iis 000222 Itr 
MCCDRKLErG N Physical Bocurlty Ll-cen-Slng Branch 00/03/13 Ip 


DOCKET 70-2362 BROCKTON HOSP BROCKTON. HA 


0004210012 Discusses IE insp of Licenses 20-03333-02 «c SNfl-1664 on 
800221 No noncompl iance noted Major arras Inspected 
selective exams of procedures & repres rntative records, 
interviews w/personne 1, measurements it observations 
MCCLINTOCK.R D Region 1, Ph 1 lade 1 p h ia. Office of the Director 
00/02/20 Ip 


DOCKET 70-2470 TRANSNUCLEAR. INC 


6004030323 Forwards IF Insp Rept 70-247Q/B0-O1 on 000226-27 No 
noncompliance noted 

KENNA, W Q Region 2, Atlanta, Qafag-uards Branch 00/03/11 2pp 


0041B0093 Forwards security plans re transportation of BNM of moderate 
Se 1 oul strategic significance W/o end 
MANOLPSlirJ Transnuclear, Inc 80/03/11 ip 
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— ^0004030362 IE I nap Rept 70'-2478/BO-01 on B0O226-27 No none otnp 1 lone o 
noted M^jor area? Inspected phi^aical protection roquiretDents 
^or irradiated fuel in transit Ootaiia uifchheld 
(rof 10CFR2 790) 

TOBTNiU J Region 2, fitlanta» Safeguard® Branch PERNV» C D 

Region Atlanta^ Office of the Dne-ctor 00/03/10 ip 


0004240247 Approves route through Port smouth. VA for imports of 
irradiated reactor fuel No practical alternatives exist that 
are not located in heavily populated areas 

MCC0RKLE« 0 Physical Security Licensing Branch 80/03/12 Ip 


0004210075 Forwards Amend 3 to license for Transnuc 1 ear , Inc to import 
643 050 leg U. containing 459 507 kg U-235 2 406 kg Pu. from 

France 

STONEDURNERi w Transnuclear, Inc BO/03/14 Ip 


—0004210077 Amend 3 to license for Trans nuc Icar. Inc to import 643 058 
kg U containing 459 507 kg U-235 A 2 406 kg Pu from France 
PETERSQN»M R Office of International Programs 79/09/23 Ip 


— BOO421OO70 Amend 1 to license for Transnuc 1 ean Inc to increase quantity 
of matl authorized for import 

BHEAr J R Office of International Programs 78/05/26 ip 


—0004210080 License for Transnuc lear* Inc to Import 121 700 kg U 
containing 96 607 kg U-235 t 666 g Pu 

OUHlNtM A Assistant Director for Ex port/ Imp ort ic International 
Safeguards 77/07/18 2pp 


DOCKET 70-2479 TRANaNL/CLEAR, INC 


0004240247 Approves route through Port smo uth« VA for Imports of 
irradiated reactor fuel No practical alternatives exist that 
are not localed in heavily populated areas 

liCCORKLEi 0 U Physical Security Licensing Branch 80/03/12 Ip 

0004110543 Forwards I£ Insp Rept 70-2479/80-03 on 000305-06 No 
noncompliance noted 

KENNAi W Q Region Atlantai Safeguards Branch 00/03/25 2pp 

—0004110549 IE Insp Rept /O-2479/0O-O3 on 800303-06 No noncomp 1 i ance 
noted Hajor areas inspected physical protection of 
irradiated fuel In transit Details withheld 
(ref tOCFn2 790) 

TOBIN^N J Region 2t Atlanta^ Safeguards Branch MOORE* 0 £ 
Region 2* Atlanta* Office of the Director 00/03/23 Ip 


DOCKET 70-2623 MCOUIRE SPENT FUEL POOL. DUKE POWER CO 


0004220303 Protests preposed shspinent of nuclear waste from facility 
in SC to facility in NC Nuclear plants should be required 
to neutralize radioactive matl rather than transport It 
BPARGOiL L Affiliation Unknown 00/03/03 2pp 


■0004220315 Discusses Oasbon County*NC resolution ro transportation of 
spent nuclear fuel through county Requests opportunity to 
present resolution at NRC 800428 hearing in Charlotte NC 
HUNSCMERfD 0 Affiliation Unknown SO/03/19 tp 


— 0004220326 Favors transport of nuclear tuaste through Mount KoUyiNC 
Other dangerous shipments routinely pass through city 
SETIER 0 R Affiliation Unknown 80/03/20 Ip 

—8004220331 Favors shipment of nuclear waste through DenveriNC it storage 
of waste at nearby nuclear plant 

KENNERUVrF M Affiliation Unknown 00/03/19 Ip 


— 0004220342 Opposes transport of nuclear waste through Mount Hally* NC, 
Route is extremely hazardous due to pz'esenco of high-speed 
Intersection frequency of accidents 
MCINTOSH* W 0 Affiliation Unknown 00/03/18 Ip 


>0004220353 Opposes transport of nuclear waste through Lincolnton. NC 
Questions necessity of transporting safe matl from plant 
ROBINSONrF 8 Affiliation Unknown 00/03/11 ip 


— B004220362 Notifies that Oasfcon Taxpayers Association opposes transport 
of nuclear waste from Oaston NC facility 
SUTHERLAND* R Affiliation Unknown 00/03/07 Ip 


0004030326 Serves rooting info re spent fuel tranapor tatlon fic storage, 
per Commission 800229 order denying NRC petition Forwards 
RD Olenn U GV Hodge testimonies evaluating route changes per 
EIA W/o end 

HOEFLINOiR K Hearing Branch 4 80/03/07 2pp 


8004000372 Forwaids June 1 9 '9 Fpij,i,al TrotsctioT' of Shipments of 
Irradia»ed Reactor Fyp I ^ 1 n<-Pi im <vidar>cer“ rJUREC-0561 
U/o enc 1 

KETCHEN/ C G Hearing Brijiich 4 60y03/I!l Ip 


8004110153 Motion *0 deny Ca-toliPis En.ilon Study Group request to 
introduce addl evidence te cask drop issue Introduction of 
alleged scale— model test or <'ask tipping incident is 
inconsistent w/i cgula 1 1 on s ruling W/Cert i f nate of Sve 
MCGARRY.J M Dutr Fowti Co MCGARRV.J M DePevoise t Liberman 
00/04/01 Opp 


00042300/0 Fot wards 0OG32B BECY-80-166 requesting amend to irradiated 
reactor ruo I in-tiansit physical protection requirements If 
amend approved, effect on tJRC case re spent fuel 
transportation V storage <ij 1 1 1 be provided 
HQEFLIN&*R K Hearing Branch 4 d0/04/0l Ip 


8004030026 Memorandum of und erctand i ng between NRC t FEMA re prompt 
Impi ovement in r eid lol og i ca 1 emeigcncy planrung t 
preparedness I d 1 s iribu b rd as Boai d 7iu b 1 1 1 ca ti on 
GQSSICK.L V Office of the Executive Director for Operations 
00/04/02 34pp 


0004230012 Motion requesting ASLO consideration of proposed primary 
route Applicant does not deny availability of alternate 
routes Pertinent NRC regulation based on Sandia Labs study 
Study envisions highly unlikely sabotage event 

MCGARRV.J M Duke Power Co MCGARRY* J M Debovoise 1* Li’herman 
SO/04/04 7pp 


8004180432 Forwards NRC 800403 1 ti u/encl commercial newspaper 
ad vertisenrent re resumption ct evidentiary hearings NRC 
wishes to notify public officials of counties in which 
proposed atteinate ro-utee are locafcd 
KETCHEN. EG Healing Branch 4 80/04/00 ip 


— 0004100441 Notifies of resumption of evidentiary hearings re amend of 
License SNM-1773 Proposed actiort is to transport up to 300 
spent fuel assemblies from Oconee nuclear facility to 
McGuire nuclear facility Commetcial newspaper notice etic 1 
ROUSE* L C Advanced F-uel i' Spent Fuel Licensing Branch 00/04/03 
3pp 


0004160197 Forwards OS 5pitalry,JN Donohew, CR Marotta h E Lanti 
profiled testimonies re amend to License SMll-1773 for Oconoe 
spont fual transportation f* storage at McGuire 
KETCHEN. E G Hearing Blanch 4 80/04/11 2 p p 

— 8004160199 Prefiled testimony re 0OO4S’8 hearing Updates license amend 
record re spent fuel handling 1 storage al terna b 1 ve s < status 
of NRC spont fuel cask review L pin compaction application 
BPITALNT/0 S Advanced Fuel Spent Fuel Licensing Branch 
00/04/i 1 Spp 


— 8004t60?l0 Supplemental NRC rept "Spent Fuel Storage of Oconee Spent 
Fuel at McGoire Nuclear Station - Unit 1 " 

» Commission 00/04/11 ?pp 
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— 8CO4l<30eJ35 Affidavit rt q- t up^t i caused Oconee spent fuel 
lafsemblg rupture at P 0 daiji i ri ageruhen stored In tIcGuire 
spent fuel pool Canple^^s rj'Jc response to ASL0 791031 order 
Supporting d oc ooenLa* i cn encl 

DQNOHEWi J N Environmental evaluation Branch 80/04/10 Bpp 


— e004lA0240 Afridavit re otrupational doses caused bg Oconee spent fuel 
assenrblg lup^urcrot 40 dags in age«whcn stored in McOuire 
spent fuel pool Cotnpletes NhC response to ASLB 791031 order 
Supporting documentation enc 1 

DnNQHEW* J N Environmental Evaluation Branch 80/04/10 Bpp 


- — BC04t60?44 Affidavit moditging JN Donoheu 800111 af f idavi t> Tab I e 2iPage 
10 tt Table 3, Page tl 

DQNOHbMi J NC Environmental Evaluation Branch 80/04/11 3pp 


a004l602i>5 Response requesting deferral of ASL0 consideration of 
applicant 80040^ imotion proposing pnmarg route of spent 
fuel shipments Urges ASLB to hold motion in abegance pending 
Commission action re secuntg issuo U/Cert 1 f icate of Sve 
HQEFLINO.R K Hearing Branch 4 BO/04/11 9pp 


B004230210 Response in support of Duke Power Co G00401 motion to dong 
Carolina Environ Studg Group intioduction of addl evidence 
re cask drop issue Good cause foi reopening record not 
demonstiated tJ/Cert if i cate of Sve 
KETCHEN, F & Hearing Branch 4 80/04/21 Bpp 


8004100558 Further supplemental testimong of RW Oostian re spent fuel 
storage High densitg rerOvVing discussed Pp 1-3 Certificate 
of Sve end 

BQSTlANrR U Du V e Power Co 00/03/17 Spp 


DOCKET 70-2786 GENERAL ELECTRIC CO 


9004070136 Foriuards info requesting route approval for shipment of 
irradiated reactot fuel End withheld iref (OCFRZ 790) 

CARRIER. MJ Genera) Mectric Co 80/01/29 Ip 


6004020147 Responds to 791205,800)29 ^ 0213 requests for approved spent 
fuel route Route & law enforcement info meets NRC 
requirements 4- approval Route I law enforcement info 
withheld (reflOCFR2 790) 

MCCORKLE.O W Physical Secinitg Licensing Branch 60/02/22 ip 


DOCKET 70-2305 NISEHO-lUAl AMERICAN CORP 


G004240161 Forwards Fiecutive Branch response on pending application 
for license to etport tiighlg enriched U to %)apan Requests 
identification of issues fq. include in analgsis 

SHEArJ R Office of inter nat i ena 1 Programs 8ECY-60-I20 80/03/03 

ip 


--8004240190 Application bg Nissho-lwai American Corp for llcenso to 
eiport 39 i66 kg U-235 contained in 42 kg U to Japan 
KAWAHARA.8 Nissho-lwai American Coip 70/02/00 2pp 


--6004240P02 Forwards Nis«ho-twal American Corp application for license 
to eiport 39 186 kg U-235 to Japan t< end use statement End 
use statemonL onlg end 

TSUJtill Nsssho-fwai American Corp 70/02/08 6pp 


DOCKET 70-2045 TRANBNUCLEARd NC 


5t Forwards Eiecutive Branch position on 800121 applications 
rerises to oiport highlg enriched U to BolgiuntiUest 
l>France & the Netherlands Requests comments 
R Office of International Programs SECY-eO-4S B0/01/S4 


— 8004010081 Forwards application bg Transnudear. Inc for license to 
export 23 05B kg U, in forni of U hexaflouride enriched to max 
93 3X U-235,tn West Germang 
MATSariiV Transnudear. Inc 76/03/27 Ip 


— 8004010091 Application bg Transnuc lear. Inc for license to export 
S3 056 kg U, in form of U heraflouride enriched bo max 93 3V. 
U-23Si to West Oerm.sng End use statement It checklist end 
MATSON. V Transnudear. Inc 70/03/27 3pp 


DOCKET 70-2372 REUTER-STOKtS 


S004170108 AcX receipt of 800317 itr transmitting plan for protect 
of SNfl Amend to License 6fiM-1826 will be upon issued upon 
plan approval Fee required 

HEISSi D License Fee Mirragenent Branch 00/03/26 Ip 


DOCKET 70-2909 WESTlNGHOUSE ELECTRIC CORP POWER 5Y8TEMS 


8004180090 Responds to request for name of chief executive of 
municipalitg ot countg mentioned in environ rept submitted 
in support of 791231 license application re nuclear fuel 
fabrication plant planned tor AL 

CELUIER.F Hestinghouse Flecttic Coip QO/02/20 Ip 

0004150104 Forwards d i s tl ibul ion list.FR notice fci news release re I 
issuance of bNM license for tacilitg 

PAGE, R G Uranium Fuel licensing Branch 00/02/27 4pp 


— 8004150107 Notice of opportunitg for h ear ing . ava i lab i I i tg of 
rept f/ intent to ptepaia DES re issuance of SNH llcenso for 
fac 1 1 1 tg 

PAGE. R G Uranium Fuel Licensing Branch 80/02/26 Bpp 


6004160096 Transcript of FIS 800327 scoping meeting in Prattvillo-^ 
Pp 1-66 

GRAY. C M Affiliation Unknown CROW. W . SHUM, E Y Uranium Ftio 
Licensing Branch 80/03/27 67pp 


6004240257 Transcript of 800327 EiS scoping meeting in Prattvillej. 
re proposed vendor fuel fabiication plant 
* Commission BO/03/P7 67pp 


8004170282 Confirms 000325 ielcon ie establishment of Prattville f* 
Librarg as official NRC I PDR for fabrication plant matl NRC 
representatives will visit tor briefing re rnatl filing & 
retrieval procedures 

CARRIER.W B Division of Rules and Records 00/04/01 Ip 


8004250064 Motion for extension of time to make comments on scope 
proposed EIB re Uestinghouse SNM application NRC statement 
at 800327 scoping mooting that proposed 600703 !< 07 
deadlines were incorrect U cieated confusion 

ARANOV.R Affiliation Unknown htCPHlLLlPS.J Affiliation Un k n 
00/04/03 3pp 


8004300366 Response in support of RH Campbell. A Toledo, RE Elg. JA 
Johnson. MF Dutlei.CO Butter, R Aronov.LO Moore V 6N Draut 
petitions bo intervene Uiges presentation of common interest 
bg tingle spokeman subj to filing of one contention 
TURK, S E Hearing Branch 1 00/04/28 llpp 


—8004300371 Response In support of DL Allred 800407 petition to 
Intervene Petitioner demonstrated Interest l< adequately 
identified relevant I'lspects of proceeding Urges admission of 
petitioner subj to filing of ono admissible contention 
TURK, 8 E Hearing Branch t 80/04/20 Spp 


— 8004300378 Response in support of State of AL participation as 
interested state in proceeding 
TURK.S E Hearing Branch I 80/04/20 Ip 


— 6004300301 Requests patticipation in possible hearing, as in be rev 
state per 10CFfl2 7)5ic> Notice of 8£ Turk appearance L 
Certificate of Sve end 

MYERS, I L Alabama. State of 80/03/21 4pp 


DOCKET 70-2917 TENNESSEE VALLEY AUTHORITY 


0004240201 Forwards License BNM-1065, author i r ing receipt, possess i o 
insp ^ storage of U-235 fuel assemblies ^ max of 100 fuel 
rods License also allows packaging i* shipping for transfer 
Safety evaluation enc I ; 

PAGE, R 0 Uranium Recoverg Licensing Branch 00/01/30 2pp j 

1 

— 8004240207 License SNM-1Q69, author i i ing rec e ipt, possess ion. i n«p 
Sc transfer of max of 2,110 kg u-235 fuel assemblies Sc 100 ' 

fuel rods Licensee is exempt from matls provisions of 
10CFR70 24 

PAGE.R 0 Uranium Recovery Licensing Branch BO/Ol/30 3pp J 

— 8004240217 Safety evaluation le util application for license to > 
receive max 2.110 kg U-235 fuel assemblies ^ 100 fuel rods i 
License should be granted w/exemption from 10CFR70 24 | 

CRDW. H T . DELAIn'EY, J L Uianlum Recovery Licensing Branch 
00/01/30 2pp j 

j 

f 
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DOCKET 70-2920 AUAOAriA POWER CO 


6004020473 Forwards Uicenso BMM-1060 for uti 1 1 author i i ing recolpt> 
poiiefision It storage of U oni iched in U-235 isotope !c Pu 
License also authorizes packaging of fuel assemblies for 
delivery to carrier Safety evaluation cncl 
PAGEUP 0 Uranium Fuel Licensing Hranch BO/03/12 2pp 


— B0040204B1 License SNK-1868 for ut i 1 « author i z ing rec e i pt/ possess ioni 
insp storage of U enriched m U-239 isotope in fuel 
assemblies fission counters* it Pu in encapsulated Pu- 
boryllium neutron sources h alpha sources 
PAGE* R 0 Uranium Fuel Licensing Branch 60/03/12 2pp 


— 6004020465 Safety evaluation supporting 790918 application for license 
for fuel St accessories Licensee should be granted exemption 
from 10CFR70 24 requirements 

DELAWEVi J C Uranium Fuel Licensing Branch 80/03/12 2pp 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 


DOCKET 71-0005 MAGNAFLUX CORP 


8004290495 Understands OA program description will be submitted by 
800417 

MACDONALOi C E Transportation Branch 80/03/04 Ip 


DOCKET 71-0049 WAVv PEPT i]F 


8004150272 Forwards OA piogram foi rece i r t. hand I mg <« borage h transfer 
of special foim tadicattive in re-.por se to fJRC 800304 

Itr 

GROVESi K L Wa.yrDept nr. Na<al Wucleai Power Unit 60/03/13 ip 


—8004150270 Forwards OA piogram for i ec ei p t. hand 1 ) ng . « torage V transfer 
of special foim radioactive na*-l 
WAROtC E Wavy.Dopt ot- ■'9/ll/J? Ip 


—8004150264 QA program for r ec e t pt. hand I i ng. s torag e A transfer of 
special form ladio-^ctive mat I 
# Wavy. Dept of 79/1 l/t? flpp 


B004100239 Fot wards OA piogram apprc>.ta) for radioactive matl package 
MACDOUALD, C E Transpoi tati on Bianch 60/03/27 Ip 

“-B004100242 QA program appiovol for radioactive natl package 0049, 
Revision 0 

MACDONALD. C E Tt anspor tati on Branch 00/03/27 Ip 


DOCKET 71-0096 PAW AMCPKAN WORLD AlRWAi'S 


8004100062 Forwards icvised QA plan tor transportation packages for 
normal /spec la t foim tadioactive matl 

DUNN.W M Pan American World Airways, hic 60/03/19 Ip 


DOCKET 71-0009 IGOMEDIX. INC 


6004090220 Advises that vendor is in process of transferring mfg 
activity to AECL Target date for resolving transfer details 
Is 80D430 At that time. vendor will advise of last date to 
ship matls or submit revised QA program 

DIETZ. G R Isomedii. Inc (subs of Maesfield Enterprisus, Inc 1 
00/03/17 Ip 


--6004090225 Advises that NRC 790730 Itr requesting addl info re QA 
program on timely basis has not received response Provides 
format, previ ous correspondence 8. franked envelope for 
Immediate response 

MACDONALD. C E Transportation Branch 60/03/04 Ip 


DOCKET 71-0013 NAVY. DEPT OF 


Q004020373 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 00/03/05 ip 


•8004160069 Revised QA plan for ti anspoi tat i on packages for normal/ 
special form radloacH.c mafl 

DUNN. N M Pan American Wo, Id Airways. Inc 00/03/19 Spp 


8004100231 Foiwards QA program approval fo? radioactive matl package 
MACDGNALD. C C Transpoi ta*- 1 on Branch 00/04/01 Ip 


—0004100236 QA program approyal for radioactive matl package 0096. 
Revision 0 

MACDONALD. C E Transportation Branch GO/04/01 Ip 


DOCKET 71-007/ NONDEGTRUCTl VE TESTING SERVICE 


0004150132 Forwards QA PTogtam foi industrial ladiography licensesi 
HAULDREN. H K Nondesii uc 1 1 vc Inspection Service BO/03/18 tp 


— 8004150133 QA program ror industrial radiogiaphy licensei 
« Nondesti uc t ive Insperiion Seivice 80/03/18 3pp 


— 8004020380 QA program approval for radioactive matl package 0013. 
Revision 1 

MACDONALD. C E Transportatl on Branch 80/03/05 Ip 


DOCKET 71-0024 HITTMAN NUCLEAR i DEVELOPMENT CORP 


8004090234 Requests amend to QA Program Approval 0024. Revision 0. 
changing program implementation date from 800301 to 80032S 
ROWE. D 8 Hittman Nuclear ^ Development Corp (subs Hlttman Corp >, 
60/03/03 ip 


B004070147 Forwards OA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 80/03/13 tp 


8004100226 Forwatds QA piogiam apptoval for radioactive matl package 
MACDONALD. C E Ti anspoi ta t ion Branch 00/04/01 Ip 


— 800410022? OA program approval for radioactive package 0097. Revis ion O 
MACDONALD. C E Tran»por tat i on Branch 80/04/01 tp 


DOCKET 71-0102 SOURCE PROD V EQUIP CO . INC 


80040BOOS8 Ac k receipt nf NRC 600304 Itr requesting info Project was 
turned over to consultant R Parker several months ago 
Advises that request will be forwarded 

DICHARRY.R F Source Production t Equipment Co . inc 80/03/14 ip 


-6004070152 QA program approval for radioactive matl package 0024. 
Revision 1 

MACDONALD. C E Transportation Branch 60/03/13 Ip 


DOCKET 71-0035 ROCKWELL INTERNATIONAL 


DOCKET 71-0107 NAVY, DEPT OF 


8004240314 Forwards revised QA program for industrial rad iography , in 
response to NRC /90813 Itr 

GROVES. K L Navy. Dept of. Naval Nuclear Power Unit 60/02/26 Ip 


8004040396 Forwards QA program for packaging licensed radioactive matl 
for shipment in response to NRC B00123 request for 
revisions to program 

MCDERMOTT. R U Rockwell International Corp 60/03/10 Ip 


--6004040403 OA program for packaging licensed radioactive matl for 
sh ipment 

JOSEPH. R L . OLASa, D N . MCDERMOTT. R J Rockwell Internatlonel 
Corp 80/03/07 24 pp 


— 800424032P Forwards levised QA prpgiam her industrial 
OLCNN, T D Navy, Dept of, Nav«tl Nuclear Power Unit 


radiography 

00/02/07 


i P 


—8004240331 QA program for industrial radiography 

OLCNN. T D Navy, Dept of, Naval Nuclear Power Unit 60/02/07 
4pp 
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t; fi'-. 7vl3ZQ request re 
* » ,_»T iJi*ijt BO/ 03 / Ip 


-80043V&^>1A uA prog r. 3 ri, F<ev i s 1 fiT> 1 

* Tennessee Vjlle<j Authority 60/04/ JO 0pp 


DOCKET 71-0230 OADCOCK » WiLCOt CO 


> iyf \ ♦’>ling storage transfer 
ejr ri,*er Unit GO/03/07 Ip 


80040-40374 Foiuards requ^-t foi ad<fl info to complete roviou of (JA 
program 

MACBOHALD, C £ Ti anspoi talion 3iainh 00/03/14 Ip 


■ 1 > ' l. 

» ; « j • 


I _ 
"'A. I 


Cl 1 , 


,.4*-, J 

» n I ' - 




p r 0 g r rf*-- 
KACC.' A 


, j vi’cragc A transfer of 
^.-il 60/03/07 7pp 


f r radioactive natl package 
, 1 rij/OA/Ol Ip 


idioa e ^atl package Oili* 
- 60/04/oj Ip 


1 <• -i ♦ -e s i cn 


0 J 1 3 Ip 


ricints, Inc 80/03/13 


,r .* * Ml- 'It 

‘ * intL *-c complete revieu of QA 

ri a' 4- J' . I jrarut* QO/03/14 5pp 


tJ^VET 71 iM-' . ^ C-T T 

n. ^ radioactive mat! package 

i< H (. , :»ati,n Iiran-h 60 / 03/31 Ip 


— ,= 304' <;/• *1' 

Resist - , 

M M r " ' Ai J 


-J’a'- 41 - Jl ^.r radioactive netl package 0165. 
T* i-irr Iiaii'-i nO/OI/Sl ip 


LTi fET 7J *1- li t I ..A tit Th I" Cm 


e':0433':3f- F.^r„>r,^ i i Pr'-id-. 

G0/04>*&- <-9 PT 1 r ft^ri t ritiLlear Energy Prodocti Qiv 


-eO'a 4 3 C' 3 - - JA 

•e Sfre-a!! f-leitn. 


-J RJ t-0, 03/31 33pp 


DDCktET 71 01 ryp 

0004 07 tO«l ^ A -141 ih., 

reqi# i r* -^an 1 i Ppendjres included to cover addl 

9 T«Tr.Sr»LC t' * 1 *- I- [- 1 - 01/10 >p 

— ' 8004 ij70u3«J 'aA prjrjrsn 

<1 I'. a-jj 

WILLS. L 


DOCKET 71-0349 rJUCLfAR rUH SERVICES. IIJC 


8004140024 Poruards OA Piogram toi shipping packages for radioactive 
matl Program includes info requested in NPC 000116 Itr 
MICHEL. C J MucJoar Furl 4oT\)ces, Inc (subs of Oetty Oil Co > 
80/03/17 ip 

— 8004140027 OA Program Povision 2 foi shipping pnckagoa for radioactiv 
matl 

* K'uclear Fuel Sei vices. Inc (sobs of Oetig OH Co > QO/OJ/lV 
36pp 


DOCKET 71-0250 Tfi AN5NUCI EAR , IKC 

8004020360 Foruaids QA program appioval for i *id I oac 1 1 vo mall nackaoa 
MACDONALD. C E Tra nsp or ta 1 1 OM flranch 00/03/09 Ip 

—0004020364 QA program «ippiova) for ladJoactive matl pack Ado 0290, 
Revision 0 w«-vw< 

riACDONALD. C E 1 1 anspor tat i on Oidrich 80/03/09 Ip 

DOCKET 71-0252 DAYTON X-RAV CO 

i-equest foi addl ,nf„ to nimpUto roviww af qa 
MACDONALD. C E Ti anspor tati on Oi anch 60/03/20 3 pp 

DOCKET 71-0273 NAVY, DEPT OF 

.«PPlc/.pnUI in.o pe, ,«c flOO.-iO r„u..l r, 0.i 
SRQVES.K L Nav^.Dopi of, N»val Nuclear I'ouior Unit 00/03/19 ip 

"'‘"fP" raPipgiaphlc op.rnllor. 

Navy. Dept of, Naval Nuclear Pouei Nrilt tlO/02/20 Ip 

’'®Tlfn‘ jV* r°'"T '•P'O-lPllral opprallqn, 

4 pp ’ 'avg.Oapi of. Naval NucUai f'ouiot Unit OO/OB/SO 

■■®Ti?°? 2 n r '•PllPPtUv. cat, pnekao. 0273, 

MACDONALD. C E Tranaportatlon Di onch HO/OA/OI |p 

DOCKET 71-0367 NAVY, DEPT OF 

ln/9 prr NflC BOOno r.,v..t r. QA 
V S.K L NavLj.Oapt of. Naval Nuclear Doutr u„n DO/03/19 Ip 

‘’BtaE«.'oV‘’‘'N!vu^opl‘of? NoJSl^Nocr" *“ PORPam 

PV OF, Naval NucUai Power Unit 00/03/13 Ip 

-BOMISOIBI Rnvi.a, ^ 

MPpt of. Naval Nucl.ar Pow.r Unit 06/03/13 Bpp 

%“SL%rc“'r’’'';ra^.j:;rt;?:.rg;:;;;' '°go« 3 /Sr “r;. **“ 

MACDONa? Approval for radioacUv. m.ti p„|„,, 0347 . 

MACD 0 «ALD,CE Tran.purutlon Or.ncH bO/OA/O, ,p 
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DaCJ^ET 71-0370 AMEftSHAM CORP 


80040403BB Forwards request for addl info to complete rovieui of OA 
program 

HACDDMALD. C E Transportation Branch ao/03/H 12pp 


DDCKET 71-0372 OOEINO CO 


8004090214 Forwards OA pragram approval for radioactive mail package 
MACDOMALDjC E Transportation Branch 00/03/21 Ip 


— B00409021B OA program approval for radioactive mail package 0372f 
Revision 0 

MACDONALD# C E Transportation Branch 00/03/21 Ip 


DOCKET 71-00373 NAVV. DEPT OF, NAVAL EXPLOSIVE ORDN DISPOSAL FAC IL 


8004090201 Forwards OA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 00/03/21 Ip 


—8004090203 OA program approval for radioactive matl package 0373, 
Revision 0 

MACDONALD, C E Transportation Branch 00/03/21 Ip 


DOCKET 71-0375 CALIFORNIA! UNIV OF 


5004090S22 Forwards OA program approval for radioactive matl package 
MACDONALDiC E Trans por tati on Branch 80/03/21 Ip 


— B00409022i» OA program approval for radioactive matl package 0375, 
Ravltion 0 

MACDONALD, C E Transportation Branch 80/03/21 Ip 


DOCKET 71-0377 INDIANA (< MICHIGAN ELECTRIC CO 


8004090270 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transpor tat ion Branch 80/03/27 ip 


— 8004090273 OA program approval for radioactive matl package 0377, 
Revlfion 0 

MACDONALD, C E Trans p ortafrlon Dranch 80/03/27 Ip 


- -800409001 OA pto(ir*fln loi radioiitwe natl package 0390, 

Ravi a ion u 

ilACDONAi Dr C t 1 ran *4' n T 1 1 1 I on 3i anch GO / 03/3 i Ip 


DOCKET 71 -oaui V L corJNrEi ' CO 

B004210OA6 Roquosls jppTj.i) !j t ecu I QA picgram foi ti an sp oi ta t i n r> 0 
Lie one o d ma 1 1 s 

COPPER. iiE E I Cofiwoll Cn OU/t>^/r 4 Ip 


--90042100/3 OA prog^ar, i ra n spoi tat i cin -of llcenseil matls 

Or gan 1 lal i ona I rhait for iiidustiial ladipgiaphi^ one 1 
« C I Conupoil * CO t]0/f>3^c'l >p 


DOCKET /1-03B3 nClDi U NL I l/,"LUT rA?iK, HL IfiDU&THI EB* I NC 


8004300079 Roquofets i eg 1 sti t ion as us or cif Model NL I 1/2 LHT Cosk 
LlPPaLD.lJ vJ [laUtmotf Gan * Electiic Cu ffO/04/03 Ip 


docket /i-4f3a4 nunti ha io, imurcicK v mi cox co 


Q0042900&1 Advises th«st u' e uf Model HA 10 will be d i sc otit I nued ir 
company wLl) not t cnew Cur title ate uf Compliance 4024 
AUSTIN. 11 A Babcock Wilros Co , Nuclear Matorlal l>iv 90/03/25 
1 P 


DDCKET 71 b39it Htmi CC, WLSIINOMCIUSI fllCTRlC COIN* 


000428030/ Fuiwaidi Hevisinn to Loitificatc of CompllantP 5395 for 
Model CC 

IIACDONALDi r F 1 r anspo i La t i (in Braiith 00/04/02 Ip 


— 8-004290314 CeriUitalo of i. uinp I i one o 5395, Rovi s ion S, for Wndel CC 
MACDDNALD.C \Z 1 1 a«i sp OT ta I i ui> fii ouch DO/04/O;' 3pp 


DOCKer 71 5 to/ lUIDiL Of T“c\ GINIRAI UILTRIC CD 


H0040400GJ Not i f i os uf oipiiattoii of Ceitlficaip of Cumpliance D/iO/ 
for Model OL f fo continue uKing pac kog e, sh ou] d submit 
consolfdated ,ip p 11 c at a oii, di awing « 4i lonewal foe 
MACDDNAUD.C T 1 1 anspoi Lot i i»i> Branch (10/03/14 Ip 


DOCKET 71-0376 NI8CQN8IN ELECTRIC POWER CO 


8004040123 Notifies that description of QA program is App H to final 
description & SAR * 

FAYiC M Wisconsin Electric Power Co 60/02/29 2pp 


DOCKET 71-0379 HITTMAN CORP ,HITTMAN MATL MEDICAL COMPONENTS, INC 


6004020294 Rsspondi to 800226 request for approval of OA program Item 3 
should be revised to require that all radioactive matl 
shipping packages procured since 790101 are designed Si mfg 
under NRC-approved OA program 

MACDONALDiC E Transportation Branch 00/03/20 tp 


0004220043 Forwards revised Operating Procedure 0P-16B, const 1 tut ing **<1A 
Program for Use of DOT 6M Drums in Shipping special Form Po- 
230. « 

DISALVD Hlttman Carp 60/03/25 Ip 


— 0004220055 Revised Operating Procedure OP-i60 constituting*' QA Program 
for use of DOT 6M Drums in Shipping Special Form Pu-asa *' 

DISALVO Hittman Corp 80/03/28 2pp 


DOCKET 71-0300 GENERAL ELECTRIC CQ 


8004070390 Advises that NEDO-l 1209~04A# Revls ion 1, "Nuclear Energy Div 
BMR OA Program Description," outlines OA program vendor 
will use for packaging activities re application for 
registration as user of Model 589 shipping package. 

CUNNINGHAM, 0 E General Electric Co 00/03/10 ip 


0004090014 Forwards QA program approval for raloactlv» matl package 
MACDONALD, G, E Transpor tati on Branch BO/03/31 Ip 
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dCO'lO^Ol J'V Si.'t»iTiils »:■» tfir I'ertitjcatc I lat^c & 5939 re 

GE Ho-rfcl I ‘•uO *hi-ptrig 'Tr'^inpi PacVriging description It 
Vallecit^s iji'ti'i .1 --i.iri )*r ArC encl 

CUNNIf^GHAn C c 5 ; ^ r j _ c o ef>'0=.V^l l5pp 


~ “800*1 OS&l 37 F o’’ 'j’H ' a «• pt .*j LH^ingec drai*jiT» 9 s on remajnirig containers 
des 1 j rat t itg ja u V* ♦ t 1 jjh b-n i t a re GE mode I s 1 500 t< 700 

Mods ^o -jp p 1 1 c II ♦ I '>»! » <• > iL>ajrg jnodifieid diauings 
Forthuoniin^ 

mi.G U H Gentral tl.'-'rir '* j 69 , 0^/20 t2pp 


80040*104^2 Notl^icutiOn ''f Tigisliation as user of Model 6400 t GB 1500 
in response la request 

M^CDOWALDr G £ 1 r ansp 3 I i n 3rariClh 00/03/14 Ip 


DOCKET 71 b942 flUDn GE i^t-JjrPAL ELFCmiC CO 


Q004300505 Forwards SAW + n r GE ^pciit ruel s^ipptn^ casi Model 700i in 
suppoil af '^-et 1 1 f i cate of Compliance 5942 Oratuings 
available in Central Filri ,>ii 1 4 

i}RLiGOEP<W h rU^souii 'Jnj- oFi Coluntib-lia BO/03/20 3pp 


DOCKET 71 5971 MODEL GF -:r.O, GFK'F.nAL ELECTRIC CO 


QOO 4 250034 Requests that Lerliricate of Compliance 5971 for GE Model 
200 shipping coniamor be rere<iipd u/minor changes Faruiards 
dvaunigs 1 rid i c-ai ing cliangcs made fg cask drauipg list 
Drawings a/^ailable in Cential Tiles only Amend fee efitl 
CDNUIMGHAfl. G E General Ciecfric Ce 80/02/20 I6pp 


DOCKCr 71-5977 MODEL 5977. ALPHA-OHEOA SEfi VICES. INC 


80040401S7 NotiFies of aspiration of Certificate of CoiPpLianCe 3979 
for Model 5779 To continiie using pac k agei shoul d submit 
con s 0 L I da F (*(j application t drauings 

HACDCINALO. C E Tr am p o? l-it i on branch Q0/03/t7 ]p 


DOCKET 71-5993 MODEL GE-400. GENERAL CLECTRiC CO 


6004070&53 Notiries at erpiiation of Certificate pf Compliance 5990 far 
Model GE-400 To roritinue using pac kage. shout d submit renewal 
application 6 fee 

MACDaNALD<C E Transp 01 tat 1 on branch 90/03/14 Ip 


DOCKET 71-6079 MOOfL 92“ Al f, Cl. COMRUSTlDN CNO INFER INO, INC 


6004100259 Forwards Revisipo 6 to Certificate of Compliance 6070 for 
Model* 927AJ A 727C1 

MACDONAl D' C E 1 ranspoi ta 1 1 on branch QO/03/20 Ip 


— 0004100262 Ceitificate of Compliance 60/8. Revi s ion 6 for Model* 927A1 
i. 927C1 

MACDONALD. C E Transpor ta ti on Branch BO/09/28 3pp 


DOCKET 71-614 4 MOUFl. 6144. NUCLFAR ENOINEERINO CO 


6004110125 Ack receipt of 900.^01 request re registration a* package 
user Appi oved OA program required prior to legistration 
MACDDNAlOrC E Transportation Branch 80/03/04 Ip 


8004350302 Requests regisrr^tton as user of Models C5N-6-101 
C0N-1S-(6OD 

COONEY, H J Philadelphia Electric Co 90/03/29 Ip 


DOCKET 71-6272 MODEL POLV PANTHER. TECEDVNE ENERGY SYSTEMS 


0OO4IOOB12 Forwards Revision '1 to- Certificate of Compliance 6272 for 
Modal Pollg Panther 

MACDONALD. C E Tranjpoi iation Branch 80/03/29 Spp 


. — 6004100216 Certificate of Compliance 6372 Revision 3# far Model 6272 
MACDONALD. C E Transportation Branch 80/03/23 2pp 


DOCKET 71-6375 MODEL PB-l, C KeM-NirCUEAR SYSTEMS, IMC 


8004040465 Requests registration as user of Model PD-I 
SMITH R L Vermont Yankee Nuclear Power Corp BO/03/04 


6004040459 Noi i r i cat i on of registration as usei of Model CN8 4-43 in 
response *0 request 

MACDOf'ALD.C t Ti anspoT t it i on Branch 60/03/17 Ip 

8004210410 Forujird, r -squrst for addl info re 791126 consolidated 
application fnr renewal of Certificate of Compliance 6375 
for Model CNb 4-45 {PD-M Info should be provided within 
60 dags 

MACDONALD, C h Transportation Branch 60/04/02 2pp 


DOCKET 71-6387 MODEL 60. BAUELLE MEMORIAL INSTITUTE 


8004020055 Foruiaid* Certificate of Compliance 6307 Revision 2 it safetg 
evaluation foi HEDL Model 60 
ROSS.D H Energy, Dept of GD/Ol/31 6pp 


— 3004020059 Certi ucate of Compliance 6387. RevI s i on 2, for HEDL Model 60 
HERMAN rM W Energy, Dept of 79/05/07 7pp 


QOO40404/B Notifies of eipiration of Certificate of Compliance 6387 
for Model 60 To Continue using pac Vage, shoul d submit 
consolidated application 6 drawings 

MACOOKAID.C E Transportation Branch 60/03/17 Ip 


DOCKET 71-6400 MODEL SUPER TIGER, WESTINGHQUSE ELECTRIC CORP 


3004040462 Notification of registration as user of Model 6400 it GE 1900 
in response to request 

MACDONALD' C E Transportation Bianch 60/03/14 Ip 

3004220127 Responds to NRC 000229 Itr forwarding Revision B to 
Certificate of Compliance 6400 In response to Question 2i 
Lynchburg Research Ctr has used ovarpacks L-1 ft< Units 1 it 2 
Questions 1 6 3 do not apply 

OUaEM, A r flabcock it Wilcoi Co 00/03/14 Ip 


8004150119 Responds to request for info re Certificate of Compliance 
6400, Revi s ion 8 Util does not own any Model 6400 package 
never possessed package to perform insp Model not used since 
780220 

LrNDER,F Oairyland Power Cooperative 80/03/18 Ip 


6004200061 Responds to 600229 Itr re Certificate of Compliance 6400. 
Revision 8 Licensee does not own DOT USA/64O0/D( > F 
packages Licensee has not used packages from other vendors 
since 700228 

REMLEV, M £ Rockwell I ntornat i ona 1 Corp , Energy Div 

60/03/ 10 ip 


8004210190 Responds to NRC 000229 Itr by advising that no Model 6400 
packages ai e owned f, no shipment of package has been made 
since 780230 

MICHEL, C J Muclear Fuel Services, file (subs Of Oetty Qi i Ca ) 
00/03/21 Ip 


DOCKET 71-6574 MODEL HH-200. HITTMAN NUCLEAR 8< DEVELOPMENT CORP 


8004220274 Forwards response bo NRC 791221 request for addl Info re 
SAR for Model HN 300 G-loads under top-corner impact 
conditions re-evaluated to consider peak conditions Proposed 
revised pages to SAR ehs 1 

MALLORY Iflttmaii Nuclear V Development Corp (subs Hittman Corp > 
0B/D3/20 I9pp 


8004100220 Forwards Revision 9 to Certificate of Compliance 6574 for 
Wade I HN-200 

HACDONALDr C E Tr anspor iatl on Branch 60/03/28 3pp 


— 8004100224 Certificate of Compliance 6574. Revi 5 ion 5, for Model lHN-200 
MACDONALD. C E Transporta tiun Branch 00/03/20 Spp 


DOCKET 71-6677 MODEL 1/2 SUPER TIGER, NUCLEAR ENGINEERING CO 


0004100198 Forwards Revision 2 to Certificate of Compliance 6679 for 
Model 1/2 Super Tiger 

MACDONALD, C E Transportation Branch 80/03/31 2pp 


— 800410G200 Certificate of Compliance 6679 Revision S, for Model 1/2 
Super Tiger 

MACDONALD, C E Transporfca tion Branch 80/03/31 4pp 
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DOCKET 71-6698 MODEL NFS~4/ NUCLEAR FUEL SERVICES. INC 


8004040395 Rei;uests aukhQi i lai Lon. under Certificate of Compliance 6698i 
Revision 9 for Model NPS-4. to ship reconstituted PNR U oiide 
fuel assemblies containing more or less than design number 
of fuel rods Fee end 

JOHNSON ( C R Nuclear Assurance Corp 80/03/03 2pp 


DOCKET 71-6717 MODEL 6717 B 


8004210037 Requests revision to Certificate of Compliance 6717 for 
Model 6717D deleting references to use of asbes.tas as 
thermal insulator in paciiagc design Requests that uords 
asbestos freep appear in description paragraph 
RlCHARDSONiH D Oamma Corp QO/02/26 7p p 


“'8004210042 Requests payment of minor amend fee re 800226 request for 
amend to Certificate of Compliance 6717 for Model 6717B 
WElSSi J D License Fee ftanagement Branch 00/03/05 Ip 


DOCKET 71-9006 MODEL 500 SU, ARGONNE NATIONAL LABORATORY 


DDCKCr /1-9011 HODLL f -Ml H 0&-U0UO4, TRANSPORTAT lOlL DEPT OF 


8004100270 Ack GOCUr re 4 i»oi,t foi Type tJ(U> certification for Models 
1Q1375p 1BI?61 h C-NFH-00 00004 shipping containers Revieu 
concludes packages authoikieO by certificates ■of Compliance 
5796 9011 meet IAEA requirements foi Tgp« R'lV) packages 

MACDQIMLD.C E Transpoi ♦ at l on Branch 80703/25 Ip 


DOCKET 71-9015 nOHCLTN-a. TRAfvSNUCLEAR, INC 


8004030104 Notifies of oipiralion of Certificate of Compliance 901S 
for Model TN B To continue u»jrg package should submit 
renewal application V fee 

MACDONALD. C C Tran a p or la f i on 3 ranch 30/03/14 ]p 


DOCKET /I -90 16 MODEL TN-9 . TRAfiSNUCLFAR, INC 


0004030100 Notifies of expiration of Certificate of Compliance 90J6 
or Model TN 9 To cctitinue using package, should submit 
rencual application V fee 

MACDOfMLO. C E T ransporiat i on Branch 30/03/14 Ip 


8004010001 Notification of registration as user of Models 500-SU 

520 DOCKET 71-9019 MODEL BU-7, GENERAL ELECTRIC CO 

MACDONALD. C E Transportation Branch 80703/07 Ip 


DOCKET 71-9007 MODEL 520. ARGONNE NATIONAL LABORATORY 


G004010001 Notification of rog i stratloii as user of Models 500-SU & 
520 

MACDONALD. C E Transportation Qranch 60/03/07 Ip 


8004040381 Notifies of expiration of Certificate of Compliance 9007 
for Model 520 To continue using pac kage. should submit 
consolidated application S' drawings 

MACDONALD. C C Transpor tafct on Branch 00/03/17 Ip 


DOCKET 71-9009 MODEL FL 10-1. OCNERAL ELECTRIC CD 


8004070216 Requests registration as user of Model FL 10-1 package 
HANSEN. L E Exxon Nuclear Co . Inc (subs of Exxon Corp > 
80/02/27 Ip 


8004090046 Submits application for amend of Certificate af Compliance 
9009 for FL-lO-l shipping container, 

DiPlAiZA.R P West Inghouso Electric Corp 80/03/Jl 2pp 


8004100250 Forwards Revision 6 to Certificate of Compliance 9009 for 
Model FL 10-1 

MACDONALD. C E Transportation Branch 80/03/20 2pp 


— 80041002S4 Certificate of Compliance 9009. Ravis i on 6 for Model FL 10-1 
MACOaNALD, C E Transportation Branch 80/03/28 Ip 


DOCKET 71“90i0 MODEL NLl-1/2. NL INDUSTRIES. INC 


8004220225 Requests that Cert 1 fi f icato of Compliance 9010 be revised to 
provide option for method of capping off neutron shield 
expansion tank Certificate available in Central Files only 
Fee end 

WILLIAMS. C E NU Industries. NL Nuclear Div 80/02/21 2pp 


8004280166 Requests renewal of Certificate of Compliance 9010 for 
Model NLl-l/2 Forwards drawings 6 "SAR. MLI-1 /2 Spent Fuel 
Shipping Cask " Drawings L rept available in Central Files 
only 

WILLIAMS. C E NL Industries. NL Nuclear DIV B0/O3/O7 6pp 


8004040121 Forwards Revision 6 to Certificate of Compliance 9010 for 
Modal NLI-l/2 

MACDONALD. C, E Transportation Branch 00/03/26 2pp 


—0004040124 Certificate of Compliance 9010. Revl s ion 6 for Model NLI-l/a 
MACDONALD. C E Transportation Branch BO/03/26 6pp 


B004070076 Requests listing as user of Model nu-6 

PENNEY. J A Brookhaven National Laboratory 00/03/06 Ip 


8004020143 Forwards amend request to NRC for revision of Certificate of 
Canpiiarice 9019 re authoiiied contents specs for outer 
35~gallon drum 4 innei l^-gallon drum used to construct 
BU-7 package W/o one I 

KAPLAN. A L General Electric Co . Nucleai Energy Products Div 
80/03/10 Ip 


8004180515 Forwards application for Amend T~9 to Certificate of 
Comptianco 9019 for Model BU 7 Dupporting documentation 
attached Fee end 

KAPLAN.A L General Electric Co . Nuclear Energy Products Div 
80/03/14 41pp 


— 8004180522 Application for Revision 3 to Certificate of Compliance 
9019. revis tng drum specs 4. auihorixed content 

e General Electric Co . Nuclear Energy Products Div 80/03/14 

app 


--8004 180535 Application to amend t icense C5NH-54 to author lie transport 
of 8NI1 in Models BU-6 t> BU '7 as described in Mod 23 to 
App D 

TSCHACCHC.A N General Electric Co 74/09/24 lOpp 


8004S30769 Forwards revised pages constituting Mod i to application for 
Amend T-Q for certificate of compliance for Model au-7 
KAPLAN.A L General Electric Co . Nuclear Energy Products Div 
80/03/17 6pp 


— 8004220790 Revised pages constituting Hod I to application for Amend 
T—8 for certificate of compliance foi Model aU-7 
KAPLAN.A L Oonetal Flectnc Co . Nuclear Energy Products Div 
80/03/17 Spp 


0004080093 Forieaids Revision 4 to Certificate of Compliance 9019 for 
MoiJel lJU-7 

MACDONALD. C E Transportation Branch eO/03/IB 2pp 


— 8004080097 Certi 
MACDONALD. C E 


icate of Compliance 9019. Row sion 4. for Model D(J-7 
Transp ortat 1 on Branch 00/03/10 4pp 


DOCKET 71-9020 MODEL SL-IO-1. NUCLEAR CONTAINERS, INC 


0004100036 Forwards Revision 3 tt> Certificate of Compliance 9020 for 
Model 8L'IO-i 

MACDONALD. C E Transportation Branch 00/03/28 Ip 


— 8004 1000 38 Certificate of Compliance 9020. Revi si on 3. fur Model 
SL-10-1 

MACDONALD. C E Transportation Branch 00/03/20 4pp 
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DOCKETED ITEMS 


DQCKCT n <70;'9 MOr^Ll h’/'t T£CH»'Il^L C)J>t-PATlQWSr INC 


DOCKET / 1-906/ HODEL OCl *1 


9004030C>0 ' Peoi/Pi*$ t 1 t-i -it i can user o# Models 676 ^ 676E 
O'ROUPKt r AUtic Laboratorii 30/02/29 Ip 


300 4070309 Requesls registtcition as 
FITZSMIMONQ, T R Energy Oept of 


u»ei of Model 
00/03/13 Ip 


DCL-3 pacStoge 


L-OCKET /I 70 56 MDOLl i. 1 SuUi^.’E PPOD'J'- TION EQUIP MEfJT CO 


0004030 141 Notifies ot e^piTafion of CertiTjcaie of Compliance 9036 
for Model ^ 1 To coftliiiUB using pacVa j e, shou 1 d submit 
consolidate} applicatlM reJinred number of drauings shou/tng 
orili; 4 J gn 1 1 1 r «Ttt sat-stg feafure, t reneu/al fee 
Mi^CDGNALDi C F Tt an ip 0 t 1 3 1 J o n Rranch 0O/&3/17 Ip 


DOCKET 71-9070 MODEL N-55. ENERG'l . DEPT OF 


S004040092 Responds to 791112 1 Ir re registration for Model N-gs 
packaging Must have approved OA program prior to 
registration as usei of package Vendor ref to approved 
QA program is no+ acceptable 

MACDONALD, C E Transportation Sranch SO/03/07 ip 


DOCKET 71 '•9039 MODEL 7l5 TECitrJICAL DPLftATlONS, INC 


6004280129 Forwards application far roria«,jal of Certificate of 
Compliance 9039 for Model 71 S 

MUNRO. J J Tech/Qpi iTec6Tu*^al Opeiations* Inc J 60/04/11 Ip 


“S0042Q0133 Application toi roneujal of Certificate of Compliance 9039 
ror Model 715 

* Terh/Dps (Technical Operations, Inc ) 60/04/11 34pp 


DOCKET 71-9043 MODEL NNfU. NAVr.DEPT QF 


8004070060 Notifies of eipiiatior of Certificate of Compliance 9043 for 
Model NliPU To continue using pac Vage, >hou I d submit reneuial 
application 

MACDONALD. C E Ti anspor ta 1 1 or> Drancb 00/03/17 Ip 


8004300082 Responds to 60Q3 1 7 Itr Requests d i scontl Auat i on as user of 
Modal NNPU 

OROVES. K L Nasv Of B0/0<l/04 Ip 


DOCKET 71-9044 MODEL GE-1600. GENERAL ELECTRIC CO 


0004250303 Requests registration as usei of Models CNS-l-lGC 8i 
CNS-1-133 

TRtMDLE. D C Arkansas Poiuer U Light Co 60/03/24 Ip 


DOCKET 71-9045 f'ODEL GE-IOOO, GENERAL rLECTRIC CO 


B004020300 Notifies of cirpiration of Certificate of Compliance 9045 for 
Model CE'IOOO Continued use i equires submittal of renewal 
application f ree 

MACDONALD. C E Tran spor ta titJi> aranch 80/03/14 Ip 


DOCKET 71-9046 MODEL CE-liOO, GENERAL ELECTRIC CO 


8004030009 Notifies of eipiration of Certificate of Compliance 9046 for 
Model GE-llOO Tn continue using pac kage, should submit 
renewal application 6 fee 

MACDONALD#C E Transpor ta t ion Sranch G0/03/i4 Ip 


DOCKET 71-9049 MODEL GF-500, GENERAL ELECTRIC CO 


0004010061 Requests renewal of Certificate of Compliance 9049 -for OE 
Mode) 500 shipping container Forwards consolidated 
application for cer tjticat jon supporting tenewal request 
Updated drawings submitted to NRC on 8C0206 
CUNNINOHAH-G E General Clectric Co 00/4)2/21 Ip 


—0004010066 "GE Shield Confca iner. Model 500 •' 
» General Electric Co 60/02/21 I3pp 


0004020304. Notifies of eipiration of Certificate of Compliance 9049 for 
Model GE-5O0 Continued use requires submittal of ranewal 
app 1 icat i on 4 fee 

MACDONALD, C E Transportation Dranch 00/03/14 Ip 


DOCKET 71-9050 MODEL GE''90£>i GENERAL FLECTfttC CO 


6004030114 Noti-fjes of eipira bion of Certificate of Compliance 9050 
for Model OE-900 To continue using package, show 1 d submit 
consolidated app I ica t ion< drawings t renewal fee 
MACDONALD, C E Transporta fc i on Sranch 80/03/ J4 Ip 


DOCKET 71-9072 MODEL GAHC-l. GENERAL ATOMIC CO 


3004040005 Notifies of cypiration of Certificate of Compliance 9072 
for Model CAHC-1 To continue using package, should submit 
consolidated app 1 i ca t i on, dr aui ng s t renewal fee 
MACDONALD, C E Tran spor tat 1 on Sraneb 80/03/14 Ip 


DOCKET 71-9073 MODEL OH- 1 42, NUCLEAR PACKAGING, INC 


0004100220 Forwards Revision 3 to Certificate of Compliance 9073 for 
Model OH- 142 

MACDONALD* C E Transp or ta t l on SrancM 00/03/28 Spp 


— 8-004100230 Certificate of Compliance 9073, Revi s Ion 2, for Model 0H-14S 
MACDONALD, C E Transportat ion Drarich 00/03/20 4pp 


DOCKET 71-9079 MODEL HN-100 SERIES 2, HITTHAN NUCLEAR ii DEVELOPMENT 


8004070010 Forwards Revision 4 to Certificate of Compliance 9079 for 
Model MN-1 00, Series 2 

MACDONALD, C E Transpor tat ion Dranch 80/03/17 2pp 


— 8004070014 Certificate of Compliance 9079, Revi » Ion 4, for Model AN-lOO, 
Senes 2 

MACDONALD, C E Transportation Branch 80/03/17 3pp 


DOCKET 7l-’9080 MODEL HN-600, MITTMAN NUCLEAR DEVELOPMENT CDRP 


0004040276 Requests registration as user of Model HN-600 
TRIMOLE, D C Arkansas Power t< Light Co 00/02/19 Ip 


0004070010 Forwards Revision 3 to Certificate pf Compliance 9000 for 
Model MN-600 

MACDONALD, C E Transpor tati on Branch 80/03/17 2pp 


— 60040/0020 Certificate of Compliance 9080, Revi s ion 3/ for Model MN-600 
MACDONALD, C E Transportation Branch 80/03/17 3pp 


DOCKET 71-9001 MODEL CNSl‘‘l600, CHEM-NUCLEAR SYSTEMB, INC 


0004250303 Requests registration as user of Models CN8-1-13C $i 
CNS-1-130 

THIMBLE, D C Arkansas Power % Light Co 00/03/24 Ip 


DOCKET 71-9089 MODEL NH-100 5, HITTMAN NUCLEAR 8< DEVELOPMENT CDRP 


6004060107 Forwards Revision 2 to Certificate of Compliance 9009 for 
Model HN-1003 ' 

MACDONALD* C E Transportation Branch 00/03/18 2pp 


—8004000112 Certificate of Compliance 90B9, Revts Ion 2, for Model HN-400B 
KACDONALDf C E Transportation Brand) 80/03/10, 2pp 


DOCKET 71-9074 MODEL CNSI-14-195-H, CHEM-NUCLEAR SYSTEMS. INC 


8004210415 Advises that facilities will be using Models CN6-0OAf 7-100. 
CNSI-2t-30O JS« CNSI-14-193-H for Shipment of radioactive 
ma 1 1 s 

DOLAN,J E Indiana ^ Michigan Electric Co, 80/03/17 Ip 



DOCKETED ITEMS 


DOCKET 71 -'9096 KDDEL CNSI-21-300, CHEM-NUCLEAR SYSTEMS- INC 


B00^31041S Advi«e-fl that facilities will be using Models CN6-0 OAp 7-l00i 
CMSl-ai-30O U CNSI-14-195-H for shipment of radioactive 
mat 1 s 

DDLANp J £ Indiana Michigan Electric Co QO/OS/17 Ip 


DOCKET 71-9105 MODEL RAD-WASTE CR I, CHEM-MUCUEAR SYSTEMS. INC 


S004SS0302 Requests rcgistiattan as user of Models CSN-A-tOl U 
CSN-lS-l^OB 

CaONEYiM J Phi ladelphia Electric Co 80/03/28 !p 


DOCKET 71-9111 MODEL CN6-80A, CHEM-NUCLEAR. INC 


8004210415 Advises that facilities will be using Models CN6-aOA. 7-100. 
CNSl-21-300 It CNSI-14-195-H for shipment of radioactive 
mat Is 

DOLAN.J E Indiana Michigan Electric Co 90/03/17 Ip 


DOCKET 71-9113 MODEL 7-100, CHEM-NUCLEAR 8VSTCMS. INC 


D0D4210419 Advises that facilities biill be using Models CN6-90A. 7-100. 
CN5I-21-300 S( CNS1-14-195-H for shipment of radioactive 
matl s 

DOLAN.J E Indiana & Michigan Electric Co BO/03/17 Ip 


DOCKET 71-9122 MODEL 18~4S0, CHEM-NUCLEAR SYSTCMS, INC 


8004070254 Notifies that response to 000129 I tr re Certificate 
of Compliance 9122 ul 1 1 bo transmitted bi| 800315 
REYNOLDS. L £ CNem-Ni/clear Systems, Inc 80/03/27 Ip 


8004070091 Submits results of revleur of use O'# Model 10-450 in response 
to NRC 600129 Itr Container has not been used for shipment 
of radioactive natls requiring NRC approval during 1979 l« 
cannot be used during forseeable future 

REVNOLDB. L E Chem-Nuclear aystems. Inc 00/03/04 2pp 


DOCKET 71-9130 MODEl NP-SO-XXL. NUCLEAR PACKAOlNOi INC 


0004320104 Forwards Drawing X-20-200D in support of Revision 2 amends 
to GAR for Model NP 50 Describes application of optional 
const matl configurations 

HAELBtO. R J Nuclear Packaging. Inc 00/02/25 3pp 


— 8004220189 "Transpoi ta t » on Shield Type A, Models 50-1 5L. 50-2 SL, 30 
e, 50-4-0L "Sheet 1 of 2 

« Nuclear Packaging. Inc 70/00/09 Ip 


--0004220193 "Tran 5 p Of tat I on Shield Type A, Models 50-1 5L. 50-2 5L. 50- 
5, 50-4 OL " Sheet 2 of 2 

Nuclear Packaging. InC 70/00/09 Ip 


DOCKET 71-9132 MODEL T-3. NUCLEAR PAG KAO I NO. INC 


8004000205 Atk receipt of complete application far Model T-3 
package Based on vendor 000125 Itr.NRC believes that all 
outstanding issues have been resolved Nf?C is preparing 
approval A safety e/aluatton for package 
MACDONALD, C E Transpor tat i on Branch 00/03/20 Ip 


DOCKET 7 1 -9 135 MODEL CENTURY. GAMMA IIIDUSTRIES 


8004020025 Forwards Items for insertion Into application for NfiC 
certificate of compliance for Century model devices mfg by 
Gamma Industries App C detailed drawings b revisions for 
Pages 0 2, 7 7A ^ 7 70 end 

RICHARDSON. H D Nuclear Systems, Gamma Industries Div GO/03/27 
9pp 


DOCKET 71-9142 MODEL 252ft. IiaNSANTQ RESEARCH CDRP 


8004030354 Requests approval to ship Pg-230 in quantities greater thar 
20 but no greater than 100 Ci in DOT Spec 20 SC-4 shipping 
containers Fu-23G sources will be at least double- 
encapsulated in metal containers & will be leak tasted 
TAYt-ORi R R Monsanto Research Corp 80/03/05 Ip 


— 000403035? "Model 2526 Shipping Container " 
e Monsanto Research Corp 80/03/05 ip 


0004210019 Forwards Revision O to Certificate of Compliance 9142 for 
Model MRC-20WC 

MACDONALD, CC Transportation Branch 80/04/03 Ip 


—0004210021 Certificate of Compliance 7142. Rovis Ion 0 for Model MRC-S 
MACDONALD. C E Transportation Branch 00/04/03 2pp 


DOCKET 7 i -9053 MODEL ORNL - BNL - NDS UH FUEL CONTAIMER. ENEROV. 


8004070247 Forwards recommended changes to ND6 unlrradiated shipping 
containers for approval per Certificate of Compliance 9053 
TRAVIS. W H Energy, Dept of 80/02/21 2pp 




NONDOCKETED ITEMS 


lOCFR COMMISSION MEETING RECORDS 


0004010016 Trarkacrlpt of 800319 meeting in Mash inQtori) DC re NRC 
enforcement program Pp 1-57 
II Commission 80/03/19 S9pp 


—8004010017 secy- BO-139 

Describes v^arious tgpes of enforcement actions re rec^uest 
for Commission approval of general statement of enforcement 
po 1 leg 

STCLLOiV Office nf Inspection !< Enforcement! Office of the 
Director 80/03/13 38pp 


— 0OO4D1OOS1 Endorses objective re development of str ong i oxp 1 Ic t t 
enforcement program Requests mod of coordination statement 
bo Include bertef 1 ts> costs 84 Commission guidance 
requirement s 

HAULER! N h Office of Management and Program Analgsis QO/03/10 

2pp 


9004020022 Transcript of 000317 Affirmation Session 80-11 in 
Wash Jngton* DC Pp t-5 
♦ Commission 80/03/19 5pp 


0004020024 Transcript of 000317 hg-drogen control meeting in Maohingto<n! 
DC Pp 1-92 

* Atomic Safet^i and Licensing Ooard Panel 80/03/19 72pp 


—0004020020 fiECY-0O-lO7 (FRN> 

Establishes technical bases re interim hgdrogen control 
requirements foi small containments Technical discussions 
end 

DENTQNi K R Office of Nuclear Reactor Regulation 80/02/22 
34pp 


9004020051 Transcript of 800321 meeting M/cltitcn group on TMl cleanup 
in Mash ing tonj D-C Pages 1-56 
« Commission 00/03/21 96pp 


0004090090 Transcript of 000321 Affirmation Session 00-lS in 
Wash Ingtqm DC Pp 1-2 
» Commission 00/03/21 2pp 


0004090179 Transcript of 800326 meeting in Wash Ing toni DC re briefing 
on pallcg issues In emergeneg planning rule Pp 1-70 
« Commission 60/03/26 71pp 


0004090261 Transcript of 000331 meeting in Dethefda»MD re briefing on 
two approaches to treatment of inventorg differences in 
nuclear matl accounting Pp 1-52 Viewgraphs end 
e Commission 00/03/31 5Spp 


0004100033 Transcript of 000313 Affirmation Session BO-10 in 
Wash ing ton. DC Pp 1-5 
« Commission 80/03/13 5pp 


—0004100039 8ECY-BO-095 

Recommends NRC approval of FR publication of end notice of 
denial of petition for rulemaking 2-5 

8 HAPAR»H K Office of the Executive Legal Director. 00/02/14 
107PP 


8004100429 Transcript of 000331 meeting in Bethesda.MD re phgsical 
protection of irradiated reactor fuel in transit Pp 1-33 
* Commlffion 00/03/31 33pp 


—6004100431 BECV-aO-£66 

Recommends NRC approval of amends %o 10CFR73 for Immcdlatelg 
effective requirements re phgslcal protection of irradiated 
fuel in transit for publication In final form Draft FR 
notice end 

DlRCKa.W J Office of Nuclear Material Safety & Safeguards 
00/03/20 S2pp 


B004170345 Transcript of AIF 600402 briefing in Washing ton. DC Pp 1-53 
a Commission 80/04/02 54pp 


— 0004170350 Foruiards '"Rept to AlF Pollcg Committee nn Followup to 7MI 
Accident! re draft NUREQ-Q660 Large number of requlr ementt 
proposed by plan can 6 should be reduced 
LEE. B Atomic Industrial Forum 00/02/22 3pp 


—0004170352 "Rept to AIF Polieg Committee on Followup to TMl Accident, 
by Working Group on Action Plan Priorities Resources 
e Atomic Industrial Forum 60/02/29 lODpp 


0004100137 Transcript of 000410 briefing on waste mgt technical 
regulations in OetheSdatHD Pp 1-20 
s Commission 80/04/10 29pp 


8004240471 Transcript of 600414 meeting In Washing ton. DC to discuss 
8ECY-0O-139 8 < BECY-80-130A Pp 1-59 
e Commission 80/04/14 60pp 


0004240476 Transcript of Commission ACRB 600411 joint meeblng in 
Wash ing ton. DC Pp 1-43 

« Comi^ifsion -tt ACRS - Advisory Committee on Reactor Safeguards 
80/04/11 45pp 


8004290276 Transcript of 000415 briefing In Bethesda.MD on status of 
environ qualification review for electrical componente at 
operating power reactors Pp 1-78 
e Commission 00/04/19 79pp 


8004290344 Transcript of 000410 affirmation seseion in Bethesda.HD re 
SECY-79-6-10 

» Commission. 00/04/10 4pp 


ACRB ADVISORY COMMITTEE ON REACTOR SAFEGUARD 8 


8004020111 Certified summary of ACRB Bite Evaluation Bub committee 
791220 meeting in Wash ington. DC re recent policy changes It 
implementation in area of siting emergeneg planning 
a ACRS - Advisory Committee on Reactor Bafeguards 60/02/09 13pp. 


— 0004020116 Discusses conflicts in guidance h interpretation re offsit 
emergeneg plans per review of NURE0-0396r NURE0-03B9 6 draft 
NUREG-O610 

GODWIN# A V. Alabama. State of 7Y/n/l4 29pp 


— 0004020120 Forward* comments on ’’Basis for Emergeneg Action Levels fn 
Nuclear Power Facilities. ” Minor event* having no effect on 
public health t< safetg do not warrant consideration of 
public officials or agencies 

JUROENSEN.ft W American Electric Power Co . Inc 79/11/30 4pp 


— 8004020123 Comment* on NUREO-0610. recommends four classes of emergenc 
action levels In-piant occurrencfft emergency alertiSlte 
foiergency t< general emergency 

WARDfJ E Atomic Industrial Forum. 79/11/28 14pp, 


— 8004020126 Comments on NUREO-0610 draft estimate too low Experience 
indicates that# using draft examples of initiating condition, 
fraqueneg would be six to ten times per gr rather Han once 
or twice 

VETTERfW E Region Aj Dallas. Office of the Director 79/11/27. 
2PP 
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NONDOCKETED ITEMS 


0004080661 Farujards coromentfi on proposed Reg Guide 1 97* Revision 2 

format of Table S U 3 should bo reversed so that purpose 
appears first Variable t<jpes D S' E should be deleted from 
scope 

TAYLDRp J H Qabcock Wilco* Co 79/11/06 6pp 


8004100392 Summarg of 234th ACR9 791004-05 meeting in Hash ing^on* DC 
w/table of contents 6 Apps 1-16 

# ACRS - Advisory Ccimmlttee on Reactoi Safeguards 79/12/04 
I40pp 


6004100554 Discusses reactor siting criteria & response capabilities 
for potential accidents Prompt info on accident releases 
likelihood of releases is important Suggests postulating 
accidents at listed sites to compare potential hatards 
WILSON* R Plant Systems Branch 79/12/20 3pp 


6004110147 Comments on proposed rule lOCFRBO language is ambiguous In 
places More c lar 1 f i cation ^ numerous editorial changes 
suggested 

CRENDON* I Affiliation Unknown 79/12/29 4pp 


6004140002 Marked-up ''possible Risk Criteria for Reactor Gafety " 
WlLSONiR ACR8 - Advisory Committee on Reactor Safeguards 
79/12/31 6pp 


8004140030 "On History of evolution of LWR Safety in US " 
OKRENT* 0 ACRS - Advisory Committee on Reactor Safeguards 
60/04/10 950pp 


8004140035 Draft notification of ACR0 000207 meeting In Wash Ing ton* DC 
to discuss annual rept to Congress on NRC safety research 
program Ik proposed NRC plans for study of addl safety 
features for Zion Units 1 t; 2 & Indian Point Units 2 & 3 
HQYLE* J C ACRS - Advisory Committee on Reactor Safeguards 
80/03/12 5pp 


8004140042 Summary of ACR8 Subcommittee 791106-07 meeting re 
preparation of annual rept on reactor safety research 
Related metis list of attendees end 

* ACRS - Advisory Committee on Reactor Safeguards 79/12/04 21pp 


8004140033 Notification of ACRS Subcommittoo on DttW Water Reactors 
000304 meeting in Wash ington* DC to continue discussion of 
transients of once-through steam generators Portions of 
meeting may be closed to protect proprietary info 
HSVLE, J C ACRS - Advisory Committee on Reactor Safeguards 
80/02/11 3pp 


8004140056 Notification of ACRS Subcommittee on UERs 600123 meeting 
w/NRC Ofc of Analysis ^ Evaluation of Dporatlonal Data in 
Wash Ing ton* DC to discuss evaluation of LCR info 
HOYLE* J C ACRS “ Advisory Committee ofi Reactor Safeguard* 
79/12/20 Ip 


6004140063 Notification of postponement of ACRQ Subcommittee on LERs 
800123 meeting 

HQVLErJ C ACRS - Advisory Committee on Reactor Safeguards 
80/01/11 Jp 


8004140089 Notice of ACRS Subcommittee on ATW0 000125 open meeting in 
Wash Ing ton* DC to discuss proposed resolution of ATMS 
HDVLEi J C ACRS - Advisory Committee on Reactor Safeguard* 

79/12/20 tp 


6004140121 Comments re ACRS Site Evaluation Subcommittis 791220 
meeting nn emergency planning Research required to define 
magnitude of activity releases in reactor accidents It 
realistic distances for emergency planning tones 
ORTHrD A E I du Pont de Nemours U Co * Inc 00/01/10 4pp 


8004140466 Sommarixes evaluation U questions stemming from 791113 visit 
to OETR site Delleves greatest need is for tectonic 
syntheses* both local regional 

THOMPSON,© A Affiliation Unknown 79/12/12 2pp 


6004150002 Notification of ACRS Ad Hoc Subcommltics on TMf-2 Accident 
Action Plan 800305 meeting in Wash ing ton, DC to consider 
Draft 3 of NRC plans for implementing recommendations of 
President's Commission 

HOYLE, J C, ACRS - Advisory Committee on Reactor Safeguards 
00/02/13 3pp 


0004150005 Notification that ACRS Ad Hoc Subcommittee on TM!-2 
Bulletins Grderi 800303 meeting is recheduled until 
800304 ACRS Subcommittee on D&W Water Reactors 800304 
meeting has been postponed indefinitely 

HOVLEi J C ACRS - Advisory Committee on Reactor Safeguards 
GO/02/19 ip 


B00415000A Responds to recommendations of NRC Special Inquiry Group re 
ACRS activities Agrees w/recommendatl on to retain ACRS in 
s trengthened* mod 1 f ied role concurs w/some criticism 
Addresses specific criticisms 

PLE88ET*M 8 ACRB - Advisory Committee on Reactor Safeguards 
QO/03/12 3pp 


8004150010 Requests that memorandum identifying safety research needs 
for use of Dfc by Nuclear Regulatory Research i* other groups 
be automatically sent to ACRS Research requests re TMl-2 
accidents should be rovleuiod In broad perspective 
PLE&SET*M S ACRS - Advisory Committee on Reactor Safeguards 
80/01/15 Ip 


Q004150016 Summarixes review of near-term OL items from Draft 3 of 
NUnEO-0660. "NRC Action Plans Developed as Result of TMI-2 
Accident " Near-term OL items provide satsfactory basis 
for resumption of licensing 

PLE98ET*M 3 ACRS - Advisory Committee on Reactor Safeguards 
00/03/11 app 


8004150017 Notification of ACRS Subcommittee open Q0D1D9 meeting in 
Wash Ington* DC to discuss procedures for conduct of ACRS 
activities tt strengthening ACRS role In regulatory process 
HOVLEr J C ACRS - Advisory Committee on Reactor Safeguards 
79/12/17 iP 


8004150046 Recommends verification testing of decay heat removal under 
upset conditions in near-term QL plant test progremt 
PLESSETrM 8 ACRS - Advisory Committoe on Reactor Safeguard# 
00/03/11 Ip 


8004150077 Notification of ACRS Subcommittee GOOlO? meeting in 
Wash Ington* DC to continue discussion re preparation of ACRS 
Annual Rept to Congress on NRC Reactor Safety Research 
Program 

HOYLE, J C ACRB - Advisory Committee on Reactor Bafoguardi 
79/12/17 2pp 


8004150111 Notification of ACRE Bubcoihmi ttee on D&W Hater Rsactors 
OOOiOB meeting in Wash ington* DC to discuss sensitivity to 
transients of once-through steam generator it other features 
of Dt(W designed nuclear plants 

HOYLE* J C ACRS - Advisory Committee on Reactor Safeguards 
79/12/17 app 


Q0041S0114 Notification of ACRS Ad Hoc Qubeommlttee on TMI-2 Accident 
Action Plan 800107 meeting in Wash Ington, DC to discuss NRC 
"Draft Action Plan for Implementing Recommendations of 
President's Commission fx tlthor Studies of TMI-Accldent " 

HOYLC, J C ACRS - Advisory Committee on Reactor Safeguards 
79/12/17 3pp 


8004150122 Comment* an proposed rule 10CFR50 requirements for local 
state approval of licensee emergency plans can result In 
subversion of entire open licensing process by small group 
of individuals 

8TEINDLER.M J Argonne Nationol Laboratory SO/Oi/02 3pp 


8004150200 Bummarixes comments resulting from ACRB S39th meeting 
review of NRC Task Force on Dulletins 6 Orders 
recommedat ions re TMI-2 it generic evaluations of lost of 
feedwater transients & small break UDCAB 

PLEBSETiM S ACRS ** Advisory Committee on Reactor Safeguards, 
BO/03/11, 3pp 


8004150212 Notification of ACRS 800110-12 meeting In Wash Ing ton* DC to 
discuss proposed recommendations to Congress on NRC safety 
Research Program, NRG action plant tP implement TMX-2 
accident studies it proposed changes in siting criteria. 

HOYLE* J C ACRB - Advisory Committee on Reactor Safeguards 
79/12/20 6pp 


0004150222 Notification of ACRS Qubeommlttee on Metal Components 
000123-24 meeting In Washington* DC to review status of 
unresolved generic safety items involving pressure vessels* 
steam generators U other pressure boundary components 
HOYLE, J* C ACRS - Advisory Committee on Reactor Safeguards 
79/12/20 Ip 


B00415022Q Notification of ACRS Subcommittee on ECCS G00326 meeting In 
Wash ing ton, DC to discuss analysis of small break LOCAs on 
Westinghouse upper head Infection reactors Portions of 
meeting may be closed to protect proprietary info 
HOYLE, vl C ACRB - Advisory Committee on Reactor Safeguards 
GO/03/05 3pp 


8004150230 Diicuties ACRQ 791115 meeting re extreme external phenomena 
Subcommittee Technical quality of Seismic Safety Margins 
Research Program seems high Determining strain rate should 
be major objective 

THOMPSON,!) A Affiliation Unknown, 79/12/14 Ip 
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0004130S32 Notification of ACR3 Subcammittea on Concrete & Concrete 
Structurti 800323-26 meeting In Uaf h Ingtoni DC to review 
uftr need! in structural engineering 

HOYLE I J C ACRS - Advitorg Committee on Reactor Safeguards 
80/03/03 2pp 


Q0041S0236 Notification of ACRS Subcommittee on ATH8 000326 meeting in 
Has h ingtoni DC to continue discussion on proposed resolution 
of ATU8 Portions of meeting mag be closed to protect 
proprietarg info 

HOYLE I J C ACRS - Advisorg Committee on Reactor Safeguards 
00/03/05 3pp 


Q004130240 Notification of ACRS Ad Hoc Subcommittee on Natural 
Circulation Heat Removal 000325 meeting in Wash ingtont DC to 
review info on natural circulation & bleed feed heat 
removal tgs determine areas where info is inadettuate 
HOYLEi J C ACR8 - Advisorg Committee on Reactor Safeguards 
00/03/05 3pp 


80041S0241 Notification of proposed ACRS subcqmml ttee# work Ing group 
full committee meetings 800103-0306 

HOVLErJ C ACRS - Advisorg Committee on Reactor Safeguards 
79/12/17 4pp 


8004130244 Notification of proposed ACRS subcommittee# work Ing group Ci 
full committee meetings 800123-0412 

HQYLErJ C ACRS ** Advisorg Committee on Reactor Safeguards 
80/01/17 4pp 


8004130245 Notification of ACRS a00306-OB meating in Washing ton. DC to 
discuss implementation of NRC "Action Plans for 
Recommendations of Presidents' Commission*' V other studies 
of THI-2 accident 

HOYLE# J C ACRS - Advisorg Committee on Reactor Safeguards 
00/02/19 6pp 


0004130240 Addition to agenda for ACRS Ad Hoc Subcommittee on TMI-2 
Accident Implications 800303 meeting to consider addl 
engineered safetg features# Including Installation of molten 
core crucibles under reactors 

HOYLE# J,C ACRS - Advisorg Committee on Reactor Safeguards 
B0/02/2i ip 


8004130234 Notification of ACRS Subcommittee on TKI-2 Accident 
Implications 800305 meeting in Washington# DC re installation 
of molten core crucibles at Indian Point Units 2 (c 3 71on 
Units i t( 2. 

HOYLE# J C ACRS - Advisorg Committee on Reactor Safeguards 
60/02/13 3pp 


8004130292 Transcript of ACRS Subcommittee on Reactor Safetg Research 
800409 meeting in Wash Ington# DC pp 1-ao. 

» ACRS - Advisorg Committee on Reactor Safeguards 00/04/09 80pp 


6004150306 Transcript of ACRS Subcommittee on Power it Electrical 8gs 
000409 meeting in Wash Ington# DC Pp 1-85 

» ACRS - Advisorg Committee on Reactor Safeguards 80/04/09 8Spp 


8004130321 Transcript of ACRS Subcommittee on Regulatory Activities 
600409 meeting In Wash ington# DC Pp 1-133 

« ACRS - Advisory Committee on Reactor Safeguards 00/04/09 
i33pp 


8004160046 Evaluates 791113-16 B8MRP meeting re nuclear plants seismic 
safety. Repts indicate progress accomplishment Kajorlty of 
personnel presentations were of high quality. 

Development of sgs for overall assessments doubtful 

WHITE# M P. White# M P Consulting Engineer 79/12/24 Ip 


8004170320 Transcript of ACRS Subcommittee on S6W Water Reactors 
60040B meeting in Washington# DC re sensitivity of vendor 
sys to feedwater transients Pp 1-196 

# ACRS - Advisory Committee on Reactor Safeguards 00/04/08 
196pp 


6004170336 Detailed schedule U outline for discussion re 239th ACRS 
meeting on 800306-08 in Wash ington# DC 

» ACRB - Advisory Committee on Reector Safeguards 80/02/28 3pp 


8004170361 Appi to minutes of 236th ACRS meeting on 791206-08 in 
Wash Ington# DC 

a ACRS - Advisorg Committee on Reactor Safeguards, 79/12/00 
ISOpp 


6004180003 Comments on ACRS Subcommittee on ECCB/SI#D 600103-04 meeting 
Measured parameters other than pressure are gross Indleatori 
of increasing void fraction within presturiied lys Reduced 
pump speed is alternative to delayed pump trip 
ACOSTA# A. California Institute of Technology 80/01/08 2pp 


6004100017 Schedule Sc outline for discussion re 230th ACRS meeting on 
800207-09 in Wash ington. DC 

* ACRB - Advisorg Committee on Reactor Safeguards 80/01/20 4pp 


8004100025 Notice of receipt of addl info far ACRS Subcommittee on 
Tf1I-l Nuclear Power Plant 800131-0201 meeting in Middletown. 

PA Designated federal employee is R Kuller Also corrects 
first word in last paragraph 

HOYLE# J C ACRS - Advisory Committee on Reactor Safeguards 
60/01/10 Ip 


0004100032 Notice of change in agenda for ACRS Subcommittee on ATW3 
000125 meeting Meeting will Include matters Involving 
proprietary info Portion of meeting may be closed to protect 
proprietary info 

HOYLE# J C ACRS - Advisory Committee on Reactor Safeguards 

80/01/16 2pp 


8004180036 Notification of ACRS Subcommittee on TItl-l# 000131-0201 
meeting w/util it public in Mi dd letown. PA Portions of meeting 
may be closed to protect proprietary info 

HOYLE# J C ACRS - Advisory CommlttBe on Reactor Safeguards 
80/01/11 3pp 


0004100044 Notification of ACRS Subcommittee on Roliability l< 
Probabilistic Assessment 600206 meeting in Wash Ing ton# DC 
to discus* consistency of component failuie experionce 
W/WA9H-1400 projection 

HOYLE# J C ACRS - Advisory Committee on Reactor Safeguards 
60/01/16 ip 


0004100049 Notification of proposed ACRS subcommittee & working group 
meetings 

HOYLE# J C ACRS - Advisory Committee on Reactor Safeguards 
00/01/19 4pp 


0004100074 Summary of 230th ACRS meeting on 000207-09 in Wash i rig ton# DC 
Includes items tentatively scheduled for consideration at 
239th ACRS meeting on 000306-00 

PL£88£T#M 8 ACR8 - Advisory Committee an Reactor Safeguards 

00/02/82 2pp 


0004100079 Summary of 237th ACR8 meeting on 000110-12 in Wash ington# DC 
Includes items tentatively scheduled for 238th ACRS meeting 
on 000207-09 

PLE8SET# M a ACRS - Advisory Committee on Reactor Safeguards 
00/01/24 2pp 


8004100005 Notification of ACRS Ad Hoc Subcommittee on TMI-a Accident 
Action Plan 000401-02 meeting in Wash ing ton# DC to discuss 
Draft 3 of NURC:0-0660 Portions of meeting mag be closed to 
protect proprietary Info 

HQYLE# J C ACRS - Advisorg Committee on Reactor Safeguards 
00/03/10 3pp 


0004160150 Transcript of 240th ACRS 600411 general meeting in 
Washington# DC Pp 1-247 

* ACRB - Advisory Committee on Reactor 8afeguards 00/04/11 
254pp 


6004100406 Notification of ACRS Subcommittee on ECC8 Reactor Fuels 
000214 meeting in Wash ington# DC to discuss proposed changes 
in fuel clad rupture models Portions of meeting may be 
closed to protect proprietary info 

HOYLE# J C. ACRS - Advisory Committee on Reactor Safeguards 
00/01/24 3pp 


8004100401 Comments re ACRS Site Evaluation Subcommittee 791220 meating 
on proposed rule lOCFRDO# "Emergency Planning " Efforts to 
complete plans as early as possible may result in 
unrealistic deadlines ^ unnecessary plant shutdowns 
F0STER#R F Affiliation Unknown 00/01/18 3pp 


80041BD490 Notification of ACRB Subcommittee on Plant Arrangements 
000220-21 meeting u/6andla Labs in Wash ing ton# DC to discuss 
"Final Rapt (draft) on Phase I of Generic Task A-l7rBys 
Interaction in Nuclear Power Plants" items re LWRs 
HOYLErJ C ACRS - Advisory Committee on Reactor Safeguards 
00/01/30 3pp 


0004100506 Notification of ACRB Ad Hoc Subcommittee on TMr-2 Accident 
aullfltlns 1 Orders B00303 miattng in Washington# DC to 
continue consideration of lE bulletins it NRC orders 
pertaining to TMI-2 accident 

HOYLE# J C ACRS - Advisory Committee on Reactor Safeguards 
BO/02/li, 3pp 


8004210001 Transcript of 240th ACRB general meeting In Washington DC on 
800410. Pages 1-263 

» ACRS - Advisory Committee on Reactor Safeguards 80/04/10. 

263PP 
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8004210311 Transcript of Arf Hoc Subcommittee 800326 meeting re natural 
circulation heat removal in Uash ing ton- DC Pp 1-269 
« ACR5 - Advlaorg Committee on Reactor Safeguards 80/03/26 
270pp 


Q004210313 Transcript of Subcommittee on ATMS 800326 meeting in 
Uash ingtonr DC Pp 1-215 

* ACR6 - Advisory Committee on Reactor Safeguards 80/03/26 

216p p 


0004220785 Respond* to NSSB vendor* presentation* at ATWB 000125 
meeting re Alternative 3A 6 4A mods Vendor cost estimate* 
are inflated Doth alternative mods should bo Imposed on all 
plants 

SAUNDERBi B C ACRS - Advisory Committee on Reactor Safeguards 

80/02/20 2pp 


0004240476 Transcript of Commission & ACRS 000411 joint meeting In 
Mash ington, DC Pp 1-43 

♦ Commission ACRS - Advisory Committee on Reactor Safeguard* 

00/04/11 45pp 


0004250250 Transcript of 800422 subcommittee meeting in Mash Ing torn DC 
re LERs Pp 1-138 

e ACRS ” Advisory Committee on Reactor Safeguards 80/04/22 
139pp 


CDMMI8SI0N NRC COWI S91 ONERS 


7900140243 Ac k receipt of 790509 Itr to Hendrie re establishment of new 
safety position in facilities to improve emergency response 
Discusses review of reactor operator qualifications Invites 
further suggestions Forwards Info re operator licensing 
DENTONi H R Office of Nuclear Reactor Regulation 79/07/02 2pp 


— 7900140247 Suggests NRC tc utils jointly create new safety position in 
facilities Outlines qualifications duties 
8TAUDT/M R Dunkor-Ramo Corp , Amphenol North America Dlv 
79/05/09 4pp 


8004020173 Responds to 000215 Itr re device for dispensing iodine in 
water as thyroid blocking agent NRC looks forward to FDA 
review of new technique 

DENTONiH R Office of Nuclear Reactor Regulation 80/03/06 Ip 


— 8004020179 Discusses newly designed iodine devlce»used as alternative 
to potassium oxide for emergency source of thyroid blocking 
agent in event of accident w/rad i oact i ve iodine release to 
atmosphere Device has unlimited storage life 
POLLEViR D Omnldlne Corp 00/02/15 2np 


8004020175 Ac k receipt of yearly invitation to speak at ALI-ABA course 
on atomic energy licensing f* regulation in Bept Requests 
tentative status due to prior commitments 
HENDRiEiJ M Commission 80/03/03 Ip 


—8004020199 Extends invitation to Commiss ionei'j as luncheon speaker at 
ALI-ABA course on atomic onet gy licensing U regulations on 
000925 

OREENi H P Fr ledi Franki Harrlsr Shrlver i Kampelman, 00/02/19 
tp 


0004030335 Discusses results of end rept* "NRC Environ Analysis of 
Nuclear Accidents Is It Adequate ** Typical EI8 fails to 
analyre Class 9 accidents despite potential for greatest 
environ harm public concern 

SPETH.O President of US l< Executive Offices 00/03/20 llpp 


— 0004030340 "NRC Environ Analysis of Nuclear Accidents Is It Adequate " 
ENTMI8LE.E i MEXLER, D Environmental Law Institute, 00/02/04 

20Dp p 


0004080037 Provides Subcommittee on Energy 8« Environ w/updated info re 
NRC need for power determinations! in response to 790001 
request Electricity demand forecasting techniques are being 
improved. Eupport Ing documentation enc 1 
AHEARNE< V F Commission 00/03/11 6pp 


— 0004080048 Forward* response to 780330 inquiry re NRC need for power 
determination procedures Need for power de termlna t Ions made 
by NRC are part of NEPA reviews required prior to CP or OL 
issuance 

HENDRIE* J M Commisfilon 78/07/19 lOpp 


—8004000039 Forwards excerpts from decisions r* need for power 
MANN I H M Atomic Safety and Lictnsing Board Panel 70/06/29 

8pp 


— 0004000063 Requests info re NRC need for power determination 
procedures^ per NRC 780522 testimony on Nuclear Siting 8< 

Licensing Act 

UEAVERt J House of Rep * Interior Insular Affairs 78/05/30 
3pp 

— B0040B0066 Asks specific questions re NRC need for power d e term 1 nat i an* 
based on J Weaver 700530 inquiry 

UOALL* M K Mouse of Rep » Intel lor 4i Insular Affairs 79/08/01 

2pp 


Q004000070 Summary of 236th ACRS meeting in Wash ing ton# DC on 800207-09 
PLESBET.H 9 ACRS - Advisory Committee on Reactor Safeguards 

80/02/22 2pp 


0004080091 Comments on GAO rept< "NRG More Aggressive Leadership 
Needed " Steps are being taken to improve Commission 
leadership In OACl recommended areas 
AHEARNC. J F Commission 60/03/14 3pp 


— B0040BOiOO Comments on OAO r»pt# "NRC More Agressive Leadership 
Needed " Steps are being taken to improve Carrtmission 
leadership in DAO recommended areas Response to rept 
recommendations end 

AHEARNE. JF Commission 00/03/14 26pp 


8004000223 Provides Subcommittee on Public Morks w/info re proposed 
changes to NRC FYBO base table Carryover funds from FY?? 
would be applied to priority unfunded tasks identified 
during post-TMI investigations 
AHEARNE. JF Commission 00/03/07 Ip 


— 0004080227 Provides Subcommittee on Energy tc Environ w/info re 
proposed change* to NRC FYSO base table Carryover funds from 
FY79 would be applied to priority unfunded tasks identified 
during post-THt invet t Igat ions 
AHEARNE, JF Commission 80/03/07 Ip 


—0004000329 Provides Subcommittee on Nuclear Regulation w/info re 
proposed changes to NRC PY0O bass table Carryover funds from 
FY79 would be applied to priority unfunded tatki identified 
during post-TMI investigations 
AHEARNE* J F Commission 80/03/07 Ip 


--0004000231 Provides Subcommittee on Energy & Power w/info re 
proposed changes to NRC FY60 base table Carryover funds from 
FY?? would be applied to priority unfunded tasks Identified 
during post-TMI investigations 
AHEARNE* J F Commission 00/03/07 Ip 


--0OO4OOO234 Provides Subcommittee on Energy Water Development w/lnfo 
re proposed changes to NRC FY0O base table Carryover funds 
from FY79 would be applied to priority unfunded tasks 
identified during post-TMI investigations 
AHEARNE* J P Commission 00/03/07 4pp 


0004000243 Provides Subcommittee on Nuclear Regulation w/response to 
800213 inquiry concerning NRC actions re federal nuclear 
waste mgt program 

AHEARNE* J F Commission 00/03/06 7pp 


—8004080250 Requests addl info re federal waste rngt program, to clarify 
NRC testimony at 800123 hearing before Subcommittee on 
Nuclear Regulation 

HART.O Senates Environment t Public Work* 00/02/13 2pp 


0004030268 Forwards lift of reactor sites to which FEMA should give 
priority in making Indspendent estimates of svacuatlon 
times* per 000114 memorandum of undere tand ing List includes 
addl sites not previously discussed, 

AHEARNE* J F Commission 00/03/04 2pp 


80040BQ317 Responds to 800221 inquiry re basis for Commission 
concurrence in amended agreement between \JB IAEA re metis 
safeguards, Amend maintains U0 nonproliferation policy stds 
to promote peaceful nuclear cooperation 
AHEARNE) JF Commission 00/03/14 2pp 


— 0004000323 Requests view* on basis for Commission concurrence in 
amended agreement between US 6 IAEA re metis safeguards, Also 
requests views on Commission expectations re responsibility 
for supply agreements under amended US 6 IAEA agreement 
CHURCH* F Senate* Foreign Relations Committee 00/02/21 5pp, 


8004090066 Weekly info rept for wk ending 800314 

REHM* T A Office of the Executive Director for Operations, 
80/03/14 29pp, 
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8004100509 Dl»cu»i«« prioritits r# reiumption o# lic«n*lng 

nuclBJr pouer ti issuing CP% In rstponis to 791121 

Itr Prlorlig uiill contlnuo to be glv«n to operating plants 
af oppoierf to plant* aualtlng CPi 
AH^ARNE. JF Gomtnlstion 60/02/12 Ip 


— 8004100^513 Difcuettfi balancing of priorltlet re licensing tt 
Imp limentatlon of po»t-TMI safety Tecommendatlon* Equally 
intensive effort should be focused on plants in need of OLs 
U CPs 

HCCOLLAMiW Edison Electric Institute 79/12/31 2pP 


8004100592 l^eetly info rept for wk ending 600321 

REHM.T A Office of the Eiecutive Director for Operations 
80/03/25 24pp 


8004140392 Provides addl comments re fi0022i discussion on advanced 
reactor research program Decision re continuation of NRC 
advanced reactor safety research program should he separable 
from DOE deveiepfnent programs 
KENDRIE.JM Cornmlssion 80/03/16 Ip 


8004140457 Ueekly Info rept far week ending 800328 

REHM, T, A Office of the Eiecutive Director for Operations 
80/04/04 54pp 


8004150137 Notifies of reappointment to ACR8 for four-yr term 
beginning 600401 

AKEARNE.J F Commission 80/03/11 Ip 


8004150317 Notifies of re appointment to ACR8 for four-yr term 
beginning 60040S 

AHEARNEiJF Commission 80/03/11 Ip 


^ 8OO41A0OS4 Ack receipt of Recommendation 79-5>re hybrid rulemaking 
procedures of FTC Indicates that recommendation & end rept 
should prove helpful to KRC 
AHEARNEjJ F Commission 80/03/10 2pp 


—0004160030 Forwards Recommendation 77-5ire hybrid rulemaking 
procedures of FTC Requests NRC support St cooperation re 
Imp lensntatlon 

BABCOCKtS U Administrative Conference of the U 8 80/01/08 

5pp 


8004160166 Requests comments on proposed rulimaking concerning disposal 
of raduattes produced by nuclear facilities Comments due by 
800419, FR notice end 

AHEARM£«J F Commission 80/03/18 Ip 


— 8004160190 Requests comments on proposed rulemaking concerning disposal 
of radurastes produced by nuclear facilities Comments due by 
600415 FR notice end 

AHEARNE.J F Commiision 60/03/12 2pp 


■** -8004 160193 Requests comments on proposed rulemaking concerning disposal 
of raduattes produced by nuclear fadlltlee Comments due 
by 800419 PR notice end 

AHEARNEiJF Commission 00/03/12 2pp ^ 


— B004160176 Raquests comments on proposed rulemaking concerning disposal 
of raduastas produced by nuclear facilities Comments due by 
by 800419 FR notice end 
AHEARNEiJ, F. Commission 80/03/12 2pp 


*“-8004160200 Requests comments on proposed rulemaking concerning disposal 
of raduattes produced by nuclear facilities Comments due by 
B004LB FR hotlce end 

AHEARNEiJ. F. Commission 80/03/12 2pp 


— 8004160202 Reques ts comments on proposed rulemaking concerning disposal 
of raduaetes produced by nuclear facilities Comments due by 
800418 FR notice end 

AHEARNEiJ F Commission 80/03/12 2pp, 


— 8004160203 Requests comments on proposed rulemaking concerning disposal 
of raifuiaites produced by nuclear facilities Comments due by 
800415 .fr notice end 

AHEARNEiJ F. Commission 80/03/12 2pp 


— 8004160206 Requests comments on proposed rulemaking concerning disposal 
of raduattes produced by nuclear facilities Comments due by 
800415 FR notice end, 

AHEARNEiJ, F. Commission 80/03/12 2pp 


—8004160209 Requests comments on proposed rulemaking concerning disposal 
of raduastas produced by nudaar facilities Comments due by 
800419, FR notice and 

AHEARNEiJ F Commission. 80/03/18 2pp 


' — 8004160212 Requests comments on proposed rulemaking concerning disposal 
of radwastes produced by nuclear facilities Comments due by 
800415 FR notice end 

AKEARWE. J F Commission 80/03/12 2pp 


— 8004160215 Requests comments on proposed rulemaking concerning disposal 
of raduastes produced by nuclear facilities Comments due by 
B0D41S FR notice end 

AHEARNEiJF Commission 00/03/12 2pp 


^-8004160220 Requests comments on proposed rulemaking concerning disposal 
of raduastes produced by nuclear facilities Comments due by 
600419 FR notice end 

AHEARNEiJF Commission 80/03/12 5pp 


8004170112 Accepts invitation to speak to Neu York Patent Law 
Assoc iatlon in Nag 

HENDRiEiJ N Commission 80/02/27 Ip 


— 8004170117 Extends Invitation to be guest speaker in Mayiat annual 
dinner meeting for Neu York Patent Lau Association 
STRASSERiJ A Hill it Knouil ton# I nc 80/02/19 2pp 


80041B0008 provides Subcommittee on Nuclear Regulation u/response to 
791207 Itfifluestlon 2 d concerning H R 5809 & 5819 re lou 
level raduiasto disposal States should approach uaste 
disposal problem on regional basis 
AHEARNEiJ F Commission 80/03/31 6pp 


'’-6004100016 Requests response to questions re lou level raduaste 
disposali for related 800124 & 25 hearings H R 5009 5019 

end 

HARTiO 6enata« Environment 8« Public Work* 79/12/07 llpp 


6004180023 Piscustes NRC actions taken in response to recommendations 
in OAO repti ^’Radiation Control Programs Provide Limited 
Protection “ Insp follouup procedures uill be established to 
verify that serious violations are corrected 
AHEARNEiJ F Commission 00/03/31 4pp 


— 8004180070 Foruarda position paper supporting Agreement Gtate program 
Paper includes comments on advantages of Agreement State vs 
NRC adminl ster Ing radiation health & safety program 
TEDFQRD.C F Arltona« State Of 80/01/23 6pp 


— 8004180082 Discusses NRC actions taken in response to recommendations 
In OAO repti ''Radiation Control Programs Provide Limited 
Protection " Insp follauiup procedures uill be established to 
verify that serious violations are corrected 
AHEARNEiJ F Commission 80/03/31 4pp 


— 8004180086 Provides 6ohcommittee on Nuclear Regulation w/NRC response 
to recommendations in OAO repti "Radiation Control Programs 
Provide Limited Protection " Insp follouup procedures uill 
be esteblished 

AHEARNEiJ F Commission 80/03/31 4pp 


— 8004180095 Provides Subcommittee on Energy it Environ w/NRC response to 
recommendations in OAO repti "Radiation Control Programs 
Provide Limited Protection " Insp follouup procedures uill 
be established 

AHEARNEiJF Commission 80/03/31 4pp 


—8004180097 Provides Subcommittee on Energy 6 Power u/NRC response to 
recommendations in OAO repti "Radiation Control Programs 
Provide Limited Protoction " Insp follouup procedures will 
be established 

AHEARNEiJ. F, Commission 00/03/31 4pp 


— 8004180100 Provides Subcommittee on Envlroni Energy Ic Natural Resources 
u/NRC response to recommendations In OAO repti "Radiation 
Control Programs Provide Limited Protection " Insp follouup 
procedures uill be established 
AHEARNEiJF Commission 80/03/31 4pp 


— 8004180101 Oiscufsei NRC actions taken in response to recommendations 
in OAO repti "Radiation Control Programs Provide Limited 
Protection " Insp follouup procedures uill be established to 
verify that serious violations are corrected 
AHEARNEiJF Commission 80/03/31 4pP 


— 8004180103 Discusses NRC actions taken in response to recommendations 
in OAO repti "Radiation Control Programs Provide Limited 
Protection " Insp follouup procedures uill be established to 
verify that serious violations are corrected 
AHEARNEiJ F Commission 80/03/31 4pp 
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800418012Q Provides Subcommittee on Energy & Water Development ui/ "Rept 
to Congress on Resident Inspector Programi " In response to 
Committee on Interstate fc Foreign Commerce request 
accompanying NRC Authorl lation Dill for FY79 W/o end 
AHEARNE. J F Commission 90/03/29 Spp 


“-8004180142 Provides Subcommittee on Energy it Environ u/"Rept to 
Congress on Resident Inspector Program* “ In response to 
Committee on Interstate Foreign Commerce request 
accompanying NRC Author i lation Dili for FY7? W/o end 
AHEARNE- J F Commission BO/03/35 2pp 


— 80041Q0193 Provides Subcommittee on Energy Water Development ui/ "Rept 
to Congress on Resident Inspoctor Program*'’ in response to 
Committee on Interstate 8t Foreign Cummerco request 
accompanying NRC Authorization Dill for FV79 W/o end 
AHEARNEi J F Commission 00/03/25 2pp 


—•0004100164 Provides Subcommittee on Energy tt Power w/ "Rapt to Congress 
on Resident Inspector Program*" in response to Committee on 
Interstate t* Foreign Commerce request accompanying NRC 
Authorization Dill for FY79 
AHEARNEiJ F Commission 80/03/23 3pp 


~“8004l80t7S Provides Subcommittee on Nuclear Regulation «/ ”Rept to 
Congress on Resident Inspector Program*" In response to 
Committee on Interstate St Foreign Commerce request 
accompanying NRC Authorization Dill for FY79 W/o end 
AKEARNE/J F Commission 80/03/25 Spp 


— 8004180105 Forwards "Rept to Congress on Resident Inspector Program* 
in response to Committee on Interstate Foreign Commerce 
request accompanying NRC Author 1 zat ion Dill for FY79 
W/o encl 

AHEARNE* J F Commission 80/03/25 2pp 


—8004100193 Provides Gubcommittoe on Environ* Energy* 4« Natural Resources 
uj/ "Rept to Congress on Resident Inspector Program* ” in 
response to Committee on Interstate 5? Foreign Commerce 
request accompanying NRC Authorization Dill for FY79 
AHEARNE* si F Commission 80/03/29 2pp 


--8OO410O197 "Rept to Congress on Resident Inspector Program " 
OREHER<E Office of Inspection &t Enforcement* Office of the 
Director THQMPaON* 8 R , SUIDERiJ.E Tetnekron* Inc 00/03/31 

61pp 


6004180211 Responds to 800129 itr re NRC emphasis on emergency planning 
for nuclear accidents NRC S* FEHA cooperate In developing 
emergency planning rules related state guidance 
AHEARNE* J F Commission 80/03/10 Ip' 


— 0004100220 Comments on proposed rule re emergiocy planning more 
emphasis should be placed on planning for probability of 
catastrophic nuclear accident in context of potential danger 
from nuclear weapons V other possible diasters 
WYDLERi J W Mouse of Rep 00/01/20 Ip 


0004180240 Provides Subcommittee on Energy St Environ w/response to 
800311 questions for record of subcommittee hearing on FY01 
budget request 

AHEARNE* J F Commission 00/03/20 26pp 


8004100279 Forwards response to 791206 Inquiry re NRC Agreement States 
program Church Rock dam failure RI submittal satisfied 
Atomic Energy Act* Section 274 requirements for admission as 
Agreement State 

AHEARNE* J F Commission 80/03/17 lOpp 


'8004180290 Advises that Environ Improvement Board will promulgate 
implementation of proposed revisions to regulations re 
health tt environ aspects of radiation 
DACA*T E New Moxicq, State of 79/lO/lB Ip 


0004180304 Responds to 79U20 Itr re certain aspects of NRC proposed 
new iOCFR60f "Disposal of High Level Raduiaste in Geologic 
Repos i toriesi Procedural Aspects " Need for in situ testing t( 
exploration supported by USDS* NAG S<l earth science community 
AHEARNE, J F Commission 80/03/10 3pp 


— 6004160311 Responds to 791120 Itr r« certain aspects of NRC proposed 
new 10CFR60* "Disposal of High Level Hadwaste in Geologic 
Repos i toriesi Procedural Aspects " Need for in situ testing & 
exploration supported by UDOBrNAS earth science community 
AHEARNEiJ F Commission 80/03/10 Spp 


— 8004180319 Comments on Proposed Rule 10CFR60 multiple geologic testing 
exploration unnecessary & costly NRC should support DOE 
repository development program 

WYDLERi vl W House of Rep i Science Technology 00/01/20 2pp 


8004230095 Responds to SDOilB Itr re concern & d Issatisf ac tion 
w/Region 1 workshop on proposed changes In NRC roles on 
emergency preparedness Memo providing summary of results of 
four workshops end Apologizes for inconvenience 
AHEARNEiJ F Commission 80/03/21 2pp 


' — 8004230110 Discusses four workshops re proposed emergency planning rule 
changes held on 800115*17*22 S< 24 Rept will be prepared 
summarizing lessons learned from series of workshops ro 
conduct of public meetings Agenda encl 

OQLLERiK R Division of Biting* Health it Safeguards Standards 
00/01/28 7pp 


*•“0004230118 Informs NRC of deep concern it d i ssa 1 1 1 fac 1 1 on w/Reglon I 
workshop on emergency planning held 800115 Meeting 
accomplished next to nothing Suggests NRC undertake 
extensive measures to recover valuable comments tc Input 
VANOENDUROH* D E Yankee Atomic Electric Co 80/01 /IQ 2pp 


0004240528 Forwards polnt-by-point response to ACR9 800311 rept ra 
near-term OL items from Draft 3 of NUREO-0660 Criteria used 
in near-term OL reviews are not suitable for all licensees 
DIRCKSiW J Office of Nuclear Material Gafety L Bafeguards 
00/04/01 llpp 


0OO42SOO46 Weekly Info rept for wk ending 000404 

REHM* T A Office of the Executive Director for Operations 
00/04/09 aopp 


0004280446 Ac k receipt of paper. "Practica 1 Development of Safety 
Requirements " Forwards Rogovln rept W/d encl 
KENNEDY* R T Commission 00/01/31 Ip 


8004280440 Act receipt of BOOllO telegram Will be unable to attend 15th 
Inti Nuclear Energy Symposium 
KENNEDY, R T Commission 00/02/04 ip 


0004260450 Forwards summary of NIT meeting re Seabrook licensing 
proceedings W/o end 

KENNEDY* R T Commission 00/02/06 Ip 


0004200455 Ack receipt of 800123 Itr re agreement state program 
Proposals contained in Itr will be helpful in promoting 
better relationships between NRC states 
KENNEDY* R T Commission 80/02/00 Ip 


—8004280459 Discusses need to reaffirm agreement state program Details 
specific areas where program improvements are required. 

TELFORD* G F Arizona* State of, 80/01/23 6pp 


60042D0464 Supports comments contained in Itr published in 000220 
Washington Post Encourages efforts to correct editorial 
Imbalance re nuclear industry 
KENNEDY* R T Commission 00/02/20 Ip 


0004280460 Ack receipt of rapt of Oovernor't ComtnitsiDii on TMI Will 
forward Special Task Force Rept on TMI In near future 
KENNEDY* R T Commission 80/03/05 Ip 


BOO420O471 Forwards papers W/o encl 

KENNEDY. R T Commission 79/12/21 Ip 


0004280405 Ack receipt uf comments on recent visit to U8 Shares 
conclusion that inti cooperation Is of increasing 
importance 

K£NNEDY*R, T Commission 79/12/21 Ip 


— 8004200400 Discusses impressions from recent tour of U& Necessity uf 
Inti cooperation in energy field is of ifpmost importance 
HAKANSSON*K Sweden 79/12/11 Ip 


0004290126 Withdraws as speaker at 15th Inti Nuclear Energy Symposium* 
due to extensive safety reviews following TMI 
KENNEDY* R T Commission 79/12/28 Ip 


8004290131 Offers congratulations on reappointment as acting chairman 
of Japan Atomic Energy Commission 
KENNEDY* R T Commission 80/01/02 Ip 


8004290134 Extends thanks for copy of proceedings of symposium on 
"Energy - What Now " 

KENNEDY* R T Commission 00/01/29 Ip 


3004290144 Forwards Rogovln Rept W/o encl 
KENNEDY* R T Commission 00/01/31 Ip, 
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6004300231 Extends Appreciation ^or rept« “Intel 1 lienee RaqulremBntt 
for the l9B0'i Elements of Intelligence " 

KENNEDY. R T Commlsilon BO/01/04 Ip 


8004300233 Act receipt of T Ipponmatsu paper 
KENNEDY, R T Commies Ion 79/12/20 Ip 


8004300591 Reeponde to invitation to attend lecture on B00205 
Other commitment* prevent attendance 
KENNEDY, R T CommUtlon 00/01/30 IP 


0004300597 Suggott* 000414-17 a* best datee for meeting in A7 
KENNEDY. R T Commiiilon 79/12/27 Ip 


B004300601 Reipond* to 800312 Itr re NRC research involving human 
lubiect* Forward* FY0O program brief* for three project* 
Involving human subject research 

DUDNITZrR J Division of Reactor Safety Research FIN Q-22B3 
00/04/ 15 4pp 


— B004300608 Requeiti info re NRC research projects involving human 
subjects Forwards PL 99-A22 establishing Commission for 
ftudg of ethical problem* in research programs 

MlSHKINf B President's Comm for Study of Ethical Prob in Med 1» 
Blome It Behav Research 60/03/12 Qpp 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


6004010002 Notification of contract execution, Mod 9 to "Evaluation of 
Thorium Content of Human Tissues From Grand Junction, Co " 

Contractor NY Univ Medical Ctr 

HAOEYrH Research Contracts Branch FIN D-5756 NRC-04-7f»-359 

00/02/25 Ip 


—8004010009 Mod 5, extending period of performance it increasing funds, to 
"Evaluation of Thorium Content of Human Tissues From Grand 
Junction, Co " 

MORTON, K V Research Contracts Branch POTTER, J P New York 
Univ FIN B-97S6 NRC-04-76-358 80/02/25 4pp 


0004020205 Notification of contract execution. Mod 4 to “Bubble 
Behavior in LMF9R Core Disruptive Accidents " Contractor 
Univ of VA 

JACOBS, A Research Contracts Branch FIN D-561d> NRC-04~75-316 

00/02/15 Ip 


—0004020215 Hod 6, adding funds, «x tending term through 600930 I* providing 
addl scope, to "Bubble Behavior in LMFBR Core Disruptive 
Accidents “ 

MORTON, K V Division of Contract* MUNOER, P L Virginia. Univ 
Of FIN B-5616 NRC-04-75-3U 80/02/15 4PP 


8004030011 Notification of contract execution, Mod 4 to "Mobile Lab “ 
Contractor Mobile 8gt 

WIOOINS, E Administrative Contracts Branch NRC-05~79-257 
60/03/2b Ip 


—0004030014 Mod 4, extending delivery schedule for Items E 2 I, E 3, to 
"Mobile Lab " 

MATTIAiH J Administrative Contracts Branch KIMMEL, J J Mobile 
By s tins, NRC~09-79~257 B0/O3/2A Ip 


B004030020 Notification of contract execution, Mod 3 to "Pioneer 
Uravan Mill Tailings Evaluation “ Contractor FC Hart 
Associates. 

EDOEHQRTHfP J Technical Assistance Contracts Branch FIN 8-6923-9 
NRC-02-79-051 80/03/19 Ip 


--0OO4O3OO23 Mod 3, extending period of performance, to "Pioneer Uravan 
Mill Tailings Evaluation " 

DOUGHERTY, D J Technical Assistance Contracts Branch FIN 
B-6923-9 NRC-02“79-09i 00/03/19 tp 


8004030032 Notification of contract execution, Mod 2 to "Advanced 
Process Control " Contractor Science App 1 Ications, Inc 
FOSTER, J K Technical Assistance Contract* Branch FIN B-6930-9 
NRG-02-79-043. 00/03/17 Ip 


“0004030037 Hod 2, revising statement of work, changing project officer, 
adding Article 9 to schedule S, extending performance period 
to "Advanced Process Control '* 

DOUGHERTY, D J Technical Aselstanc* Contracts Branch, TREVINO, T, 
Science Applications, Inc FIN B-6930-9, NRC-02-79-O43-1 

00/03/17. 3pp 


0004030040 Notification of contract execution "Lease 10 Class III 
Sedans " 

FLYNN, M Administrative Contracts Branch NRC-lO-SO-371 00/05/05 
Ip 


— 0004030044 Contract "Lease 10 Class MI Sedans," awarded to Ne Try 
Harder, Inc 

MATTIAiM J Administrative Contracts Branch NRC-lO-00-371 
ao/09/05 61 pp 


00040401 16 Not i f ication of contract e xecution, Mod 1 to "Auxiliary 
It Emergency Feedwater Pump Reliability " Contractor 
Franklin Research Ctr 

HDYLE, A Administrative Contracts Branch FIN D-6019 
NRC-03-79-161 00/02/20 Ip 


— 0004040120 Mod 1, extending performance period to 0OO63D, to "Auxiliary 
I, Emergency Feedwater Pump Reliability " 

PERLMAN, J Division of Contracts ASHTON, A M Franklin 
Insti tUto/Franklln Research Center FIN D-6Q19 NRC-03-79-161 

80/02/20 Ip 


0004040194 Notification of contract execution. Mod 2 to "Enhancement of 
Nuclear Matls Hgt L Safeguards 0gs " Contractor Boeing 
Computer Bves Co 

FOSTER, J M Technical Assistance Contracts Branch FIN B-6902-9 
NRC 02-79-050 00/03/17 Ip 


— 0004040162 Mod 2, adding Article 9 re utiliiation of small business 
concerns & d isadvantaged ownership L control, to "Enhancement 
of Nuclear Matls Mgt 8, Safeguard* 8ys " 

DDUGHERTY, 0 J Technical Assistance Contracts Branch 
HOPKINS, H R Booing Computer Services, Inc (subs of Boeing Co ) 
FIN D -6902-9 NRC-02-79-050 80/03/17 2pp 


0OO4O4O1BO Notification of contract execution, Mod 1 to "Syntheiis of 
Physical Security 6 Mail Control b Accounting Assessment 
Results " Contractor Science App 1 i cations, Inc 

FOSTER, J M Technical Assistance Contracts Branch FIN B-6412-9 
NRC-02-79-029 BO/03/21 Ip 


'-0004040106 Hod 1, adding Article 9 re utilisation of small business 
concerns I, d 1 sadvantaged individual ownership 6 control, to 
"Synthesis of Physical Security 8t Matl Control 6 Accounting 
Assessment Results " 

DOUGHERTY, D J Technical Assistance Contracts Branch TREVINO, T 
Science Applications, Inc FIN a-64l2-9 Nnc-02-79-029 

00/03/21 2pp 


0004040197 Hod 2, extending performance period, to "Licensing Assistance/ 
Tailings Mgt Program Technical Evaluation Exxon Highland U 
Mill " 

DOUGHERTY, D J Technical Assistance Contracts Branch FIN D-6446-9 
NRC-02-79-031 00/02/29 Ip 


0004040212 Notification of contract execution, Mod 3 to "Cyprus Mines 
Corp, Hansen Project Mill Tailing* Evaluation " Contractor 
FC Hart Associates 

EDGEWORTH, P J Technical Assistance Contracts Branch FIN D-6927-9 
NRC-02-79-056 00/03/19 Ip 


— 0004040217 Mod 3, extending period of performance, to "Cyprus Mines Corp, 
Hansen Project Mill Tailings Evaluation " 

DOUGHERTY, D J Technical Assistance Contracts Branch FIN 
0-6927-9 NRC-02-/9-056 00/03/19 Ip 


6004040435 Notiflcatloh of contract execution, Mod 2 to "Util Mgt 
^ Technical Resources "Contractor Teknekron Research, Inc 
MENC2EA,N B Technical Assistance Contracts Branch FIN 0-6024 
NRC-O3-a0-tO5 00/03/07 Ip 


— 8004040454 Mod 2 changing Article 1 description of work re info to 
be collected from licensees, to "UtU Mgt L Technical 
Resources" 

DOUGHERTY, D J Technical Assistance Contracts Branch FIN B'6024 
NRC-03-aO-109 BO/03/07 6pp 


— 0004040464 Forwards addl info needed to evaluate mgt 6 technical 
resource* available to licensees Representative of 
Teknekron will contact licensees by telephone to obtain 
data 

DENTON H R Office of Nuclear Reactor Regulation 00/02/20 9pp 


0004070003 Notification of contract execution, Mod 1, to "Evaluation of 
Matl Interactions for Advanced Reactor 8yt " Contractor 
Aeroepace Corp 

MENCZER,I4 0. Technical Assistance Contracts Branch NHC-03-79-126 
80/03/07 Ip 



NONDOCKETED ITEMS 


365 


— 0004070007 Mod li extending period of performance to 000304-0507. to 
"Evaluation of Mat! Interactions for Advanced Reactor Sys " 
DOUGHERTY. 0 J Administrative Contracts Dranch NRC-03-79-12i 
00/03/07 Ip 


0004070006 Motiflcation of contract ex ccut 1 on. Mod 6 to "Safety Analysis 
i. Experiments for Alternative Reactor Concepts " Contractor 
Northwestern Unlv 

HAGEYfH Research Contracts Branch FIN A-4064 NRC-04’-75*-l99 

80/03/14 Ip 


— 8004070009 Mod 6. extending period of performance to two years 
u/fondingito "Safety Analysis 8t Experiments for Alternative 
Reactor Concepts ” 

MQRTDNi K V Research Contracts Branch HINTZER. D Northwestern 
Univ FIN A-4064 NRC-04-75-t99 80/03/14 4pp 


— 80040QD610 Contract "Shuttle Bus Svc ■ " awarded to Deltway Limousine 
8vc I Inc 

MATTIA.M J Adfliinl strat 1 ve Contracts Branch ROBERTSON. J 

Beltway Limousine Service. Inc NRC- 10-80-372 80/04/0i 4p p 


8004080618 Submits Jan 1980 rept on NRC-O3-B0-103. "Util Mgt U 
Technical Resources " Efforts concentrated on rovleui ?< 
evaluation of licensee submittals Extended contract may be 
necessary unless utils respond promptly to enc 1 NRC Itr 
POWERS. J A Teknekron Research, Inc NRC-03-B0- 1 05 80/02/05 

2lpp 


8004090263 Notification of contract e x ec ut 1 on, Mod 1 to "Advanced 
Process Control " Contractor NUSAC. Inc 

FOSTER, J M Technical Assistance Contracts Branch FIN D-6437-9 
NRC-02-79-043-2 00/03/ 17 Ip 


0004070025 Notification of contract execut ion. Mad 3 io "Study of 
Consumer Products Containing Radioactive Mat! " Contractor 
Science App 1 1 cations, Inc 

EDGEWORTH, p J Technical Assistance Contracts Branch FIN 8-0200 
NRC-02-7a-045 00/03/20 ip 


— GOO4O9O40S Mod 1. revising statement of work 8. extending period of 
performance to 800908. to "Advanced Process Control " 

DDUOHTERV. D T Technical Assistance Contracts Branch LUMD. R T 

NUBAC. Inc FIN D-6437-9 NHC-02-79-043-2 80/03/17 3pp 


— 0004070032 Hod 3. adding new task under Article 1, Section 2 0 re 
assessment of current criteria 8. regulatory policy for 
consumer products, to "Btudy of Consumer Products Containing 
Radioactive Matl " 

DOUGHERTY, 0 J Division of Contracts FIN B-0280 NRC-02-70-045 

80/03/20 2pp 


8004070096 Notification of contract execut i on. Mad 2 to "Beating Rock 
Masses " Contractor Univ of AZ 

HAOEY.H Research Contracts Branch FIN D-6627 NRC-04-70-271 

80/02/22 ip 


0004100020 Notification of contract execution '‘Licensing Assistance/ 
Tailings Mgt Program Technical Evaluation," awarded to 
JK Klelnfelder & Assoclatos 

EDOEWQRTH. P Technical Assistance Contracts Branch 
NRC-02-79-031-05 80/03/07 Ip 


— 6004100023 Conti act "Licensing Ass istance/Tal 1 Ings Mgt Program 
Technical Evaluation, " awarded to JH Klelnfelder 
Associates 

DOUGHERTY. D J Technical Assistance Contracts Branch MCRAE, 0. H 
J K Klelnfelder 8, Associates NRC-02-79-031~05 80/03/07 12pp 


—8004070100 Had 2, adding no cost extension. to "Sealing Rock Masses " 
HORTON. K V Research Contracts Branch CARR, 8 E Arixona. Univ 
of FIN B-6627 NRC-04-78-27 1 00/02/22 2pp. 

B00407012S Notification of contract execution "Licensing Assistance/ 
Socioeconomic Impacts Cva luat ions. " awarded to Bocial 
Research U Applications 

EDOEWQRTH. P J Technical Assistance Contracts Branch 
NRG-02-Q0-032-02 80/02/25 Ip 


—8004070140 Contract "Licensing Ass 1 s tance/Soc ioeconomlc Impacts 
Evaluations." awarded to Social Rosearch t. Applications 
DOUGHERTY. D J Technical Atslttance Contracts Branch 
STERLING. A W Social Research Applications Corp 
NnC-02-B0-032-02 60/02/25 12pp 


6004080105 Notification of contract execut Ion, Mod 1 io "Photographic 
3vcs " Contractor MD Color Photo 

WIGGINS. E Administrative Contracts Branch NRC-IO-GO-AAO 
80/03/10 Ip 


— 8004080127 Mod l. replacing Wage Determination 74-65. Ravi • i on 4 
w/Wage Determination 80-17. to "Photographic Qvc# " 

MATTIA.M J Division of Contracts NRC-10-80-660 80/03/10 

3pp 


8004080237 Notification Of contract execut Ion. Mod 3 to "Bys Malnt 
Programming " Contractor Inti Business Bves 
HAGAN, T F Administrative Contracts Branch NRC~10-79-372 
00/03/18 2pp 


8D04100169 Notification of contract execution, Mod 0 to "Qfc of Hgt 6 
Program Analysis Mgt Info Bys Malnt Support Sves " 

Contractor Small Outlness Admlnstratlon Subcontractor 
Logical Technical Bves Corp 

MAOAN, T F Administrative Contracts Branch NRC-07-77- 178 
00/03/24 Ip 


--8004100194 Mod B. revising delivery schedule for project status repti, 
to "Qfc of Mgt L Program Analysis Mgt Info Syi Malnt Support 
6vcs " 

MATTIA.M xi Division of Contracts OUIGLEV, J R Bmall Dusiness 
Administration ORCENLCE, E A Logical Technical Bervlce Corp 
NnC~07-77-17Q 00/03/24 2pp 


800410033? Notification of contract e xecut ion. Mod 4 to "NRG/TMl 610 
Rapt Bves " Contractor JF Holman & Co Inc 
HAGAN. T F. Administrative Contracts Branch NRC-lO-79-668 
80/03/27 ip 


— 0OO41OO3<12 hod 4. reviling delivery schedule it extending period of 
performonc e. to "NRC/TMl 010 Rept Bves " 

MATTIA.M J Adminlitrative Contracts Branch HOLMAN, J F John F 
Holman 6 Co . Inc NRC-10-79-66Q 80/03/27 2pp 


8004100354 Notification of contract e xecution, liod 1 to "Engineering 
Atslttance Related to Hearings for South TK Antltruit tc 
Commanche Peak Antitrust Proceedings " Contractor RU Beck 
£( Associates 

OLAOOLA. A F Technical Assistance Contracts Branch FIN B-6523, 

til' 


— B004080241 Mod 3. extending period of performance to "Bys Malnt 
Programming " 

MATTIA.M J Administrative Contracts Branch FLETCHER. 0 w 
International Business Borvicst. Inc TUNSTALL, J E Small 
Business Administration NRC-10-79-372 00/03/18 3pp 


8004080326 Notification of contract execution "Economic Assistance 
Related to Antitrust Hearings For South TX Antitrust & 

Commanche Park Antitrust Proceedings," aworded to Transcomm. 

Inc 

GLAGOLA. A F Administrative Contracts Branch FIN D-6593 
NRC-03-80-129 BO/Ol/U Ip 


—8004080340 Contract "Economic Assistance Related to Antitrust Hearings 
for South TX Antitrust & Commanche Peak Antitrust 
Proceedings." awarded to Transcomm. Inc 

DDUOHERTY.D J Division of Contracts LERNER.NC Transcomm. 

Inc FIN B-6593 NRC-03-00“ia9 80/01/14 5pp 


8004080603 Notification of contract execution "Shuttle Bus Svc." 
awarded to Beltway Limousine 8vc. Inc 

WlOGlNBiE Administrative Contracts Branch NnC-lO-BO-372 
80/03/28 Ip 


8004100360 Notification of contract execution. Mod 10 to "Performance 
Testing for Personnel Dosimatry " Gontrector Univ of MI. 

GUSTAVE. R P Research Contracts Branch FIN B-10490 
NRC-0 1-77- 100 80/03/24 Ip 


— 8004100363 Mod tO. extending period of performance Ik adding addl work ^ 
funding, to "Performance Testing for Personnel Doeimelry " 

MDRTON.K V Research Contracts Branch MULDER. H J Minnesota. 

Univ of. Minneapolis FIN B-10490 NRC-O1-77-1D0 80/03/24 

3pp 


8004100366 Notification of contract execut ion. Mod 3 to 
"Character liat ion S. Class if Ication of Geologic Faults & 
Fractures In Appalachian Foldbelt " Contractor FL State 
Univ 

GUSTAVE. R P Research Contracts Branch. FIN D-10539 
NRC-01-7Q-004 80/03/17 ip 
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— 9004100369 Mod 3< extending period of porformance w/no lncrea«e In 
fund«<ta "Characttri latlon tt Clatti f ication of Oaologic 
Fault* & Fracture* in Appalachian Foldbolt " 

HORTON. K V Re»«arch Contracts Branch JOHNSON* R M Florida 
State Unlv FIN D-10539 NRC-0 1-7B-004 00/03/17 Ip 


8004100923 Notification of contract ejtecution, Mod 9 to “Flood 
Protection " Contractor US Army Coastal Engineering Research 
Ctr 

MENCZERiM B Technical Asiiitanco Contract* Branch FIN B-g075 
NRC'‘03-77“006 00/03/20 1 p 


—8004100524 Hod Siincraasing funds to "Flood Protection " 

DOUOHERTV. D J Technical Assistance Contract* Branch FIN B-S073 
NRC •'03-77-006 00/03/20 Ip 


0004100829 Notification of contract eiecutlon. Hod I to "Oeotechnical 
Engineering Case Rsvieus " Contractor US Army Corps of 
Eng Ineers 

MENCZERrH S Technical A«*l stance Contracts Branch FIN Q-6B26 
NRC-03-79-167 00/03/20 Ip 


— 8004100531 Mod I# Increasing funds to "Oeotechnical Engineering Case 
Revieu* " 

DDUOHERTV. 0 J Technical Assistance Contract* Branch FIN 0-6026 
NRC-03-79-167 90/03/20 Ip 


0004100572 Notification of contract executioni Hod 7 to "Design of 
IFHIS " Contractor Small Businets Administration 
Subcontractor Technatsociatasi Inc 

HAOANfT F Administrative Contracts Branch FIN 0-5131 
NRC-10-00-399 00/03/18 Ip 


—8004100576 Mod 7* revising delivery schedule of Task 3ar2h <» 3 t 
titending performance period through 000915* to "Design 
of IFHIS " 

MATTIArM J Administrative Contract* Branch TUNBTALL. J E Bmall 
Dutinets Administration YTHIER*P. Technassoc iatasi Inc FIN 
0-5131 NRC-lO-aO-395 80/03/18 Spp 


0004100596 Notification of contract eiecutlan. Hod 3 to "Reactor 
Vessel Irradiation Darnage " Contractor Naval Research Lab 
OLAOOUArA F Technical Assistance Contract* Branch FIN 8-6009 
NfiC-03-79-l4a 00/03/20 Ip 


—0004100600 Mod 3iertendlng period of performance through 800530* to 
"Reactor Vestel Irradiation Damage " 

DOUOHERTV* D J Administrative Contracts Branch PIN 0-6809 
NRC-03-79- 148 00/03/20 Ip 


8004150166 Notification of contract eiecutlon Mod 4 to "Kinetics of 
Chlorine-Ammonia in Sea Water " Contractor. Univ of NC 
JACOBS* A Research Contracts Branch FIN 0-6240 NRC-04-77-1 19 

00/03/13 Ip 


— 0004190171 Hod 4iBittnding period of performance for addl 14 months at 
no extra cost* to "Kinetics of Chlorine-Ammonia in 8ea 
Water " 

HORTON* K Research Contracts Branch HOLCOMB* 0 R< North 
Carol inai Univ of FIN 0-6240 NRC-04-77-i 19 00/03/13 2pp 


0004210117 Notification of contract execution* Hod 5 to "Programming in 
Support of Payroll ays Development " Contractor Bmall 
Busintst Admins tration Subcontractor Technassoclates* Inc, 

HAOENi T F. Administrative Contract* Branch NRC- 1 0-79-373 

aB3-4“0-8<A>“79, BO/OS/ie Ip 


— 8004210119 Hod 5* changing uordlng of Articles I t* HI & extending 
period of performance through 800530 to "Programming In 
Support of Payroll Sys Development " 

MATTIAfM J Admlnietrative Contracts Branch TUNBTALL. J E Small 
Busineii Administration YTH1ER*P Technassoc iaies* Inc 
NRC-iO- 79-373 a03“4“O-8<A>-79* 00/03/10 3pp 


0004230523 Notification of contract execution* Hod 2 to "Subsurface 
Radar Profiling Study of Haxey Flail* KV* Waste Disposal 
Region. " Contractor Oco-Centers* Inc 

WOLLETT.B A Research Contract* Branch FIN D-6349 NRC-04-79-190 

00/04/02 Ip 


— 8004230528 Hod 2* extending terms of contract* to ''Subsurface Radar 
Profiling Study of Haxey Flats* KY* Waste Disposal Region " 

HORTaN. R V. Research Contracts Branch BEER8*R H Oeo-Centers* 
Inc, FIN 0-6349. NRC-04-79-190 80/04/02. 5pp 


0004240009 Notification of contract execution* Hod 4 to "Thermal 
Hydraulic Stability Analysis Relating to LWR. " Contractor 
Rtnitelatr Polytechnic Inst 

JACOBS* A Research Contracts Branch. FIN B-7230 NRC-03-78-12B 

80/04/07. Ip 


— 8004240015 Mod 4* increasing funds. to "Thermal Hydraulic Stability 
Analysis Relating to LWR “ 

HORTON. K V Research Contracts Branch FIN 0-7230 
NRC-03-78-120 80/04/07 Ip 


8004240033 Notification of contract eiecuti on* Mod 9 to "Consulting Svcs 
<AE) Related to Evaluation of Facility Concepts* Cost 
Estimates 4* Schedules for Experimental Facilities " 

Contractor Burns t* Roe. Inc 

MORTON* K V Research Contract* Branch FIN D-6220 NRC-04-77-097 

80/01/09 Ipp 


— 0004240041 Hod 9. extending terms of contract, to “Consulting Svcs (AE) 
Related to Evaluation of Facility Cone ep t s . Cos t Estimates & 
Schedules for Experimental Facilities " 

HORTON. K V Research Contracts Branch PUCILL0*A C Burns L Roe 
Co FIN n-6220 NRC-04-77-097 00/01/09 Ipp 


8004240047 Notification of contract execut ion* Hod 4 to "Regional 
Tectonics 6 Seismicity of K8 “ Contractor Univ of K8 
JACQD&i A Research Contracts Branch FIN D-6172 NRC-04-77-0 1 7 

00/04/03 Ip 


—0004240051 Mod 4* extending term* of contract* to "Regional Tectonics S< 
Seismicity of KB " 

MORTON* K V Research Contract* Branch HORWITZ.F D Kansas. 

Untv of FIN 0-6172 NRC-04-77-017 80/04/03 4pp 


0004240535 Notification of contract execut 1 on. Mod 3 to "Assessing 
Capability of Existing Pu Facilities to Withstand Natural 
Phenomena " Contractor NH Naumark 

OLAGDLA* A F Technical Assistance Contracts Branch FIN B-6150-9 
NRC-03-70-150 00/03/31 Ip 


— 0004240542 Mod 3. extending period of performance u/no addl funding to 
"Assessing Capability of Existing Pu Facilities to Withstand 
Natural Phenomena " 

DOUGHERTY* D J Technical Assistance Contract* Branch FIN 
D-6150-9 NRC-03-7a-l50 00/03/31 Ip 


0004240546 Notification of contract execution* Mod 5 to "Reviau & 
Evaluation of Piling Foundation Proposed for Category I 
Structers at Bailly Generating Station “ Contractor 
NM Neumark 

OLAOOLA. A F Technical Assistance Contracts Branch NRC“O3-70-t5O 
00/04/02 ip 


— 8004240553 Hod 5* extending period of performance w/no addl funding to 
"Revieui & Evaluation of Piling Foundation Proposed for 
Category I Structures at Bailly Oeneratlng Station " 

DQUGKERTY*D J Technical Assistance Contracts Branch 
NRC-0a-78-l50 00/04/02 Ip 


6004250014 Notification of contract execution* Mod 2 to "Fire Protection 
Research Program " Contractor Underwriters Labs 

WALLETT*6 A Research Contracts Branch FIN D-6197 NRC-04-77-ia2 

00/04/04 Ip 


— 6004250022 Mod 2. providing 1-yr* no-cost extension to* "Fire Protection 
Research Program " 

HQRT0N*K V Research Contracts Branch BARTON* R D Underwriter* 
Laboratory FIN D-6197 NRC-04-77-122 80/04/04 Ip 


0004250035 Notification of contract exocution* Hod 1 to ''Safety 
Assessment of Concrete Nuclear Structures " Contractor MIT 
HAGEYiH Research Contracts Branch FIN 0-6618 NRC-04-79-18i 

80/03/31 Ip 


— 8004250043 Hod t* extending period of performance & including addl 
workscope w/addl funds* to "Safety Assessment of Concrete 
Nuclear Structures " 

HQRTDNfK V Research Contracts Branch DUHMERiO H Massachusetts 
Institute of Technology FIN 0-6618 NRC-04-79-iai 80/03/31 

IP 


B004290109 Notification of contract execution* "Orlevance Review 
Examiner*" awarded to PJ La Macchia 

TRAOESERrC M Administrative Contract* Branch NRC-lO-00-680 
80/03/20 Ip 


— 8004290113 Contract "Grievance Review Examiner*" awarded to PJ 
LaMacchla 

PERLMAN* J Administrative Contracts Branch LAMACCHIAiP J 
LaMacchla* P J. NRC~10-80-68B 80/03/20 6pp 


0004290509 Notification of contract execution "Environ Monitoring 
Program W/8tate of ME* " awarded to State of ME 

BA18DEN,L Research Contract* Branch FIN 8-SU3 NRC-05-aO-274 

80/01/01 Ip 
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— 800429051^ Contract “Environ Montoring Program W/State o# MEi ” 
aujardfid to State af ME 

MDRTQN^ K y Ratsarch Contracts Branch PETIT. M R Maine. State 
of FIN B-5113 NRC-05-aO~274 GO/01/01 t4pp 


POIft FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


7612120219 Responds to 780316 FQIA request for SEC ¥77-268. SEC Y77~26a A. 
SECY 77 - 26 SD. SECY77-26SC It OPE momo Portions of documents 
uithheld (ref 10CFR9 15 6 2 790) 

FELTON. J M Division of Rules and Records 78/12/05 3pp 


790601011G FOIA request by UC8 for all documents re Task Action Plans 
A“40 Jlc A-41. info on seismic Issues prepared for BEP h tnsp 
repts for Deaver Valley 

WEISS. E R Sheldon. Harmon ?« Weiss 79/03/19 2pp 


8004220238 Forwards IE Bulletin 79-09. “Failures of GE-Type Ak-2 
Circuit Breaker in Saf ety-Related Sys " Dollotln should be 
sent on 790417 to all power reactor facilities w/OL or CP 
Draft Itr to licensoes end Bulletin not end 

MQSELEYrN C Division of Reader Qperations Inspections 79/04/16 
2pp 


—0004220245 Forwards draft IE circular. “Uncontrolled Speed Increase of 
Reactor Rec irculat i on MO Bet Resulting in Rapid Power 
Increase “ Requests comments Distribution sheets for IE 
Dulletln 78-14 end 

JORDAN. E L Division of Reactor Qperations Inspections 79/03/01 
tSpp 


8004010056 Responds to FOIA request for documents re NRC comments on 
0E6 written by ORNL or ANL tb location. dei ign. 
capacity or const of cooling water intake structures 
Forwards documents listed in App A Draft site study end 
FELTON. J M Division of Rules and Records 80/03/19 22pp 


8004010060 FOIA request for documents re NRC commments on 0E8 written 
by ORNL or ANL re location. des ign. capacity ar const of 
cooling water Intake structures 

HARKAWIK. DP LeDoeuf. Lamb. Lelby MacRae 80/02/27 2pp 


8004010163 Responds to FOIA request for seven documents related to 
earlier request under FOIA-79-520 Forwards documents listed 
in App A Bafeguards manual NED0-14S02i uithheld 
(ref FOIA Exemption 41 

FELTON. JM Division of Rules and Records 80/03/18 3pp 


B004010I71 FOIA request for Info missing from metis sent under FOIA-79- 
520 on 800130 Info includes OE 741129 Itr to NRC. Saf eguards 
Manual NEDQ- 14502 it 14502-1 L NEDP- 101 73-9. OE 720703 Itr to 
NRC it NEDO-10170 

QUIOO.C Pollution & Environmental Problems. Inc BO/02/20 Ip 


GOO4O1O201 Responds to FOIA request for NRC document* “Proposed Interim 
Hydrogen Controls Required for Small Contalomentsi “ SECY-BO- 
107 Forwards requested document W/o end 

FELTON. J K Division of Rules and Records GO/03/24 Ip 


8004010282 FOIA request for NRC document. “Proposed Interim Hydrogen 
Controls Required for Small Containments." SECY-8O~107 
KOWKABANY.B M Durns t Roe Co 80/03/06 Ip 


—8004220253 Forwards IE Dolletin 78-06. “Defective Cut ler-Hammer. Type M 
Relays u/dc Colls “ Dulletln should be sent to all 
facilities w/DL or CP Draft Itr to licensees end 
THORNBURG. H D Division of Reactor Operations Inspections 
78/05/26 2pp 


7909050241 IE Dulletln 78-06. “Defective Cutler-Hammer. Type M Relays 
w/DC Coils " 

* Office of Inspection ^ Enforcement. Office of the Director 
70/05/31 4pp 


8004020192 FQIA request for Education it Human Development. Inc ulnnlnji 
technical proposal submitted in response to RFP RG-EDD-80- 
S02. “Study tt Review of Issues Concerning Equal Employment 
Opportunity at NRC “ 

RAUNER. L M Advanced Technology. Inc 00/02/29 Ip 


8004020288 Responds to FOIA request for NUREO/CR-1263 Rept is free to 
participants in ongoing NRC hearings only Document may be 
purchased from NRC 

FELTON. J M Division of Rules and Records 80/03/27 tp 


7909290207 IE Insp Rept 30-05902/79-01 on 790614 No noncompliance 
noted Major areas inspected air water samples, 

CAMPQELL.M . MC0INNE83. J . MCCLlNTOCH. R 0 Region 1. Ph 1 ladelph ia. 
Office of the Director 79/06/20 3pp 


7911140251 Requests amend of hat 1 /Byproduct License 34-01035-03 
authorising addition of CK Yin as user of Ca-60 source Amend 
fee end 

STEARNS. G D Riverside Methodlsi Hosp Columbus. OH 01610 
79/10/11 0pp 


8004020290 FOIA request for NLIREO/CR-1263. 
MUFFLER. R T FOl Service 80/03/11 Ip 


8004030302 FQIA request for info re thorium residuals in West Chicagoi 
IL 

RAPKIN.A Illinois, State of 80/03/04 2pp 


8004030308 “Aerial Radiological Burvey of West Chicago. IL “ 
BOYNQ.P K . FRANKKAU8ER. W. . HENDRICKQ.T J EG 4* 0. Inc. 
£00-1183-1730 70/08/31 20pp 


7911200274 Matl /Dyproduc t License 34-01035 03 for Riverside Methodist 
Hoip is amended per 791004 Ur, Amend 14 changes Condition 12 
authorising C Yln.J nahorquei.BM Rahman it OC Taylor as 

users 

VACCA. P C Licensing Management Branch. 79/10/31 Ip 


0003310090 Responds to FOIA requests for documents re plant safety 
Identified by accession L rept number, author, descr Ipt ion 4t 
number of pages Forwards documents listed In App A Documents 
5 8« 26 partially withhold <ref FOIA Exemption 4) 

FELTQNiJ M Division of Rules and Records 80/03/03 app 


—8004030312 Forwards miscellaneous memos L minutes on Reed-Heppler Park 
Advisory Committee meeting including minutes.JA Pagliara 
trip repts it recommendations for departmental action to IL 
Health Dept 

ALLAN. J.h Region 3. Chicago, Fuel Facility & heterlals Safety 
Drench 77/06/15 Hpp 


— 8004030316 Summary of Reed-Keppler Park Committee 770322 meeting at 
ANL 

PAOLIARO. J A Region 3. Chicago, Office of the Director 
77/04/18 Hpp 


8004010033 Responds to FOIA request for winning proposal In response to 
RFP-RS-NRR-a0“l02, “Energetic Thermal Interactions, 

Recritlcal Ity U HTOR Accident t. Transient Coolant Flow “ 

Contractor notified to decide whether rept is proprietory 
FELTON. J h Division of Rules and Records 00/03/19 ip 


— 0004030319 Summary of Reed-Keppler Advisory Panel 770511 meeting at 
ANL 

PAOLIARO.J A Region 3. Chicago, Office of the Director 
77/05/20 14pp. 


8004010038 FOIA request for Purdue Research Foundation winning 
technical proposal submitted in response to 
RFP-RS-NRR-QO-102, “Energetic Thermal Interactions, 
Recriticality HTOR Accident it Transient Coolant Flow “ 
RAUNER, L M Affiliation Unknown. 80/02/29 Ip 


8004010049 Responds to FOIA request for document enti tied, “Director 
FBI Communication 10U2Z Apr 1979 “ Forwards requested 
document FBI director Apr 1979 memo to White House Situation 
Room re TMI end 

FELTON, J M Division of Rules and Records 80/03/19 3pp 


8004010054 FOIA request for document forwarded by RJ Brady entitled, 
"Director FBI Communi cation 102U2Z Apr 1979 “ 

POWER, D F, Affiliation Unknown 80/03/07 Ip 


— 0004030321 Requests that position re NRC jur lidic t lonal responslbl 1 t ty 
concerning licenses issued to Llndssy in late I940's be 
developed due to situation visibility & Interest of State of 
IL IE will be unable to develop further Info in matter 
THORNDURO, H D Office of Inspection i Enforcement, Office of the 
Director 76/10/12, 2pp 


— 0004030324 Discusses source matl (thorium) in Reed-Keppler Park L West 
Chicago sewage treatment plant, NRC does not have 
jurisdiction over Kerr-McOee Corp to require 
decontamination 

BECKER, J M Office of the Executive Legal Director, 76/10/12, 

6pp 

— 8004030327 IE Investigation Rept 76-01 re thorium residue found in 
uncontrolled locations, West Chicago, IL. for 760709. I2”i6i 
22 & 30 

JORGENSEN, B L r JANU8KA, A 0., PAOLIARO.J A Region 3, Chicago. 
Office of the Director 76/08/20 16pp 
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— a00403D32S ‘‘Environ A*»e*»mBnt K0rr-McO®t Chemical Corp<Uect 
Chicago Character! tatlon of Oaohydrologi/ U Subsurface 
Chemistry ” 

« Argonnt National Laboratory 78/06/30 33pp 


8004030304 Responds to FOIA req,uest for documenti “Environ Aspects of 
Commercial Raduasta NgtiUS DOE Info Rept 8ECY’’79-S64i US/ 

NRC '■ NRC has been uniucceisfol in locating rept NRC rept* 

aECY-79“264 does not pertain to raduaste <ngt 

FELTON. J H Division of Rules and Records 00/03/28 ip 


8004030307 FOIA request for documentt “Environ Aspects of Cammerical 
Rad waste MgtiUS DDE Info Rept, SEC Y“79~864. UB /NRC “ 

LVNXH, J X Montanai Univ of BO/OI/29 Ip 


B004030310 Responds to FOIA request for KUREO-0610. “Basis for 
Emergency Action Level Ouidellnts<" & NURE0-0578. “Thl-2 
Lessons Learned Task Force Status Rept L 8hort~Term 
Recommendations ” Forwards requested documents W/o end 
FELTON# J H Dlvltlon of Rules and Records 80/03/28 Ip 


8004030314 FOIA request for NUREO-OblOt “Basis for Emergency Action 
Level Guidelines# '* St NURE0‘'OS78i “TKI**2 Lessons Learned 
Task Force Status Rapt Short'^Term Recommendations “ 

AflPiD Affiliation Unknown 80/03/20 Ip 


8004040422 Forwards application for source metl licenie involving 
storage only Fee and 

PQDMURSTiB U Edlou International Co 14964 79/tl/29 Ip 


— 8004040427 Application for source matl I icenie# authorli ing storage of 
1.643# 400 kgs U In form of UF-6 962.300 kgs U in form of 
U-308 

EDLON.J Edlow International Co 14864 79/12/04 23pp 


"6DD4040432 Responds to 791129 application for authorisation to store U 
in East 8t Louis# IL Requests handl Ing# emergency radiation 
safety# survey & program auditing procedures Application 
review wilt continue upon receipt of info 
BASSINiN Licensing Menagement Branch 80/02/06 2pp 


—-8004040437 Responds to 000206 request for Info re application for 
authorliatlon to store source metl in East Bt Louis# IL 
Forwards hand 1 Ing^ rad iatlon safety# emergency & survey 
procedures Lists actions to be taken if contamination found 
PODHl/RSTiB U Edlpw International Co 80/02/11 26pp 


— 8004040442 Forwards revised procedures re storage of source matl in 
response to NRG 800211 request Procedures address areas 
considered deficient by NRC 

PODHURST.a M Edlow International Co 1S439. 80/02/13 33pp 


8004070001 Responds to FOIA request for info re radioactive effluents# 
• xpoturasi decommmisi ionlng It future plans concerning CVTR In 
PharrrSC Forwards documents listed in App A. Documents 17 It 
41 pertielly withheld <ref FOIA Exemption 6) W/o end. 

FELTONi J H Division of Rules and Records 60/03/28 6pp 


8004070002 FOIA request for Info re radioactive effluents# exposures# 
decommltilonlng future plans concerning CVTR in Pharr# SC 
Facility is in etate of limited decommissioning 
BURBEYrB Orass Roots Organising Workehop 80/01/29, Ip 


8004070004 Responds to FOIA request for info re violations of federal 
law concerning storage of radioactive matl on 8t Petersburg 
properties NRC has no documents concerning request State of 
FL should be contacted 

FELTON# J M Division of Rules and Records, 80/03/28. Ip 


6004070008 FOIA request for info re violations of federal law 
concerning storage of radioactive matl on St Petersburg 
properties 

ROBERTS. 0, (f. Cone# Owen# Wagner# Nugent# Johnson# Haxourl St Roth, 
80/03/20. Ip 


0004070012 Forwards respome to FOIA request for NUREO-OSDO# Revision i« 
“Std Distribution for Unclassified US NRC Publications." 

W/o end 

FELTON# J M Division of Rules and Records 80/03/28 Ip 


8004070016 FOIA request for NURE0-0S30, Revision 1# "Btd Distribution 
for Undessifted U8 NRC Publications " 

COFFIN# J, Resources Publishing Co 60/03/20 Ip 


8004080046 Responds to FOIA request for documenti ra extraord Inary 
nuclear occurrence concept# including proposed rulemeklng# 
regulations b rules adopted by AEC Forwards documents listed 
in App A 

FELTONiJ, H. Division of Rules and Records 90/03/18 Spp. 


— 8004D80D60 Forwards draft Qfc of General Counsel paper recommending 
adoption of rule re waivers of defenses tr extraordinary 
nuclear occurrences Lists changes bo rule resulting from 
public comments & consultation w/industry W/o end 
PRICE, E R Atomic Energy Commission 6B/10/03 2pp 


— 6004060076 Forwards exchange of correspondence between AEC & OK State 
Unlv.OH State Univ t RI AEC ra ability to waive defenses in 
indemnity agreements in view of state immunity from public 
liability 

PRICE# E R Atomic Energy Commisclnn 69/09/16 Ip 


— 80040B0080 Ack receipt of 690809 1 tr re Amend 4 to Indemnity Agreement 
E-*9 Provides conditions exceptions to Amends 4 & 5 Legal 
□ pinion re state immunity from public liability end 
KAMM.R D Oklahoma State Univ 69/08/22 4pp 


— 8004080084 Provides info to assist in resolution of 690G22 questions ra 
proposed Amend 4 to Indemnity Agreement E-9 Requests legal 
opinion from state legal official re DK State Univ 
governmental immunity & legal disability to effect waiver 
PRICEtE R Atomic Energy Commission 67/08/08 3pp 


*•-9004080095 Ack receipt of Itr re proposed Amend 2 to Indemnity 
Agreement E-43 Provides explanation re application of 
Article Il.Paragraph 3 (b> to basic indemnity agreement 
Requests legal opinion 

PRICE# E R Atomic Energy Commission 69/06/17 2pp 


— 8004080098 Ack receipt of Itr re proposed Amend 2 to Indemnity 
Agreement E-8 Provides explanation re application of Article 
II Paragraph 2 (bl to basic indemnity agreement Requests 
legal opinion 

PRiCEiER Atomic Energy Commission 69/06/23 2pp 


**-6004080110 Draft Itr responding to 680703 comments ro publication of 
proposed amends re financial protection requirements 8( 
indemnity agreements DOT concerns have been resolved by 
adding language clarifying effective rule 
PRICE# E R Atomic Energy Commission 68/07/18 Ip 


—8004080115 Confirms 681231 telcon re waiver of defenses endorsement 
Waiver endorsements described in amends will be effective to 
all financial protection policies on 681030 
FIBHCRiR J Hartford Insurance Group 68/12/31 ip 


*8004080117 Forwards sample endorsement to be used by nuclear liability 
pools to waive defenses in accordance w/AEC regulations 
Endorsement will be effective 681030 Two forwarding Itrs 
enc 1 

MARRONE# J Nuclear Energy Liability Insurance Association 
68/12/12 5pp 


—8004080120 Summary of 661021 Meeting 2330 re emend to code concerning 
criteria for determination of extraordinary nuclear 
occurrence h waivers of defenses General Counsel has been 
designated to take appropriate action 
MCCOOLiW B Atomic Energy Commission 68/10/23 2pp 


— 8004080123 Summary of ACC/industry 780611 conference re Price-Anderson 
Indemnity waivers of defenses List of attendees end 
HOLLOWAY# C J Atomic Energy Commission 68/06/U I4pp 


— 8004080124 Statement re amend to Indemnity regulations presented at 
AEC/industry 660611 conference 

ZARIN.M 8 Power Authority of the State of New York 68/06/11 
App 


— 8004080130 Comments on regulations implementing 1966 Price-Anderson 
amends Commission should rescind approval of insurance 
policy forms containing 2-yr discovery provision 
KAHN.R D Affiliation Unknown 67/04/06, Gpp 


— 8004060133 Forwards complaints from state educational institutions re 
regulations concerning indemnity agreements Submits revision 
of waiver portion of regulation W/o end 
5LQSS# C 8 Atomic Energy Commission 69/11/20 2pp 


— 8004080134 Comments on proposed regulations concerning financial 
protection requirements & indemnity agreements re criteria 
for determination of extraord inary nuclear occurrence 
Requests deletion of nuclear exclusion clause from policy 
LEVINSONiC F Affiliation Unknown 68/06/07 Ip 


— 8004080136 Rept of Price-Anderson Comm! ttee# Drafting Subcommittee re 
criteria for extraordinary nuclear occurrence b texts of 
waivers of defenses 

# Atomic Industrial Forum 68/06/09 9pp 
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— BOO4O0O142 Forwards foimal statement presented by M Zarin at 
AEC/lndustry 6D0611 conFcrence \ Natl Lead Co 680612 Itr 
cammenting on proposed amend to indemnity regulations Ltr 
only enc I 

PRICEiE R Atomic Energy Commission 69/06/19 Ip 


— B00408014Q Discusses 680611 meeting re proposed amend of indemnity 
regulations AEC regulations afford reasonable protection No 
different claims are Foreseeable in event of extraordinary 
nuclear occutrence 

DROHN. B H NL Industries. Inc 69/06/12 2pp 


BOO4O0O173 Forwards diaft ltr inviting participation in 600611 industry 
meeting to review new waiver of defenses emends £t tentative 
list of tnvltoes No agenda has boon developed 
SALT2MAN.J Atomic Energy Commission 69/09/07 7pp 


— 8004080179 Summariies ACC 6S0429 info meeting re proposed amend for 
ex traor d inary nuclear occurrence Commission approved 
publication of proposed amend 

MCCOOL.U D Atomic Energy Commission 6Q/09/01 ip 


--8004080184 Forwards 600423 memo ie proposed amend to code requirements 
concerning extraordinary nuclear occurrences Ltrs should be 
circulated for Commission consideration at early Info 
meeting 

MCCOOL.U D Atomic Energy Commission AEC 789/101 60/04/24 

Ip 


—8004080100 Submits three changes to proposed amend for code 
requirements re extraordinary nuclear occurrences Requests 
meeting u/Comm 1 ss ion to approve notice of proposed 
rulemaking for FR publication 

SCHUR.S U Atomic Energy Commission 60/04/23 3pp 


— 0004080192 Responds to AEC 680412 ltr re two proposed changes in draft 
amend re extraordinary nuclear occurrences Proposed amends 
are occeptable Memo route slip end 
TAYLOR, 0 H AFL-CIO 60/04/17 2pp 


—8004080196 Forwards two 670117 drafts of criteria for determination of 
extraordinary nuclear occurrence Drafts dtd 661207 St 00, 

670113, 16 Si 19 end 

WESTERN, P Atomic Energy Commission 67/01/17 61pp 


—8004080202 Forwards draft of criteria for detorminotion of 
ex traor d inary nuclear occurrence Draft Is preliminary S* 
intended for use at 670119 meeting Lists positions to be 
incorporated In preparation of proposed Draft 1 
VALLERia.J Atomic Energy Commliilon 67/01/10 12pp 


—8004090204 Discusses insurance liability in event of ox traoi d Inarg 
nuclear occurrence High radiation lovels will result in 
injury to people Si In lost of use of property Draft criteria 
for human radiation effects end 

PATTERSON. e Atomic Energy Commission 67/01/27 9pp 


80040B0713 FOIA request for Science Application Inc rept re safety 
of ioniiatlon (radioactive) smoke detectors 

CASEY. T E Minnesota, Univ of, Minneapolis 80/03/19 Ip 


6004090023 Partial response to FOIA request for saf oty/acc ident ropts 
for Rockwwell Inti Energy 8ys Group & saf e ty /ac c 1 den t rates 
in radioactive matls handling at Rockwell Inti Science Ctr 
Forwards NRC Insp rept in App A W/o end 

FELTON. J M Division of Rules and Records 80/04/01 2pp 


9004090026 FOIA request for saf ety /accident repts for Rockwell Infcl 
Energy Sys t saf etg/acc ident rates in radioactive matls 
handling at Rockwell Inti Science Ctr 
TROY, M Affiliation Unknown 00/03/06 2pp 


9004090044 Partial response to FOIA request for NRC license Issued to 
US Radium Carp, license application & Imps conducted within 
last three yrs Forwards documents listed in App A Insp info 
will be forwarded 

FELTON. J M Division of Rules and Records 80/03/01 app 


0004090050 FOIA request for NRC license Issued to US Radium Carp of 
Qloomsburg, PA, license application Si insps conducted within 
last three yrs 

TOMKINS. D AfflUatlon Unknown 00/02/27 Ip 


0004090129 FOIA request for access to entire contents of each issue of 
weekly highlights printed by NRC or AEC during 1974-1976 
POUER. 0 F Affiliation Unknown 00/03/00 Ip 


8004090136 Responds to FOIA request for access to contents of each 
issue of weekly highlights printed by NRC or AEC during 
1974-1976 No 1974 ?i 1975 repts exist All 1976 repts 
discharged No records are available subj to request 
FELTON, J M Division of Rules and Records 80/03/27 Ip 


0004090144 FOIA request for written interpretations by NRC general 
counsel re NRC regulations. 10CFR40 4(h).10CFR40 4(k) 

Jb lOCFRAO 13{b) 

OIROUARD. P R Affiliation Unknown 80/03/05 2pp 


0004090150 Responds to FOIA request for written Interpretations by NRC 
general counsel re NRC regulations, 10CFR40 4(h).10CFR40 4(k) 

10CFR40 13<b) No written general counsel interpretations 
or Commission author 1 latlons exist 

FELTON. J M Division of Rules and Records 80/03/27 Ip 


00040903D3 Responds to FOIA request U 800331 tel con for License 
application (i license issued to Pharmatopei. Inc Llcante has 
not been issued Request should be resubmitted in approx 30 

days 

FELTON. J M Division of Rules and Records 80/04/01 Ip. 


0004070362 FOIA request for radioactive matls license application & 
license issued to Pharmatopes, Inc 

MCDONALD, D D Nuclear Pharmacy, Inc 80/03/21 Ip 


—8004090208 Summary of 680219 meeting re proposed amend concerning 
extraordinary nuclear occurrence Commission requested that 
personnel discuss proposed amend u/labor ropresontatlves Two 
drafts of criteria for waiver encl 

MCCQQL, U D Atomic Energy Commission 68/02/27 6pp 


—8004080211 Forwards 670310 draft of proposed criteria for Prlce- 
Anderson waiver of defenses Daslc objective is to establish 
maintain good public relations Draft (ltd 670321 encl 
DUNNINO.O M Atomic Energy Commission 67/03/14 I4pp 


— 0004000316 Draft memo discussing criteria for extraordinary nuclear 
occurrence Forwards six draft repts re criteria 
UE8TERN. F Atomic Energy Commission 67/03/31 39pp 


8004090423 Forwards Rogovln Rept in response to FOIA re<iuo*t W/o and 
Second vol of rept will be published in Apr 
FELTON, J M Division of Rules and Records Q0/03/S7 Ip, 


0004090406 FOIA request for Rogovin Rept 

8HILODOD, D 8. Affl liatlon Unknown 80/03/03 Ip. 


6004100040 Responds to FOIA request for D Flihkin 000126 FOIA request 6 
NRC response re violation of NRC policy by Bqulbb amplagae 
Forwards B Flihkin FOIA request (FClIA-00-64) it NRC response 
U/o end 

FELTON, J M Division of Rules and Racorde 00/04/01 Ip 


— 8004060222 Discusses drafts on waiver of defense Agrees to discuss 
changes in 670‘403 draft (. need for special category for 
trantpor tat ion 

DUNNINO.O M Atomic Energy Commission 67/04/23 ip 


£( rules adopted by AEC 

OVERDORFF, J 8 Affiliation Unknown 


re safety of ionixation (radioact 
NUREO/CR-n36i "Environ Assessmen 
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8004100032 FOIA request for B Flshkin 800126 FOIA request & NRC 
response re violation of NRC policy by Bquibb employee 
MUFFLER, R T FQl 8ervic# 80/03/26, Ip 


0004140102 PNO-in-76-073 255 patients received radiation overdoses 
between Mar 1975~JBn 1976 Caused by malfunctioning of cobalt 
therapy unit IE plans to initiate Investigation Medical 
consultant has been contacted for assistance, 

WHITT, K W Region 3, Chicago, Office of the Director 76/04/19 
ip 


0004140106 FNO-n I-76-(^27 255 patients received radiation overdoies 
between Mar i975-Uan 1976 Caused by malfunctioning of cobalt 
therapy unit IE plans to initiate investigation, Med leal 
consultant has been contacted for assistance 

ALLAN. J ri Region 3» Chicago, Office of the Director 76/04/19 
2pp 
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0004140110 PMO" 1 1 1-76-031 nou Info u/4fi received tb ov«rflipo*ure of 255 
pjtl«nt4 from Impropvrlv callbr ttl«therapy machino Causod 
by human tTroT^t rather than progreealve instrument 
deterioration lEulU complete Invoetlgat ton 

LONEROAN.O T i ALLAN* J M Region 3. Chicago* Office of the Director 
76/05/07 Ip 


G00414D124 Discusses FR notice for public comment re proposed 
rulemaking on uaiver of defenses Requests responses to 
announcement of 6B06U industry conference re amende 
SALTZMAN, J Atomic Energy Commission 6G/05/20 Ip 


— 8004140131 Comments on proposed rulemaking submitted by NY City Bar 
Association supports AEC intention to uithdrau 2-yr 
discovery clause Supports eiclusion re claimants w/ 
abnormally sensitive activities 
AXELRAD*K Affiliation Unknown 69/01/20 5pp 


0004150013 Responds to FOIA request for records described in 12 broad 
subj categories Request does not meet FOIA requirement of 
reasonable specificity Forwards documents listed in Apps 
A 6 fi N/o end 

FELTONi J N Division of Rules and Records 80/04/03 8pp 


0004150018 FOIA request for records described In 12 broad subj 
categorl eti includ ing laws by which NRC derives authority 
tt all safe methods for disposing of raduraste 
0ANNI8. S Affiliation Unknown BO/01/20 ip 


0004150036 Responds to appeal re FOIA request for all records re 
sabotage analytes for spent fuel storage at Morris operation 
in Morris* IL Info withheld (ref FOIA Exemption 4) Release 
of info would be contrary to public interest 
DlRCK8*ld J Office of the Executive Director for Operations, 
00/04/03 3pp 


8004150201 Responds to FQtA request for strip charts re transport of 
0NM it documents identifying dafe havens %t law enforcement 
rtsponie capabilities Request terminated due to lack of 
specificity 

FELTON. J M Division of Rules and Records 00/04/04 Ip 


0004150206 FOIA request for strip charts rt transport of 8NM t* 
documents identifying safe havens L law anforce/neni response 
capabilities 

ODUOMCRTY* U 8 Doughertg* J D 79/11/16 ip 


0004150213 Responds to FOIA request for “Critical Items List” mentioned 
on Page in’'S-6 of Public 0vc of IN description of 
licensee activities in response to order confirming const 
suspension List not ytt submitted 

FELTON* U M Division uf Rules and Records 00/04/03 Ip 


8004IS0219 FOIA request for "Critical Items Lift" mentioned on Page 
Iir-B-6 of Public 8vc of IN description of licensee 
activities in response to order confirming const suspension 
LAUD I 0*0 Laudlg, S 80/03/24 Ip 


0004170131 FOIA responds to request for winning technical proposals 
submitted in response to RFP RS- OSD -7 9-002 it ftFP-D8D-79-003 
Forwards nonproprletary versions of proposals W/o ends 
FELTON* J M Division of Rules and Recorde 80/04/00 Ip 


8004170139 POIA requast for winning technical proposals submitted In 
response to RFP"R8-D8D-79~002 k RFP-R3-a8D-79-003 
RUNA*JR, Personnel Assessment u Selection Service* Inc. ao/02/29 
Ip 


0004210013 Responds to FOIA request for documents re Atomic Energy 
ComAisslon of Canada Request should have been for documents 
re AECL Forwards documents listed in App A 
FELTON* J M Division of Rules and Records 80/04/00 2pp 


32 IE insp rept on 770626 Noncomp 1 ianc* noted no end-window 
counter available for imp S( licensee representatives 
>t wearing hand film badges 

Chicago* Office of the Director 77/08/26 


—8004210033 IE Insp ftopt 30-06070/79-01 on 790620 No none omp 1 i anco 
noted Major areas inspected assembly for installation of 
teletherapy unit 

MCCLlNTacK*R Region 3, Chicago, Office of the Director 
79/06/25 app 

8004210017 FOIA request for documents re Atomic Energy Commission of 
Canada 

MUFFLER.R T FOI Service 000078 00/03/05 Ip 


8004210038 Reipond* to FOIA request for certain proposals under RFP-R8- 
NMS 80-024, "Development of Advanced Mail Accounting Sys 
Simulation Model " No contract has been awarded 
Nonproprietary proposals will be made available upon award 
FELTON, J M Division of Roles and Records 00/04/09 Ip 


0004210041 FOlA request for sufficient proposals submitted in response 
to RFP-RS-NM3 80-024, “Development of Advanced Hatl 
Accounting Sys Simulation Model “ 

E8EL.P E Allied General Nuclear Services 00/03/10 Ip 


8004210047 Addl response to FOIA request for NRC license issued to U8 
Radium Corp* app 1 ication 6 insps conducted within last three 
yrs Forwards documents listed in App A 

FELTON, J M Division of Rules and Records 00/04/00 2pp 


—0004210052 IE Insp Rept 30-05902/77-01 on 770314 No noncomp 1 lance 
noted Major areas inspected organiiatlon L administration* 
equipment, fac i 1 1 ties* contamination control* liquid waste & 
stack releases 

8L0D0D1EN.M J * MCCLlNTOCKiR 0 Region 1* Ph i ladelph ia* Office of 
the Director 77/04/01 9pp 


—0004210057 Draft IE Insp Rept 30-05900/79-01 on 790626-27 No items of 
noncompliance noted Major areas inspected decontamlnat ion 
activities Including tour of grounds* review of records it 
eiamlnation of licensee plana for decontamination 
GLENN* J * COSTELLO* F * MCCtINTOCK* R 0 Region 1* Philadelphia* 
Office of the Director 79/00/28 3pp 


— 6004210062 Discusses contamination of package & vehicle in transporting 
radioactive matl Carrier was responsible for 
decontarninatlon Contamination levels were not high enough io 
require removal of truck from sve 

GLENN.J Region 1* Philadelphia* Office of the Director 
79/10/09 Rpp 


’-8004210065 Discusses well water sample analysis Samples froi^ test wells 
were analgied for Ra-226,8r-90 tritium Results confirm 
significant levels of Br-90 in groundwater close to waste 
tanks Licensee is planning extensive monitoring tt cleanup 
GLENN* J Region 1, Philadelphia* Office of the Director 
77/1 1/Oi 9pp 


8004210095 Addl response to FOIA request for info re Pakistani const of 
gas centrifuge enrichment plant & negotiations concerning 
efforts to acquire nuclear weapons Two CIA & one Defense 
Intelligence Agency documents have been located 
FELTON* J M Division of Rules and Racords 80/04/07 Ip 


8004220002 FOIA request for all documents re Riverside Methodist Hosp 
License 34-10155-03 

GERLACHiF T Oerlach*F T 00/02/20 2pp 


8004220020 Forwards response to FOIA request for all documents re 
Riverside Methodist Hosp Portions of App n It C partlallv 
withheld (ref FOIA Exemption 6 S* 5), App C documents withheld 
(ref FOIA Exemption 5) 

FELTON* J M Division of Rules and Records 80/04/03 lOpp 


— 0004220028 Forwards Ci tl ren-Journal 760419 article re therapy unit 
malfunction at Riverilda Methodist Hosp 

ODLAUO,I1 HEWrDept of* Food 8* Drug Administration 76/04/19 

2pp 


*0004220033 Forwards PND-76-027 re reported medical therapy 
overexposures to 255 patients at Riverside Methodist Hasp 
ALLANrJ M Region 3, Chicago* Fuel Facility tt Materials Safety 
Branch 76/04/21 Ip 


‘8004220037 Oummarixes 760421 trip to Riverside Methodist Hasp to 
investigate melfunctlonlng cobalt therapy unit Optical 
distance measuring sys on unit was accurate 
MCOONNAOLE, W. Region 3* Chicago, Office of the Director 
76/04/22 Ip 



NOIMDOCKETED ITEMS 


371 


— 8004220044 Diitcusses 760421 Investigation of Co-60 teleth«T'apv 
radiotion overciposuro incident at flivorsido Kethodlet Hosp 
Provides brief description of invest igo t ion events< p ersons 
intervieuod h follouup procedures 

gAENGER. E L Cincinnati General Hosp C inc innatl • QH 76/04/23 

2pp 


— 0004220051 Confirms NRC reciuest for info re activities authpirlied bv 
License 34-01059-03 to complete preliminary evaluation of 
overexposure incident Lists specific info requested 
KEPPLERrJ 0 Region 3» Chicago, Office of the Director 76/04/2B 
2pp 


— 8004220056 Requests u^rittan confirmation of 76O4S0 commi tments re 
catibr teletherapg machine QH Callendine 760430 Itr to 
clients t( JR Flynn 760419 statement end 

KEPPLERiJ G Region 3, Chicago, Office of the Director 76/04/39 
5pp 


— 0004220079 Notifies that hosp mill comply u/three stipulations conveyed 
In NRC 76042Q Itr re use of 0 66 thimble chamber model 
teletherapy machine 

FLYNN, J R Riverside Methodist Hosp Colutnbui,GH 76/09/04 Ip 


— 8004220000 Forwards PNQ-76-031 providing recent info re reported 
medical therapy overexposure to SS9 patients 

ALLAN, J K Region 3, Chicago, Fuel Facility Sc Materials Safety 
Branch 76/09/10 Ip 


— 8004220092 Forwards form Itr sent to all physicians having patients 
involved in radiatian overdose at Riverside Methodist Kosp 
FLYNN, J R Riverside Methodist Hasp Columbus, OH 76/09/24 2pp 


— 8004220097 Discusses 760S24 telcon re Riverside Methodist Hosp list of 
patients receiving lOX or more radiation above recorded 
dose Deceased list uas in error due to comp uta t lonal or 
typing error 

8AEN0ER,E L Cincinnati General Hosp Cine innati, OH 76/09/24 
Ip 


—0004220101 Summarises medical investigations re Co-60 overexposure 
incident at Riverside Methodist Hosp Provides description of 
incident events to date Requests comments re investigation 
proceedings NQO 760920 Hr to FDA end 

aAEN0ER,E L Cincinnati, Univ of. Medical Ochool 76/09/26. 

6pp 


— 0004220107 Discusses repts to public re deaths resulting from 
teletherapy incident at hosp Coordination between interested 
parties is necessary to avoid duplicative efforts it to avoid 
violating rights of patients 6 hosp 

FLYNN, J R Riverside Methodist Hosp Columbus, OH 76/09/20 2pp 


—0004220120 Informs NRC of need to establish appropriate criteria re 
radiation injury to patients at Riverside Methodist Hosp 
Pathologist should aid in development of criteria 
SAENGERiE L Cincinnati, Univ ef, Medical Ochool 76/09/20 Ip 


— 8004220129 Responds to 760927 request for definition of NRC medical 
consultant role in tnves tlgation of radiation exposure 
incident Consuttant will conduct independent investigation 
render prof opinion 

KEPPLER,J G Region 3, Chicago, Office of the Director 76/06/02 

2pp 


— 0004220130 Forwards 760609 document, *'Rept to Riverside Methodist Hosp, 
Columbus, OH, Concerning Overtreatment of Patients H/Co'-60 
Radlation ’* W/o end RJ Bhalek 760609 Hrs to J Eckler l< EL 
Basnger end, 

BHALEK, R J Texas, Univ, of, Cancer Center 76/06/09 3pp 


— 0004220132 Authorises EL Baenger to send coroner NRC evaluation of 
Riverside Methodist Hosp overexposure Incident 
VOLGENAU, E Office of Inspection 8t Enforcement, Office of the 
Director. 76/06/10 ip 


—8004220137 Forwards FR Hendrickson 760406 Hr re investigation of 
overexposure incident at hosp Ltr can be usad for relevant 
Info but cannot become part of NRG rept on radiation problem 
at Riverside Methodist Hasp 

ECKLCR,J Brlekler, EvattiDarton t< Eckler 76/06/19 ip 


—0004220164 Discusses IE insp of License 34-01099-03 on 760912 & 
forwards notice of violation 

KEPPLERfJ, 0 Region 3, Chicago, Office pf the Director 76/06/19, 

2pp 


— B004230167 Notice of violation from insp on 760912 Moncomp I i anc e noted 
760912 byproduct 6 matl inventory included 40 mCi Co-60 
sealed callbr source not authorlcod by license & medical use 
of byproduct matl by unauth or i i e d person 

a Region 3, Chicago, Office of the Director 76/06/19 tp 


— 8004220174 Discusses request far license amend to add another physician 
aS authorixed user on license No objection if NRC decides to 
remove present physician, as authorized user EL Raenger 
760617 ltr re patient overexposure end 

METroER, J R Office of Inspection & Enforcement, Office of the 
Director 76/06/16 9pp 


— 000-4220170 Forwards physician consultant 760406 rapt ^ 760615 ltr to 
assist NRC medical consultant in Investigation of 
Qverexpasura incident N/a enci 

PHILLIP,© A Region 3, Chicago, Office of the Director 76/06/iQ 
ip 


— 8004220180 Requests on behalf of JC K i r k ham, rasu i ts of NRC 
Investigation re overexposure incident at Riverside 
Methodist Hosp 

MIRMAN, J H Top per, Al loway, Goodman, DeLaona & Duffey 76/06/22, 

Ip 


— 0004230186 IE Insp Rept 30-0039B/76-01 on 760420-22 fc 0512-13 
Nuncomp 1 iancB noted licensed mat! was used under supervision 
of unauthorized Individual no leak test was performed from 
7307 13-740003 

LONCROAN, O T , SCHULTZ, W H , FOSTER# J E Region 3, Chicago* Off ice 
of the Director 76/06/23 24pp 


— 0004220196 IE Insp Rept 30-00390/76-02 on 760421-22 Noncomp I lane e 
noted unspecified Individual was permitted to supervise uce 
of Co-60 teletherapy unit, no record of test results 
available & no leak test perfurmad from 730713-740003 
LDNEROAM. O T, . PHILLIP, O A , FOSTER, J E Region 3, Chicago. Office 
of the Director 76/06/23 3?pp 


— 0004320202 Summariies 760622 telcon re overerposurp incident possible 
enforcement actiorts. 

ALLAN. J M Region 3, Chicago, Office of the Director 76/06/24, 

2rP 


— 0004220207 Discusses passible svet of C LUthbaugh at pathologist 
assisting NRC medical consultant in radiation uveraxpoeure 
Incident Provides brief background of C Lushbaugh 
OREHER, E A Office of Inspection 6 Enforcement, Office of the 
Director 76/06/29 Ip 


—0004220212 Responds to NRC 760619 ltr re vloletloni noted in IE Insp of 
License 34-01099-03 on 760912 Corrective actions 40 mCl of 
Co-60 le therapy source, rather than calibr source Cobalt 
unit will be used under supervision of fahey 

TAYLOR, G C Riverside Methodist Hoep Columbus nil 7A/nA/oi 

2pp 


— G 


— 8004220216 Responds to 760622 request for NRC investigation rept on 
radiation oversxpoture at Riverside Methodist Hosp. Rept will 
be forwarded upon completion>- 

8TRA6MA, Region 3# Chicago, Office of the Director 76/06/30 

tp 


— 0004220229 Forwards revlslutii to IH Investigation Rept 30-0390/79-01 
Revisions were result of Ofc of Executive Legal Director 
opinion that Investigation rept should not contain hosp 
consultant rept. 

KEFPLER.J 0 Region 3, Chicago, Office Of the Director. 76/07/02 
I7pp. 


--8004220231 Forwards draft rapt re Riverside Methodist Hosp overexposure 
incident Rept has not been released to public. U/o end 
KEPPLER#^ G Region 0, Chicago, Office of the Director 76/07/02 
IP 


— 8004220236 Forwards PNO-76-04 re radiation overexposure Incident at 
Riverside Methodist Hotp.H/o end. 

ALLAN. J M Region 3# Chicago. Fuel Facility & Materials Safety 
Branch 76/07/02 ip. 


--8004220242 Forwards twa lists of deceased Riverside Hosp patients to 
be included w/orlglnal list. List 1 contains 20 names that 
lifers inadvertently omitted List 2 contains 20 namas to 
complete deceased list of patients treated 780301-760130, 

FLYNN, J R Cincinnati Oenoral Hosp C Inclnnat i , OH. 76/07/08 Ip 



NONDOCKETED ITEMS 


G0042SOS'46 Foruardt Riverside Methodist Hosp consultantt repts r* 
ova rtre- 4 tine n t of patients uj/Cii-60 radlatioit U/o end EL 
Saonpar 760709 Itr to 0#c of Franklin County Coroner end 
KEPPLEft.J 0 Region 3* Chicago. Office of the Director 76/07/00 
Spp 


a004SS0S31 Act receipt of 760625 Hr informing KRC of steps taken to 
correct violations noted In lE insp rept Corrective actions 
uill be examined during future insp 

KEPPLERrJ O Region 3. Chicago. Office of the Director 76/07/19 

ip 


B0042202S2 Oivcusits IE insp of License SA-OiOSS-OB on 760421-22 & 
forwards notice of violation 

THOMPSON. D Office of Inspection & Enforcement, Office of the 
Director, 76/07/21 2pp 


0004220255 Notice of violation from Insp on 760421-22 Noncomp 1 lance 
noted licensed matl uat used under supervision of 
unauthorized Individual 1. Go-60 tslethcrapy source leak test 
uai not performed from 730713-740803 

* Office of Inspection & Enforcement, Office of the Director 
76/07/21, Spp 


8004220259 Discusses JE insp of License 34-01055-03 on 760420-22 «. 
0512-13 Rept furnished «t 760802 meeting identifies insp 4 
investigation basis Rept uiill be placed in PDR 

KCPPLER.J O Region 3, Chicago, Office of the Director 76/08/02 
Ip 


0004220263 Sumimariics 760802 briefing on radiation overezposure 
Incident at Riverside Methodist Hosp Action should be taken 
to identifg & remtdg human consequences of dosage errors 
STRAUSS, P L Office of the Oeniral Counsel 76/08/05 2pp 


■8004220267 Foruards advance copy of Riverside Methodist Hosp 
overeipoeure Incident investigation rept Rept uas given to 
hosp for proprietary revleur on 760802 & is not yet In FOR 
U/a in cl 

KEPPLEft.J 0 Region 3, Chicago, Office of the Director 76/08/06 

Ip 


■8004220276 Forwerds revision to AO 76-7, "Patient Esposuree Above 
Prescribed Amounts During Cobalt Teletherapy ” 

HIOOINBQTHAM, L Office of Inspection t. Enforcement, Office of the 
Director 76/OB/06. 4pp 


-6004220282 Forwards draft Info re overeiposure Incident at Riverside 
Methodist Hetp Requests comments by 760806 U/o end 
DAVIS. -J 0 Office of Nuclear Material Safety & Safeguards 
76/08/06, Ip 


-8004220266 Substltutei info for Conclusion 2, Page 2 of NRC 
Invattl gatten rept re radiation therapy overexposure 
Incident Requests acceptance 

FLYNN. J R, Riverside Methodist Hosp Columbus, OH 76/00/11 Ip 


-BD04220294 Motif its of 760613 trelnlng session to discuss NRC 
Investigation of teletherapy overexposure incident at 
Riverside Methodist Hosp related studies 
N0RELtU8/C E Region 3, Chicago, affice of the Director 
76/OB/ll Ip. 


-8004220314 Rocommendi acceptance of Riverside Methodist Hosp 760311 
request for change of Conclusion 2, Paga 2 to NRC rept EL 
Sainger 760817 Itr to R Zlpf encl, 

KEPPLER, J. 0 Region 3, Chicago. Office of the Director 76/08/16 
3pp 


-8004220319 Foruards revised Pages 2,9,6 10 of NRC investigation rept 

re Riverside Methodist Hosp tcletherapy overexposure 
Incident 6 draft Hr to hosp Ltr only end 

KEPPLEft.J O Region 3, Chicago, Office of the Director, 76/08/17 
Ip. 


-8004220323 Submits revisions to NRC Investlgetion ropt re Riverside 
Methodist Hosp telethirapy rediation ovsrexposure incident 
Forwards revised investigation rept Rept ulll be released to 
public on 760819 N/o encl 

KEPPLEft.J 0 Region 3. Chicago, Office of the Director, 76/08/17 

2pp 


-8004220327 Forwards Riverside Methodist Hosp teletherepy overexposure 
incident Investigation rept 6 NRC 760817 Hr to hosp.U/0 
tnc It 

PHILLIP. 0. A Comaisslon 76/08/18 Ip 


-8004220329 Forwards NRC investigation rept re teletherapy radiation 
DVarexposura incident at Riverside Methodist Hosp. W/o encl 
KEPPLER, J, O. Region 3, Chicago. Office of the Director 76/08/20 
Ip. 


— 0004220330 Provides OH Dept of Health u/NRC investigation rept re 
teletherapy radiation overexposure incident at Riverside 
Methodist Hosp H/o end 

KEPPLERp J 0 Region 3. Chicago, Office of the Director 76/08/20 
Ip 


— 0004230337 Forwards NRC invest! gat lon rept re Riverside Methodist Hasp 
radiation therapy overexposure incident U/u encl 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 76/00/20 

tp 


—‘8004220341 Submits questions re teletherapy overexposure incident at 
Riverside Methodist Hosp Requests response 
WHITMAN, F M Affiliation Unknown 76/08/20 Ip 


— 8004230346 Forwards response to Items 1.2,4 & S required by NRC 760721 
notice of violation 

FLYNN. J R Riverside Methodist Hosp Columbus.aH 76/08/20 5pp 


— 8004220351 Forwards final investigati on rept re Riverside Methodist 
Hosp teletherapy overexposure incident W/o end 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 76/09/23 

Ip 


■—8004220355 Requests NRC investigation rept re Riverside Methodist 
Hosp teletherapy overexposure incident Forwards NY Times 
760011 article re cobalt radiation overdoses testimony 
before Subcommittee on Health 4- Environ 
KOCH.E I House of Rep 76/09/24 16pp 


— 8004220361 Forwards summary of current status of NRC activities re 
teletherapy overexposure at Riverside Methodist Hosp 
Requests concurrence EU Saenger 760910 Hr to county coroner 
enc 1 

THOMPSON, D Office of Inspection 6 Enforcement, Office of the 
Director 76/09/08 7pp 


— B004220366 Forwards EL Saenger rept re EO Valentine, deceased patient of 
Riverside Methodist Hosp Death was caused by acute radiation 
pneumonitis 

KEPPLEft.J 0 Region 3. Chicago, Office of the Director 77/07/29 

6pp 


—8004220370 Submits distribution procedures for NRC medical consultant 
repts re Riverside Methodist Hosp teletherapy incident 
ALLAN, J M Region 3, Chicago, Fuel Facility h Materials Safety 
Branch 77/07/29 Ip 


—8004220374 Discusses consultants' repts concerning cause of deaths at 
Riverside Methodist Hosp Repts will not be routinely placed 
in PDR Copies ulll be sent to coroner & hosp upon request 
SMITH, 0 H Commission 77/08/03 ip 


—8004220380 Forwards EL Saenger 770830 Hr to PD Cameron re former 
patient at Riverside Methodist Hosp Hosp was requested to 
expedite requested Info Related correspondence encl 
ALLAN, J M Region 3, Chicago, Office of the Director 77/09/12 
7pp 


—0004220387 Forwards inquiry re former Riverside Methodist Hosp patient 
6 request for Info 

SAENOER, E L Cincinnati General Hosp Cine innati, OH 77/10/06 
3pp 


— 8004220391 Forwards J Flynn response explaining patient exclusion from 
review group U/o encl 

8AEN0ER,E L Cincinnati General Hosp Cincinnati, OK 77/10/21 

Ip 


— 8004220397 Requests that gnvt send representative to verify 
computations for patients burned by radiation overdose 
Recalculations 6 after-effects do nut correspond 
VOLKEMA, R.H Volkema.Pees it Sarap 77/10/26 Ip 


— 8004220403 Suggests that Commission responsibilities re Riverside 
Methodist Hotp overexposures be examined to define course of 
action for IE regional 4< consultant personnel. Regulatory 
aspects of matter have been resolved 

KEPPLCR. J 0 Region 3, Chicago, Office of the Director 77/11/11 
Ip 


— 8004220404 Requests that NRC redetermine vol of work to be undertaken 
by medical consultants In reviewing autopsy cases NRG 
medical consultants should not adviee Franklin County, OH 
coroner or plaintiffs of complicated overexposure questions 
SAENOERiE L Cincinnati General Hasp Cine innatl, OH 77/11/17 
3pp 



NONDOCKETED ITEMS 


— 0004220409 Forward'S proposed response to El Koch 760024 reque-st For 
info re radiation oveiexposuro at Ris^erslde Methodist* Hosp 
VDLGEWAUi E Office of Inspection Enforcementi Office of the 
Director 76/09/10 6 pp 


■0004220435 Forwards response to questions posed in 760920 Itr to WA 
Anders re excessive radiation exposures at Riverside 
Methodist Hosp Bummarq section of NRC investigation rept 
enc I 

aTRASMAi J Region 3i Chicago, Office of the Director 76/09/13 

3pp 


— B004220437 Ac k rocoipt of 760Q20 Itr informing NRC of steps taken to 
correct violations in IE insp rept Corrective actions ul 11 
be examined during future insp 

THQMP 8 ON 1 O Office of Inspection Enforcement, Office of the 
Director 76/09/15 Ip 


— 8004220442 Responds to 760024 request for Info re radiation 
overexposure of patients at Riverside Methodist Hosp 
Forwards summarij describing NRC investigation EL Saenger 
760910 Itr to CBunbg coroner end 
RQWDEN, M Commission 76/09/20 Qpp 


■ — 0004220444 Responds to NRC tnallgram ro caltbr of Picker €"9 Cci-60 
teletherapg unit at Riverside Methodist Hosp Provides table 
pf exposure rates w/values decayed from original 
measurements for half-life of 5 26 yrs 

KARTHA, M K Riverside Methodist Hosp Columbus, DH 76/09/27 

2 pp 


—0004220440 Submits addl info to further comply u/NRC 760714 order to 
modify license Forwards hosp or ganl xa tional chart t* job 
descriptions for Medical Director of Radiation Therapy & 
RadiologicaL Physicist 

DOATWRIOHTjN C Riverside Methodist Hosp Columbus, OH 76/11/09 

Bpp 


‘0004220482 Ac k receipt of 761109 Itr containing addi info requested re 
NRC 760714 order to modify license Response Is incomplete 
Requests adequate description of mgt control sys within 20 
days EL Saetiger Itrs end 

WADE, L Radioisotopes Licensing Qranch <Pre 7908OU 76/11/18 

0pp 


— 0004220450 Responds to NRC 76111B request for description of mgt 
control sys Forwards protocol for 00-60 teletherapy unit 
cal ibr 

DOATWRlGHTtN C Riverside Methodist Hosp Columbus* OH 76/12/06 
4pp 


—0004220461 Notifies that OH Sanherg has been appointed Radiological 
Physicist of Riverside Methodist Hosp Position authorlxes OH 
Sanberg to handle routine radiation safety licensing 
app Ucatlons 

BDATWRIOHT, N C Riverside Methodist Hosp Columbus, OH 76/12/13 

ip 


-“0004220463 Summarltes Riverside Methodist Hosp efforts to ensure that 
radiation safety program is conducted In accordance u/KRC 
regulations 8 < license terms Forwards description of 
radlosotope committee EL Saenger 770112 Itr end 
DOATWRIOHT. M. C Riverside Methodist Mosp Columbus,OH 76/12/20 

6pp 


— 0004220465 Responds to 770926 Itr td EL 9aenger re analysis of 
radiation treatments received by former patient Medical 
consultants have only revieued autopsled decedents Former 
patient url 1 1 not be included in review 

KEPPLERr J O Region 3, Chicago, Office of the Director 77/11/18 
ip 


>8004220466 Summarliei 771111 meeting w/EL Saenger re Riverside 
Methodist Hosp overexposure incident EL Saenger proposed 
that high level Commission position be developed re further 
patient evaluation or review of Individual cases, 

LONER 0 AN 1 0 T Region 3* Chicago, Office of the Director 

77/11/25 Ip. 


— 0004220467 Requests response to EL Saenger questions re need for addl 
review of autopsy cases U necessity of NRC advice to county 
officials 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 77/11/30 

ip 


— 8004220468 Requests info about current NRC activities ra medical use of 
rad laisotopas, bases for IE use of medical consultants i< 

Region 3 areas of concern 

DAViSi J 0. Office of Inspection U Enforcement, Office of the 
Director. 77/12/01 Ip 


— G004220469 Requests response to EL Saenger 771117 questions 6 J Ki 
771105 memo 

DAVIS, J 0 Office of inspection & Enforcement* Office of the 
Director 77/12/12 Ip 


— 8004220470 Provides brief answers to questions in 770201 memo re 
Riverside Methodist Hosp teletherapy radiation overexposure 
incident More complex issues will be addressed in Commission 
paper EL Saenger 760709 Itr to JR Flynn end 

HI00IN3OTHAM, L Office of Inspecti-on 8 < Enforcement, Office of t| 
Director 73/01/04 5pp 


— Q004220472 Discusses recommended enforcement action re Riverside 
Methodist Hosp overexposure Incident Lists major factors 
contributing to overexposure Six items of netic omp 1 1 anc a were 
Identified during IE 760420-22 «< 0912-13 insps 

THOMPSON, D Office of Inspection S* Enforcement* Office of the 
Director 76/D6/21 Ip 


— 8004220473 Hafcl/By produc t License 34-01055-03 for Riverside Method! 
Hosp Is amended in its entirety per 790309 application Amend 
13 authorizes possession fc* use of 2,000 Ci Cq- 60 in 
teletharapy sealed sources 

VACCA* P C Licensing Management Branch 78/04/05 6 pp 


— 0004220476 Amend 13 to Ma t l/Dy prod uci License 34-01055-03 for River 
Methodist Hasp authorizing use of licensed mail by OC Taylor 
or SM Rahman 

VACCA* P C Licensing Management Branch 77/12/27 Ip 


—8004220479 Amend U to Mat l/Dy prod uct License 34-01059-03 for River 
Methodist Hosp, adding Conditions 23 <* 24 
VACCA* P C Licensing Management Branch 77/01/13 ip 


— 0004220400 Amend 12 to Mat l/Dy prod uct License 34-01059-03 for River 
Metho<(list Mosp , author i z 1 ng use of licensed matl by LJ 
Fahey* OC Taylor or SR Andresen 

DAVlSiF C Radioisotopes Licensing Branch (Pre 790501) 76/OB/l 

IP 


— BOO422O402 Amend 9 to Mat 1 /By p r odu c t License 34-01055-03 for Rivers 
Methodist Hosp , author! z 1 ng use of licensed matl by LJ Fahey 
or OC Taylor 

OAVie, F C Radioisotopes Licensing Branch (Pre 790501). 76/07/0 

tp 


—8004220489 Matl/By produc t License 34-01055-03 for Riverside Methodl 
Hosp is amended in its entirety per 791014 app 1 icat i on. Amend 
B authorizes use U possession of 2000 Cl Co-60 in 
teletherapy sealed sources 

DAVIB, F, C Radioisotopes Llcanslng Branch (Pre 790501) 79/lS/i 

Spp 


—0004220486 Amend 7 tu Mat 1 /Oyproduc t License 34-01055-03 for White 
Cross Hasp Assoc lation, author 1 i ing use of 2*000 Ci Co-60 in 
teletherapy sealed sources 

BA 88 IN* N Atocnlc Energy Commission 76/06/2D 2pp 


—8004220488 Amend 6 to Matl /Byproduc t License 34-01059-03 for White 
Cross Association* author i I ing use of 10,000 Ci (two sources 
of not 'more than 5,000 Ci each) 

MALAROt J C Atomic Energy Commission 71/04/01 Ip 


— 0004220491 Amend 5 to Matl/Byproduc t License 34-01053-03 for Wh'tte 
Cross Hosp Assoc lation, Chang ing expiration date in Item 4 to 
751130 authorizing WD Bchurart* or DR Schmidt as users of 
licensed matl 

MALABO* J C Atomic Energy Commission 70/10/14 Ip 


—0004220512 Amend 4 to Matl/Dy product 34-01055-03 for White Cross Hp 
Assoc lat Ion, revi si ng Subitem 7 A B A to read teletherapy 
sealed sources ^ 7,000 Ci, resp »c tl vely 

BUCHANAN, C R Atomic Energy Commission 69/02/07 Ip ! 


— 8004220517 Amend 3 to Mat l/Byprod uct License 34-01095-03 for White 
Cross Mosp Assoc iatlon, add ing Condition 20 
BUCHANAN, C R Atomic Energy CotrtnissiDn 67/11/24 Ip 


—0004220921 Matl/Dypraduc t License 34-01055-03 for White Cross Hosp 
Association is emended in Its entirety per 651026 
application Amend 2 authoriies use Sc possession of 6*000 Ci 
Co-60 in teletherapy sealed sources 

HOWELL, D B Atomic Energy Camniisslon 65/11/19 Spp 


— 8'00422052e Requests amend of Mat 1 /Dy product License 34-01035-03 for 
Riverside Methodist Hosp authorixing CK Yin as user of Co- 
16 Amend fee certification & N.Y City license amenil end 
REEHAL, B 8 Riverside Methodist Hosp Columbus, OH 79/10/04 
3pp 


NON DOCKETED ITEMS 


a00422093S Rtqusiti dslstlon gf K K«rth4 & addition of BS Reahal 
radiation lafatg officer for Riyariide Hathodiit Ho«p fiS 
Rtihai curriculum vita* «ncl W/o and 

FUYNNiJ R. Riv»r«ld« Kathodlat Hoip Columbu*, OH 7B/03/09 Ip 


3O04SSO&3? Riquaati that S Rahman be included at authorized u«tr of 
llcented matl for Matl/Bgprodoct Litentet 34-01035-01 t 03 
B Rahfhan curriculum vitae end U/o end 

KARTHA.h K Rivcrtide Hethoditt Haip Columbut«OH 77/11/21 
Spp 


8004220544 Confirm* 761213 telcon re mpt control »yt Hotp mutt file 
rapt demanttratinii that radiation tafetg program it 
conducted In accordance u/NRC reguletioni tt llcenee termt 
HADErU Radioltotopet Liceneing Branch (Pre 7905011 76/12/13 

Ip 


■B00422094Q Conflrmt telcon granting eitention until 770104 for receipt 
of rept re mgt control tgi Requittt acknouledgement 
BDATMBIOHT»N C Rivenide Methoditt Hotp Columbui.OH 76/12/27 
Ip 


-8004220931 Order modifying License 34-01033-03 bg adding Condition 23 
to llcenee t( requiring written detcription of mgt control 
tgs to eneure conpliance w/NRC regulations Order is 
effective Immediatelg 

CHAPMANi K R Office of Nucleer Hateriei Bafety Ic Safeguard* 
76/07/14 9pp 


-8004220997 Act receipt of 7609;^! I 1020 Itr* re appointment of li Kartha 
at acting radiation tafetg officer 

BQUYER^J E Radloisotopei Llctnting Branch <Pre 790901) 

76/11/03 ip 


— B004220609 Requestt reactivity of teletherapy license 
TAVLORiO C Rivertido Methodist Koip ColumhUtfOH 


76/06/23 


ip 


— 8004220612 Forwards balance of metl requested for inclusion in License 
34-01033-03 W/0 end 

ANDRESEN/6 R Riverside Methodist Hotp ColumbuspGH 76/0‘»/3v 
Ip 


— 8004220616 Advises that S Andreten served a* resident from Jan-viul 
1972 Experience Included use of Co-60 teletherapy C9-137 
brachgtherapg Recommend* approval of S Andreten for 
Independent use of matlt Suppl to licente application encl 
HElOENBBEROi I Methoditt Medical Center of Illinois PeorlapiU 
76/04/24 4pp 


— B004220618 Verifies that 6 Androsen completed residency at univ on 
730801 Training included experience w/tuperf Ic iai voltagep 
orthovoltage therapy ■ Co-60 machines 2« linear accelerators 
Suppl to license application encl 

DEER. D A California. Univ of, Qan Diego 76/03/16 3pp 


— B004220622 Dltcuttes Amend B to License 34-01033-03 re inclusion of 8 
Andreten at individual user of teletherapg unit Requests 
addl info re 8 Andreten certification in radiology or 
therapeutic radiology 8c training 

DAViBiF C Radioisotopes Llcenting Branch (Pre 790501) 73/12/19 

If 


— 8004220623 Forwardi request for renewal of License 34-01055-03 for 
Co-60 teletherapg sealed source 6 addition of 8 Andreten to 
1 Icense 

AXTc J C Riverside Methodist Hosp Columbus. DH NRC 75/10/09 

IP 


-0004220962 Forward* M Kartha curriculum vitae in response to NRC 761004 
raquait ff/o encl 

BOATWRIOHT.H C Riverside Hethoditt Hotp ColumbUtrOH 76/10/20 

tp 


-8004220967 Rtquettt amend Of hatl/Byproduct License 34-01035-03 to 
Incorporate J Azt as radiation protection officer 8< 8R 
Andraien at uiir of intracavl tary sources 

KARTHAtM K River-side Hethoditt Hotp Columbut.OH 76/09/20 Ip 


-8004220573 Informi NRC that H Kartha hat been appointed contultant 
phyticlft for Rivartide Methodist Hosp effective Hay 1976 
Position authoricee H Kartha to take necessary action w/NRC 
(n handling radiation safety & licensing applications 
FLYNN, JR Riverilde Hethoditt Hotp Columbut.OH 76/09/21 Ip 


-0004220579 Requestc complete detcription of H Kartha experience In 
radiation & radioactive matli radiation protection 
training, 

BQHYERrJ,E Radioiiotopet Llctnting Branch (Pre 790901) 
76/10/04 tp 


-0004220585 Forwardi Amend iO to Hatl/Byproduct LUent# 34-01055-03 
adding 8R Andreten at individual uter of Co-60 teletherapg 
unit at Rivartide Methoditt Hotp Requetti concurrence W/o 
and 

NADE.L Radioitotopet Licensing Branch (Pre 790501) 76/08/06 

IP 


-8004220891 Oltcutiet Rivertidt Methoditt Hotp requett for 20-day 
titention to comply w/NRC 760714 order Hotp mutt submit 
requett in writing 

6IWER,6. Radioiiotopet Licensing Branch (Pre 790501) 76/07/29 

t A 


Andreten not be added a* authorized uter on 
W0IO95-O3 bated on reiultt of 
Tiforcement action against licensee 
tection & Enforcement, Office of the 


Hethoditt Hasp request for amend to Hatl/ 
'3- 

Ificatton Branch. 76/06/20 Ip 


-8004220608 Application for amend to Matl/Bgproduct License 34-01055-03 
authorizing LJ Fehey tc OC Taylor to use i/or tupervlie use 
of Ca-60 Sealed tourcet to be housed it used in Picker 629F 
Co-60 taletherapy unit 

TAYLOR, 0 C, Rivertidt Hethoditt Hotp. Galumbut,OH 76/06/30, 

4pp. 


-8004220606 Inform* that Rivertlda Hethoditt Hotp concur* w/OC Taylor 
requett to be added to Hatl/Bypreduct Licenti 34-01099-03, 

FLYNN, J,R. Rivertidt Hethoditt Hotp, ColumbUtiOH 76/06/30 Ip 


— 0004220629 Appl icati on for renewal of Hat 1/Dyproduc t Liconte 
34-01055-03. authorizing LJ Fahey U 8 Andreten to use 6/ar 
supervise use of 20,000 Cl Co-60 in form of sealed sourcet 
for telethorapy, 

TAYLOR.O C Rivertidt Hethoditt Hotp Columbut.aH 75/10/14 
Spp 


—8004220633 Notifies that 721009 survey rept following intkallatlon of 
teletherapv unit fulfill* requirement* of Condition 10 of 
License 34-01035-03 Special attention should be paid to 
requirements of Conditions 18 6 19 
QASSiNiN Atomic Energy Commission 72/11/22 Ip 


— 8004220633 Forwards ON Callendine radiation survey analytit for 
radiation exposure in teletherapy room at hotp lubsequent to 
Inttallatlon of Picker C-9 teletherapy device 

BCHWARTZ.W B Riverside Hethoditt Hotp Columbut.OH 72/10/09 
22pp 


—0004220639 Supplemental application for amend to License 34-01033-03 
authorizing MB Schwartz, DR 8chmidT,CC Taylor. JV Dlazek 
LJ Fahey to use tc/or supervise use of 20.000 Cl Co-60 in 
staled tourcet for teletherapy 

a Nhlte Cross Hosp Association Columbut.OH 72/04/20 2pp 


— 8004220644 Forward* Form* AEC-313 6 3i3a in support of application for 
amend to License 34-01033-03 re inclusion of LJ Fahey a* 
authorized user of licensed matl 6 replacement of colbalt 
machine u/rotatlonal cobalt teletherapy unit 

CALLENDINE, O U Riverside Methoditt Hosp Columbut.OH, 72/04/19 
I9pp 


0004230008 Responds to FOIA request for documents detailing spent fuel 
shipment roUtis 6 alternate routes from Chalk River, Canada 
to ac that traverse NY U PA Info withheld (ref FOIA 
Exemption 4) 

FELTON, J H Division of Rules and Records 00/04/09 ip 


8004230011 FOIA request for documents detailing spent fuel shipment 
route* aiternata route* from Chalk River, Canada to SC 
that traverse NY !< PA 

KATZ.B E The Pres* Binghampton. NY 00/03/19 Ip. 


8004230015 Responds to FOIA request for last ln»p rept of Doctor^* 
Hospital in Columbut.OH Forwards documents listed in App A. 

Intp rept will be forwarded upon completion 

FELTON. J H Division of Rules and Records 80/04/10 2pp 


— 8004230023 Ack receipt of 761116 Itr informing of steps taken to 
correct Item of noncpmp 1 iance identified in NRC 761104 Itr 
Corrective action* will be examined during future Insp, 

ALLAN.J M. Region 3, Chicago, Fuel Facility 6 Haterlals Safety 
Branch 76/12/06 Ip 



NONDOCKETED ITEMS 


— 9004230029 Farwards loak/wipe test analyai* rept <« sealed source 
Inventory data to satisfy infraction It deficiency identified 
in fiRC 761104 Itr Full compliance should be achieved 
Req.ue«ts confirmation 

HOBBS. T C Doctors Hosp Columbus, OH 76/11/16 Ip 


— 3004230032 DDDO 

"Leak/Uipe Test Analysis Rept " Sealed source inventory 
enc I 

EARLYiP J Nuclear Medicine Assoc iates, I nc C love Land , Olt 
76/07/15 2pp 


— 800<41?30040 Discusses IE insp of Licenses 34-05468-01,02 U 03 on 761021 
fit 22 fit forwards notice of violation 

ALLANfJ M Rejion 3, Chicayo, Fuel Facility fit Materials Safety 
Branch 76/U/04 2pp 


— 8004230045 Notice of violation from Insp on 761021 t< 22 Noncompliance 
noted byproduct matl inventory Included 12 Cs-137 sealed 
sources th^t uere not leak tested betoieen 750222 fit 761021 fit 
no quarterly Inventory for sealed sources conducted 
* Region 3, Chicago, Fuel Facility fit Materials Safety Branch 
76/11/04 ip 


— B0O423OOSO Draft IE insp rept on 761021 fit 22 Noncompliance noted 
byproduct matl inventory included 12 Cs-i37 sealed sources 
that were not leak tested between 750222 fie 761021 fit no 
quarterly physical inventory for sealed sources conducted 
SCHULTZ, W H Region 3. Chicago, Office of the Director 76/10/21 
9pp 


3004230019 FOIA request for last insp rept for Doctor's Hospital in 
Calumbust OH 

SMITH, J D Affiliation Unknown 80/01/24 Ip 


0004290087 Responds to FOIA request for NRC Translation 520 
■'Rad locco logical Assessment of Wyhl Nuclear Power Plant " 
Forwards requeited document W/o end 

FELTON, J H Division of Rules and Records 80/04/13 Ip 


3004290099 FOIA request for NRC Translation SSO '*Rad loeco 1 og leal 
Assessment of Wyhl Nuclear Power Plant ” WA Post 791111 news 
article end 

OROSSrfAN, K Island Closeup News Service BO/04/08 Ip. 


9004290094 Atfdl response to FOIA request for info re members of ASLB 
Forwards addl documents per dC Carr 791107 Itr 
FELTON, J M Division of Rules and Records 80/04/14 Ip 


8004290097 Responds to FOIA request for Internal documents used to 
establish 1 5~minute notification requirement (Footnote 3 in 
FR notice) for NRC proposed rule 10CFR90 re emergency 
planning Forwards documents listed In App A N/o ends 
FELTON, J M Division of Rules and Records 00/04/14 Ip 


9004290103 FOIA request for internal documents used to establish IS- 
minute notification requirement iFootnote 3 in FR notice) 
for NRC proposed rule 10CFR50 re emergency planning 
RAMK. A C Yankee Atomic Electric Co 80/03/21 Ip 


8004290150 Responds to FOIA request for issues of "Ueekly Highlights** 
from 1976 to present, All issues since 771816 have been pot 
in PDR in Nash ington, DC No repts exist for 1976 or 1977, 
except for 760324 rept 

FELTON, J M. Division of Rules and Records 00/04/14 ]p 


80042901S2 FOIA request for Issues of "Weekly Highlights*' from 1976 to 
present 

POWER, D F Affiliation Unknown 80/03/31, Ip 


80042901S5 Responds to FOIA request for all documents requested by 
public under FQIA re Union Carbide Corp NRC has not been 
asked for info re Union Carbide Corp Provides NRC criteria 
for disclosing proprietary Info 

FGLTONi U M Division of Rules and Records 80/04/14 Ip 


6004290161 FOIA request for all documents raquested by public under 
FDIA ra Union Carbide Corp 

CHAlFETZiD H Union Carbide Corp 80/04/07, 2pp 


8004290£63 Responds to FOIA request for two specific documents 
contained In nugget file Provides detailed description of 
nugget f I le. Forwards requested documents W/o ends 
FELTON, U M Division of Rules and Records 80/04/17 Ip 


0004290166 FOIA request for two specific documents contained in nugget 
file 

0R088MAN, K Island Closeup News Service 80/04/14 ip 


SOO4290169 Responds to FOIA request for all applications for 
radioactive metis ILcensuro fi, radioactive matls licenses 
issued to PharmatopBB, Inc , erclud ing tL Forwards requestod 
documents W/o encls 

FELTON, J Division of Rules and Records 80/04/17 Ip 


0004290173 FOIA request for all applications for radioactive mat 
licensure fi, radioactive matls licenses Issued to 
Pharma top c s, Inc, V i c 1 ud Ing IL 

MCDONALD. D D Nuclear Pharmacy, Inc 00/04/01 Ip 


8004290182 Responds to FOIA request for info re Pakistani & Llby 
shipments fi, design U/ar const of nuclear explosive device 
Forwards news articles identified in App A Other documents 
were originated by State Dept & CIA 

FELTON, J ti Division of Rules and Records 80/04/14 6pp 


0004290104 FOIA request for info re Pakistani fi, Libyan U ihlprten 
design fi,/or const of nuclear explosive device 

COCHRAN, T D Natural Resources Defense Council 79/11/26 2 


OEN TEC 10 OENERtC TECHNICAL ISSUES 


7906010118 FOIA rsquast by UCS for all documents re Task Action , 
A-40 fit A-4l,lnf(i on soismlc issues preparad for SEP fi, Insp 
repts for Deover Valley 

WElBa, E R Sheldon, Harmon fic Weiss 79/03/19 2pp 


8004020140 NURE0-O46O V4 

"ATW8 for LWRs, Resol ut ion of Unresolved Safety Issue Task 
Action Plan A-9, " Vol 4, for comment 

e Office of Inepoction S' Enforcement, Office of the Oiroctor 
eo/03/3t 202pp Available at NTIS 


0004030004 NUREO-0460 V4 

♦'ATW8 for LWRs, Resolution of Unresolved Safety Issue Task 
Action Plan A-9 '* For comment issue 

» Office of Nuclear Reactor Regulation 00/03/31 200pp 

Available at NT18 


8004070263 Discusses Ooneric Task 0-24 (Containment Purge) schid* 
ietpacts NRC has commitment to complete tash action plan by 
Apr 1900 Drowns Ferry , Pi alri o Island fi* Turkey Point have 
not met schedules for submitting info 
LAlNASfO Plant Systams Oranch 80/03/17 Ip 


0004140368 Forwards comments on final rept on Phase 1 of sys 
tnteractien study prepared by Qandia Labi Rection 9 0 should 
note that boiling in core fi, condensation in steam generator 
is viable heat removal scheme 

HtLLSiL M Tennessee Valley Authority 80/04/04 2pp 


6004150393 Forwards "Method of Applying Mark II Single Vent Dgnafl 
Lateral Load to Mark tl Plant W/Multlple Vents," on behalf 
of Mark II owners group Rept <dithheld (ref 10CFR2 790) 

Affidavit end 

DUdHHaLZ,RH Oeneral Electric Co RHn-oa9-0O 00/04/09 6p 


8004100498 Notification of AGR8 Subcommittee on Plant Arrangement 
000220-21 meeting w/8tndia tabs in Wash Ington, DC to discuss 
"Final Rept (draft) on Phase 1 of Oenerlc Task A-I7.ays 
Interaction in Nuclear Power Plants" fi, Items re LWRs 
HOYLE, J C ACRS - Advisory Committee on Reactor dafeguards, 
00/01/30 3pp 


Ifi,e INSPECTION AND ENFORCEMENT 


7909050241 IE Bulletin 70-06, "Defective Cutler-Hammer, Type H Rel 
u/DC Colls " 

* Office of Inspection 8, Enforcement, Office of the Director 
78/03/31 4pp 


791S19Q650 IE Bulletin 80-08, "Exam of Containment Liner Penetrat 
Welds '* 

e Office of Inspection & Enforcement, Office of the Director 
80/04/07 app 


7912190691 IE Circular 80-OS» "Emergency Diesel Oenerator Lubrlca 
Oil Addition and Onsite Bupplg " 

e Office of Inspection fi< Enforcement, Office of the Director 
80/04/01 3pp 


8002200644 IE Bulletin 79-03Ai "Longitudinal Weld Defects In A0MG 
8A*-312 Type 304 Stainless Bteel Pipe " 

e Office of Inspection fis Enforcement, Office of the Director 
80/04/04 3pp 


376 


NONDOCKETED ITEMS 


8002280643 IE BoUatin 80-07j "flWR J«t Pump Asaambly Fallura “ 

* Offlca of Inipcctlort ti Enforcement* Office of the Director 
BO/04/04 7pp 


0002200649 IE Info Notice eo-l4« "Safety Sugjcitionf From Emplovees 
e Office of Inipection Enforcement* Office of the Director 
60/04/02 2pp 


HI SC PUBLIC DOCUMENT ROOM llISCELLANEOUS 


7902060387 Foruarde repte of the activities uf the Natl Energy Software 
Center for FY197B Midyear revleuf of NE5C work scheduletl for 
790220 

BENNETT. 0 L Research Support Branch 79/01/10 3pp 


6002280650 IE Info Notice 80-13, "GE Typo SDM Control Switches 
Defective CAM Followers " 

» Office of Inspection 1 Enforcement. Office of the Director 
00/04/02 Jp 


—7902060360 Natl Energy Software Center rept for FV1978 Outlines program 
accompi 1 shmentsr breakdown of library collection by 
c lass if Icatlon category, '‘best sailer" list & number of 
program packages contributed to center 
BUTLER, M Argonne National Laboratory 70/11/07 Qpp 


6002200654 IE Info Notice 80-12, ‘’Instrument Failure Causes Opening of 
PQRU & Block Valve " 

* Office of Inspection St Enforcement, Office of the Director 
60/04/04 ip 


6002280657 IE Circular 80'07, "Problems W/HPCl Turbine Dll Bys *' 
» Office of Inspection 8< Enforcement, Office of the Director 
00/04/03 3pp 


0OO4OSO97B EN-00-007 on 600314, notice of violation & notice of proposed 
impoeltion of civil penalties to be issued for License 
4S-0935B’'02 Action based on alleged items of noncomp 1 lance 
ri fliatl false statements in application for license renewal 
BfiOCHETT, T N * GDWEfi, 0 C Office of Inspection £, Enforcement, Office 
of the Director 60/03/11 Ip 


6004060984 PNa-'V-60-020A on 800317, lost lr~192 seed found in restricted 
area of radioisotopic storage room No radiation exposures to 
operationel personnel 

THOMAS, R D Region 5, San Francisco, Office of the Director 
80/03/16, Ip 

S00409017B PN0’'l-a0-042 on 600317, notified by several sources that 
radioactive matl package containing 13 D Cl Ir^l92 source 
In radiographic device dropped at Philadelphia Airport was 
leaking Nonradioactlve insulating matl spilled out 
KiNNEMANfU Region 1, Phi ladelphia* Office of the Director 
80/03/17 2pp 


8004090193 PNO- 1 11-80-046 on 000314, unknown caller Informed duty 
officer of stolen Ra-22S Implant needles bought from friend 
Feared contamination 1, agreed to place device in local 
Chicago phene booth Two more calls received w/no results 
PAPERIELLO, C U , DAV18, A 8 Region 3, Chicago, Office of the 
Director 80/03/14 2 pp 


0004090197 PNa-I-aO-044 on 600318, call received from individual In 
BelfflontrKA re retrieval of gamma sample charger from trash 
compactor In Winchester, MA Unlabelled sealed source reading 
11 mrem/hr found Little radiation exposure occurred 
KINNEMAN,J Region 1, Philadelphia* Office of the Director 
80/03/19, Ip 


7902080199 Informs NRC that nuclear liability pools are able to pravido 
il60 mllUon as max combined limit under primary nuclear 
energy liability insurance policies Will maintain 430 
million of contingent liability capacity 

SARDES, C R Nuclear Energy Liability Insurance Association 
79/01/09 Ip 


7902140361 Announces RSR midyear review on 790220 of Natl Energy 
Software Center of accomplishments to date it plans for rest 
of FY1979 it FV19aO 

BENNETT, 0 L Research Support Branch 79/01/31 2pp 


7902260271 Staff position ro Transnuclear application to export 779 Kg 
enriched 4 057, U-23S to Canada License should be granted 
MOORE, R N Assistant Director for Export/Import U International 
Safeguards 78/12/04 3pp 


79030606S4 Notification of 790322 meeting w/UCLA to discuss status of 
steam transient research program funded by NRC Dlv of 
Reactor Safety Research UCLA pool dynamics program will be 
discussed 

ANDERSON, C J Containment Systems Branch <Pre 790101 > 79/02/13 

2pp 


7903060166 Notification of 790301 meeting in BBthosda,MD to discuss 
NRC generic questions re ATW8 

THADANI,A C Reactor Systems Branch 79/02/15 Ip 


7903000264 Notification of 790220 meeting w/Nuclear Associates Inti in 
!]«thesda,MD to discuss progress made on calculations of 
"Steam Line Break Sensitivity Studies " 

8ALAH, 8 Analysis Branch 79/02/26 Ip 


7903090072 Notification of date change to 790329 for meeting u/DWR 
Reload Licensing Users Group 

MORRIS, B Reactor Safety Branch iPre 791030). 79/02/27 Ip 


7903090076 Notification of 790314 maeting in Ilothoada,MD w/DWR Reload 
Licensing Users to discuss BWR Reload Startup Tosts 
MORRIS, D Reactor Safety Branch (Pro 791030) 79/02/27, Ip 


B004100017 PNO-V-80-020 on 800314, safety officer for License 
50-17038-01 notified duty officer re 0 6 mCl Ir-192 seed 
missing from ribbon Radiological surveys conducted of room 
Si patient u/o results 

THOMAS, R D Region 5, San Francisco, Office of the Director 
00/03/17 Ip, 


G004140102 PNO- n 1-76-075 255 patients received radiation overdoses 
between Mar l975''Jan i97^< Caused by malfunctioning of cobalt 
therapy unit. IE plans to initiate investigation Medical 
consultant has baen contacted for assistance 

WHITT, H W Region 3, Chicago, Office of the Director 76/04/i9 
Ip, 


8004140106 PNO-I I 1-76-027 255 patients received radiation overdoses 
between Mar 1975-Jan 1976 Caused by malfunctioning of cobalt 
therapy unit IE plant to initiate investigation Medical 
consultant has been contacted for assistance 

ALLAN, J M Region 3, Chicago, Office of the Director 76/04/19 

2pp 


7903200103 Responds to 790219 request for withdrawal of 790105 response 
to NRC new applications survey Request has been honored 
Original Itr is being returned No FOIA request for Hr has 
been made 

BERKQWiH N Division Of Project Management 79/03/05 Ip 


7904130116 Notification of 790411 meeting w/American Inst of Steal 
Const In Bethesda, MDi to discuss proposed response to request 
for addi Info dated 761107 

0PRAUL, J Quality Assurance Branch 79/04/04 tp 


7904170340 Summary of anomalies between semiscale test 8-07-6 results 
U analytical predictions Improved downcomer insulator will 
be installed in semiscale in Apr 1979 No addl cold leg 
injection tests will be conducted 

MURLEV, T E Division of Reactor Safety Research 79/03/20 6pp 


7904210192 Rejects documentat ion submitted re “Safeguards Use of 
Process Control & Quality Control Data “ 

PARTLGW,J Q Material Control Licensing Branch 79/04/03 }p 


8004140110 PNO-n 1-76-031 • new info was received re overexposure of 255 
patients from improperly calibr teletherapy machine Caused 
by human error, rather than progressive instrument 
deterioration IE will complete investigation. 

' ALLAN, M Region 3, Chicago, Office of the Director 
76/05/07 Ip 


8004140202 PNO-1 ll-76-llO newspaper reported that preliminary autops 
findings on two patients at Riverside Methodist Hosp 
indicated radiation overexposure was major cause of death 
Coroner has scheduled 760702 press conference 
WARNlCKiR F. , RQY,0. H , THOMPSON, D Office of Inspection «< 
Enforcement, Office of the Director 76/07/02 Ip 


7905140144 Forwards rept re operating character! sti cs of numerous 
models of tlmitorque electric actuators when mounted on 
Velan valves Constitutes coincidental acquisition 
CLEMEN80N»F Plant Systems Branch (Pre 791030) 79/04/17 2pp 


7905190090 Forwards monthly rept for Apr listing transfer of 
radioactive sealed sources, used in FILTEC level detection 
equipment, to nonagreement states 

CALHOUN, F L Industrial Dynamics 79/05/09. 2pp> 
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7V060t0332 Summary of 7702lf> QA Uranch bripflng for Qfc of Nuclear 
Regulatory Re«eaTth & DUE on proposed graded approach for 
QA programs W/supporti ng documentation 

DENNETT/ O L Research Support Dranch 79/04/25 32pp 


7906050031 Responds to 731122 telegram alleging radiation overexposure 
to individual during radiographic operations Foru^ardc IE 
investigation rept W/o encl 

KEPPLER/J G Region 3, Chlcagoi Office of the Director 79/03/23 
ap 


790725025B Requests clarification of NRC 790611 Itr re implementation 
of Category 2 & 3 Reg Guides in BEP 
SCHAFFSTALL/ R E KMC, Inc 79/07/23 Ip 


7907300056 Summary of 790524-25 unrkshop in Silver Spring, MD re 
recommendations for condensation models in TRAC 
8HDTKIN/L M Analysis Development Dranch 79/06/15 6pp 


7908010063 Foruards Region 1 Investigation Rept 070-154 which contains 
results of radiation survey efforts in NortoniMA through Dec 
1978 l( related background info U/o encl 

STDHRiJ P Region 1, Philadelphia, Office of the Dlroctoi 
79/06/04 ip 


7908030084 Forwards staff position re safe shutdown capability for 
fires Specifies safe shutdown equipment & performance 
objectives for licensee consideration in demonstrating safe 
shutdown capability w/existing or alternate equipment 
LAINAB/G Plant Systems Dranch <Pre 791030) 79/06/19 9pp 


7908060334 Suggests storage of spent fuel rods at ND antlballistic 
missile site, const of Thorium slow 1 ight-water-broeder 
reactors storage of liquid wastes in NV under atomic bomb 
test holes 

MURPHY, F E Affiliation Unknown 79/07/30 Ip 


7908100159 Forwards draft lE Dulletln proposing interim position on 
containment purging during normal operation 

LAIMAS, 0 Plant Systems Dranch (Pro 791030) 79/06/27 8pp 


7908150054 Advises that suppl guidelines have been initiated to 
expedite completion of fire protection programs at operating 
plants Ouidelinos will be prepared by DOR revlowers 
FEROUBON.R Plant Systems Dranch (Pro 791030) 79/07/1/ 3pp 


7908150709 Responds to 790612 Itr lo 0E18 on handling & storage of 
spent fuel NRC will follow Commission decision In response 
to 790601 request 

D1RCK9,U J CJfflcD of Nuclear Material Safety 6 Bofeguardt 
79/0//12 Ip 


7908200112 Forwards proposed functional organiiatlon for Section A of 
Plant Sgs Dranch Requests that lead engineers be authorlied 
to perform managerial paperwork 

TQNDLO Plant Qyttems Dranch (Pre 791030) 79/07/26. 3pp 


7908280824 Expresses regrets that Tondl was unable to attend 790726 
meeting u/Rydnert at MD Natl Dank Dldg Requests that 
apologies be extended to Rydnort 

T0NDI,0 Plant Systems Dranch <Pre 791030) 79/07/27 Ip 


7909140S79 Disagrees w/NRC plan to lift reactor licensing moratorium 
LEUIN.C Senate 79/09/10 2pp 


7909190504 Responds to 790Q14 Itr & 790824 telcon re licensing 
requirements for Import of Progesterone Kits containing 
1-126 Forwards lOCFRliO U applicable form M/o end 
MODRE, R N Office of International Programs 79/08/27 Ip 


7910050109 Notification of 791001 mooting w/Qft of IC to discuss 
computer sys info re NRC Form 766 

DELKEfN L Quality Assurance Branch 79/09/21 Ip 


7910050156 Advises of review completion of draft IE circular re failure 
of Oeneral Telephone i< Electronics Sylvanla relayfType PM 
Bulletin 7305, Catalog 5U12-11-AC coll Issuance of proposed 
circular is endorsed w/no comments 

OAMMILLiU Assistant Director for Operating Reactor Projects (Pro 
791030) 79/09/13 Ip 


7910050603 Notifies of review of proposed bulletin re dewatering sys 
at operating plants Si endorses Issuance 

OAMMILL.W Assistant Director for Operating Reactor Projects (Pra 
791030) 79/09/18 Ip 


7910150161 Notifies that unlv lab facilities generate no lour level 
wastes 

GRANT, J J Bt Peter's College 79/09/29 Ip 


7910310051 Summary of 790B21 research review group meeting in 
Albuquerque, NM rc progress of two NRC sponsored studies 
roUUKE, v) D Environmental Effects Research Branch (Pre 791030) 
79/10/01 3pp 


7911080375 Reply to Atlantic Resoai ch Corp bi ief No finding that 
licensee mlnimlxod chances of noncomp 1 iance Mg t competence 
not basis far imposition of penalty ALAB-542 should be 
reversed Certificate of 6vc encl 

MURRAY, J P , LIEDERMAN.J , DURN8, 8 Q RulomaVlng tc Enforcement 
Division 45-02008-04 /?/ 10/23 6pp 


8003250855 Concurs w/iisuing proposed draft AO rept to Congress for 
Oct-Dec 1979 Forwards marked-up pages of rept 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/26 4pp 


8004020023 Inquli es why Nuclear Saf ety , b imonthly technical progress 
review, is advertised as govt publication & who is 
responsible for review Similar Itrs to GAO 8< Dept of Labor 
enc 1 

EQCUE.NR Affiliation Unknown 79/12/04 3pp 


8004020298 Discusses proposed Itr to tlccnsoes on high energy tine pipe 
breaks inside containment No sufficient technical basis 
evident to advise whether method proposed by NRC for 
satisfying General Design Criteria 4 is legally sufficient 
aCiNTQixlF Office of the Executive Legal Director 80/03/14 Ip 


8004020426 Forwards proposed FR notice of ACRB Ad Hoc Qubcammitiee on 
Natural Circulation )1eat Removal 800325 meeting Requests 
publication on 800310 

BATES, A L ACRB - Advisory Committee on Reactor Gafepuards 
00/03/04 3pp 


0004080102 Forwards proposed FR notice of ACRB Bubcammittee on 
ECCB 800326 meeting Requests publication on 800311 
DATES, A L ACRB - Advisory Committee on Reactor Safeguards 
80/03/04 3"" 


I 


7909190514 Responds to 790730 Itr re suggestions for storage of spent 
fuel rods & low level radioactive wastes S< support for 
light water breeder reactors Provides explanations for 
ongoing program of concern 

OENTQN.H R Office of Nuclear Reactor Regulation 79/08/20 Ip 


7910020720 Suggests topics for Japan/U 8 meeting on nuclear safety 
Topics Include Mark 11 full scale condensation tests (k fire 
protection it diesel generator reliability Summary of 
programs encl, 

LAlNASrO Plant Systems Branch (Pre 791030) 79/09/05 35pp 


7910020843 Requests summary of screening reviews of licensee 
rsiponses to IE Dulletin 79-01 re environ qualification of 
Class IE equipment 

DENTON, H R Office of Nuclear Reactor Regulation 79/07/21 Ip 



378 


NON DOCKETED ITEMS 


— 8004110109 Roqueitf ansu«rs to nine qiveitlont re nuclear pouJer plant9 
for tchoal debate 

BPELLHAMiK Affiliation Unkr^own 80/01/30 3pp 


0004140071 Notice of Utuance S< availability of proposed dinar amends 
of syi of recordf Amende clarify & update info in NRC sys of 
recordi* neceitl tated by adding senior eiecutlve evt traltiinij 
record! to existing NRC training records 

DliRCKa,frl J Office of the g»eeotlve Director for Operations 
BO/03/14 4pp 


-8004020120 roruards comments on "Oasis for Emorgenty Action Levels for 
Nuclear Poitfer Facilities " Minor events having no effect on 
public health *« safety do not warrant consideration of 
public officials or agencies 

JUROENSEN* R W American Electric Power Co * Inc /'f/ll/M 4pp 


-6004020123 Comments on NUREO-OiiO recommends four classes of emergency 
action level* in-plant otcurrenCei emergency alerts site 
emergency ** general emergency 

UARD« J E Atomic Industrial Forum 79/11/28 14pp 


8004140098 Responds to 800216 Itr re operator training Nuclear power 
plant ilfflulators used in operator training programs since 
1969 Undar revised requirements i s imulators will ba 
programmed for multiple failures 

DENTONrM R Office of Nuclear Reactor Regulation BO/03/20 tp 


—8004020128 Comments on NUREG-0610 draft estimate too low Experience 
indicates that( using draft eiamplcs of initiating condition* 
frequency would be six to ten times per yr rather than once 
or twice 

VETTER* W E Region 4* DallaSi Offic? of the Director 79/11/27 

2pp 


— B004140095 Expreseas concern about role of plant operator error in 
nuclear incident* 6 cuggeeti training in realistic simulated 
etnergancy situations 

BLANCHARD* W K Affiliation Unknown 00/02/16 2pp 


— B00402O131 Forwards D£ Donaldson comments on NUREO-0610 

8MITH/0 H Region 1* Phi lade I pb la* Fuel Facility 6 Hateriali 
Safety Branch 79/11/26 Ip 


8004140483 Responds to 000214 Ur forwarding E Orlffln B00207 Ifcr re 
safety of various aspects of nuclear fuel cycle Forwards 
copy of proposed change to 10CFR30 & other matl re concerns 
t( discusiei goal of natl waste mgt program U/o encl 
KAhMERER-C Office of Congressional Affairs B0/03/0i 2pp 


— 0004140409 Requests info responsive to end E Orlffln B00207 Itr 
expressing concern re safety of various aspects of nuclear 
fuel cycle 

BORENjD L Senate 00/02/14 2pp 


0004170111 Commants on Nuclear Data Link Urges caution in 
iinpl ojKtntatlon Admirable objective is not practical* safe 
OT prudent for reAnlred level of overview 
LUNDVALLi A E tteltlmore Oas S< Electric Co 80/04/10 3pp 


6004SIOD96 Forwards 780901-790131 replacement pages for "Intrusion 
Detection Handbook*" BAND 76*'0954 Superseded pages should be 
destroyed H/o end 

VAROAi S* A Assistant Director for Light Water Reactors 77/11/19 

Ip 


8004320039 Submits reply t® inquiries re NRC monitoring of Inst for 
Nuclear Power Qperatione activities Inst has not developed 
specific procidurei 6 criteria for monitoring operator 
training programs 

SKQVHOLTrD J Assistant Director for Oualltg Assurance ti Operations 
80/04/01 Ip 


—8004020138 Comments on NUREG-0610 supports basic intent, however, does 
not agree w/nomenc lature designation of various classes or 
u/sorting of example initiating conditions for various 
classes Marked-up draft guidelines end 

DONALDSON, 0 Region I, Philadelphia, Office of the Director 
79/11/21 24pp 


—8004020144 Comments on draft NUREO-06tO release potentials should be 
expanded for offsite agency guidance Notification should be 
to both state 6 local authorities for all classes 
BROWER. 0 W New York, State of 79/10/30 2pp 


0004020139 NURE0/CR-13S0 

"Evaluation of Factors Affecting Toxicity of Chlorine to 
Aquatic Organisms " 

CRUMLEY* 8 C * STODER.Q J * DINNEL, P A Washington* Unlv of FIN 
B-9679 80/03/31 89pp 


0004020146 NUREO-0460 V4 

"ATU8 for LWRs* Reso lut ion of Unresolved Safety Issue Task 
Action Plan A-9* " Vol 4, for comment 

* Office of Inspection 6 Enforcement* Office of the Director 
80/03/31 202pp Available at NT 18 


8004020429 Forwards WCAP-969!, "Transient 6 Accident Analytis," in 
compliance w/ltem 2 I 9c of NUREO-0570 

REED*C Westlnghouse Operating Plants Owners Group 00-32 
B0/03/3t Ip 


6004300973 Advises that IE Circular 80-09 was sent to listed licensees 
t( CP holders 

GRIER, B,H Region it Philadelphia* Office of the Director 
80/04/01 6pp 


—8004020432 WCAP-969 1 

"Transient 6 Accident Analysis " 

HITCHLER.M J . SHARP* 0 R * ANDERSON, T M Westlnghouse Electric 
Corp 00/03/31 iSOpP 


NURED NUREO REPORTS AND RELATED CORRESPONDENCE 


B00329-0002 Comments on draft NUREO-0570i Revision 1 no discussion made 
of recojniseloning b canverslon No mode# of decomlsslonlng 
should be precluded at this time Classification of 
d*CQm.is«ionlng modes li timing by half lives unreasonable 
REYNOLDS* N 8 Dibevolse h Liberman 00/02/20 8pp 


8003S70223 NUREO-0030 V3 Ml 

VellDw Soak "Const Status Rept, Nuclear Power Plants*" data 
as of 791231, 

* Office of Management and Program Analysis 80/02/29 I60pp 


8004010320 Comments on NUREG-0313j Revision 1 evaluation should be made 
of nonsarvice sensitive line# to determine potential for 
intergranular stress-corroi Ion cracking 
HILLS, L.H Tennestee Valley Authority 80/03/29 Ip 


8004020032 Comments on NURE6-0625, "Rept of Biting Policy Task Force " 
recommends add! measures to prevent accidents 6 mitigate 
effects Siting should be strengthened as factor in defense 
PLE88ET, M. 8 AGR6 - Advisory Committee on Reactor Safeguards, 
00/02/14 7pp 


8004020111 Certified summary of ACR8 Bite Evaluation aubcommlttee 
791220 meeting In Washington* DC re recent policy changes U 
Inplsmentation (n area of siting be emergency planning 
• ACR8 - Advisory Committee on Reactor Safeguards 80/02/09 13pp 


— 8004020116 Discusses conflicts in guidance & interpretation r® offsite 
emerge ncy plane per review of NUREO-0396* NUREG-0308 It draft 
NUREO-0610. 

OODWINrA. V Alabama, 8tat« of 79/11/14. 25pp 


0004030002 NUREO/CR-1312 

"Methods for Evaluating Leak Tightnos* of Spent Fuel 
Container Clotures, " 

BENDA, B J * LANOLAND, R T Lawrence Livermore Laboratory FIN 
A-0li7 UCRU-5273B 00/03/31 200pp Available at NT IS 


8004030004 NUREG-0460 V4 

"ATW3 for LWRs* Resolution of Unresolved Safety Issue Task 
Action Plan A-9 " For comment issue 

* Office of Nuclear Reactor Regulation 00/03/31 200pp 

Available at NTI8 


8004030003 NUR£0/CR-12e0 
"power Plant Staffing " 

WEONER.W Basic Energy Technology Associates NURC-O3-B0-1 16 
BETA-103 80/03/31 34pp Available at NTI8 


8004040272 Discusses recommendations of Task Force on Bulletins & 
Orders Recommends vendor methods used far small break LOCA 
analysis be revised, documented b submitted for review 
PLE88ET,M S ACR8 - Advisory Committee on Reactor Safeguards 
ao/03/il 4pp 


— 0004040274 Discusses near-term OL items from Draft 3 of NUREO-0640 & 
NRC action plans developed as result of TMl-2 accident 
PLESSETiM 8 ACR8 - Advisory Committee on Reactor Bafeguards 
00/03/11. 9pp, 


— 8004040277 Comments on recommendations of NRC special inquiry group 
re ACR6 activities 

pLE88ET«K 8, ACRB - Advisory Committee on Reactor Safeguards 
00/03/12 2pp 



NONDOCKETED ITEMS 


3; 


800^{>4032t Confirms 000314 tetcon ra QWR owners group response to 
NUREO-OSys Requirement 219 F9AR Chapter t5 event revieuj 
one 1 

KEENAN, T P General Electric Co MFN-074-&0 SO/03/31 75pp 


0004040379 Submits in^o re interpretation of App 3 of NUREO-0&54 
Principal objective of App 3 is to provide means of prompt 
not i f i ca tiori to population NRC licensees urged to cooperate 
u^/state local govts to achieve objective 

JASKE, R X Pederol Emergency Hanagement Agencg B0/O3/'29 2pp 


8004040459 NUREQ/CR-O850 

“Stress Corrosion Cracking of Inconel 600 Tubing in 
DeaeraieiJ High Temp Hater “ 

aULiaCHECK, T a , PARK.Y S , van RDOYEN, D Drookhaven National 

Laboratory FIN DNL-NURE0-S1027 79/06/30 S2pp 


0004070406 Foruards NURE0^0396i “Planning Basis for Development of 
State t* Local Oovt Radiological Emergoneg Response Plans in 
Support of LWRs, “ in response to end 791219 Itr Including 
resolution re emergeneg planning for handicapped W/o and 
ORIhESi D K Assistant Director for Engineering Projects 
aO/03/12 4pp 


B004090341 Comments on proposed rules 10CFR30 j 40< BO & 70 endorses 
comments an NUREQ-0'904, RevI s ion 1 NUREO-0613 is too 
tentative in scope & purpose In-place entombment should be 
considered viable alternative for decommissioning objective 
PORTER, W L nuke Power Co 00/03/14 3pp 


0004140036 Advises that no further action is Indicated on Critical Mass 
Energy Project 791102 petition for NRC to conduct 
investigation to determine if OLs of LHRs which base ECCS on 
faulty anatgtlcal codes should be suspended 

DENTON* H R Office of Nuclear Reactor Regulation BO/03/03 2pp 
0004140455 NUREO/CH-ll 16 

*'K.lnotlcs of Monoc h loramlne Oecompos i tlon in Presence of 
Bromide “ 

TROFEiT U , JOHNSON, J D , INMAN, 0 W North Carolina, Univ of FIN 
0-6240 80/03/31 92pp Available at NTI& 


0004140470 NUREO/CR-1337 

“LWR Safety Research Program, ’’ quarterly progress report, 

Jul-Sept 1977 

MASSEY, U E , KV0ER,J A Argonne National Laboratory FIN A-2014 
ANL-79-10B 77/02/25 3Spp Available at NTIS 


0004140473 NI;RE0/CR-1257 

“Qummarg of FV79 Progress on Refill Effects Program," 
quarterly progress report, Jul-8ept 1779 

ROTHE,P H , CROWLEY, C J Creare, Inc FIN A-4070 CREARE TN-312 
GO/03/31 34pp Available at NTIB 


0004150022 MVRe<5/CR-1150 

^'Impact of Dieperlson Paramators on Calculated Reactor 
Accident Consequencas " 

ALORICH, D C Sandia Laboratories FIN A- 1042 8AND79-20BI 

79/11/30 46pp Available at NTIS 


0004100025 NUREO/CR-1007 

“Evaluation of Selected Signal Proceesing Methods for 
Charac tori la t ton of Steam Oeneator Eddy Current Signals " 

BROWN, 8 D , HAYFORD,D T Qaitelle Memorial Institute, Columbus 
Laberatories FIN A-301 19 aNL-NUReO-51044 79/08/31 90pp 
Available at NTIB 


0004190028 NUREO/CR-1029 

^•Program Plan for Invest i gatl on of Vent-Filtered Containment 
Conceptual Doelgns for LWRs ■' 

BENJAMIN, A S Sandia Laboratories FIN A-1220 SAND79-1O0B 
79/10/31 72pp Available at NTIB 


8004100020 NUREO/CR-l 104 

“Preliminary Analysis of Containment Failure Probability by 
Steam Eiploeions Following Hypothetical Core Meltdown In 
LWR " 

C0RRADIN1,M L , WOODFIN, R L , VOELKER. L E Sandia Laboratories FIN 
A- 1030 6AND79-S002 BO/02/29 62pp Available at NT18 


0004100029 NURE0/CR-t203 

“Quarterly Technical PrO'gross Rept on Mater Reactor Safety 
Programs," Oc t-Dec 1979 

YDARRONDD. L J EG ^ 0. Ing FIN A-6030 EOO-2012 00/01/31 

42pp Available at NTIB »3 00 


0004100319 NUnEO/CR-1202 

“COPS “ Model for Estimating Local Law Enforcement Agent 
Availability " 

nERKaiOLER,K P Sandia Laboratories FIN A-U73 SAND 70-6237 
flO/03/31 39pp 


8004100323 WUnEO-0651 

“Evaluation of Steam Generator Tube Rupture Events “ 

MARBHrL D Office of Nuclear Reactor Regulation 00/03/31 120pp 


Q004100S86 NUnEO/Cn-l320 

''Measured Concentrations of Radioactive Particles in Air In 
Vicinity of Anaconda U Mill " 

MGMBNJ,M H ^ KIBlELESKIrM E Argonne National Uaboratorg FIN 
A-2046 ANL/E8-09 00/01/31 49pp Available at NTIB 


0004190033 NURE0/CR-n49 

"Emergency Roeponse Scenarios for Transpor tat i on Accidents 
Involving Radioactive Matls “ 

ALDRICH, U C , ERICSON, D M , FINLEY, N C Sandia Laboratories FIN 
A- I 042 eAND79-20l7 79/11/30 54 pp Available at NTIS 


0004150042 NUREC»-0S7i 

"Summary of Tube Intergrity Operating Experience 
uj/CJnce-Through Steam Generators " 

LIAM, S D , STROSNlDERiJ Engineering Branch 00/03/31 4lpp 


8004190049 NUftEO/CR-1309 

"Markov U Semi-Marltov Modelling of Small Engagements " 
ENOI.D , FARRCLL.R L Sandia Laboratories FIN A-i060 
8AND79-Z013 79/12/31 4Bpp 


0004190074 NUREO/CR-1151 

"Infiltration of Particulate Matter Into Bldgs " 

ALDRlCHiD C Sandia Laboratories COHEN, A F , CQHEN. D L 
Pittsburgh, Univ of FIN A-1042 SAND 79-2079 79/11/30 26pp 

Available at NTIS 


8004190070 NURE<3/CR-1307 

"Fixed Site Neutral 1 latlon Model User Manual ” 

EN0I,D r CHAPMAN, L Sandia Laboratories FIN A-1060 0AND79-2Z41 


0004100971 KUREO/CR-l2aO 

"Local Drag Laws in Dispersed Tiaa~Phase Flow 

iBHiIiM f CHAWLAj T C Argonne National Laboratary FIN A-2086 
AML-79-109, 77/12/31 46pp Available at NT19 


0004110040 NURE<J/CR-1265 

"Dynamic Analysis to Establish NprmaL Shock & Vibration of 
Radioactive Matl Shipping Packages." quarterly progress 
rapt, Jul-Bept 1977 

FIELDS, 8 R , MEGHr 0 J Hanford engineering Development Laboratory 
FIN 8-2263 HEDL-THE 77-71 00/03/31 0Opp Available at NTIB, 


8004110065 NUREO/CR-I109 

"Mea surerne n t of Radon Diffusion from U Mill Tailing Piles " 
SILKERiW D , WOOMAN^N A,, THOflASrC M. Dattelle Memorial Institute, 
Pacific Northureat Laboratory FIN n-2269 PNL-'3i07 79/10/31 

19pp 


B004 140005 Forward* comments on proposed rules 10CFR30t 40, 90 & 70 on 
bahalf of CPC financial provision for decommissioning is 
most efficient & economical procedure 
REYNOLDa, N 8 Oebevoise it Liberman 00/03/20 4pp 
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B004I70310 NUREO-0540 Va Nl 

Lilt of Docufflfnts Made Publicly AvailabUi" Jan 19BO 
» Dlvlvlon of Tvchnlcai rnfamation it Dacumant Control 00/01/31 
477pp Availablt at NTIS 


8004170329 KUREO/CR-1351 

’*Fatlgu» of Weldfflvntt in Nuclear Preiaure VesteU & Piplny 
BOOKERrM K r DQOKERrD L P , MEIERAN.H 0 Oak Ridge National 

Laboratory FIN B-0103 aRNL/NUREO-64 BO/03/31 93pp 


a00417033& NUREO/CR-0722 

"Fliilon Product Releaia From Highly Irradiated LWR Fuel " 
LDRENZrR A i COLLINS. J T , KALINAUSKAS< A Oak Ridge National 
Laboratory FIN fl-0127 ORNL/NUREO/TM-2 80/02/29 li4pp 


8004170337 NU8E0-039B 

"Fideral-State Cooperation In Nuclear Pouior Plant 
Llctnilng " 

&PANSLER* M, B Division of Bite Safety L Environmental Analgiis 
60/03/31 lOSpp Available «t NTIB 


8004170341 NURE0/CR-li93 

'’Traniportation of Radioactive Matl in IL. “ Jun 1976-Jun 
1979 

* lllinolii State of# Dept of Public Health NRC*'0&'’76’*35B 
80/03/31 53pp Available at NTIS 


6004170340 Transcript of AtF BOO402 briefing in Hashington^ DC Pp 1-93 
e Conmisslan. 80/04/02 54pp 


8004180420 Notification of 60040B meeting u/C-E in Bethesda.HD to 
discuss high range effluent monitors for Lessons Learned 
rci(ulrefflenW It Reg Ouide t 97. 

BARRETTfL Environmental Evaluation Branch 80/04/02 ip 


6004210213 Foriifards comments re NUREO-OSae* “Interim Staff Position on 
Etiuipment Qualif ication of Saf ety-Related Electrical 
Equipment " Trend studies could be conducted that point to 
equipment aging at unacceptable rate 
RENBEROER. D L Hashlngton Public Pouer Supply System 
ELE-0C8-80-096 00/04 /II » p p 


6004210225 Forwards comments on NUREO-OSBSj "Interim Staff Position on 
Environ QuaUficatlon of Saf • ty-Related Electrical 
Equipment " Believes approach to equipment qual i f ication 
good as long as impact on older plants recogniied 
HOWELUrS. H Atomic Industrial Forum 00/04/14 I3pp 


8004210290 NOREO/CR-1139 

"Evaluation of In-Pile Pressure Data From Instrumented Fuel 
Attemblles iPA-432 U IFA-432 " 

BRAOLEVrE R . CUNNINGHAM. M E . LANNINOiD D Battelle Memorial 
Institute. Pacific Northwest Laboratory FIN B-2043 PNL-320& 

79/10/31 70pp Available at NTIS. »5 29 


8004210301 NUREO/CR-1273 

“Investigation of Rn-222 Bmlesions From Underground U 
Mines “ 

JACKSON. P D . OLISSMEYERrJ A . ENDERLIN.U 1 Battelle Memorial 
Institute. Pacific Northwest Laboratory FIN B-2270-7 PNL-3262 

80/02/29 lOOpp 


8004220010 Comments on NRC draft study to Congress re eitension of NRC 
regulatory authority over DOE waste operation Serious 
conflict would arise if NRC regulatory activities interfere 
w/def ense-related activities. 

MOROANrR.L. Energy. Dept of, 79/01/2A 7pp 


8004230300 RIL-62 

Forwertfs NOREO/CR-0379. Jol 9. "Repts Distributed Under NRC 
Reactor Safety Research Foreign Technical Exchange Program," 
b NURE0/CR-0490i "New Madrid Seismotectonlc Study - 
Activities During FY78 " 

LEVINE. 8, Office of Nuclear Regulatory Research 79/10/10, 6pp 


8004230300 RtL-62 

Forwards NUREO/CR-0379, Vo 1 S« "Repts Distributed Under NRC 
Reactor Safety Research Foreign Technical Exchange Program." 
it NURE0/CR-049OJ "New Madrid Seismotectonlc Study - 
Activities During FY78 " 

LEVINE.8 Office of Nuclear Regulatory Research 79/10/18 6pp 


■8004230303 NUREO/CR-0379 V9 

"Repts Distributed Under NRC Reactor Safety Research Foreign 
Technical Exchange Program« " Vol 5 (Jan-June 19781. 

QUEENERfD. 8. Oak Ridge National Laboratory. FIN D-0126 
NatC-196 78/11/30, lOlpp. Available at NT18, 


—8004230307 NUftE0/CR-04S0 

"New Madrid Se i smotec tonic Study - Activities During FY7a 
BU3CHBACH, T C Illinois. State of NRC 04-76-204 78/10/31 

135pp Available at NTIS 


0004230417 Comments on NUREO-0654 sirens are inadequate to warn 
farmers who live within 10-mile emergency planning lone 
Use of weather alert sys would be costly for state govt 
Emergency planning tc related financing need more attention 
HANSEN. R H Nebraska, State of 80/04/15 2pp 


0004230436 Comments on NUREO-0694. Ap p 3 Criteria for design of 
outdoor warning siren sys should exceed design guidlincs 
specified In FEMA Publication CPOl-17, "Outdoor Warning 
Sys Ouide." or Bolt.Bernack Newman. Inc Rept 4100 
ANDERSON. M E Federal Signal Corp . Signal Div 60/04/19 2pp 


8004240022 Submits trip rept re 701213-15 visit to DDE Richland 
operations t< Hanford plant site Forwards agenda, list of 
attendees, summary of Hanford wastes U summary of site trip 
w/C Compton 

KLIOFIELD.O Uranium Fuel Licensing Branch 79/01/03 IGpp 


8004240494 NUHEO/CR-l 105 

"Phenomenolog ica 1 Modeling of Small-Scale Vapor Exploslori 
Experiments " 

CORRADINI.M L Sandia Laboratories FIN A-1030 3AND79-2003 

80/02/29 B9pp Available at NTIS 


8004240464 NUREO/Cn-O90a 

"Recommendations for Program Development for Safety-Related 
Equipment Oual 1 f ication Stds 6 Guides " 

BGNZQN. L L Sandia Laboratories 8AND79-0944 79/12/31 i49pp 

Available at NTIS 


8004240528 Forwards point-by-polnt rosponse to ACRS 800311 rept re 
near-term OL items from Draft 3 of NURED-0660 Criteria ueed 
in near-term OL reviews are not suitable for all licensees 
DIRCK8.W J Office of Nuclear Material Safety t, Safeguards 
GO/04/01 llpp 


8004240599 Forwards partial response to NRC request for review of NRC 
790119 draft rept. "Regulation of Federal Radioactive Waite 
Activities “ Discussion of DOE wastes U commercial wastes 
nonfactual & easily misconstrued 
BARBER. R W Energy. Dept of 79/02/01 93pp 


0004240565 NUREO/CR-l 140 

"DEAC0N/MQD3 Computer Program for Thermal-Hydraul ic Analysis 
of Nuclear Reactor Containments - User Manual " 

BROADUS.C R . DOYLE. R J . JAMES. S W EO 0. Inc FIN A-6042 
EOO-2000 80/04/30 220pp Available at NTIS 


0004240566 NUREO/CR-1330 

"Review of Methods tt Criterion for Dynamic Combination in 
Piping Sys “ 

REICH. M . WANO.P C . CURRERI.J Drookhaven National Laboratory FIN 
A-3123 80/03/31 560pp Available at NTIS 


8004290047 NUREO/CR-1228 

"Relative Hatard of Radiolodine as Function of <A> Radiation 
Duality <0) Age at Exposure “ 

BOOK, a A California. Unlv of. Davis FIN D-3028 80/04/30 

23pp, Available at NTIS 


8004290052 Comments on proposed draft NUREO-0648 "Study of NRC 
Appellate Syi " Existing sys U immediate effectiveness rule 
have worked well Rulemaking unnecessary 

MACRAE. C F LeDocuf. Lamb. Leiby 8« MacRae 80/03/17 7pp 


800429D057 Bubmlts supplemental data to NRC 790103 trip rept re 
radioactive liquid waste discharged tc ground at Hanford 
plant Provides complete listing of all active it Inactive 
cribs it quantities of liquid waste discharged 
KLIOFIELD.O Technology Assessment Branch 79/01/08 2pp 


0004250370 Comments on NUREO-0694 j App 2. "Criteria for Preparation I* 
Evaluation of Radiological Emergency Response Plans It 
Preparedness In Support of Nuclear Power Plants " Borne 
discrepancy exists between App 2 St other draft NUREOs 
WADE, J L Environmental Systems Corp BO/04/16 3pp 


IMONDOCKETED ITEMS 


6004230024 NUREG/CR-135a 

'‘High Temp Gas Coolud Reactnr Safety Studios 
RoactDT- Safety Research, >■ quarterly progress 

1979 » r » 

SALL.S J . CLEVELAND, J C , CONKLIN, J C OaV 
Laboratory FIN 0-0122 ORNL/NUREG/TM-O 
Available at NT16 


for Div of 
rept. Oc t-Dec 

Ridgs National 
80/03/31 lOpp 


9004290460 Forwards “Response to NUREO-OAQ?, Cri ter 1 a for Computing 
Loads Q(\ Subniorged Structures,*' on behalf of Hark II ouners 
group as part of Task C 15 of Hark II containment program 
BVCHHOLZ^R H General Electric Co , Nuclear Energy Products Div 
MFN-081-00 QO/04/21 2pp 


6004280020 NVHEO/CR-U2a 


“Fuel Aerosol 
WRIOHTiA L , 
Laboratory 
Available at 


Simulant 
ahllH, A M 
FIN n-012l 
NTIS 


Test Data Record Rep 
< ROCHELLE^J M Dak 
QRNL/NUREG/TM-3 


t Argon Tests '' 
Ridge National 
00/03/31 36 pp 


—0004290474 aAI-161-79-PA 

“Response to NUREG~04fl7. Cr i terla for Computing Loads on 
Submerged Structures *' 

CHANDRA, V , H6IEH, J8 Stone i Webster, Inc DOHASHOVETI, I 
Sargent Lundy, Inc 00/03/31 73pp 


6004200034 NUREO/Cn-0929 

"SAQRES II Individual Resolution Small Arms Combat 
Simulation Model “ 


DE LAQUiL, P Sandla Laboratories FIN A-1I73 
80/03/31 33pp Available at NTIS 


SAND79-8249 


□004300192 NURE0/Cn~09BI 

“Evaluating Strength J, Ductility of Irradiated Zircalny, 

Task 5," progross repfe for Jul-Dec 1978 

LOWRY, L M , PERRIN, J 3 , MARK WORTH, A J Battel le Memorial Institute, 
Columbus Laboratories FIN A-4068 DMl-2020 BO/04/30 SOpp 

Available at NTIS 


0004230035 NUREO/CR-0976 

“User^s Guide to Interactive FESEM “ 

SASSER, D U , UARKEn.Q E Sandia Laboratories FIN A-1060 
SAND79-ia95 QO/OI/31 50pp Available at Nl IS 


S004300206 NVREG-0392 

“Compilation of Reported Noble Gas Effluent Monitor 
Capabilities at Operating Nuclear Power Plants " 

FIALKOViCHiJ E , BLOCK, S Office of Nuclear Reactor Regulation 
NUREG-0S92 00/04/30 30pp Available at NT19 


8004200040 NUREG/CR-1372 

“Eddy-Current Insp for Steam Generator Tubing Program," 
quarterly progress rept far period ending 790930 

DOAD, C V , DEEDQ, W E , MCCLUNOiR W Oak Ridge National Laboratory 
FIN 0-0417 aRNL/NUREO/TM-3 00/03/31 lipp 


0004300540 NUREO-0430 VI N4 

Grey book “Licensed Fuel Facility Status Rept," Vol 1, data 
for dec 1 si ons, fuel cycle operations 

* Office of Inspection L Enforcement, Office of the Director 
00/01/01 70pp 


0004280075 NUREO/CP-OOll 

"Proceedings of Horkshopa on Proposed Rulemaking on 
Emergency Planning for Nuclear Power Plants “ 

PEABODY, C A , NORRONGIELLO, A Division of Siting, Health 
Safeguards Standards 00/04/30 II3pp Available at NTIS 


0004200263 Forwatda trip rept re 781219-20 visit to ORNL Purpose of 
trip was to compile present Si future waste inventory data 
Info gathored re DOC, Union Carbide, Nall Lead Si Goodyear 
Atomic operations Agenda S, list of attendees end 
TOURlQNYrE 0 Oporation* it Planning Branch 79/01/11 7pp 


3004280303 Bubmifci comments on NUREO-O58a, interim staff position on 
environ qualifications of satety-relalod electrical 
equipment Eny li onmento I I y qualified saf oty-retated 
electrical equipment continues tq be major problem 
PIELAOC, H W Affiliation Unknown 00/04/10 2pp 


60042804/3 Commenti on proposed rules 10CFR30, 40, 50 h 70 EPA stds re 
1 ad loflct 1 vi ty levels currently under discussion should not 
be considered final 

PORTER, W L Duke Flower Co BO/03/14 3pp 


3004290001 NUREO/CR-llOa 

“Numerical Study of Condensation In Concurrent Stratified 
Flows “ 

DALY, B J 4 HARl OW, F H Lo-s Alamos Scientific Laboratory LA-0077 
□0/02/29 2/pp 


8004290007 NUREO/CR-i 126 

"Properties of Radwastes & Waste Containers," Progress Rept 
12 for Jan-Mar 1979 

COLOMBO, P , NEILSDNiR M Drookhaven National Laboratory FIN 
A-3027 BNU-NURCO-Sl 101 79/10/31 25pp 


0004290007 NUnEO/CR-1260 

"Structural Integrity of Water Reactor Pressure Boundary 
Components," quarterly progress rept for Oct-Dec 1979 
LOSSiF J Navy, Dept of, Naval Research Laboratory FIN B-5520 NRL 
4174 60/03/20 64pp 


8004290012 Summary of NRC 701211-12 trip to INEL in ID Falls, ID Purpose 
was to get first-hand data re federal waste mgt programs at 
ID Hanford operations Agenda, list of attendees it narrative 
eiic I 

KLIOFIELD, G Technology Assessment Branch 78/12/29 20pp 


0004270017 NURt:0/CR-1323 

“Simulation of Thermohy d rau 1 Ic Transient In Pipe Using 
Commix-IA Computer Code " 

CHEN, M J , DQKANU8, H M , SHA, W T Argonne National Laboratory FIN 
A-2045 ANL-CT-00-15 00/02/29 73pp 


0004270020 NUnEO/CR-09a6 

"Impact of Decontamination on LWR Raduaste Treatment 8ys “ 

PCRRiOOrL D , DIVINE, J R , HOENES.L 0 Battelle Memorial Institute, 
Pacific Northwest Laboratory FIN 0-2201 PNL-3277 79/04/30 

187pp 


ORG CORRESPONDENCE WITH OTHER OROANl ZATI DNB 


6004080572 Advises that IE Circular 00-05, "Emergency Diesel 
Generator Lubricating Oil Addition it Onsite Supply" was 
sont to listed utils on 000401 

CARROLL. D E Region 3, Chicago, Office of the Director 80/04/02 

2pp 


0004090082 Informs that Naval Reactors plans to continue operation of 
present light water breeder reactor core at ahlpplngport 
Atomic Power Station boyond 10.000 effective full power 
hours Summary of revised reactor operating parameters end 
RtCKOVER,H 0 Energy, Dept of 00/03/10 3pp 


0004070007 Informs that Naval Reactors plant to continue operation of 
present light water breeder reactor core at 8hipp ingpor t 
Atomic Power Station beyond 10,000 effective full power 
hours Summary of revised reactor operating paramoters end 
RICKOVER,H 0 Energy, Dept of NRC 80/03/10 3pp 


0004100006 Advises that IE Bulletin 00-06, "Engineered Safety Feature 
(ESD Reset Controls" was sent to listed utils on 800313 
CARROLL, D E Region 3, Chicago, Office of the Director 80/03/17 

2pp 


0004100009 Advises that IE Info Notice 00-00, “Btates Co BlUlng Link 
Electrical Terminal Block" was sent to listed utils on 
800307 

CARROLL, D E Region 3, Chicago, Office of the Director 80/03/10 

app 


8004I005I7 Requests signing 8, returning end std order for DOE work 
“Technical Assistance bo NRC/OQR Emergency Preparedness Task 
Force *' Work is being incrementally funded until NRC 
supplemental appropriation has been approved 
EI8ENHUT, D 0 Division of Operating Reactors FIN A-71 14 
80/03/20 Ip 


“0004100520 Btd order for DDE work "Technical Assistance to NRC/DDR 
Emergency Preparedness Task Force," Issued to LASL. 

TRIPLETTrM P Office of Nuclear Reactor Regulation FIN A-71 14 
80/03/20 Ip 


0004140005 Forwards std order for DOE work "Technical Assistance to 
NRC/Dlv of Operating Reactors Emergency Preparedness Task 
Force " Requests indication of acceptance by signing end 
form 0173 

EIGENHUT, D 0 Division of Operating Reactors FIN A“71l4 
00/03/20 Ip 


8004140090 3td order for DOE work "Technical Assistance to NRC/Dlv of 
Operating Reactors Emergency Proparednass Task Force, " 
issued to ORNL 

TRIPLETT,M P Division of Operating Reactors. FIN A-7114 
80/03/20 Ip 
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8004150150 Adviius that IE Info Notice 80-12. " ln»trum0nt Failure 
Caust« Opening of P0fi\/ I Dloct ValvBi *' uai sent to listed 
utils on 000331 

CARROLL. D E Region 3. Chicago. Office of the Director 80/04/01 

2pp 


8004220154 Advises that IE Bulletin BO-OB. "Eiam of Containment Liner 
Penetration Ufldf. ” uas sent to listed utils on 800403 
CARROLL. D E Region 3. Chicago. Office of the Director BO/04/09 

2pp 


8004220203 Advises that IE Info Notice BO-14. -Safety Suggestions From 
Efflplogees- was sent to listed utils on B004D4 

CARROLL. D E Region 3. Chicago. Office of the Director fiO/04/09 

2pp 


8004220410 Advises that IE Circular BO-07. “Problems w/HPCI Turbine Oil 
Sgst “ uas sent to listed utils on 800403 

CARROLL. D E Region 3. Chicago. Office of the Director 80/04/07 

2pp 


8004230308 Advises that IE Bulletin 79-03A, “Longitudinal Ueld Defects 
in ASHE SA-312 Type 304 Stainless Steel Pipe. " was sent to 
listed utils on 600404 for action 

CARROLL. 0 E Region 3. Chicago. Office of the Director 00/04/07 
2pp 


8004240002 Forwards std order for DOE worki “Atmospheric Release 
Advisory Capability Site Installations at Nuclear Power 
Plants. ** 1 ssued to LLL 

KERR.O W Office of State Programs 80/04/02 Jp 


— 8004240006 Btd order for DOE work. “Atmospheric Release Advisory 
Capability 6lta Installations at Nuclear Power Plants.'* 
issued to LLL 

KERR.O W Office of State Programs FIN A-0351-0 BO-BO-'OOh 
BO/04/02 7pp 


0004280259 Notification of 800416 meeting u/DOE t* QRNL in Silver 
Spring. HD for FY60 mld*yr review of NSIC FYBl program 
assumption b list of top lcs/(iuestions end 
FARMER. W 8 Research Support Branch 80/04/04 4pp 


B00429003S Submits branch Info Rept 7 update on epidemiologic studies 
of Portsmouth Naval Shipyard workers 

OOLDSMITH. R Assistant Director for Radiol Health $t Safeguards 
Standards BO/04/07 3pp 


PR PROPOSED RULE 


7904110030 Ack receipt of editorial “Patient Exposure to X-Rags Whose 
Responsibility “ Explains NRC regulations r« use of 
radioisotopes in medicine & actions re patient safety 
Federal Register notice end 

OQSSlCKi L V Office of the Executive Director for Operations 
79/03/30 lOpp 


”•*7904110034 Order modifying licenses to authoriie possession ti use of 
MO-99/Tc-99n generators 

DIRCKB.IrJ J Office of Nuclear Material Safety it Safeguards 
79/03/12 6pp 


7907110564 Notice of new sys of records Identified as Oral History 
Program. NRC-23 Collection qf taped interviam w/NRC members 
will facilitate future writing of NRG history 
ODSaiCKiL V Office of the Executive Director for Operations 
79/06/04 4pp 


7910250124 Notice of new routine use re Privacy Act of 1974 Records 
from NRC sys of records may be disclosed as routine use NRC 
contractor on n#ed”to”know basis within scope of pertinent 
NRG contract 

0038ICK.L V Office of the Executive Director for Operations 
79/09/21 3pp 


7910250127 Notice of new sys of records re Privacy Act of 1974 Special 
iniiulTy FllefNftC~33 will provide access by individual name 
to records of special Inquiry 

OOSSICK.L V Office of the Executive Director for Operations 
79/09/21 6pp 


7910250135 Notice of exemptions in 10CFR9 95 Portions of Special 
Inquiry File are exempt from certain requirements of 
Privacy Act of 1974, 

OOSSlCKiL V Office of the Executive Director for Operations 
79/09/21, 3pp. 


6004030138 Comments on proposed rule 10CFR50 opposes change. duo to 
possible extortion tactics by community or county-levol 
officials Proposed rule should be withdrawn pending review 
of Rogovin Rept t NUREG/CR-1225 
CRANDELL. J D Iowa. State of 00/02/07 Ip 


0004030277 “Computer Sys it Data Procossing Requirements for Waste 
Isolation Pilot Plant Conceptual Design Rept. “ Addendum M 
YOUNG. R Sandia Laboratories AT (29-1 >-709 77/06/30 lOpp 


8004030201 8AND77-0274 

"Mine Safety Code Review for Waste Isolation Pilot Plant. 
Conceptual Design Rept." Addendum U 

* Sandia Laboratories AT (29-1 ) -709 77/06/30 16pp 


0004030284 SAND7 7-0274 

“Soils it Foundation Investigation for Proposed Waste 
Isolation Pilot Plant. Concoptuat Design Rept." Addendum I 
PETTIGREW. R R Sandia Laboratories 77/04/30 31pp 


0004030207 BANP77-0274 

“Tailings Disposal Proposal for Waste Isolation Pilot 
Plant. Conceptual Design Rept. “ Addendum B 
POLI.D L Sandta Laboratories 77/04/30 7pp 


8OO4O3O20B 8AND77-0274 

"Conceptual Design Rept of Supportive Equipment In High 
Level Waste Fac 1 1 Ity. Conceptua 1 Design Rept." Addendum B 
* Sandia Laboratories 77/04/30 96pp 


6004030292 NP-23021 

"Considerations of Envirgn Protaction Criteria for 
Radwaste. “ background rept 

# Environmental Protection Agency 7B/O2/20 66pp 


8004030294 ANL/ElS-tl 

“Generic Waste Mgt Concepts for Six LHR Fuel Cycles “ 

LUNER.C Argonne National Laboratory 79/04/30 llSpp Available 
at NTIB 


8004030290 IN10-MF-4765 

“Handling it Final Storage of Unreprocessed Spent Nuclear 
Fuel " 

* Sweden 76/12/31 lllpp 


6004030299 Y/CWI/SUO-77/42500 

“US LWR Spent Fuel Inventory t« Projection " 

WOOD H ALL « C B Nuclear Assurance Corp 77/06/30 203pp 


0004030337 Comments on proposed rule 10CFR50 adequate State S< local 
emergency plans should be made prerequisite for OLs Public 
can play constructive role in NRC review of local licensees 
GROSS. M Affiliation Unknown 80/02/23 3pp 


6004030341 Comments on proposed rule lOCFRDO natl emergency 
P lanning/preparedness effort long overdue Imp lementati on of 
proposed rulemaking re emergency planning lonei presents 
political nightmare 

REN6ER0ER. D L Washington Public Power Supply System 00/02/19 

6pp 


8004030343 Comments on proposed rule 10CFR50 NRC should withdraw 
proposed rule that would preclude Issoanco of OLs for safe 
power plants Role Is extreme reaction rooted in politics 
MCMORMACK. M House of Rep . Science ^ Technology 79/12/20 2pp 


B004030345 Comments on proposed role 10CFR50 opposes premise that lou 
probability events should play important role in emergency 
planning Sixe of emergency planning lones should be 
determined on case-by-ease basis 

ANDERSON. T M Westinghouse Electric Corp . Nuclear Energy System* 
NS-THA-2200 00/02/19 3pp 


8004030351 Comments on proposed rule 10CFR50 NRC should review local 
radiological emergency planning Concurs w/irfea that local 
populations usually have more faith in local authorities 
than state govt 

MECCA. J t Puget Sound Power t Light Co 00/02/15 2pp 


0004030361 Comments on proposed rule iOCFRSO emergency response plan 
should contain contingency procedures for accidents it 
conditions unrelated to operation 
BRADLEY, J P Affiliation Unknown 80/02/20 9pp 
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0004040007 Advisos that an fiOOasOp CA Energy Cotnmi as torier E Varanini 
sent attached Iti to JF Ahoarne 

ELLISDNpC T California. State of QO/03/03 Ip 


"-B00404000S 01SCUS5C5 refusal of hearing officer to consider CA Energy 
Commission procedural suggestions io public Participation 8c 
recordkeeping of rulemaking proceedings Order limits 
credibility of hearing process 

VAflANlNl.E E Californiaj State of BO/02/20 Opp 


0004070107 Foruiardfi joinder in NRDC motion to direct presiding officer 
to certify issues on NRC role in proceeding 
kinder. E T New ilompshire. State of G0/0a/2A ip 


--0004070202 Joinder in NRDC motion to direct presiding officer to 
certify issues on NRC role in proceeding on proposed 
rulemaking re radwaste Views of Independent eiperts should 
be solicited Cortlficato of Bve onc-l 

KINDER/ E T New Ifampshire. Btato of 00/02/26 7pp 


0004000041 Forwards comments on proposed rule lOCFRSO. submitted by 8an 
Luis Qbispo Area Task Force on Nuclear Pouior Issue emergency 
plans should be fully implemented as precondition of 
1 1 censing 

OftIFFIN. R C Affiliation Unknown 00/02/19 27pp 


0004000046 Responds to FOIA i equest for documents re extraordinary 
nuclear occurrence concep t/ Itic lud irig proposed rul cmah i ng, 
regulations S' rules adapted by AEC Forwards documonts listed 
in App A 

FELTON/ J M Division of Rules and Records 00/03/18 9pp 


— 8004000142 Forwards formal statement pi osented by M Zarln at 
AEC/industry 600611 conference Natl Lead Co 6Q061S Itr 
commenting on proposed amend to indemnity regulations Ltr 
only enc 1 

PRICE/ E R Atomic Energy Commission 60/06/17 Ip 


0004090116 Comments on proposed rule 10CFR50 new concept of emergency 
planning tones will have greatest impact in Northeastern US 
where political jurisdictions overlap Agrees w/ requ i r ament 
for NRC concurrence w/state S' local plans 
HEUBNER, A T Connecticut, State of 00/02/22 Ip 


0004090145 Comments on proposed rule 10CFR50 eitrasonsory perception 
suggests possibility that nuclear power facilities are not 
well constructed 

BISHOP. 0 Affiliation Unknown 00/02/10 ip 


8004090152 Forwards comments on proposed rule 10CFR50 nuclear emergency 
planning has been neglected by Commission despite repeated 
warnings of significant problems Studies have establithod 
importance of emergency planning 6 proper siting 
POLLOCK, R P Critical Mass Energy Project 80/02/22 J6pp 


G0040901S6 Comments an proposed rule 10CFR5O implementation of 
Alternative D in FR notice may have unnecessarily harsh 
economic L social consequences Requests FR notice seeking 
public comments re Alternative A 

KITTRIOGE/O R Minnesota. State of 80/02/19 3pp 


0004090160 Comments on proposed rule 10CFR50 requests clarification rt 
number of plans & eitent of participation required for each 
govt entity State local authorities should be able to 
coordinate needs 

MILLS/ L h Tennessee Valley Authority 80/02/19 3pp 


3004070165 Forwards N Connor 791207 ltr re proposed rule on emergency 
planning Requests comments 
CHILES/ L Senate 00/01/03 Ip 


— 0004090160 Comments on proposed rule IOCFR90 opposes authority to dost 
down plants locatod in areas w/o acceptable state 8/ local 
emergency plans Forwards Tampa Tribune 791206 article re 
emergency planning 

CONNOR, N Affiliation Unknown 79/12/07 3pp 


8004000119 Comments submitted on behalf of WA Public Power Supply Sys, 
on proposed rule 10CFR90 FFMA role as lead agency must be 
reflected In final regulation 

REYNOLDS. N 0 Debevolie Liberman 00/02/19 14pp 


0004000125 Comments on proposed rule lOCfRSO technique pf imposing util 
between federal/ state L local courle is unprecodan ted tc 
w/o justification State should have primary raspone i hi 1 1 ty 
for coordinating emergency plans 
PARKER/ W Cl Duke Power Co 00/02/19 6pp 


Q0040Q0149 Comments on proposed rule lOCFRDO new regulatory 
requirements are imposed on licensees before rule 
promulgation Ik w/o due process Objects to NRC use of utils 
to obtain maintain concurrence in local emergency plans 
WARD/J E Atomic Industrial Forum QO/02/20 l&PP 


0004090172 Comments on proposed rule lOCFRSO lack of communicat ion 
between Met Ed Oovernor Thornberg should be corrected 
State of NJ legislation will provide financial assistance 
from tax funds for upgrading health U public safety plans 
NILLQD3EN.AF Affiliation Unknown 80/02/16 2pp 


0004090106 Comments on proposed rule iOCFR50 thought should be given to 
developing practical implementation program which will 
follow publication of formal rules S, guidelines Comments 
prepared for NY workshop on proposed rule changes encl 
HENDERSON/ a K Pennty 1 vanla/ State of 00/02/08 5pp 


8004090100 Forwards comments on proposed rule 10CFR50/ subm-itted on 
behalf of aouthern CA Edison Co 
CA0EY/8 0 Chlckerlng Gregory 00/02/19 ip 


0004000152 Comments on proposed rule I0CFR90 only those interested In 
actual making of plans should be present 
6CALPT,M New York, State of 00/02/13 Ip 


—0004090196 Comments on proposed rule lOCFRSO. submi tted on behalf of 
Southern CA Edison Co specific time limits in proposed rule 
should be replaced u/more realistic flexible limitations 
Suggested util amends to proposed rule end 
CASEY, 8 B Chlckering «c Gregory 80/02/19 93pp 


0004000220 Comments on proposed rule iOCFRSO on behalf of Bouthern CA 
Edison Co FCMA is best suited to assess adequacy of local 
emergency planning Rule falls to provide objective stdo for 
NRC concurrence, 

CASEY/ 8 D Chlckering t Gregory 00/02/15 50pp 


0004070213 Forwards Nest Branch Conservation Association comments on 
proposed rule 1OCFR50 ratepayers should not have to bear 
financial burden of safety mods to facilities emergency sys 
FLEiaHERiWL West Branch Conservation Association 80/02/lB 2pp 


0004000245 Comments on proposed rule lOCFRSO rule 1« fundamentally 
flawed Link between NRC plan concurrence L Hceniing i* 
harmful to Industry t< consumers NRC should consider 
•mergency planning w/public safety 6 other vlt«l 
MCC0LLAM/W Edison Electric Institute 60/02/22. 35PP 


0004090229 Comments on proposed rule lOCFRSO concept of NRC concurrence 
in adequacy of offsite response to emergency is sound 
Model plans have proved to b* of little assistance in past 
programs 

KYLE.J 8 Ariiona, State of 00/02/20 Spp 


0004000659 Comments on proposed rule 10CFR90 requests placement on 
mailing list for workshops on transporation U disposal of 
nuclear waste 

DEDROaiAN/T Nevada* GtateOf 00/02/09 Ip 


SOO4O0O674 Comments on proposed rule lOCFRSO agrees that upgrading 
emergency propai ednesi is net.essary to protect public health 
tt safety 

CQTE/L A Maine* State of 00/02/11 Ip 


0004000682 Comments on proposed rule lOCFRSO NRC should only allow 
review by persons or organl nations who are totally 
independent of licensee it employees plums exposure pathway 
ions should not be limited to lO-'mlle radius 
CLINTON* D Arkansas* Btate of 00/02/19 4pp 


0004090241 Comments on proposed rules iOCFR30, 40* 50 l* 70, endorses 
comments on NUnEG-OS04, Revis ion t NOREO-Oaia is too 
tentative in scope it purpose. In-p lace entombment should be 
considered viable alternative for decommissioning objective 
PPRTER.W L Duke Power Co 00/03/14 3pp 


0004090247 Comments on proposed rules iOCFRGO. 40* 50 i< 70 overemphasUei 
probability of premature permanent shutdown NRC should not 
imply util future financial instability 

WILLIAMS/ H P Florida Power i* Light Co 00/03/13 3pp 


8004090266 Forwards comments on proposed rule lOCFRSO no provision for 
public Intervention in NRC concurrence process State S< 
local emergency planners should be allowed to argue for or 
against concurrence before NRC 
DUMB.D Affiliation Unknown 80/02/27 3pp 
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800-4090271 Cormnanti on proposed rule 10CFW5O rule is vague* ambiguous 
tt tflsallokft public participation Intervention in concurrence 
li dflnlcd to currently operating plants 

HERRITT* D Citiiens for a Bettor Environment 00/02/19 5pp 


B004090300 Forwards Luierne Counti^i PA 80011b Itr to NRC submitting 
comments on proposed rule ICCFRSO 
TOUNENDiF Affiliation Unknotijn 80/02/00 ip 


0004090309 Comments on proposed rule J0CFR50 suggests FEMA obtain 
emergancij plans dlractlg from state tt local govts Supports 
proposed Alternatlvs A Ouostions benefit of 19-minuta 
notification 

DISEiD P Mlagare hohauk Power Gorp 80/03/05 2pp 


8004090331 Comments on proposed rule 10CFR50 on behalf of three utils 
regulations are premised upon unsound legal as sumptions Role 
of FEMA in emergency planning is significant b requires 
TBCognitlan in rule 

MCOARRYi J M Oebevolse 8f Liberman 00/02/19 3pp 


0004090460 Comments on proposed rule I0CFR50 recommends withdrawal of 
proposed rule precluding issuance of OLs u/o MRC concurrence 
on state ti local emergency response plans 

WV0LER* J 14 House of Rep • Science It Technology 79/12/20 2pp 


B004090463 Comments on proposed rule 10CFR30 emergency planning Is as 
important as siting of facility All emergency related 
agencies should be staffed 24-h per day Public hearings 
should be held on emergency plan exemptions 
MANNi D L Susquehanna Alliance 60/02/10 Spp 


0OO41OOOOA Comments on proposed rule lOCFRSO no exemptions bo license 
should be given until emergency reponse plans are deemed 
« adequate NRC should reconsider issuance of CP to facility 
SElDTStH O Affiliation Unknown 80/03/03 Ip 


8004100041 Comments on proposed rule 10CFR50 on behalf of Buffotk 
CountyiNY emergency planning must be viewed as equivalent 
rather than secondary to siting design in achieving public 
protect ion 

OILKARTIH* D J . LIKE* I Reilly V Like 60/02/26 13pp 


''•>0004100046 Transcript of 790710 testimony before NV State Board on 
Electric Generation Siting Environ Pp l-b 
KLElNiJ, V. N Suffolk County* NY 79/07/10 0pp 


— 8004100050 Transcript of 790629 testimony before NY State Board on 
Electric Generation Siting it Environ Pp i’'3 

OEISELHANiJ N Envlrenmenta 1 Protection Agency 79/06/29 6pp 


-*'8004100055 Transcript of 790629 testimony before NY State Board on 
Electric Generation Biting & Environ Pp 1-20 

OIARDINAiP A Environmental Protection Agency 79/06/29 25pp 


8004100074 Forwards conKnents on proposed rule lOCFRSO on behalf of 
HiddamiCT comments will be presented at workshop In NY 
Communication during an emergency is concern for local govt 
CDNTI^L U Affiliation Unknown 80/02/14 3pp 


8004100075 Forwards Oldham CountgiKY 800215 resolution at comment on 
proposed rule lOCFRSO U/o state legislation that defines !< 
euthorlies local govts to implement emergency plansiany plan 
would be useless 

MOanE«(l. Affiliation Unknown 80/02/16 3pp 


on proposed rule lOCFRSO insufficient attention 
y planning for research reactors NRC 6 FEMA 
which fedaral or state agency should 
icy planning xones 

it State of 80/02/15. 3pp 


>n proposed rule lOCFRSO applicant should provide 
>r evacuation on exposure pathway tone 
be necessary for every type of potential 
Ions may be more approprlete 
si Electric Co 80/02/22 16pp 


8004100294 Comments on proposed rule lOCFRbl disposal facility space 
should be used efficiently Storage facilities should also 
be addressed Some requirements should be given for 
incinerator use 6 for contaminated oil 

CHANDLEY, C A Tennessee Valley Authority 00/03/04 Spp 


BOO41OD30B “Determination of Extraordinary Nuclear Occurrence*" 
10CFR140 83 financial protection requirements i< indemnity 
agreements Extends date until 000328 to determine whether 
TMI constitutes extraord Inary occurrence 

CHILKi S J Office of the Secretary of the Commission 00/03/14 
Ip 


0004100418 Comments on proposed rule lOCFRSO NRC should permanently 
shut down all U mines f/ mi 1 Isi processing plants* generating 
stations* nuc lear weapons const t* refurbishing sites U. ail 
other nonpower reactors to protect public health it safety 
HV0E* D N Affiliation Unknown 80/02/15 4pp 


B004100434 Forwards comments on proposed rule 10CFR50 supports 
Commission policy of upgrading emergency preparedness for 
operators of nuclear plants Local govt emergency planning 
is essential component of overall emergency plan 
PRATT. C M Power Authority of the State of New York 00/02/19 
3pp 


0004100438 Comments on proposed rule 10CFR50 submitted by Putnam 
County* NY future workshops should include only those 
involved in making of plans 

SCALPI.H Affiliation Unknown 00/02/13 Ip 


9004100439 Comments on proposed rule lOCFRSO neither Alternative A or 
0 acceptable Concurrence rule would pre-ompt NRC authority 
to shut down plants or withhold licensing Ti f taen-minuto 
notification requirement is not justified 

STAMPLEY*N L Mississippi Power Light Co AeCN-aO/39 00/02/19 

2pp 


B004100450 Testimony before NY State Board on Electric Generation 
Siting ti Environ re proposed Jamesport facilities 
KLEIN. JV Suffolk County* NY 79/07/10 Bpp 


— 8004100460 Testimony before NY State Board on Electric Generation 
Siting t< Environ re proposed Jamesport facilities Prof 
qualif ications end 

OEISELMAN*JN Suffolk County. NY 79/06/29 6pp 


— 8004100472 Testimony before NY State Board on Electric Generation 
Siting U Environ re proposed Jamesport facilities Related 
diagrams* ref tt prof qual i f Icat 1 ons end 
GIAROIHA.P A Suffolk County* NY 79/06/29 29pp 


6004100441 Comments on proposed rule lOCFRSO local funding issue should 
be considered Federal tt state manpower should be available 
to aid in problems at local level Local personnel should be 
consulted prior to formulation of related regulations 
TERRELL, D 0yffoU County. NY 00/02/00 tp 


0004100443 Ack receipt of 000201 Itrs requesting comments on proposed 
emergency planning rule Comments from state representatives 
will be consolidated into single response 
SMITH* E H New York* State of 00/02/13 Ip 


8004100445 Comments on proposed rule lOCFRSO 15-minute early warning il 
impractical Recommends use of Emergency Broadcast Sys 
Deadline for NRC concurrence in state 6 local plans is not 
reasonable Lack of county govt in CT poses special problems 
MANCUSD*F. Connecticut* State of flO/02/20 2pp 


8004100449 Comments on proposed rule 10CFR5O shortcoming lies in NRC 
inability to direct govt units to prepare plan compel 
adequacy 

NVDLER* J M House of Rep * Science & Technology 80/02/15 Ip 


0004100494 Comments on proposed rule lOCFRSO no OL should be granted 
unless NRC finds that appropriate protective actions can be 
taken within emergency planning xone 
AMATQiS Rhode Island, state of 00/02/25 2pp 


>n proposed rule lOCFRSO NY Dipt of Health will 
rompassing suggestions of various state 

rk. State of 80/02/13 Ip 


8004100501 Comments on proposed rule tOCPRSQ submitted on behalf of 
Brooklyn SHAD If locality unable to finance adequate plan* 
licensee should finance or formulate own plan Supports 
Alternative B 

GROSS* M Affiliation Unknown B0/O2/2S 3pp 


comments on proposed rule lOCFRBO on behalf of' 
ion should be taken against hasty 
itrate that NRC it making substantial 
rMI-2 accident, 

lR*R E Shaw, Pittman* Potts S* Trowbridge 


8004100515 Comments on proposed rule lOCFRSO rule does not provide 
definitive guidance 6 criteria Objects to use of utils to 
obtain concurrence in state ik local emergency plans FEMA 
should have lead responsibility 

UAR0*J E Atomic Industrial Forum 80/02/20 I6pp 


80/02/20 
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60Q4100540 Cciinn^enl;« on proposed rule 10CFR50 insufficient time alloti/ed 
to develop comprehensive emergency response plans Recommends 
revised draft plans be submitted to NRC/FEMA for review by 
BlOlOl fA final concurrence achieved by 010701 
KEARNS p J J CaHforniap State of 80/02/lb 6pp 


— 8004100944 Comments on proposed rule lOCFRSO NRC involvement in review 
tc evaluation of response plans Is integral part of overall 
responsibility for protection of public San Luis Qbispo 
County 000115 Itr to State of CA end 
LANOLEYp C AfP 1 1 lafc ion Unknown 80/01/00 6pp 


GOO41OO580 Comments on proposed rule 10CFR30 legislation should be 
proposed requiring that tax revenues generated by operating 
plants be applied to costs of emergency planning Addresses 
problem on generic basis V assutes continued cooperation 
HAUROp U J Ebasco Bcrvlcesp Inc (subs of Enserch Corp ) 
80/02/11 4pp 


B004100604 Forwards comments concerning proposed rule lOCFRSO 
NAUQJp H Ngu Hampshirop State of 80/02/20 Ip 


— BQ04100609 Comments on proposed rule lOCFRSO imp roved> prompt 
notification t( warning of general public needed Bys should 
be available ^ applicable to air haiards which would 
require prompt notification 

FQLEY/E New HampshirOp Stata of 80/02/27 Ip 


^-0004100612 Comments on proposed rule lOCFRSO NRC should approach 
proposal as significant regulatory change Flexibility In 
concur! ence pioceduro is necessary i« deserves commitment 
6 attention 

KINDER/E T Now Nampshirop State of BO/Ol/l'? 4pp 


8004110109 FoTwards comments on proposed rule lOCFRbO evacuation may 
not be necossary for every type of potential accident 
Fifteen-minute not I f Itat lo!» pel lod should begin after state 
or local officials decide ovacuation is necessary 
KAPLANS L Oonoral Electric Co p Nuclear Energy Products Div 
80/02/22 t6pp 


8004110127 Comments on proposed rule lOCFRSO cooperative working 
relationships should be developed in areas of radiological 
emergency response planning to assure protection of public 
health t safety 

CUNEpW E Georgia* Stale of 80/03/04 3pp 


0004110147 Comments on proposed lule lOCFRSO language is ambiguous in 
placet More clarification 6 numerous editorial changes 
suggested 

ORENDQN* I Affiliation Unknown 79/12/27 4pp 


6004110367 Comments on proposed rule lOCFRSO. opposes mandatory 
part ic ipat ion in nFROB Improvement to NPRD3 can & should be 
achieved but not by adding regulatory actions in areas of 
questionable near-term safety significance 
KEARNEY. J J Fdlson Electric Institute 80/03/31 2PP 


8004110477 Comments on proposed rule 10CFR2 expresses great 
disappointment that proposed changes fail to solve problems 
of NRC licensing sys Proposed regulations only 
protect over- inf latod egos of licensing members 
KEPFORD. C Environmental Coalition on Nuclear Power 00/03/03 
llpP 


0004110400 Comments on proposed rule 10CFR2 proposed use of part-time 
members as special master or alternate board members would 
be contrary to both Atomic Energy Act ^ Administrative 
Procedure Act 

LEDOEUF.R U . LAMOiM R . LEIRY.A C LeDoeuf. Lomb. Lelby Sc NacRae 
00/03/24 4pp 


0004110523 Comments on proposed rules 10CFR2. 19. 20. 21 . 30. 40i 31 , ^0. 8. 
70 rules are inadequate re participation of Indian Tribal 
govts Failure to involve tribes in initial process will 
result in later practical political difficulties 
STONE, R J Energy, Dept of 00/03/24 2pp 


8004110535 Comments on proposed rule lOCFRSO budget severely limits 
county emergency preparedness Overall emergency planning 
operation would be enhanced if facility U county personnel 
could meet 

HAVES, U K Ocean County, NJ 80/02/19 3pp 


0004110550 Comments on proposed rule lOCFRSO alternatives to negative 
declaration may offer comparable benefits, but cost 
significantly loss Piovisions should be made for basis to 
assess replacement costs associated w/plant shutdown 
PARKER, U 0 Duke Power Co 00/02/19 2pp 


0004140009 Forwards comments on proposed rules 10CFR30. 40, 50 t< 70 on 
behalf of CPC financial provision for decommissioning Is 
most efficient economical procedure 
REVriOLDS. N0 Oebevoise 6 Liberman 80/03/20 4pp 


0004140025 Comments on proposed rule lOCFRSO NRC has broadly 
interpreted Commission charter re requiring emergency plans 
to be formulated, but stops short of forcing state govts to 
see plans are prepared Mandatory requirements are needed 
WVDLER, J H House of Rep , Science It Technology 80/02/19 Ip 


Q004140047 Forwards comments on proposed rulo 10CFR50 made at NRC 
800117 emergency preparedness workshop in Ban Francisco, CA 
OLCOTT.K Affiliation Unknown 80/01/17 Ip 


—8004140052 Comments on lOCFRSO presented at NRC 6001 17 emergency 
preparedness workshop in San Francisco. CA Adequate 
emergency planning should be requirement for nuclear 
facility CP 6 QL 

OLCOTT.K Affiliation Unknown 60/01/17 2pp 


0004140094 Comments on propusod rule lOCFRSO site of emergency planning 
tones should be determined on individual basis re 
demography, topography, land charac ter i st i cs, access routes & 
local jurisdictional boundaries 

ANDERBON, T M Westinghouso Electric Curp N0-TMA-22On BO/02/19 
3pp 


B00414009n Forwards comments on proposed rulo lOCFRSO 
TOWNENO.r Uterne County. PA 80/02/08 Ip 


--R004140100 Comments on proposed rule lOCFRSO Util should be responsible 
for activities on nuclear facility site Oqyt should be 
responsible for offsite activities Use of term ‘'plume 
exposure pathway emergency planning tone" is misleading 
TQUNENO.F Luierne County. PA 00/01/16 2pp 


0004140105 Comments on proposed rule lOCFRSO realistic plume exposure 
it Ingestion pathway tones must be established regardless of 
difficulty of ovacuation 

HVDE.OM Affiliation Unknown 80/02/19 4pp 


8004140108 Comments on proposed rule lOCFRSO App E aceep tab le. but waste 
of time to have applicant provide analysis of time required 
to evacuate sectore in plume erposure pathway Suggests that 
NRC consider plant siting more critically 
PAONQ, C.L New Jersey. State of 80/02/22 Ip 


0004140112 Comments on proposed rule lOCFRSO on behalf of 5CANP Ofc has 
yet to receive requested documents that are essential for 
preparation of comments. due to NRC delay 
TGLBERT. P E Leed.R M 80/02/22 2pp 


8004110484 Comments on proposed rule iOCrR2 piovisions for preparation 
of advisory repts by special assistants should be deleted 
VAN DRUNTiE E Artiona Public Bervlce Co 80/03/25 3pp 


8004110491 Comments on proposed rule 10CFR50. oppostes requirement for 
mandatory participation in NPRDS Implementation costs are 
overs tated 

MCNEER.C 9 Wisconsin Electric Power Co 80/03/20 2pp 


0004110496 Comments on proposed rule 10CFR50 NRC should perform 
thorough reassessment of needs served by NPRD9 before 
mandating wider participation 

MCCUTGHAN, D A Westinghouse Electric Corp 00/03/07 3pp 


8004110505 Comments on proposed rule lOCFRSO' opposes regulations 
making NPR05 mandatory Submits response to 21 questions in 
FR notice 

HAUETER. R L Consumers Power Co 00/03/11 IGpp 


8004140131 Comments on proposed rulemaking submitted by NY City Qar 
Association supports AEC intention to withdraw 2-yr 
discovery clause Bupperls exclusion re claimants ui/ 
abnormally sensitive activities 
AXELRAO. N Affiliation Unknown 69/01/20 9pp 


8004140149 Comments on proposed rule lOCFRSO NRC role during nuclear 
emergency 6 final authority of govenor must be clearly 
defined State should be directly notified of NRC 
requirements re licensee or local authority 
PAOANO.C L New Jersey, atote of 00/02/22 Ip 


8004140419 Comments on proposed rule lOCFRSO actual emergency 
preparedness should be criteria for concurrence & not merely 
existence of state local plans Criteria for determining 
insignificant deficiencies needs to be established 
CARR.H League of Women Voters of 0an Luis ObispoiCA 00/02/14 
7pp 
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800414042^ Co(n<Dcnfe» on propafed rul0 10CFR50 Jd«qu 4 t« vfliffrgtncy 
planning ihould be required for CP Plants should be shut 
down in absent* of conturrence Public should be notified of 
eoiergencv procedures at 3-6 nonth intervals 
□LCOTTp K Affiliation Unknown 80/0l/i7 app 


8004190122 Co/n(ncntf on proposed rule lOCFRSO requlretnents for local & 
state approval of licensee emergencv plans can result in 
subversion of entire open licensing process bg small group 
Qf individuals 

BTEINDLER, H J Argonns National Lahoratorg 00/01/03 3pp 


6004150234 Forwards FR notice of proposed rule tOCFR70 re issuance of 
Qsnsral license to carriers of irradiated ENH Final version 
oP rule will be developed after consideration at public 
camments 

KlNQOUEfR Q Off ice of Standards Development GO/03/25 2pp 


8004160095 Comments on proposed role 10CFR90 no OU should be issued 
uniats fJRC finds that appropriate protective actions can bo 
tAken for ang rtasonablg anticipated population uithln 
plume eiploturs emergencg planning lone 
AMATO. S Rhode Island. State of BO/02/35 2pp 


80 0 4160070 Forwards comments on proposed rule 10CFR50 each nonpouer 
reactor operation needs emergencg planning lone unique to 
operation Sasic plan should be appropriatelg designed 
Evacuation mag not be needed for all potential incidents 
KAPLANjA L fitneral Electric Co • Nuclear Energy Products Dlv 
SO/02/22 16pp 


8004160096 Comments on proposed rule 10CPR90 NRC is trging to impose 
dAtailad requirements from draft document. NURE0''0694 NRC has 
ignored industry St peer comments Rush to implement draft 
miitls causes concern. Util 000219 addl comments end 
VANOENBUROH. D Yankee Atomic Electric Co WVC-80-3 00/02/2? 

SPP 


— ^004160102 Comments on proposed rule 10CPR50 linkage between 
enforcement actions against NRC licensees St failures by 
state St local govts to achieve concurrence w/federal govt 
is illogical Negative declaration entirely fallacious 
VANO0N8UROH. D Vankae Atomic Electric Co UVC 00-2 00/02/19 

3pp 


600 4 160106 Requests comment! on proposed rulemaking concerning disposal 
o# radwastes produced bg nuclear facilities Comments due bg 
000419 FR notice end 

'AHEARNE.J F Commission 00/03/12 Ip 


--0004160190 Requests comments on proposed rulemaking concerning disposal 
of radwastas produced by nuclear fadlltlas Comments due by 
800419 FR notice end 

AHEARNEiJF Commission 00/03/12 2pp 


— 8004160193 Requests comments on proposed rulemaking concerning disposal 
of radwastas produced by nuclear facilities Comments due 
by 000415 FR notice end 
AHEARNE.J F Commission 80/03/12 2pp 


— 8004160196 Requests comments on proposed rulemaking concarning disposal 
of radwaite* produced by nuclear facilities Comments due bg 
by 800419, FR notice and 
AKEARNE.J F Commits Ion 80/03/12 8pp 


— B004160200 Requests comments on proposed rulemaking concerning disposal 
of radufasttf produced bu nuclear fadlltlei Comments due by 
800415 FR notice end 

AHEARNEiJ F Commission 00/03/12 2pp 


‘8004160202 Requests comments on proposed rulemaking concerning disposal 
of radwastas produced by nuclear facilities Comments due bu 
000419. FR notice end 

AHEARNE. J F Commission 00/03/12 2pp 


— 00 04160203 Requests commint* on proposed rulemaking concerning disposal 
of radwastas produced by nuclear facilities Comments due by 
800419 FR notice encl 

AHEARNEi 0 F Commission 00/03/12 2pp 


— 8004160206 Requests cflovnents on proposed rulemaking concerning disposal 
of redweites produced bg nuclear facilities Comments due by 
■000419 FR notice end 

AHEARNE. J.F Commission 80/03/12, 2pp 


>8 004160209 Requests connents on proposed rulemaking concerning disposal 
Sl-^**^"***** produced by nuclear facilities Comments dut by 
600419 FR notice tnci 

AHEARNEiJ, F Commission 00/03/12 2 pp 


—8004160212 Requests comments on proposed rulemaking conceining disposiil 
of radwastes produced by nuclear facilities Comments due bg 
000415 FR notice encl 

AHEARNE. J F Commission 00/03/12 2pp 


— 0004160215 Requests comments on proposed rulemaking concerning disposal 
of raduastcs produced bg nuclear facilities Comments due by 
000419 FR notice encl 

AHEARNE.JF Commission 00/03/12 3pp 


— 8004160220 Requests comments on proposed rulemaking concerning disposal 
of radwastes produced by nuclear facilities Comments due fag 
000419 FR notice encl 

AHEARNE.JF Commission 00/03/12 5pp 


0004170202 Forwards questions comments resulting from 000219-20 
meeting u/Rad iological Assistance Commi ttee. Rad t olog lea 1 
Emergencg Planners FEHA Region 9 state directors in Olen 
Ellgn. IL re revised criteria in NURE0-0654/FEMA REP**l 
MCCOLLOUOH. P H Federal Emergencg Management Agency 00/03/07 

6pp 


B0041703B4 Forwards comments on proposed rule 10CFR90 Includes Jan 
1980 Itr from NH assistant attorney general to NRC 
NAUOJ. H New Hampshire. State of 80/02/26 9pp 


8004170340 "Deletion of Ref to Panama Canal Zone Minor Amends." 
10CFR4, 20. 30. 40. 90. 99. 70. 1 10 150 final rule Minor amends 

revise portions of Commission regulations to reflect revised 
status of Canal Zone 

D1RCK8.U J Office of the Executive Director for Operations 
00/03/14 9pp 


8004170355 "Export of Certain Minor Quantities of Nuclear Hatl. " 
lOCFRllO final rule Amends regulations to establish or 
expand general licensing provisions for gram quantities of 
SNM & certain kinds of source t. byproduct mail 

CHILK.6 J Office of the Secretary of the Commission 00/03/14 
I3pp 


8004160211 Responds to 800120 Hr re NRC emphasis on emergency planning 
for nuclear accidents NRC 4. FEKA cooperate in developing 
emergencg planning rules ii related state guidance 
AHEARNE. J F Commission 00/03/10 Ip 


—8004100220 Comments on proposed rule re emergency planning more 
emphasis should be placed on planning for probability of 
catastrophic nuclear accident In context of potential danger 
from nuclear weapons 4. other possible diasters 
MYOLER. J U House of Rep 00/01/28 Ip 


B004180304 Responds to 79U20 Itr re certain aspects of NRC proposed 
new lDCFR60i "Disposal of High Uevel Radwaste in Oeologic 
Reposi tor iesi Procedural Aspects " Need for in situ tasting 4. 
exploration supported by USOS. NAS 4. earth science community 
AHEARNE.JF Commission 80/03/18 9pp 


— 6004180311 Responds to 79H20 Itr re certain aspects of NRC proposed 
new 10CFR60. "Disposal of High Level Radwaste in Geologic 
Repositories! Procedural Aspects " Need for in situ testing S< 
exploration supported by USOS. NAS & earth science community 
AHEARNEiJ F Commission BO/03/10 Spp 


>0004160319 Comments on Proposed Rule tOCFRbO multiple geologic tasting 
4c exploration unnecessary 4. costly NRC should support DOE 
repository development program 

MYDLER.J W, House of Rep . Science 4c Technology 00/01/20 2pp 


0004100477 Comments on proposed rule lOCFRSO opposes any regulations 
which make NPRDS mandatory Persons supplying Info would 
become more interested in compliance w/requlraments than 
using sys to enhance plant safety L reUabnity 
CARY.R J Texas Utilities Generating Co 80/03/10 Ip 


0004210110 Comments on proposed rule tOCFRSO Illogical linkage between 
enforcement actions 4. failures by local 4t state govts to 
achieve concurrence w/federal agencies is flaw which could 
result in substantial environ impart 

VADENflURGHiD Yankee Atomic Electric Co WYC 80-2 00/02/19 3pp 


80O42I01I8 Comments on proposed rule 10CFR50 intended to write 
something into record before deadline Time did not permit 
mention of Issues Advising other II residents that FR exits 
BONNEVILLE. R B Affiliation Unknown 00/02/16 2pp 


0004210140 Comments on proposed rule iOCFRSO NRC role during course of 
nuclear emergency should be clearly defined Governor should 
be final authority to render decisions Btate needs to be 
made aware of NRC requirements for licensee 4. authorities 
PAGANO.C L New Jersey. Btate of 00/02/22 Ip 
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0004210150 Commant^ on proposed rule 10CFR50 nuclear plants uould be 
paujns In game in which owner-operators have little ability 
to affect outcome 

HUWTERpR S AiTierican Electric Power Co , Inc 80/02/20 5pp 


B004210154 Forwards comments on proposed rule lOCFRSO from MW Dept of 
Publ ic Safety 

FREN2EL. B House of Rep 00/03/07 Ip 


— BQ04210160 Comments on proposed rule t0CFR50 conse<iuences should be 
weighed re reactor sites intuhich adjoining states are within 
reactor emergency planning zone 

KITTRIDOE, G fl Minnesota, State of 00/02/23 3pp 


0004210353 Forwards statement of position per presiding officer 800201 
re proposed rulemaking in raduaste storage U disposal 
OISTEFANO, J , COLEMAN, L R . DROWN, 0 F Energy, Dept of 00/04/13 
!;> 


— 8004210361 Statement of position re proposed rulemaking on raduaste 
storage t disposal Fuel may be disposed of offsite Sc may be 
stored safely onsite or offsite until ultimately disposed 
W/supportlng documentation 6 Certificate of Svc 
DISTEFANO. J , DOLEMAN, C R , DROWN. Q F Energy, Dept of 
DaE/NE-0007 00/04/ 15 7l6pp 


B004210446 Comments on proposed rule 10CFR50 during operation all 
response coordinators should be operational at unit, vs 
existing situation County maintains four salaried personnel 
to achieve some degree of emergency preparedness 
HAVES, W K Ocean County, NJ 00/02/19 3pp 


0004230047 Forwards list of participants Si computer bibliography Index 
of waste storage disposal documents placed in PDR List 
will be updated periodically S copies sent to participants 
CYR, H D Rulemaking enforcement Division 00/03/20 20pp 


8004230073 Comments on proposed rule 10CFR2 NRC should not adopt 
provisions except for 2 713(b> Submits addl comments re 
proposed changes in govt discipline adjudicatory 
proceedings 

JOKNSRUD, J H Environmental Coalition on Nuclear Power 80/03/03 

6pp 


0004240230 Advises that 160 core documents on waste storage It disposal 
have been placed in PDR per proposed rules lOCFRSO It 9i List 
of docurrents Info on placing orders end 

CYR,K 0 Office of the Eiecutive Legal Director. 00/03/28 27pp 


0004240360 Forwards comments on proposed rule lOCFRSO amergency plans 
should be upgraded in response to potential hazards 
Fundamental problem exists in coordinating plans of state 
(( local agencies 

PREBSESKY. A J Energy, Dept of 00/03/04 Hpp 


0004250071 Comments on proposed rule lOCFftSO FEMA position on proposed 
rule, that action should be deferred for further evaluation, 
is appropriate 

KNOTH, D F Inc 00/03/14 3pp 


0004250306 Comments on proposed rule 10CRF50 air lock testing of «tr 
lock not used in six''month period should not be req.uired 
until after usage or within three days of first opening, 
if containment integrity required 
ERVIN, P E Affiliation Unknown 80/02/19 Ip 


0004200075 NUREO/CP-OOll 

"Proceedings of Workshops on Proposed Rulemaking on 
Emergency Planning for Nuclear Power Plants '* 

PEA&QDYiC A , MORRONOIELLD, A Division of Biting, Health S, 
Bafeguards Standards 80/04/30 113pp. Available at NTIB 


8004200077 Forwards summary of NRC llcsnsing program for high level 
radioactive waste dliposal Includes NRC 791206 FR notice 8, 

Div of Waste Mgt FY81 budget for high level waste mgt 
program 

CYR,K. D Ruleijiaking it Enforcement Division 00/04/16 32pp 


8004290172 Forwards comments on proposed rule 10CFR60 definition of 
local govt entitles needed. Required NRC concurrence in etate 
U local emergency plans gives NRC undue influence in local 
af fairs, partictil arly in area of employment stability 
PRE93ESKY, A J Energy, Dept of 00/03/04. llpp 


8004290218 Preliminary statement in response to Chairman Ahearne 000312 
Itr re proposed rulemaking on radwaste storage U disposal 
Solid radwaste may be disposed of w/o risk based on 
fundamental earth science processes 

• Inter iori Dept of. Geological Survey 00/04/15 i4pp 


8004200473 Comments on proposed rules lOCFR30j 40, 50 h 70 EPA stds re 
radioactivity levels currently under discussion & should not 
be considered final 

porter- W L Duke Power Co 00/03/14 3pp 


8004300279 Comments on proposed rule iOCFR2 not appropriate to specify 
number of sites t.. media to be explored In advancei endorses 
concepts & Intent re site charact er 1 za tlon roptiNRC 
requirements concerning site selection should be broad 
BARTLETT, J W The Analytic Sciences Corp 80/03/05 7pp 


8004300532 Comments on proposed rule iOCFR2 opposes Subsections 2 722 
<aM2} & <3) Proposed regulation would subj special 
assistant to disqualification procedures Proposal to amend 
rule allow ASLB special assistants should be deleted 
VAN HRUNT, EE Ariiona Public Service Co 80/03/25 3pp 


PRM PETITION FOR RULEMAKING 


8004040243 Comments on petition for rulemaking requests NRC position 
re question of vulnerability to possible enemy action In 
design of nuclear power plants UK ’Watson 800106 Itr end 
DICKS, N D House of Rep 00/02/15 Ip 


0004080110 Draft Itr responding to 6B0703 comments re publication of 
proposed amends re financial protection requirem-enti & 
indemnity agreements DOT concerns have been resolved by 
adding language clarifying effective rule 
PRICE, E R Atomic Energy Commission 68/07/10 Ip 


0OO4O9'O224 Comments on petition for rulemaking SO-26 petition is based 
on several erroneous assumptiorts & should be denied Petition 
forces unreasonable raqu Iremen ts on new nuclear facilities 
OILKAN, 0 W San Oiege Gas I, Electric Co 90/03/07 2pp 


8004100033 Transcript of 600313 Affirmation Session 00-10 in 
Wash i ngton, DC Pp 1-5 
» Commission 80/03/13 5pp 


—0004100039 8CCY-eo-095 

Recommends NRC approval of PR publication of end notice of 
denial of petition for rulemaking 2-5 

SHAPAR.H K Office of the Executive Legal Director 00/02/14 
107pp 


8004100057 Comments on petition for rulemaking concern about explosion 
of nuclear weapon in vicinity of nuclear facility 
exemplifies NRC overreaction to potential hazards Planning 
for such contingencies Increases energy cost to ratepayers 
PETERSON, RJ Aff 1 1 iatlon Unknown 00/03/05 Ip 


6004100064 Comments on petition for rulemaking proposed 
further Increase cost & delay const of needed power p 
for no useful purpose 

LQVEj E Affiliation Dnknoun 80/03/03 Ip 
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IMOIMDOCKETED ITEMS 


— a004t40133 Foruiird* FR notica dsn<|ing statt of NH 701031 patiticn ^or 
r^lamalilng rt tfficianctj in ti<»n«lng Denial based on public 
coianentt & current eiteniive revleiu it evaluablon of fJRC 
licensing reiiu irements St procadurts W/o end 

J O-ffice of the Secretarg of the Commission BO/03/21 
t? 


— 0004140139 Foruards FR notice denying State of NH 7B1031 petition for 
rulenatlng re efficiency In licensing Denial based on public 
comments St current ertensive revleu Si evaluation of NRC 
licensing tei^g Irements Si procedures 14/a end 

CHlLKiS J Office of the Secretary of the Commission 00/03/21 
IP 


— 0004140137 Forwards FR notice denying State o# NH 7B1031 petition for 
rulamatlng re efficiency in licensing Denial based on public 
comments St current extensive review & evaluation of NRC 
licensing requ Irementi & procedures M/o end 

CHlLKiS J Office of the Secretary of the Commission 00/03/21 
IP 


—0004140140 Forward* FR notice denying State of NH 7B1031 petition for 
rulemaking re efficiency in licensing Denial based on public 
comments tt current extensive review & evaluation of NRC 
licensing requirements & procedures 

CHlLKiS J Office of the Secretary of the Commission 00/03/21 
2Apf 


— 8004140145 Notice of denial of petition for rulemaking re efficiency 
In llctnelng nuclear power fadllties Denial based on public 
commentt tt current extensive review ti evaluation of NRC 
licensing requirements it procedures 

CHILK.S J Office of the 8ecretarv of the Commistlon 00/03/21 
23pp. 


0004140845 Forward* draft notice of denial of Petition for Rulemaking 
2-9 requesting to amend 10CFR2 to limit Intervenor cross- 
e xamlnat ion 

8HAPAR.H K Office of the Executive Legal Director. 00/03/12 8pp 


8004240194 Ditcufttes. an behalf of Northern IN PSCi State of IL L Porter 
County Chapter of Ixaak Hilton. League of Americar Inc et ali 
791220 petitions seeking amend or rescindment of 
10CFR80 9&<ti) No goad cause re const completion date shown 
SHEAiK H i FRANTZiS P Lowens tain. Newman. Reis. Axelrad k Toll 
80/04/07 12pp 


PRQJ PROJECTS - PREDOCKET LICEN8IN0 


8004020063 Forwards Denver k Albuquerque public meeting transcripts in 
response to 000212 request Name of commentator 4i affiliation 
are Identified In transcript uihtre possible, U/o end 
FISHER. B Ura-niujn Recovery Licensing Branch BO/Oa/10 ip 


8004030317 flubmitt info re util 800222 survey of files of intervenor. 
City of Rosavilli.CA Survey was done to verify document 
discovery rs comprehensive performance of NCPA Omissions 
discovered 

KEISSiR L Pacific Oas k Electric Co 60/02/29 2pp 


6004040058 Forwards balance of eshibit to second supplemental answers 
to fourth set of Interragator ies from CA Dept of Water 
Rtsourcet 

NElBSiR L Pacific Oaf & Electric Co 60/03/13 Ip 


— 8O04O4006B Prepared testimony re transmission functional sub categories 
within transmltsion cast category required for accounting 
purposes Description of transmission functions k related 
financial info end. 

PATTERSON, K P Pacific Oat 8< Electric Co. 00/03/13 S0pp 


0004080012 Notice of appearance in proceeding Certificate of 6vc end 
CO0OR1FF, J E Pacific Oas k Electric Co, CQSORIFF.J E 
McCutchen. Doyl e, Brown L Emerten 80/03/10, 4pp. 


B0040B0132 iHation to compel CA Dept of Water Resources compliance u/ 
A8LB 791109 k 000116 orders re answers to certain of POLE 
fifth set af interrogatoriis Supplemental answers dtd B00303 
do not comply w/orderi, Certificate of 8vc end 
COBORIFFiJi E., C080RIFF, J,E Pacific Oat L Elsctric Co. * 
Mc-Cutchen, Doyle. Broun L Emerten, 60/03/18 30pp 


8004-060445 Forwards City of Santa Clara responses to POLE fifth set of 
interrogatoriis directed to Northtrn CA Power Agency L CA 
Dept of Water Rasourcee & to POLE fourth set of 
interrogator ies directed to citlss of Anaheim L Riverside 
ADRAONAiJ, M Spiegel L McOiarmid, 60/03/13, 2pp 


B004070208 Motion stating points L authorities directed to US ninth 
circuit court of appeals re review of ASLD 780820 subpoena 
duces tecum Requests order requesting 90-day stay 
for briefing schedule W/draft order L Certificate of Sve 
RIZZI.R A . BARRY. D N Southern Caltfornla Edison Co RIZZI.R A 
Gibson. Dunn L Crutcher 80/03/03 7pp 


0004100947 Responds to 000229 Itr refusing to accept Northern CA Power 
Agency voluntary document production L insisting on green 
dotting process Deplores POLE harrassment tactics Requests 
meeting to resolve problem 

ADRAONA. J M Spiegel L McDiarmld 00/03/05 3pp 


B004100556 Forwards responses to POLE fifth sot of interr ogatorios to 
Northern CA Pouier Agency L Dept of Water Resources L fourth 
set of interrogatories to Cities of Anaheim L Riverside dtd 
790719 W/o end 

TR AUGER. T C Spiegel L McDiarmid 00/03/03 4pp 


0004190173 Order granting extension until B00417 for CA Dept of Water 
ftesourcos to respond to POLE 000320 fifth set of 
interrogatories 

MlLLER/M E Atomic Safety and Licensing Board Panel B0/04/0B ip 


6004160200 Advises of omitted transmittal slips k corresponding boxes 
re stipulation concerning production of documents stored in 
warehouse Requests production of boxes during final visit to 
records ctr 

GOLDBERG, J R Antitrust Division 00/04/19 2pp 


B0041B0279 Forwards response to 791206 inquiry re NRC Agreement States 
program L Church Rock dam failure RI submittal satisfied 
Atomic Energy Act, Section 274 requirements for admission as 
Agreement State 

AHEARNE.J F Commission 00/03/17 lOpp 


8004230295 Forwards Southern CA Edison Co L NRC agreement k joint 
statement re subpoena duces tecum Also forwards NRC 
stipulation re Edison documents production Issue resolved 
GOLDBERG. J R Antitrust Division 80/04/22 Ip 


—8004230303 Executed agreement L joint statement re subpoena duces tecum 
issued to Southern CA Edison Co re production of documents 
by Edison to NRC 

SHERWOOD. A L Southern California Edison Co GOLDBERG, J R 
Antitrust Division 00/04/06 6pp 


— 6004230317 Executed stipulation re production of documents by Southern 
CA Edison Co to CA Dept of Water Resources L NRC Production 
agreed upon will satisfy subpoena for which Edison will 
withdraw appeal before US 7th circuit Draft order end 
SHERWOOD, A U Southern California Edison Co STRUMWAS8ER, M 
California, Staty of GOLDBERG, J R Antitrust Division 
00/04/10 4pp 


PT21 NQNCOMPLIANCE REPORTS AND RELATED GORREBPONDENCE 


6004100061 Part 21 rept re defective Rosemount Model SIODU trlp/calibr 
units L Model 1192 pressure transmitters Caused by failure 
of essential switch that determines trip output logic L 
failure of transmitter capac itor. respect! vely 

SHERWOOD, 0 G General Electric Co MFN-065-00 00/03/21 2pp 


0004210365 Deficiency rept re N1DD23 fire damper spring brackets Cause 
unstated Tests being conducted to demonstrate effectiveness 
of bracket screws L to establish more stringent installation 
rsquirements 

HILL. T D Ruskin Manufac tor Ing Co BO-193-OOl 00/03/17 Ip 


8004200240 Part 21 rept revising 800206 notification re ITT AH90 L NM90 
series electrohydraul ic actuators Attachment listing 
customers L projects should contain addl item Balnt Lucie 
facility k customer Buffalo Forge Co should be added 
SLOANrD E American Warming L Ventilating, Inc 00/03/19 3pp 


6004300274 Part 21 rept re improper installation L inconsistent closure 
of Ruikln Mfg Co NIBD23 fire damper spring brackets during 
cycling tests Kfg taking corrective action 
HILLiT D, Ruskin Manufacturing Co 60/03/17, 2pp. 


8004300596 Part 21 rept re Dresser Industries pilot operated relief 
valves L A6ME cod* safety valves designed L tested for 
saturated steam at only flow medium UHls L AEs have been 
notified 

TACYiW Dresser Industries, Inc 80/04/01 6pp 



NONDOCKETED ITEMS 


QA999 QUALITY ASSURANCE INSPECTIONS 


8004010312 Forwards QA Program Insp Rept 99900022/79-01 on 791210-19 
POTAPOVS* U Region 4* Dallas* Vendor Inspection Dranch 00/01/14 
2pp 


--□004010515 QA Program Insp Rept 99900022/79-01 on 791210-19 Insp 
revealed vendor ASHE NPT certificate of author 1 tat ion 
omitted product doftcriptlon Corrected certificate requested 
QLLER.R E . HUNNICUTT D M Region 4. Dallas* Office of the 
Director 00/01/14 3pp 


8004020423 Forwards OA Program Insp Rept 9990251/00-01 on 000120-0201 
No noncomp I lance noted 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 00/02/14 

2pp 


—8004020434 QA Program Insp Rept 9990025 1/00-01 on 800128-0201 No 
noncompliance noted Major areas inspected mgt meeting Sc 
implementation of QA program. Interface w/ANI.mgt process 
control I control of nonconf ormante 11 corrective action 
NHITE6ELL* D E * BROUN. R L Region 4. Dallas. Vendor Inspection 
Branch 80/02/13 15pp 


0004030235 Ack receipt of 000305 Itr Informing NRC of steps taken to 
correct violation noted in OA Program In«p Rapt 
99900342/79-02 

POTAPOVS. U Region 4. Dallas. Office of the Director 00/03/19 
IP 


--B004030237 Responds to NRC 791210-14 audit deviation noted in QA 
Program Insp Rept 99900342/79-02 Corrective actions welds 
ul trasonlcall y teste;! to insure soundness, f loor inspectors 
instructed to survey use of template sticks 
R07EKiR Lakeside Bridge tt 0teel Co 80/03/0S 2pp 


—8004030839 Forwards OA Program Insp Rept 99900342/79-02 on 791210-14 
& notice of deviation 

POTAPOVS. U Region 4. Dallas. Office of the Director 00/01/07 

2pp 


—8004030242 Notice of deviation from insp on 791210-14 

* Region 4. Dallas. Office of the Director 00/01/04 Ip 


—8004030244 OA Program Insp Rept 99900342/79-02 on 791210-14 
Noncomp 1 lance noted welding performed u/o welders equipped 
to measure interpass temps, certa In areas not evaluated 
by qualified welders 

ELLERSHAH, L E . HUNNICUTT. D M Region 4. Dallas. Office of the 
Director 80/01/04 9pp 


— 8004040479 Responds to NRC 800122 Itr re deviation noted In QA Progra 
Insp Rept 99900004/80-01 Corrective actions coater operating 
procedure is being revised to reference correct parameter 
sheet FHD 1197 

OALLANAY.W C General Atomic Co <subs of Gulf Oil Co ) 

00/02/28 4pp 


— 0004040348 Forwards QA Program Imp Rapt 99900004/80-01 on 000107-11 
tt notice of deviation 

POTAPOVS. U Region 4. Dallas. Vondor Inspection Branch 00/01/22 

2pp 


—0004040352 Notice of deviation from insp on 800107-11 

a Region 4, Dallas. Office of the Director 00/01/10 Ip 


—8004040361 QA Program Insp Rept 99900004/80-01 on 800107-11 
Noncomp I lance noted review of product documents did not 
assure all requirements were clearly & accurately stated 
Approval not indicated by signature 

WHITESELL. D E . MCNEIL. W M Region 4, Dallas, Vendor Inspection 
Dranch 80/01/10 5pp 


8004070076 Ack receipt of 790912 ti B00219 Itrs informing NRC of steps 
taken to correct violation noted in QA Program Insp Rept 
99900372/79-01 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 00/03/04 
Ip 


—8004070079 Forwards response to Q002I4 telcon w/Foster re deviation 
noted In QA Insp Rept 99900372/79-01 Corrective action 
engineering instructions reissued w/proper sign-off blocks 
RQBENi A E Anaconda Co . Anaconda Industries Uire U Cable Dlv 
00/02/19 3pp 


— 0004070001 Responds to NRC 790922 Itr re deviation noted In QA Progra 
Insp Rept 99900372/79-01 Corrective action instruction re 
production tags provided to responsible QA t. mfg personnek 
ROSEN. A. E. Anaconda Co , Anaconda Industries Nire t* Cable Div 
79/09/12 5pp 


—8004070083 Act receipt of 790912 Itr in response to NRC 790022 Ur 
Addl info requested per 790926 telcon w/AE Rosan 

POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch 79/09/28 
IP 


—8004070097 Forwards QA Program Insp Rept 99900372/79-01 on 790B07-10 
notice of deviation 

PQTAPOVB. U Region 4. Dallas. Vendor Inspection Branch 79/00/22 

2pp 


8004040100 Forwards QA Program Insp Rept 9990004/00-01 on 000122-23 No 
noncomp! lance noted, 

DRONNiO D Region 4. Dallas. Fuel Facility & Materials Safety 
Branch 00/02/26 ip 


—8004040104 QA Program Insp Rept 9990004/00-01 on 800122-23 No 
noncomp 1 lance noted Major areas inspected radiological 
evaluations conducted in Moab.UT 

WILDORN.L Region 4. Dallas, Office of the Director BROWN. 0 D 
Region 4. Dallas. Fuel Facility It Materials Safety Branch 

80/02/20 6pp 


8004040111 Forwards QA program Insp Rept 99900048/79-02 on 791210-13 
No noncompliance noted 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 00/02/06 

2pp 


—0004040122 QA Program Insp Rept 99900040/79-01 on 791210-13 No 
noncompl lance noted Major areas Inspected review of 
corrective actions for reported deficiencies under 10CFR21 
HUNTER. V H . WHITEBELU, D E Region 4. Dallas. Vendor Inspection 
Dranch 80/01/30 9pp 


8004040476 Ack receipt of 80Q22B Hr informing NRC of steps taken to 
correct deviations nottd In QA Program Insp Rept 
99900004/80-01 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 00/03/10 
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NONDOCKETED ITEMS 


"■-80040^0276. Forward* OA Program Imp Ropt 99900379/79-01 on 791013-19 L 
notic* of dsvlation 

POTAPOVS. U Region 4^ Oallati Vendor tmpccfcion Branch 79/11/09 

«pp 


— 80040B0279 Notica of deviation from insp on 791015-19 

• Region 4. DaMai. Office of the Director 79/11/09 2pp 


— 8004080287 QA Program In*p Kept 99900379/79-01 on 791015-19 
Noncomp 1 lance noted Inconiiitent OA practice re Criterion 3 
of App D to lOCFRSO No requirement to initiate teit 
procedures re tests in mechanical pneumatic test lab 
HUWMICUTTiD M . FOGTER-M E Region 4, Dallas. Vendor Inepection 
Branch 79/11/03 7pp 


8004080291 Ack receipt of 000229 Itr informing NRG of steps taken to 
correct deviation noted In OA Program Insp Rept 
99900300/80-01 

POTAPQVS.il Region 4. Dallas. Vendor Inspection Branch 00/03/17 
IP- 


— 00040-80297 Responds to NRC 000207 Itr re deviation noted in QA Program 
Imp Rept 9900300/00-01 Corrective actions mfg engineering 
ltd revised Nfg supervisor instructed machine operators to 
fill out operation sheets upon work completion 
liOROANiJ F Colt Industries. Inc . Fairbanks Hors# Engine Div 
80/02/2? Upp 


— 8004000301 Forwards QA Program Insp Rept 99900300/00-01 on 000121-23 t. 
notice of deviation 

POTAPOVS. U Region 4i- Dallas. Vendor Inspection Branch 00/02/07 

2j>p 


X •‘800 4000306- Notice of deviation from incp on 000121-23 

• Heglon 4. Dallas. Office of the Director 00/02/06 2pp 


— 8004000316 QA Program Insp Rept 99900300/80-01 on 000181-23 
Noncompl lance noted mfg engineering stdf. revisions 
addenda not maintained & Issued bg mfg engineering dept to 
all holders 

F08TER.M E . HUNNICUTT. D M Region 4. Dalles. Vendor Inspection 
Branch 00/02/06 ISpp 


6004080338 Ack receipt of 000227 Itr informing NRC of steps taken to 
correct deviation ti violation noted in QA Program Insp 
Rept 99900307/79-01 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 80/03/14 
'IP 


— “60040&0363 Responds to MRC 800120 Itr re deviation k violation noted in 
QA Program Insp Rept 99900387/79-01 Corrective actions. 

Inspectors Instructed to process cleanup sheet when 
subatiiAbly travelers are encountered 

COKPASrU J Ocneral Atomic Co (subs of Oulf Oil Corp ) 

00/02/27. 3pp, 


— B0040B0369 forwards QA Program Insp Rept 99900307/79-01 on 791210-14 k 
notices of deviation Sc violation 

POTAPOVSfU Region 4. Dallas. Vendor Inspection Branch 00/01/24 
Spp 


— 8004080379 Wotic# of violation from Imp on 791810-14 

a Region 4. Dallas. Office of the Director 80/01/24 tp 


— 8Q040803B2 fiotlci of deviation from insp on 791210-14 

e Region 4. Dallas. Office of the Director 80/01/24 4pp 


— 8004000389 QA Program Insp Rept 99900307/79-01 on 791210-14 
Nancompl lance noted. implementing InstTUctlons/procedures 
made no provisions for identifying test procedures on 
aubaistmb ly 

FOSTER. W E. f HUNNICUTT.D M Region 4. Dallas. Vendor Inspection 
Branch, 80/01/24. Upp 


8004090093 Ack receipt of 000229 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 99900403/ 

80-01. 

POTAPOVS. U Region 4i Dallas. Vendor Inspection Branch 00/03/10 

Ip. 


— 8004090059 Responds to WRC 000131 Itr ra deviation noted in QA Program 
Insp Rept 99900403/00-01 Correctlya actions responsat to 
future NRC Inqulrits that involve hardware quality will be 
bated on aitenslya review of applicable data 
BARNARD. J. Otntral El ac trie Co, 90/02/29 3pp 


6004090067 Ack receipt of 800180 Ur informing NRC of steps taken to 
correct deviation noted in QA Program Imp Rept 99900403/ 

required re prevention of Item B recurrence 
POTAPOVS. V. Region 4. Dallas. Vandor Inspection Branch 00/02/22 


— 0004090072 Responds to NRC 791214 Itr te deviation noted in QA Program 
Insp Rept 99900403/79-03 Corrective actions records were 
validated & reviewed by QC records specialists 4 found 
acceptable Tags removed from wide range monitors 
BARNARD. J Genera) Electric Co BO/Ot/28 lOpp 


—0004090070 Forwards QA Program Insp Rept 99900403/79-03 on 791001-05 k 
30 & notice of deviation 

SEVFRIT.K V Region 4. Dallas. Office of the Director 79/12/14 
3pp 


— 8004090001 Notice of deviation from insp on 791001-05 k 30 

* Region 4. Dallas. Office of the Director 79/U/27 4pp 


—8004090086 QA Program Insp Rept 99900403/79-03 on 791001-05 k 30 
NoncompUance noted qualifications of functioning OE QA 
representative not certified 4 no source insps or 
surveillance pei farmed during fabrication of fuel grapples 
COSTELLO, J R . FOSTER. W E . HALE. C J Region 4. Dallas. Vendor 
Inspection Branch 79/11/27 44pp 


0004090202 Ack receipt of B00303 Itr Informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 99900260/ 

00-01 

POTAPOVBi U Region 4. Dallas. Vendor Inspection Branch 00/03/14 

Ip 


—0004090207 Responds to NRC 000201 Itr re deviations noted in QA Program 
Insp Rept 99900260/80-01 Corrective actions filed eye 
records for all AHD pipe eiaminers Revised heat treatment 
operating Procedure 13A re recording of charge numbers 
MOON. R E ARMCO International. Inc 00/03/03 2pp 


—0004090290 Forwards QA Program Insp Rept 99900269/80-01 on 0OOU4-1B 8. 
notice qf deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 00/02/01 

2pp 


— 0004070293 Notice of deviation from insp on 600114-10 

e Region 4. Dallas. Office of the Director 00/01/31 2pp 


—8004090299 OA Program Insp Rept 99900260/80-01 on 000114-10 
Noncompl iance noted deficiencies reported in Mar 1979 audit 
repts not resolved as required by QA manual 

HUNNICUTT.D M , OLLER.R E Region 4. Dallas, Vendor Inspection 
Branch 00/01/31 9pp 


0004090307 Forwards QA Program Insp Rept 99900266/00-01 on 000120-31 
No noncompliance noted 

POTAPOVS.U Region 4, Dallas. Vendor Inspection Branch 80/02/13 

2pp 


—0004090310 QA Program Insp Rept 99900266/00-01 on 000120-31 No 
noncompliance noted Major areas inspected implementation of 
App D to 10CFR50 6 applicable codes k stds. Inc luding design 
document control. mfg control & special process control 
HUNTER. V H . UHITE6ELL. 0 6 Region 4. Dallas, Vendor Inspection 
Drench 00/02/14 2pp 


8004090371 Ack receipt of 791023.000116 k 0303 Itrs informing NRC of 
steps taken to correct deviation noted in QA Program Insp 
Rept 99900319/79-03 

POTAPOVS.U Region 4. Dallas, Vendor Inspection Branch 80/03/20 
IP 


— 8004090377 Responds to NRC 000215 Itr re deviation noted In QA Program 
Insp Rept 99900319/79-03 Specific 0NUPPS findings will be 
answered applicable to all Gaithersburg project* within 90 

days 

KOMEB. J M Dechtel Power Corp (sub* of Bechtel Corp > 

00/03/03 Ip 


—8004090302 Ack receipt of 791023 k 000116 Itrs informing NRC of steps 
taken to correct deviation noted In QA Program Insp Rept 
99900319/79-03 Requests confirmation that delayed response 
to Deviation C will apply to all licensee divs 

POTAPOVS.U Region 4. Dallas. Vandor Inspection Branch 00/02/15 

Ip 


—0004090306 Responds to NRC 791221 Itr re deviation noted in OA Program 
Insp Rept 99900519/79-03 Corrective actions IE Bulletin 
79-14 re generic implementation program for operating 
plants. Revision 2 was approved k issued for use on 791019 
KOKEB. J M Bechtel Power Corp (subs of Dechtel Corp > 

00/01/16 Gpp 


8004100001 Forwards OA Program Insp Rept 99900075/00-01 on 000204-07 No 
noncompliance noted 

PATAP0V8. U Region 4. Dallas. Vendor Inspection Branch 80/02/22 

2pp 



NONDOCKETED ITEMS 
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“8004100005 QA Program Insp Ropt 99900075/80-01 on 0OO2O4**O7 No 
none Dmp 1 t^nc 0 noted Major areas inspected design 
vert t- matigni computer programst procurement document control, 
mfg process controlimatl identification training 
WHITESELL# D E . KELLEY; W D Region 4i Dallas; Vendor Inspection 
Qranch 80/02/21 I3pp 


8004100031 Fortuards QA Program Insp Rept 99900107/80-01 on 800107-11 
No noncamp 1 iance noted 

POTAPOVS# U Region 4# Oallasi Vendor Inspection Branch 80/02/22 
2p 


--S0041Q0034 QA Program Insp Ropt 99900107/BO-01 on 000107-11 No 
noncompliance notod Major areas inspected control of 
nonconformances tt corrective action field reported const 
deficiencies in containment vessels 

WHITESELL.O E . JOHNSON; J M # BROWN, R L Region 4# Dallas# Vendor 
Inspection Branch 80/02/14 19pp 


0004110031 Ack receipt of 000311 1 tr Informing NRC of stops taken to 
correct deviation noted in OA Program Insp Rept 99900302/ 

00-01 

POTAPOVS# U Region 4# Dallas# Vendor Inspection Branch 00/03/25 

Ip 


—0004110037 Responds to NRC 800226 Itr re deviations noted in OA Program 
Insp Rept 99900302/00-0 1 Corrective actions come-up file sys 
instituted to reinforce audit requirement & all purchase 
order* will be forwarded to QA for review 

FRIEDMAN# K A Western Piping & Engineering Co , Inc 00/03/11 
3pp 


— 0004110064 Forwards QA program Insp Rept 99900302/00-01 on 600120-0201 
^ notice of deviation 

POTAPOVS# U Region 4# Dallas, Vendor inspection Dranch 00/02/28 

2pp 


■ — OOD41J0044 Notice of deviation from insp on 000128-0201 

s Region 4, Dallas, Office of the Director 00/02/27 2pp 


—0004110057 OA Program Insp Rept 99900302/80-01 on 000128-0201 
Noncompliance noted failure to take action re audits of 
personnel records#QA manager not reviewing all purchase 
orders & purchase orders issued to nonqualified vendors 
WHITE0ELL#D £ # BUTTON# J W Region 4# Dallas# Vendor Inspection 
Dranch 80/02/27 7pp 


0004140011 Ack receipt of 000303# 0201 & 791220 Itrs informing NRC of 
steps taken to correct deviation noted in QA Program Insp 
Rept 99900047/79'*02 

POTAPOVQiU Region 4# Dallas# Vendor Inspection Branch 80/03/24 

Ip 


— Q00414001S Responds to NRC 000219 Itr requostlno addl info re deviation 
noted in OA Program Insp Ropt 99900047/79-02 Corrective 
actions appropriate instructions have been forwarded to 
storeroom attendants re welding electrodes & log sheets 
MILLER. T R Westlnghouse Electric Corp TOM-00-025 00/03/03 

4pp 


— 0004140010 Ack receipt of 000201 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 99900047/ 

79-02 Addl info required 

POTAPOVS# U Region 4# Dallas# Vendor Inspection Branch 00/02/19 

Ip 


—0004140020 Responds to NRC 000116 Itr requesting addl info re deviation 
noted in QA Program Insp Rept 99900047/79-02 Corrective 
actions storeroom attendants were reinstructed as to 
procedural requirements tn Importance of compliance 
MILLER# T D Wostinghou«» Electric Carp TDM-80-013 00/02/01 

2pp 


— 0004140029 Ack receipt of 791220 Itr informing NRC of steps taken to 
correct deviations noted In QA Program In*p Rept 99900047/ 

79-02 Addl Info required 

POTAPOVS# U Region 4# Dallas# Vendor Inspection Branch 00/01/16 

2pp 


— 0004140034 Responds to NRC 791115 Itr re deviation noted in oA Program 
Insp Rept 99900047/79-02 Corrective actions importance of 
compliance re storeroom activities was reiterated to all 
personnel & unit manager will review log sheets dally 
HILLER# T D Westinghouse Electric Corp TDM-79-009 79/12/20 

7pp 

— 0004140037 Forwards QA Program Insp Rapt 99900047/79-02 on 771015-19 t# 
notice of deviation 

POTAPOVS# U Region 4# Dallas# Vendor Intpecilon Branch 79/11/15 

2pp 


—8004140040 Notice of deviation from insp on 791015-19 

■s Region 4# Dallas, Office of the Dlrcctar 79/11/15 3pp 


—8004140043 QA Program Insp Rept 99900047/79-02 on 791015-19 
Noncomp 1 lance noted storage practices for electrodes not in 
accordance w/required procedures# absence of mechanical test 
data ii failure to prepare MRR before weld repairs 
HUNNICUTT, D M # ROBERDS# H W , BARNES# I Region 4# Dallas, Vendor 
Inspection Branch 79/11/15 10pp 


0004150145 Forwards OA Program Insp Rept 99900403/00-01 on 000107-11 
No noncomp 1 lance noted 

PATAPDV0, U Region 4, Dallas# Vendor Inspection Dranch 80/01/31 

2pp 


—6004150149 QA Program Insp Rept 99900403/00-01 on 000107-11 No 
noncompliance noted Major areas inspected special insp to 
verify responses to deviation in Insp Rept 99900403/79-02 
HALE,C J . ELLERaHAW. L E Region 4# Dallas. Vendor Inspection 
Branch 80/01/31 lOpp 


0004280136 Forwards QA program insp rept 99900400 on 790529 6 1106-08 
t< notice of violation 

STELLO, V Office of Inspection & Enforcement# Office of the 
Director 80/04/10 3pp 


—0004280139 Notice of violation from insp on 790529 h 1106-08 

* Office of Inspection ^ Enforcement# Office of the Director 
80/04/10 3pp 


— 8004280142 Notice of proposed imposition of civil penalties in amount 
of *100,000 re NRC 790529 S 1106-08 insp 

* Office of Inspection it# Enforcement# Office of the Director 
79-Hfl-OOl 00/04/10 Ip 


--8004280146 Rept of 790514-31 investigation re BtiW 205 fuel assembly 
PNR/alleged susceptibility to small break LQCAs 
THOMPSON, D # WARD, M J Executive Officer for Operations Bupport 
79/06/26 aOOpp 


—0004200149 Rept of 791025-1126 investigation re DteW NPOD/poss ih le 
violation of 10CFn2l 

WARD, U J # OOUER# 0 C Executive Officer for Operations Support 
WILQURiN A Division of Reactor Operations Inspections 
79-HQ-003 00/01/24 lOOpp 


—0004200153 Rept of 790719-0817 Investigation re D4(W/NP0D possible 
violation of 10CrR21 

WAnD,M J # GaWER#0 C Executive Officer for Operations Support 
79-HQ-OOa 79/09/18 lOOpp 


0004290016 Ack receipt of 000321 itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900025/79-03 

POTAPOVS# U Region 4, Dallas# Vendor Inspection Branch 80/04/03 

Ip 


—8004290023 Responds to NRC 800208 Ifcr re deviations noted in QA Program 
Insp Rept 99900025/79-03 Corrective actions deficiencies due 
to lack of nondestructive exam on eight subassemblies 
corrected prior to 791231 

MDERKE, N H Southwest Fabricating & Welding Co Hubs of lU 
International Carp ) 80/03/21 Qpp 


—0004290021 Forwards QA Program Insp Rept 99900025/79-03 on 791208# 19 
20 ^ notice of deviation 

POTAPOVS# U Region 4# Dallas, Vendor Inspection Oranch 80/02/00 

2pp 


—8004290027 Notice of deviation from insp on 791208# 19 t« 20 

* Region 4# Dallas# Office of the Director 80/02/07 2pp 


—8004290031 QA Program Insp Rept 99900029/79-03 on 791205# 19 U 20 
NoncompHance noted failure to perform certain mat) 
nondestructive exams# inadequate Insp of piping assemblies 
failure to perform radiographic exam of weld repairs 
BARNES, I.# RD0ERDB#HW# HUNNICUTT# D M Region 4# Dallas# Vendor 
Inspection Branch 80/03/07 llpp 


0004290168 Ack receipt of 800UI It 0317 Itr* informing NRC of steps 
taken to correct deviation noted in QA Program Insp Rapt 
99900330/79-01 

SEYFRITiK V Region 4# Dallas, Office of the Director 00/04/03 

Ip 


— 8004290176 Responds to NRC 800222 Itr re violation U deviation noted In 
QA Program Insp Rept 99900330/79-01 Corrective actions 
signing off of mfg order being monitored on dally basis 
Inspectors &> QA manager cautioned on use of insp stamps 
FRIEDMANrJ Mafvln Engineering Co # Inc 80/03/17. lOpp, 
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—0004290179 Ack rvetipt of BOOlll Itr informinj} NHC of stops bokon to 
corroct violations daviatlons noted In QA Insp Ropt 
99900333 ^ 79-01 Addl info re(iulred r* notice of deviation 
Items 3, 6^ 7t 9. 16. 10^23 1< 24 

SeVFRlTrK V Region 4, DelUsr Office 0 # the Director 80/02/23 
3pp 


— Q0D40Q0623 Comments on proposed Reg Guide 1 97 guide does not have 
proper approach to accident info Requirements are too 
pervasive Guide Should differentiate betueen info reed in 
accident situation P normal operation 

DENOERth ACRS ^ Advisory Commitleo on Reactor Safeguards 
79/11/05 app 


— 8004290186 Responds to KRC 791025 Ur re 
In OA Program Insp Rept 9990033B/79-01 
Corrective action OA manual revised to 
organl cational changes 
PRlEDMANiO M Marvin Engineering Co « 


deviations 6 violations noted 
No proprlttarg Info 
reflect 

Inc BO/01/11 34pp 


— Q004080631 Questions Reg Guide 1 97 p R evision 2 ro tlmelg heat balance 
feeduiater sgs temps P reactor coolant Inventory requirement 
CATTONj I ACRB - Advisory Committee on Reactor Safeguards 
79/U/Oa Ip 


— B004290191 Forwards QA Program Insp Rept 9990D339/79-01 on 790910-21 
b motlcei of violation & deviation 

BEYFRIT^K. V Region 4* Oallas< Office of the Director 79/10/25 

2pp 


—8004290201 Notice of violation from insp on 790918-21 

* Region 4i Dallati Office of the Director 79/10/25 Ip 


— 0004290803 Notice 0 # deviation from insp on 790918-21 

» Region 4r Dallas* Office of the Director 79/10/25 13pp 


— 0004290218 QA Program Insp Rept 99900338/79-01 on 790918-21 
Noflicoflip 1 iance noted failure to comply u/lOCFR21 re adoption 
of procedures far evaluation of deviations 

BARNEQ 4 I . ELUNSHAW,L E * HUNNiCliTT, D M Region 4* Dallas. Vendor 
Inepection Branch 79/10/25 86 pp 


B0043000B4 Ack raceipt of 800120 P 0317 Itrs informing NRC of tbepi 
taken to correct deviation noted in QA Program Imp Rept 
99900403/79-03 

POTAPQVB.U Region 4* Dallas* Vendor Inspection Branch 80/04/03 

Ip 


—0004300098 Responds to NRC 800222 Ur ra deviation noted in QA Program 
Inap Rapt 99900403/79-03 Corrective actions will revise 
Quality Procedure 30 180 to strengthen welding quality 
r»i|ulr tnents t* checklist will be developed 
BARNARD* J General Electric Co 00/03/17 2pp 


—8004300090 Ack receipt of 000120 Itr requesting addl info re Item B 
Coiunite to review of supplier fabrication process sheets to 
aeiurt proper sequencing 

PATAPOVBr U. Region 4* Dallas* Vendor Inepectlon Branch 80/02/22 
. iP 


— 0004300107 Responds to NRC 791814 Ur re deviations noted in QA 
Imp Rept 99900403/79-03 No proprietary Ufo Dellnatei 
QA mgt level personnel responsibilities t commits to review 
of work orders 

BARNARD* J General Electric Co 00/01/88 lOpp 


8004300217 Forwards QA Program Insp Rept 99900708/00-01 on 000813-15 
No noncompl iance noted 

POTAPOVa*U. Region 4* Dallas* Vendor Inspection Branch 80/03/05 

2pp 


—8004080639 Comments on proposed Reg Guido 1 97. Revision 2 guide is weak 
In defining what should be done w/measured Info 
LIPINSKIjNC Argonne National Laboratory 79/10/29 2pp 


— 80040B0646 Comments on proposed Reg Guide 1 97# Revision 2 design should 
consider effects of nonselsmlc Category 1 bldg on 
instrumentation components 

ZUDANSi 2 Franklin Inati tote/Frank I in Research Center 79/10/30 

2pp 


— 0OO4OBO655 Comments on proposed Reg Guide 1 97* Revision 2 requirements 
are unjustified More graded set of requirements should be 
specified so quality of instruments is commensurate w/safoty 
importance 

BlJCHHaUZ*R H General Electric Co MEN-270-79 79/1 1 /OS 6pp 


— BO040B0h61 Forwards comments on proposed Reg Guide I 97. Revision 2 
format of Table 2 it 3 should be reversed so that purpose 
appears first Variable types D It £ should be deleted from 
scope 

TAYLORiJ H Babcock P Wilcox Co 79/11/06 6pp 


8004090254 Comments on proposed Revision 2 to Reg Guide 1 97 ref to 
AN8 4 5 is inappropriate until AN3 4 5# Draft 4* hat been 
approved ANS 4 5 committee post-accident qualification 
period of 100 days should be endorsed 

BTAMPLEViN L Hlislsslppi Power P Light Cn AECM-0O/S3 80/03/10 

6pp 


8004100071 Comments on proposed Reg Guide I 97. Revision 2 pormanontly 
Installed remote monitors should have upper range of 
10 R/hr Points immediately adjacent to release point should 
be kept at 100 R/hr 

KROON* J C Affiliation Unknown 00/03/07 3pp 


8004100536 Comments on draft reg guide, "Measurement of Radiation 
Levels on Surfaces of Packages of Radioactive Metis " Values 
in Table | should be changed to assure surface radiation 
level never exceeds 200 mremt-h 

MUNRO*J J Tech/Ops (Technical Operations# Inc > 00/03/10 3pp 


8004100541 Comments on proposed Reg Guide 1 97* Revision 2 QA program 
should be Invoked re instrumentat ion* appl ication P design* 
but not Imposed on manufacturer of Instrumentation 
components for Type 0 or £ lys 

8TAMPL£Y*N U Mississippi Power P Light Co 80/03/10 6pp 


■0004300222 QA Program INsp Rept 99900705/80-01 on 800213-15 No 
noncompl lance noted Major areas inspected followup on repts 
ra incorrect matl used for fabrication of springs for 
ttlactro-hydreui ic valve actuators 

ELLERSHAWi L £, J HUNNICOtTiD M Region 4, Dallas* Vendor Inspection 
Branch. BO/Oa/29, 5pp 


REOOD REGULATORY GUIDES 


8004020309 Proposes changes to Reg Guide 1.133* Draft 4* re callbr method 
for loose part monitors which will significantly reduce 
radiation exposure of operators during V4 Lpm channel callbr, 

Draft of revised Paragraph 3. a (3) end. 

PEKRULf P. J Rockwell International Corp eOE8G-2661. 00/03/24 

app. 


8004100543 Comments on proposed Reg Guido I 97. Revision 2 environ 
radioactivity exposure rate in upper range of 10 rems per h 
should be adequate, 

KROOM. J C Reuter-Stokesi Inc 80/03/07 Ip 


0004100546 Forwards addl comments on proposed Reg Guide 1 97* Revision 
2 clarification is needed re use of instrumentation for 
routine environ monitoring purposes P type of monitors 
required for sample analysis 

LaOMIQiU a Sargent «< Lundy# Inc 00/03/11, 3pp 


B00410056i Comments on draft reg guide* "Measurement of Radiation 
Levels on Qorfaces of Packages of Radioactive Matls " 

Questions if Paragraph l#3bction C means that special form 
natural 1* depleted U can be shipped in exposed state 
LEVIN* a Army* Dept of* Matls P Mechanics Research Center 
80/03/06 Ip 


9004110127 Comments on proposed draft reg guide* "Measurement of 
Radiation Levels on Surfaces of Packages of Radioactive 
Matl " Energy response should be addressed using relative 
Intercomparison w/energy Independent instrument 
JACOBSON* D. A Nebraska* State of 80/03/13 app 


0004110359 Forwards comments on proposed Reg Guide 1 97*Revision 2 
variables can be grouped In generic categories P guidance 
should be provided for proper selection 
DOPCHIEjH Belgium 80/03/13 6pp 


8004140179 Comments on proposed Reg Guide I 97, Revision 2 pressuriier 
temp & pressuriier spray flow or spray valve position should 
be added to Table 2iPagR ll 
CQX*E L Black P Veatch, 00/03/07 Jp 
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8004160420 Notification of 800408 meetin 9 u/C-E In Qathosdai MD to 
di«cus« high range effluent monitors for Lessons Learned 
requirements & Reg Guido 1 ?7 

BARRETTj L Environmental Evaluation Blanch BO/04/02 ip 


8004180S32 Comment* on prapofod Revision 2 to Reg Guide 1 97 Instrument 
Tgpes D (( £ could jeopardise operation of seismic qualified 
instrumentat ion if on some pouer source Presiurizer temp it 
spray flou should be added as maeasured variables 
COXf E L Black it l/eatch> Southern Bcience App 1 1 cat ions> Inc < Div 
80/03/07 ip 


8004210172 Forwards revised PWR near-term OL group generic comments for 
Reg Guide t ?7i proposed Revision 2 
PARKER# W 0 Duke Power Co 80/04/01 I4pp 


80D42S0147 Comments on proposed Revision 2 to Reg Guide 1 97 Type A 
variables omitted due to plant-specific nature should be 
grouped in generic categories w/guidance for proper 
selection 

DQPCHIE.H Affiliation Unknoiun 2/SOO/D D /C D 80/03/13 App 


8004220210 Comments on proposed Revision 2 to Reg Guide 1 97 upper 
limit of environ rad loac 1 1 vl ty eitposure rate measurement 
range should be reduced to allow for atmospheric dispersion 
Forwards Presidential public statement on Kemeny rapt 
KRQONiJ C Houtor-Qtokes# Inc 80/03/07 ip 


8004290240 Comments on proposed Revision 2 to Reg Guide 1 97 docs not 
state where permanently installed monitors for assessment 
of plant (< environ conditions follobilng accident should be 
placed Telemetry will pose maint problem 

PILANT.JM Nebraska Public Power District LOA0OOOO8a 80/03/03 

3pp- 


( 

REG RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


0004130192 “NRRD Monthly Rept for Jan 1980 " 

YDARRaNDO/L J Energy Engineering Group YflR-34-80 80/02/29 

200 p p , ^ 


8004010419 Forwards final rapt# “Policy Recommendatl ons for Treatments 
of ATWB Events for Standard! led Nucleat Power Plants “ 

GDLAYj H N Massachusetts Institute of Technology NRC-03~79”I 44 
80/02/21 Ip 


—0004010422 0004010415 

“Policy Recommendations for Treatments of ATW3 Events for 
Btandardlied Nuclear Flower Plants# “ final rept 

ODLAY# M W Mossachoietts Institute of Technology NnC-03-79-144 
aO/Ot/09 a7pp 


8004020142 "Data Summaries of LERs of Diesel Generators at US 
Commercial Nuclear Power Plants from Jan i976-Dec 1970#“ 
data summary rept 

P0L09K1,J P # SULLlVANiW H EG 0, Inc FIN A-A276 EEO-EA-3072 

80/02/29 390pp 


8004020198 RIL-Og? 

Research Info ttr 97 submits results of emergency core 
coolant bypass research performed at Dattelle Columbus Labs 
U. Dartmouth College 

LEVINEi B Office of Nuclear Regulatory Research 79/08/10 6 pp 


8004040027 “Investigation of Post"Cr Iti cal Heat Flu* FHaat Transfer for 
Natir-Cooled Reactor Application Development of Two-Phase 
Flow Instrumentation# “ monthly progress rept for Feb 1980 
CHEN.J C , QUNDARAM#R K , NI JHAMAN, B Lehigh Unlv FIN A-4059 
NRC“04»74-ie0 00/03/17 6 pp. 


800404002Q “Experimental Criticality Data for Code Validation#" 
informal monthly progress rept for Feb 1980 
BIERKANiS R Dattelle Memorial Institute# Pacific Northwest 
Laboratory FIN D-2094 80/03/04 3pp 


8004040204 “Shipping Cast Sabotage Source Term Investigation# “ 
monthly progress rept for Feb 1980 

BCHMIDTiE N Dattelle Memorial Institute# Columbus Laboratories 
FIN Q-6012 NRC-04-76-29a 80/03/09 4pp 


8004040210 “Impact of Decontamina tlon on LNR Radwaste Treatment Bys# “ 
monthly progress rept for Feb 1980 

DtVINEiJR Dattelle Memorial Institute# Pacific Northwest 
Laboratory FIN D-2303 80/03/12 17pp. 


8004040270 “Accident Aerosol Character 1 xatton# " monthly progress rept 
for Feb 1900 

H18HIKA# J.i QNZAR 8 KI#P Battelle MemPrial Institute# Pacific 
Northwest Laboratory FIN 8-2207 80/03/07 3pp 


8004040342 "Acoustic Emi ssion/Flaw Relationships for Inservice 
Monitoilng of Nuclear Pressure Vessels#*' monthly progress 
rept for Jan 1980 

HUTTON.P H , KURTZ#R J Battelle Memorial Institute# Pacific 
Northwest Laboratory FIN 8-2088 80/02/19 I 6 pp 


6004040369 "Safeguards Analysis for Byproduct Matls it Small Quantltia* 
of SNM# " monthly progress rept for Jan 1980 
CHESTER, R Q # KONAK# K K . RANODLPH, M L Qak Ridge National 
Laboratory FIN D-6108 ORNL/HABRD-AB 80/02/13 6 pp 


0004070145 "Farecasting Electricity Demand by State & by Util Sve 
Area#** progress rept for Fob 19BO 

CHERN#W 8 Oak Ridge National Laboratory FIN 0-0190-8 80/03/07 

9pp 


8004070413 “Core Melt i« Separate Effects Program#** monthly Itr for 
Feb 1980 

BERMAN. M Sandia Laboratories 00/03/06 4pp 


80040B007S “Loft Monthly Progress Rept for Jan 1980 “ 

KAUFMAN. N C EG 8 « 0. Inc FIN A-6040 LQ-MR-003 80/02/29 94pp 


Q0040800B3 "Calibr of Loft Modular DTT it Loft Production DTT W^Small 
Drag Disc# " Vol 2 

SOLDRIO.C N I SHULL# 0 0 . GOOD# R R EG it 0# Inc FIN A-604a 
L 0 - 00 -a 0 -n 3 eo/02/29 233pp 


8004090094 “Stress Corrosion Cracking of PWR Steam Oenerator Tubing#*' 
monthly highlight itr fro Jan 1980 

BUL16CKECK#T # VAN ROOYEN# 0 Brookhaven National Laboratory FIN 
A- 3208 00/02/15 5pp 


8004080219 RlL-084 

Research Info Ltr 84 submits results of study of 
liquefaction resulting from 760204 earthquake near Lake 
Amat itlan# Guatemala 

BUDNITZ#R J Office of Nuclear Regulatory Research 00/03/24 
23pp 


60040B0242 “LWR In-Plant Measurement Program# '* monthly progress rept 
for Feb 1900 

HANDLER. J.N EG it 0. Inc FIN A-6075 60/03/10 4pp 


8004080263 “Biocide Byproducts in Aquatic Environs#" quarterly prograft* 
rept for Dct-Dec 1779 

DEAN#R M Battelle Memorial Institute# Pacific Northwest Lab-oratory 
FIN B-2098 79/12/31 39pp 


6004080290 “SSC Code Development it Validation." monthly highlight ltr 
for Dec 1979 

AORAWALrA. K # OUPPY# J G Brookhaven National Laboratory FIN 
A-30I9-Q 79/12/31 6 pp 


0OO4OBO294 "TRAC Assessment it Model Development#'* monthly hlahlight ltr 
for Jan 1980 

JONES. 0 C Brookhaven National Laboratory FIN A-3219 80/01/31 

3pp 


0004000302 "LWR Thermal Hydraulic Development Program#** monthly 
highlight ltr for Dec 1979 

JONES. 0 C Brookhaven National Laboratory FIN A-3045 79/12/31 

4pp 


8004080585 '‘Ramana Code Mod it Evaluation* '* monthly highlight ltr for 
Dec 1979 

LEVlNEtM M Brookhaven National Laboratory. FIN A-3014 79/12/31 

6 pp 


8004080675 "Evaluation of LWR Residual Heat Removal Under Accident 
Conditions#" monthly highlight Itr 'for Jan 1980 

BURI#R A Brookhaven National Laboratory FIN A-3319, 8a/0l/3l> 

3pp 


8004080684 "Best Estimate Prediction for LOFT Nuclear Experiment 
L-3-2# *' pretest prediction rrpt 

KEE. E J , 8HINK0, M 8 # ORUBHrW H EO it 0# Inc FIN A-6040. 
EOO-LOFT-5089 80/02/29 aOpp 


0004090060 "Electrical# Instrumentation i* Control Aspects of Proposed 
Tech Specs Change Re Blocking of Safety Injection Bignals 
When Pressure Is Below 2000 psig#“ technical evaluation 
rept 

MAY 8 ,S E EO i. 0# Inc FIN A-6296 E00-CA-Si06 BO/02/29 Gpp 


8004090159 "HTGR Safety Program#** monthly highlights ltr for Jan 1980 
8 A 8 TRE 1 C Brookhaven National Laboratory FIN A-3016 90/02/04 

5pp 
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B004090312 ''Thormai Hydraulic LMFBR Eipcr imentir “ monthly 

Kighllght Itr for D«c 1979 

JONES, 0 C Brookhaven National Laboratory FIN A-3024 79/12/31 

4pp 


8004090324 '*Th»r(nal Hydraulic LMFBR Safety Eiperimentt* “ monthly 
highlight Itr for Jan 1980 

JQNESi □ C Drookhaven National Laboratory FIN 4^3024 QO/01/31 

4pp 


Q00410025B "Advanced Reactor Safety Analysi&f" monthly highlight Itr 
for Dec 1979 

BARliR A Brookhaven National Laboratory FIN 4^3000 90/01/07 

4pp 


B004100326 "Eetlmatore for Qinomial Failure Rate Common Cause Model " 
ATUOOD, C L EO Oi Inc FIN 4-6292 EOO-EA-511B 80/03/31 
B3pp 


8004100370 "LOFT Test Support Branch Data Abstract Rept - LOFT Fuel 
Rod Thermocauplt Callbr TestrRod RRF A-8B102 " 

80LERI0,C N » TOLMANfE L . SELCHOi H 8 EG 0, Inc FIN A-604a 
LTR 141-100 79/04/30 53pp 


9004100398 "Definition of Parameters for Mayor Accidents at Waste 
Solidification & Spent Fuel Storage Fac 1 1 i ties^ '* informal 
monthly progress rept for Feb 1980 

FEDERICKiE J Oak Ridge National Laboratory FIN B-0423 80/03/26 

3pp 


8004100411 "Div of Reactor Safety Res earch-ORNL Programs^ " Feb 1980 
monthly highlights 

MUTATT Oak Ridge National Laboratory FIN n-04i3 NRC-60-19-1 1-01 

BO/03/10 30pp 


6OO41009B7 "Advanced Reactor Safety Analysis Technical Assistance^ 
Reactor Projects*" monthly highlights for Jan 1900 
BARI*R A Brookhaven National Laboratory FIN A-3000 BO/02/01 

4pp. 


9004100990 "SSC Code Development tc Val Idat ion* " monthly highlight Itr 
for Jan 1980 

AORAWELiA K i GUPPY. J 0 Brookhaven National Laboratory FIN 
A-O019-S 80/01/31 6pp 


8004100994 "Bubtask A> RAMONA Code Mod t. Evaluation" U "Subtask B IRT & 
RCTRAN Cade Hod it Evalution. monthly highlight Itr for Jan 
1900 

LEUINErM M Brookhaven National Laboratory FIN A-3014 SO/01/31 

&PP 


0OO41SOO36 "Evaluation of Docket Files of Terminated Licenses," monthly 
progress rept for Feb 1980 

LANTZ.P M , DICKSON, H W Oak Rldgo National Laboratory FTN 
A-90a5-7 ORNL/HASRD-70 00/02/29 20pp 


0004130056 "Reactivity Initiated Accident Test Berles Test RIA 1-4 
Eiperimant Predictions " 

FUKUDA,3 K , MARTINSON* 2 R EG «< 0, Inc FIN A-6041 
EOG-TFflP-5023 80/02/29 74pp 


0004150063 "DWR Bloiudoun/Emergency Control Ctr Program, " monthly 
progress rept for Feb 1900 

BURNETTE, O W General Electric Go FIN B-aol4 NRC-94-76-2 1 5 

00/02/2? 5pp 

0OO41SOO66 "Physical Protection of Nuclear Hatl In Transit" (luarterly 
progress report, Jan-flar 1980 

CHAPMAN. L D Sandia Laboratories FIN A-li73 00/03/20 6pp 


8004150475 "Once-Through Steam Generator Modeling for Analysis of TMI 
Incident," conference paper 

HSU*C J . BHIER*W 0 . LEVINE, M M Drookhaven National Laboratory 
DNL-NUREO-271S9 80/04/10 6pp 


6004160089 "Assessment of Radiation Doses Resulting From Releases of 
Rn-222 it Ra-226 From U Mining t« Milling Activities," monthly 
progress rept for Feb 19B0 

TRAVIS. C C , MCDaWELL-SQYERi WATSON, A P Oak Ridge National 
Laboratory FIN 0-0201 ORNL/HASRD-72 00/03/14 3pp 


8004160095 "Safeguards Analysis for Byproducts Katls it Small Quantities 
of 8NM. " monthly progress rept for Feb 1960 
CHESTER. R 0 , KANAK. K K * RANODLPH* M L Oak Ridge National 
Laboratory FIN B-6t08 GRNL/HASRD-71 00/03/15 6pp 


0004170120 "Quick Look Rept on LOFT Nuclear Experiment L3-2, " 
experiment data presentation rept 

LINEBAROER,J H EG 1, 0* Inc FIN A-6048 EGO-LOFT-3104 00/02/29 
30pp 


6004170274 "Technical Evaluation Rept of Degraded Grid Protection for 
Class IE Power Sys at Brunswick 3ieam Electric Plant, " 
technical evaluation rept 

CLEVELAND, J C EG 0, Inc FIN A-6256 EOO-EA-3109 00/02/29 

Bpp 


8004170276 "fnservice Testing Evaluation of Check Valves at 9t Lucie 
Unit 1 Nuclear Station," technical evaluation rept 
FEMRINOER, J M EG << 0, Inc FIN A-6259 EOG-EA-3097 60/02/29 

13pp 


8004100599 "LWR Thermal Hydraulic Development Program," monthly 
highlight Itr for Jan 1900 

JONES, 0 L Brookhaven National Laboratory FIN A-3045 00/01/31 

4pp 


8004110521 Evaluation of LWR Residual Heat Removal Under Accident 
Condltionsi" monthly highlight Itr for Dec 1979 
BARliR A Brookhaven National Laboratory FIN A-3315 00/01/07 

3pp 


lactrlcal, Instrumentation & Control Aspects of Override of 
Purge Valve Isolation it Other Safety Feature 
rtformal rept 

0 G, Inc EOO-EA-5098 00/02/29 13pp 


lBcht-8easet Program," monthly progress rept for Jan 1960 
Westlnghouse Electric Corp NRC-04-77-127 80/02/22 


cle Facility Nonsecurity Parsonnel Response to 

'khaven National Laboratory FIN A-3000 
78/12/15 GGpp 


Facility Employees Response to Intrusion Alarm," 

okhaven National Laboratory FIN A-3000, 
76/lt/i5 3app, 


0004170207 "BWn Ref i 1 1-Ref load Program." monthly Itr for Feb 1900 
BURNETTE, G W General Electric Co NRC-04-79-184 00/03/13 5pp 


0004170209 "Electrical Instrumentation & Control Aspects of Override of 
Containment Purge Valve Isolation it Other Safety Feature 
Signals, El Hatch Nuclear Plant," informal rept 

UDY, A,C, EO in 0* Inc FIN A-6256 EOO-EA-5110 00/02/29 9pp 


8004170334 "Electrical Instrumentation Control Aspects of Override 
of Containment Purge Valve Isolation it Other Safety Feature 
Signals* Mi 1 Istone Nuclear Power Station," informal rept 
UDY* A C EO 0, Inc FlN-A-6256 EGG-EA-8111 60/02/29 9pp 


8004230300 RlL-62 

Forwards NUREG/CR-0379, Vol 5* "Repts Distributed Under NRC 
Reactor Safety Research Foreign Technical Exchange Program, " 
fc NUREO/CR-0450, "New Madrid Se Ismotectonlc Study - 
Activities During FY70 " 

LEVINE. 8 Office of Nuclear Regulatory Research 79/10/16 6pp 


8004240152 Forwards informal progress rept for Dec 1979 for FLECHT- 
SEASET 

MASSlErH W Westlnghouse Electric Corp NRC-04-77-127 80/02/tl 

7pp 


8004240460 "Fuel Cycle Facility Threat Assessment I* Response 
Procedures," Informal rept 

□ 'BRIAN. J N , CADWELLi J J Brookhaven National Laboratory FIN 
A-3000 BNL-NUREO-24871 70/12/15, 74 pp 


Facility Threat Analysis it Tactical Response 

mil rept 6004240465 "Mail Control ^ Accounting Ef f octlveneis Evaluation 

khaven National Laboratory FIN A-3000 Development," informal monthly progress rept for Jan 1900 

79/10/19 lOGpp POOGia, A Lawrence Livermore Laboratory FIN A-0115 80/04/04 

7pp 


Assessments of Fuel Cycle FaclUtlee. " monthly 

800424046B "Semi scale Mod-3 Small Break Test 8-8B-2A " 

idge Nitional Laboratory, FIN E-0279. FAUBLE,T J EG t, 0, Inc FIN A-603a E0G-8EM1-91 13 00/03/04 

80/02/29 6pp 6lpp 
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8004240475 ’’Expor imenta 1 Evaluation of k^ent I lafc ion By* Components 
During Large Pressure Pulsesr" Informal monthly progress 
rept fnr Feb 1900 

OREOOflYfW S Los Alamos Scientific Laboratory FIN A-7020 
00/03/20 3pp 


0004240497 "Unified Transport for Pouior Plant Assessment." monthly 
progress rept for Jan i9B0 

tt Dak nidge National Laboratory FIN B-OlAQ-9 ORNL/ED/EIS-1 19 
00/01/31 4pp 


0004280032 ‘’Analysts of Oas Circulation in Containment of High Temp 
Oas Cooled Reactor." informal rept 

QMATA. I . TAKAHAQHl.H Qraokhaven National Laboratory FIN A-3016 
BNL-NUnEO-27369 00/03/31 I70pp 


0004200030 "Critical Flashing Flouia in Noizies H/Subcooled Inlet 
Conditions " 

ADUAF. N . JONES. 0 C . WU. D J C Brookhaven National Laboratory FIN 
A-304g QNL0NURE0-27S12 80/03/31 36pp 


0004280041 ‘'High Temp Mass Ti ansport Cxpor imontal Program," Informal 
rept 

ORaWCDCK/F 8 t HEIBER.J H Brookhaven National Laboratory FIN 
A-3016 nNL-NURE0-27SO2 00/03/31 34pp 


8004280059 "NRC Safeguards Matl Control Project, " monthly progress rept 
for Feb 1900 

POQOIO. A Lawrence Livermore Laboratory FIN A-OllS MC 
□0-04-02-Lft 00/03/07 7pp 


0004200063 "Task 9-Natl Waste Package Program " 

8CHWEIT2CR.D 0 Urookhaven National Laboratory FIN A-3158 
BNL-NURE0~27345 00/03/31 lOpp 


0004200071 "Preliminary Pretest Analysis of FFTF Loii of Power 
Acceptance Tests." informal rept 

EPEL.L 0 . OUPPY, J 0 . KENNETT. R J Urookhaven National Laboratory 
FIN A-3041 BNL-NUREO-271 16 00/04/30 63pp 


0004300032 "Oenoral Legal Problems Affecting Nuclear Guard Tactical 
Responses. " informal rept 

CADWELLi J J Brookhaven National Laboratory FIN A-3067 
DNL-NURCO-24872 70/11/13 20pp 


8004300574 "Physical Protection of Nuclear Fac 1 1 i 1 1 es. "progress rept 
for Feb 1900 

CHAPMAN. L 0 0dndia Laboratories FIN A-1060 00/03/20 7pp 


— 0004200206 Forwards results of evaluation of fire resistance of Raychem 
heat shrinkable splice matl foi comparison w/res i stance of 
cable FR->1 test showed that splices looked as good as 
average cable matl 

KLAMERUS, L J Sandia Laboratories 80/03/21 Bpp 


6OO420O20S Forwards NRC dtv directors' 000402 Itr re agreement to 
proceed u/next series of tests using connectors from McOuire 
penetration connectors 

HURLEY, T E Division of Reactor Bafety Research 00/04/10 Ip 


SECY POSITION PAPERS BEFORE THE COMMISSION 


7812120219 Responds to 700316 FOIA request for SECY77-26B. BECY77-260A. 
SECY77-26BQ, SECY77-260C t OPE memo Portions of documents 
withheld (ref 10CFR9 15 & 2 790) 

FELTON. J M Division of Rules and Records 78/12/05 3pp 


8004010016 Transcript of 000319 meeting in Wash Ington. DC re NRC 
enforcement program Pp 1-39 
* Commission 80/03/19 39pp 


—8004010017 SECY-00- 139 

Describes various types of enforcement actions re request 
for Commission approval of general statement of enforcement 
policy 

8TELL0.V Office of Inspection & Enforcement, Office of the 
Director 80/03/13 30pp 


— 8004010021 Endorses objective re development of strong. exp 1 ic i t 
enforcement program Requests mod of coordination statement 
to Include benefits. costs b Commission guidance 
raquiremonts 

HALLER) N h Office of Management and Program Analysis 00/03/10 
2pp 


8004010031 SECY-80~045 

Forwards Executive Branch position on 000121 applications 
for licenses to export highly enriched U to Qelgium.West 
Oermany. France b the Netherlands Requests comments 
SHEA. JR Office of International Programs 00/01/24 Ip 


— 0004010470 Executive Branch position re five Transnuc lear. Inc 
applications for licenses to export highly enriched U to 
Belgium. West Oermany . France b the Netherlands Recommends 
issuance of licenses Ltrs of assurance end 

NOSENZO. L V State. Dept of. Bureau of Oceans b Inbernatl Environ 
b Scientific Affairs 00/01/21 15pp 


REVIEW GRP NRC RESEARCH REVIEW GROUP 0 


0004100485 Forwards summary of Advanced Code Review Group 800124*^23 
meeting in Silver Bpring. MB 

ZUBER.N RRGH 1-14. Advanced System Code 00/03/28 Ip 


--G004100490 Bummary of Adv.mced Code Review Group 000124-25 meeting in 
Oliver Opring. HD re review of CQDRA-TF b COBRA/TRAC code 
development program at PNL 

* RROtt 1-14. Advanced Oystem Code 80/03/28 32pp 


—0004100497 "COBRA-TF Model Description " 

e Battello Memorial Institute 79/12/31 lOOpp 


— 0004010095 Forwards two applications for licenses to export 22 050 kg U 
enriched to max 93 3'A U-23S b 779 kg U. enriched to max 
4 OSK U-235 W/o latter application 
MATBaH, V Transnuc lear. Inc 70/06/22 2pp 


— 8004010097 Application by Transnuclear. Inc for license to export 
20 030 kg Ui In form of U hexafluoride enriched to max 93 3X 
U-233. to the Netherlands End use statement end 
MATSON. V Transnuc lear. Inc 78/06/22 2pp 


0004220374 Forwards initial outline of acceptance b verification 
criteria for early warning fire detection ays 
DQCCIO. J Brookhaven National Laboratory 00/04/15 6pp 


0004240141 Forwards summary ot 800214 meeting w/Oua I i f Icat ion Testing 
Evaluation review group re Commi ss ion^-d i rected electrical 
connector tests McOulre penetration assemblies can be used 
for next series of tests 

HURLEY. T E Division of Reactor Safety Research EIBENHUT.D 0 
Office of Nuclear Reactor Regulation. MATT90N.fi. J Division of 
Systems Safety 80/04/02 4pp 


0004200107 Forwards Sandla Labs b UL vlewgraphs entitled "Fire 
Protection Research Program." presented to NRC on 000320 UL 
is planning to complete program on evaluation of ieEE-393 
flama test 

FEIT. R Research Support Branch 60/04/04 2pp 


8004280200 Forwards Sandla Labs 000321 Itr documenting tests to 
determine degree of fire retardenty of Raychem iplices 
Splices could be included in planned fire teets on 
electrical equipment cables in fire protection research 
FElTrR Research Support Branch 00/04/09 2pp 
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—8004020030 SE0y-BO~lO7 (FRN» 

Eitablitha* tpachnlcal batt«s re inttrlro hydrogen control 
nquiramenti for imall containments Technical discussions 
and 

OENTONi H R Office of Nuclear Raactor Regulation 80/02/22 
3App 


8004030166 aECY-77-064 

Rtcommcndli approval of «rtcl licensee contractor h vendor 
Intp profrafn las continuing part of NRC insp program! 6 
approval of conducting 8''vr trial program to test use of 
third party Insp sys to supp lement program 

V0L0ENAU» G Office of Inspection L Enforcement/ Office of the 
Director 77/02/02 Q6pp 


‘-SOO4O3O160 Comments on vendor 4* third party insp program Use of third 
party A8ME inspectors should be included in Commission paper 
re licensee contractor vendor Insp program 
HUflERMAM/D Commission 76/12/23 2pp 


8004040200 SECV-ao-13l 

Recommends discontinuance of accident classification 
groupings Interim policy re use of probablistlc risk 
assessment methods in NGPA revieuis Proposed FR notice & 
related matl end 

DENTONi H R Office of Nuclear Reactor Regulation 80/03/11 3lpp 


0004070148 SECY- 80“ 142 

Recommends Issuance of license to export reactor h 
associated components to Philippines Proposed export uould 
not be inimical to US common defense & security No further 
action required on aECY-79-100 

SHEArvI R Office of International Programs 00/03/14 6pp 


—8004070160 Discusses deaths of two energy activists & physical security 
of proposed reactor Continued repression creates highly 
unstable environ ”Kother Jones" Dec 1979 article re state 
of civil uar in Philippines end 

PERLASi N Philippine Movement for Environmental Protection 
80/01 /S7 ISpp 


8004090162 eECY-BO-OOl 

Recommends approval of JP Oleason as part-time member of 
A8L.B Commission comment or consent should be provided to Ofc 
of Secretary by 000116 Resume end U/o end 

LAZAjR M Atomic Safety and Licensing Board Panel 00/01/02 2pp 


—0004100431 SECY-BO' 166 

Recommends NRC approval of amends to 10CFR73 for immediately 
effective requirements re physical protection of irradiated 
fuel in transit for publication in final form Draft FR 
notice encl 

DIRCKS.W J Office of Nuclear Material Safety t Safeguards 
80/03/28 52 pp 


8004230123 Forwards corrected Pago 10 to B00404 advance notice of 
rulemaking on technical criteria For regulating geologic 
disposal of high level raduastes 

* Office of Standards Development 00/04/08 Ip 


**’'6004230126 Corrected Page 10 to B00404 advance notice of rulemaking on 
technical criteria for regulating geologic disposal of high 
level raduastes 

*■ Orfice of Standards Development 00/04/04 Ip 


—0004930430 SECY-SO-177 

Seeks NRC approval to publish in FR one! advance notice of 
rulemaking on technical criteria for regulating geologic 
disposal of high level raduastes 

HiNQOUEiR 0 Office of Standards Development 00/04/04 3pp 


— 8004230136 Advance notice of rulemaking re technical criteria for 
regulating geologic disposal of high level radwastc 
a Office of Standards Development 80/04/04 QOpp 


— 8004230141 Value/impact assessment supporting solicitation of public 
comment on issues 6 questions important to development of 
technical criteria for regulation of disposal of high level 
raduastes 

* Office of Standards Development 60/04/04 6pp 


Q004240130 Notifies of Commission approval of Nissho-Iuai American Corp 
application for license to export 42 kg U« enriched to 93 37.i 
to Japan Requests detailed description of transportat 1 on 
method l« physical security for transit 

CHILKi 8 J Office of the Secretary of the Commission 00/04/02 

Ip 


8004240471 Transcript of 600414 meeting in Wash ingtonr DC bo discuss 
8ECY-80-139 8ECY-80-130A Pp 1-59 

» Commission 80/04/14 6Dpp 


8004090297 8BCY“a0-O54 

iltCQmnintfe Commission approve publication for comment of 
proposed amend codifying Licensae compliance ui/EPA "Environ 
Radiation Protaction Stdt for Nuclear Power Operations " 
Proposed FR notice 8i proposed amend end 

HINOOUErR D Office of Standards Development 00/01/28 22pp 


— 0004090301 Draft value/Impact assessment re proposed amend to 
10CFR20 40S to codify licensee compliance u/EPA regulation 
40CFfii90 Requirement is necessary part of NRC enforcement 
rifponsibl 11 ties 

HlCKEYf J W. Office of Standards Development 79/11/30 5pp 


■0004090306 eECY-79-646 

Informs Commitslan of plans practices for Implementation 

of EPA environ radiation protection stds for nuclear power 

operations. Primary thrust has been to make in-place NRC 

license mechanisms work for EPA stds Implementation 

DENTONi H R. Office of Nuclear Reactor Regulation 79/12/07 3pp 


0004290072 BECY-80-026A 

Updates 8ECY-0O-26 re amend to code requirements for 
reporting therapy misadministrati ons Licenseo is not 
required to notify patient before consultation u/physician 
MlNQOUEiR D Office of Standards Development 00/02/26 4pp 


8004300002 SECY-SO-iaA 

Recommendi approval of delegation of authority to director. 
Ofc of Admini s tr a t i oni p erm 1 1 1 i ng director to approve 
termination of contracts 8t agt ecments Draft delegation of 
authority encl 

DONOOHUE, D J Office of Administration 00/03/11 3pp 


■0004300007 Delegates authority to administer contracting activities of 
Commlssloni including contracts it interagency agreements for 
conduct of nuclear regulatory research Draft delegation of 
authority encl 

DDNaoHUEf D J Office of Administration 75/01/20 2pp 


8004090321 SECY- 00-002 

Recommends approval of LJ Carter at part-time member of 
A8LB Commission comment or consent should be provided to Ofc 
of Btcrebary by 800116 Resume and U/o end 

LAZAfR M Atomic Safety and Licensing Board Panel 80/01/02 2pp 


0004100033 Transcript of 800313 Affirmation Session 80-10 in 
Waihingtonr DC Pp 1-5 
« Commission 60/03/13 5pp. 


—8004100039 SECY-aO-095 

Rtcammends NRC approval of FR publication of end notice of 
dtnial of petition for rulemaking 2-5 

BHAPARiH H Office of the Executive Legal Director 00/02/14 
107pp. 


0004100429 Transcript of 600331 meeting In Bethesda.HD re physical 
protection of irradiated reactor fuel In transit Pp i-33 
e Commission. 80/03/31 33pp 


STATE PRQO STATE PROGRAMS 


8004020080 Responds to 8001 IB Itr re Subcommittee on Nuclear Energy 
recommendations four# five & six concerning state emergency 
response plan ti radwaste mgt FEMA responsible for assisting 
state w/emergency response plans DOE should be contacted 
YOUNOi F U Assistant Director for Program Development 80/03/20 


80040200B9 Provides Special Joint Committee on Nuclear Energy w/info 
document dlstri butioni per 600204 request Forwards list of 
firms authorized to receive packaged radwaste in states over 
which NRC has regulatory authority 

MCCARTHVfE Office of State Programs 00/03/17 Spp 


on 


■B004020237 Requests placement on distribution lists to receive 
documents re MI nuclear facilities Also requests info re 
NRC licensees 

SCANLON. W J I CLODFELTER.M , ROSS, D Michigan. State of 
80/02/04 3p p 
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— 0004020102 Discusses W Scanlon info rfii^uest Adding W Scanlon to 
dlstiibuiion list for all documents rc licensing not 
feasible duo bo vol of licensing actions & related 
correspondonc e Dept pf Public Health should be contacted 
NUgSDAUHERiD A Assistant Director for Material Safoti/ & 
Licensing 00/02/03 Ip 


— 0004020106 Poru^ards documents requested by W Scanlon W/o end 

PAULUB, R C Office Pf Inspection J- Enforcement! Office of the 
Director sO/03/06 ip 


0004020170 Responds to 000226 Itr to 9 Schiearti Requested info re uiaste 
disposal issues end NRC hopes to avoid schedule conflict 
during regional meetings ui/statosi on lou level uaste site 
licensing In spring W/o ends 

VDUNOiF W Office of State Programs 00/03/19 2pp 


— 0004020176 Requests info concerning state strategy underway to resolve 
problem of nuclear waste disposal Welcomes suggestions re 
course of action State of MD might pursue 
EABTERi J H Maryland^ State of 00/02/26 Ip 


0004020209 Forwards documents requested re J Hendrie 791107 testimony 
on low level redwaslo disposal W/o end 
WEISSQERO^S Office of State Programs 00/03/20 Ip 


B004040193 Expresses pleasure that Kazle has been appointed liaison 
officer to NRC Forwards list ef key NRC personnel 
responsible for nuclear power plant project within US 
W/o end 

RYANiR 0 Office of State Programs BO/Ol/16 Ip 


0004040470 Confirms discussion re evaluation of 8C radiation control 
program Program deemed adequate to protect public health (t 
safety 

KERR.O W Office of State Programs 00/03/17 3pp 


0004070069 Provides info on state transportation data base currently 
being developed at GRNL Contains pending 1 eg i s lat lonj state U 
federal laws & local ordinances re radioactive matl 
transport 

MCCARTHY! E A Office of State Programs 00/03/14 Ip 


0004070363 Confirms acceptance of control of agreement matl program i 
recommends independent measurements of teletherapy units 
radiation output be taken 

KERRiO W Office of State Programs 00/03/17 ip 


0004070417 Discusses possibility of detalllMg NRC radiation specialist 
to state for two-yrs under Intergovernmental Personnel Acts 
of i970i in response to 000206 reriuesit Btate would have to 
assume S07. of employee salary 

DIRCKB.W J Office of the Executive Director for Operations 
00/03/11 Ip 


•”•00040/0426 Requests KRC radiation specialist be detailed to state far 
two-yrs under Intergovernmental Personnel Acts of 1970 
Appointment would provide opportunity for closer working 
relationship between state U federal govts 
ORASSQiE Connecticut! 8tate of 00/02/06 Ip 


0004080166 Confirms 900220-21 meeting room reservations 
MCCARTHY! E Office of State Programs 00/02/01 Ip 


0004090206 Advises that Commission has approved BECY-B0-0J7 
recommendat 1 on to Issue revised criteria for evaluating 
agreement state radiation control programs as Commission 
policy statement 8tatemont should be modified as noted 
CHILK.8 J Office of the Secretary of the Commission BO/03/21 

2pp 


0004110544 Responds to NRC comments re recent review of state 
regulatory program Stale will enforce requirements of 
I0CFR19 when regulations have been approved by ID Board of 
Health U Welfare 

FUNDERHURO! R D UahOr State of 00/03/03 2pp 


0004110553 Extends invitation to NRC SOOIIS emergency preparedness 
workshop in New York^NY to discuss Peas ibi 1 1 ty» impac t & 
procedures for complying w/encl proposed rule 10CFR50 Lists 
areas that rule would affect Agenda encl 

SCHWARTZ! 0 A Assistant Director for Program Development 00/01/04 
I3pp 


0004140047 Forwards comments on proposed rule JOCFR50 made at NRC 
800117 emergency preperedness workshop In San FranciscojCA 
OLCDTTiK Affiliation Unknown 00/01/17 Ip 


— 0004140052 Comments on 10CFR50 presented at NRC 000117 emergency 
preparedness workshop in San FranclscD!CA Adequate 
emergency planning should be requirement for nuclear 
facility CP 5. OL 

PLC0TT!R Affiliation Unknown 00/01/17 2pp 


0004140181 Extends appreciation for par tic 1 patlon In regional state 
liaison officers meeting in San FranclscoiCA Exchange of 
Ideas useful to all responsible for safe use ti operation of 
nuclear matls ^ facilities 

KERRiO W Office of State Programs 00/03/13 Ip 


80041401B9 Confirms discussion following evaluation of NV radiation 
control program Program for regulation of agreement matl is 
adequate compatible w/NRC program Recommends improvement 
re Beatty burial site 

KERRiO W Office of State Programs 00/03/27 2pp 


B004 1 7034 I NUREO/CR- 1 1 93 

"Transportation of Radioactive Matl in iLi " Jun 1970-Jun 
1979 

* Illinois! State of! Dept of Public Health NRC-06-70-350 
00/03/31 53pp Available at NTIS 


6004180023 Discusses NRC actions taken in response to recommendations 
in OAO repti "Radiation Control Programs Provide Limited 
Protection " Insp followup procedures will be established to 
verify that serious violations are corrected 
AHEARNErJ F Commission 80/03/31 4pp 


--0004180070 Forwards position paper supporting Agreement State program 
Paper includes comments on advantages of Agreement State vs 
NRC administering radiation health & safety program 
TEDFQRD. C F Ariiona! State of 00/01/23 6pp 


— 0004100002 Discusses NRC actions taken in response to recommendations 
in OAO reptf "Radiation Control Programs Provide Limited 
Protection " Insp followup procodures will be established to 
verify that serious violations are corrected 
AHEARNEiJ F Commission 00/03/31 4pp 


— 8004180086 Provides Subcommittee on Nuclear Regulation u/NRC response 
to recommendations in OAO repfcj '^Radiation Control Programs 
Provide Limited Protection " Insp followup procedures will 
be established 

AHEARNEiJ F Commission 80/03/31 4pp 


— 8004180095 Provides Subcommittee on Energy 8< Environ w/NRC response to 
recommendations in OAO repti "Radiation Control Programs 
Provide Limited Protection Insp followup procedures will 
be established 

AHEARNEi J F Commission 80/03/31 4pp 


— 8004100097 Provides Bubcommittee on Energy fi( Power w/NRC response to 
recommendations In OAO repti "Radiation Control Programs 
Provide Limited Protection " Insp followup procedures will 
be established 

AHEARNEfJ F Commission 00/03/31 4pp 


— 0004180100 Provides Subcommittee on Envirop! Energy !< Natural Resources 
w/NRC response to recommendations in OAO repti "Radiation 
Control Programs Provide Limited Protection " Insp followup 
procedures will be established 
AHEARNEiJ F Commission 00/03/31 4pp 


— 0004180101 Discusses NRC actions taken In response to recommendatione 
In OAO rept# "Radiation Control Programs Provide Limited 
Protection " Insp followup procedures will be established to 
verify that serious violations are corrected 
AHEARNEiJ, F Commission 00/03/31 4pp 


— 0004100103 Discusses NRC actions taken in response to recommendations 
In OAO repti "Radiation Control Programs Provide Limited 
Protection " Insp followup procedures will be established to 
verify that serious violations are corrected 
AHEARNE, J F Commission 00/03/31 4pp 


800410027? Forwards response to 791206 Inquiry re NRC Agreement States 
program tt Church Rock dam failure RI submittal satisfied 
Atomic Energy Actj Section 274 requirements for admission as 
Agreement State 

AHEARNE, J F Commission 00/03/17 lOpp 


— 8004100290 Advises that Environ Improvement Board will promulgate 
implementation of proposed revisions to regulations re 
health & environ aspects of radiation 
BACAiT E New MbkIcoi State of 79/10/18 Ip 
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e004S30O95 Rtfponds to 6001 IS Itr re concern & d ittatisf action 
u/R«glon I iuor9(«hap on proposed changes in NRC roles on 
etnorgtncg preparedness Memo providing summary of results of 
four tuorkihopi enc 1. Apolog 1 tes for inconvenience 
AHEAR^E. J F CommUslon 60/03/21 2pp 


B00401049B Forwards Figures 17~1 ■ 1 /-2f 17-2Ai 17-3 Cc 1 7-5r ref I ec 1 1 ng 
organ! latlona 1 changesito be incorporated into CENPD-210-A* 
Revision 3i "OA Program Manual “ 

SCHERER. A E C-E Power Systems LD-SO-OIS 80/03/27 Ip 


— 8004230110 Discusses four workshops re proposed emergency planning role 
changes held on 600115.17.22 ii 24 Rept will b« prepared 
summaritlng lesiotis learned from series of workshops re 
conduct of public meetings Agenda end 

OOLLER.K R Division of Siting. Health U Safeguards Standards 
80/01/26 7pp 


— 6004230118 InforiQi MRC of deep concern It d Issatisfact ion u/Region 1 
uorkshop on emergency planning held G0O115 Meeting 
accomplished nett to nothing Suggests NRC undertake 
eitenslvfl measures to recover valuable comments input 
VANDENBURQH. D £ Yankee Atomic Electric Co 60/01/18 2pp 


0004340077 Discusses 800220-21 meeting to identify problems esperienced 
bg nuclear waste generators, transporters. col lec tors & 
disposal site operators Summary of meeting will be 
f oruarded 

KERR. O W Office of State Programs OISIHIO.R Nevada. State of 
80/03/27 2pp 


— 6004240081 Discusses 800220-21 meeting to identify problems experienced 
by nuclear waste generators, transporters, col lectors 
disposal site operators Summary of meeting will be 
forwarded 

KERR. 0 U Office of State Programs OISIBIO. R Nevada. State of 
80/03/27 9pp 


0OO4S4O139 Submits comments In response to 791227 Itr. Identl fying 
spHCtftc new or updated procedures in radiation control 
program Insp guides are currently being copied 1. will bo 
supplied to each Inspector 

8TROMO. T R Uashington. State of 80/03/07 2pp 


8004S404S1 Responds to telcon re role of Oovernor^appolnted state 
liaison officers Program initiated in 1977 to Improve 
KRC-^state cooperation Regional meetings held to ac<iuaint 
officers u/operations i. to discuss mutual interests 
HEIBSBERO.a Office of State Programs 80/03/28 2pp 


8004290066 Forwards SC first quarterly progress rept re transportation 
surveillance program under contract w/NRC it DOT. for period 
790927-1231 M/o end 

UANIWEK.M, Office of State Programs 80/03/29 Ip 


—8004250072 Forwards first quarter progress rept under Contract 
NRC-OA-7a-357 for 790927-1231 . u/tabul atl on of results 
obtained W/o progress rept 

WILLIAMS, E F, South Carolina. State of NRC-Q6“70~357 80/03/10 

2pp. 


60042B0323 Forwards std order for DOE work ''Offsite Emergency 
Instrumentation for Accidents Involving Light Water Nuclear 
Plants. " issued to INEL 

KERRiO W Office of State Programs FIN B-1604-0 80-80-008 

80/04/17 Ip 


— 8004280327 8ttl order for DOE wort "Offsite Emergency Instrumentation 
far Accidents Involving Light Water Nuclear Plants." issued 
to INEL 

KERR, 0 W Office of State Programs FIN B-IA04-0 80-80-008 

2PP 


‘0133 Itr re agreement state program 
will be helpful in promoting 
n NRC i- states 
10/02/08 Ip 


— 8004010501 CENPD-210-A R3 

Figures 17-1, 17-2. 17-2A. 17-3 Xi 17-5. ref Uc ting 

organ! latiotial changes, to be incorporated into "OA Program 

Manual " 

* C-E Power Systems 80/03/31 Spp 


8004020254 Forwards NEDE-24794-P. "Dynamic Lateral Loads on Mark 11 
Main Vent Downcomer - Correlation of Independent Ref Data " 
Affidavit for withholding end Rept withheld 
(ref 10CFR2 790) 

BUCHHOLI.R H General Electric Co MFN 070-80 00/03/31 Spp 


8004020267 Forwards proprietary L nonproprietary versions of EDR-l-A. 
Revision 2. "Nuclear Safety-Related Extra-Safety U 
Monitoring (X-8AM) Cranes." incorporating changes identified 
in 791023 Itr Proprietary version to Central Files only 
CLARK. C W Ederer. Inc (subs of Formac International. Inc ) 
80/03/28 Ip 


—8004020271 EDR-i (NP) R2 

"Nuclear 8af ety-Related Extra-Safety 4, Monitoring (X-SAM> 
Cranes." nonproprietary version 

« Ederer. Inc (subs of Formac International. Inc ) * 

Affiliation Unknown 00/02/lS 150pp 


8004020396 Forwards updated Pages 2-2 V 2-3 of WCAP-7000. "Nuclear Fuel 
Dlv QA Program Plan " Revision 9A Pages reflect 
organl lational changes at Columbia plant Changes will be 
incorporeted in next rept revision 

AN0ER60N. T M Westinghouse Electric Corp NS-TMA-2222 80/03/26 

Ip 


—8004020402 WCAP-7800 RSA 

Updated Pages 2-2 U 2-3 of "Nuclear Fuel Div QA Program 
Plan." Revision 5Ai ref lectlng organl latlonal changes at 
Columbia plant 

* Westinghouse Electric Corp 80/03/26 2pp 


6004020404 Forwards responses to NRC 790712 Ur re XN-NF-75-27. Quppl 2. 
"Neutronlc Design Method for PWRs " 

OWSLEY. 0 F Exxon Nuclear Co . Inc (subs of Exxon Corp > 

OFO 060 00 80/03/24 4pp 


8004020429 Forwards WCAP-9691. “Transient U Accident Analysis." In 
compliance w/Item 2 1 9 c of NURE0-O97B 

REEDiC Westinghouse Operating Plants Owners Group 00-32 
80/03/31 Ip 


—8004020432 WCAP-9691 

"Transient L Accident Analysis " 

HITCHLER.M J , SHARP, D R . ANDERSON. T M Westinghouse Electric 
Corp 80/03/31 tOOpp 


8004020453 Notification of NRC B00401 meeting w/Wes tlnphouse owners 
group in Dethesda.MD re end guidance on analysis of 
accidents transients U preparation of emergency procedure 
guidelines 

ROSS. D F Division of Project Management BO/03/17 7pp 


8004020464 Forwards Qt<W 800304 Ur «. DAW-10144A to Inform of 
aval lab i 1 itg 

WILSON. J N Light Water Reactors Branch 4 BAW-10144-A 80/03/18 

Ip 


—8004020469 Forwards DAW-10144-A, "Evaluation of 
TAYLOR. J.H Babcock «* Wilcox Co 00/03/04 


Atypical Weldment," 
ip 


» reaffirm agreement state program Details 
‘am Improvementf are required 
ite of 80/01/23 6pp 


sting of NRC resource personnel assigned 
Programs 80/04/04 Spp 


) RELATED CORRESPONDENCE 


rneral organ! cation changes to BI<R-002A 
c do not affect program Changes 
. major revision to topical rept 
'P (subs of Halliburton Carp, ) 


—0004020475 DAW-10144-A 

"Evaluation of Atypical Weldment " 

MOORE, K E . LOWE. A L , HARRIS, C E Babcock S< Wilcox Co 80/02/29 
72pp 


8004040326 Confirms 600314 telcon r* BWR owners group response to 
NURE0-057B Requirement 2 1 9 F8AR Chapter 15 event review 
end 

KEENAN. T P General Electric Co MFN-074-80, 80/03/31 79pp 

—8004040333 NEDO-24708 

Errata consisting of eection 321 "Loss of Feedwater " 

» General Electric Co 00/03/31 aOOpp 

—8004040337 Draft (Revision 7) of "Emergency Procedure Guidelines BWR 
* General Electric Co 80/03/26 25pp 
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6004070095 Notifies that NRC Qfc of Controller has been asked to bill 
CQmpang for revieu approval of QAI-TR-106* ”QA Program 
for Nuclear Pouer Plants " 

HlLLERiN 0 License Fee Management Branch 80/03/19 Ip 


6004070190 Notifies that NRC Ofc of Controller has boon asked to bill 
company for revieu ft approval of Amend 5 t^i TR'-S1A< "OA 
Program “ 

MILLERrU 0 License Foe Management Branch 80/03/19 Ip 


B004070509 Notifies of billing for revieu U approval of Revision 8 to 
CPC”1 -Ap "QA Program Manual ” 

MILLER. W 0 License Fee Management Branch 80/03/05 tp 


9004070233 Summer ires 600229 discussions u/NRC re revieui status of 
NCAP-e646. “Analysis of Fuel Rod Fretting Near “ Requests 
revieu of proprietary ^ nonproprietary versions be 
discontinued Retain rept for info only 

ANDERBGN, T M Westitighouss Electric Corp NS-TMA-2223 00/03/25 

IP 


8004070360 Forwards proposed Revision 4 to TVA*'TR75-lAi “QA Program 
Description for Deslgn.Const Operation of TVA Nuclear 
Power Plants " 

MILL8>L M Tennessee Valley Authority 60/04/01 Spp 


—B004070363 TVA>-TR75-iA R4 

Proposed Revision 4 to TVA-TR75-1A. ”QA Program Description 
for Design. Const ii Operation of TVA Nuclear Power Plants " 

* Tennessee Valley Authority 00/04/01 n9pp 


B0040B0031 Advises that local-^to-bul k at values noted in P A 2 » 7 
of NEDE''2422S ( P A 3 - 7 of NEDE-24223 ^ are contained in 
OE 791214 Itr & can be used as nonproprietary 
WEI8B, J M General Electric Co 00/03/07 Ip 


—6004000036 Forwards list of pages in NEDE~24222« Vols i li 2 U NEDE-2422 
containing proprietary info for use until nonproprietary 
repts are available Nonpropr i etary versions should be 
available uithln couple of uk< 

PFEFFEREENiH C General Electric Co 80/03/06 2pp 


8004000252 Notifies that NRC Ofc of Controller has been asked to bill 
company for review approval of DVIR-l-Oi “QA Program 
Description 

MILLER. W 0 License Fee Management Branch 00/03/19 Ip 


8004090316 Forwards proprietary version of NEDE'-24720-P “Hark III 
Confirmatory Test Program 1/9 Area Scale hultlcell 
Condensation &. Stratification Phenomena - Test Series 6003 " 

Rept available in Central Files only 

OVCHHOLZjR M Oenerel Electric Co , Nuclear Energy Products Dlv 
00/03/19 6pp 


0004090461 Forwards "Mark-D2 Demonstration Assembly Licensing Rept»“ 
Revision 1 « nonpropr 1 etary version 
TAYLOR. J H Babcock kJiUox Co 80/03/26 Ip 


—0004090464 BAN- 1533 Ri 

"Mark’’DZ Demonstration Assembly Licensing Rept.'* Revision 1. 
nonpropr iftary version 

« Babcock Nilcox Co 80/02/28 I2pp 


8004100199 Forwards viawgraphs shown at Qi<N/NRG 000326 meeting on TAFV 
beginning of life pin pressure in LOCA analyses Explanation 
^ discussion end 

TAYLORi J H Babcock 4. Wilcox Co 00/04/02 4pp 


0004100213 Notification of cancellation of 800403 meeting u/C-E 
owners group in BethesdaitiD re transient analyses tt 
emergency procedure guidelines 

COX.T H Standardlration Branch 00/03/27 2pp 


0004100217 Notification of cancellation of 800401 meeting u/ 
Westinghouse ouners group in Bethesda.MD re transient 
analyses & emergency procedure guidelines 
O'REIULYr J P Standardiiation Branch 80/03/27 2pp 


6004100237 Notification of cancellation of 800402 meeting w/OE BWR 
owners group in BctheidaiMD re transient analyses & 
emergency procedure guidelines 

THOMAS. C 0 Standard 1 latlon Branch, 80/03/27 2pp 


8004100333 Forwards fir? protection recommendations on proposed rule re 
fire protection program for nuclear power plants operating 
prior to 790101 

HALLtR E Drookhaven National Laboratory 7590''0i 60/04/01 

27pp 


6004100379 Forwards monthly fire protection rept for Mar 19B0. 
constituting completion of short-term priority item of 
licensee backlog review 

HALL. R E Qrookhaven National Laboratory 80/04/02 3p p 


8004110209 Forwards response to B00124 request for addl info re 
"Properties of Fod & Core Component Matl, " WCAP-9224 (NP ) 
b WCAP-9179 (PliRevision 1 Application for withholding encl 
Response re UCAP-917? b affidavit withheld <ref 10CFR2 790) 
ANDERSON, T H Westinghouse Electric Corp . PWR Systems Div 
N8-TMA-22ia 80/03/31 2pp 


8D04U0216 Forwards “Response of C-E NB88 to Transients U Accidents. 
CEN-I 2 B 1 Vols 1 tc 2 Info in rept intended for use in training 
of reactor plant operators b revision of emergency 
procedures 

LIEBLER.O E C-E Power Systems 80/04/01 2pp 


—8004110223 CEN-I2a V2 

“Responte of C-E N6S8 to Transients b Accidents." Vol 2 
a C-C Power Systems 80/04/30 03Opp 


--0OO4 110225 CEN-12B VI 

“Response of C-E N3SS to Transients Ic Accidents. “ Vol 1 
e C-E Power Systems 00/04/30 OGOpp 


0004110466 Forwards review St marked-up copy of Westinghouse rapt 
ESD^IPS^lOO? Basic methodology represents satisfactory 
implementation of NUREO-0493 Specific recommendations were 
made during 800208 telcon B00228'"29 technical audit 
BULLOCK. J B Oak Ridge National Laboratory 80/03/31 27pp 


8004110481 Notification of 800403 meeting w/D&U b BltW licensees in 
Oethesda.Md to discuss DLW reactor response b vulnerability 
of task force rept 

REIO.R W Operating Reactors Branch 4 80/03/31 3pp 


6004110537 Responds to 800303 Itr re changes in organiiation chart of 
QA dept NRC approves changes 

HA88.W P Quality Assurance Branch 00/03/21 Ip 


0004140003 Responds to 000307 questions re Levels I, II 1. Ill qualified 
insp personnel functions Level I personnel w/specific 
experience. can perform direct Insps Level II or III 
individual should revieu tt evaluate Level 1 
MAABBi W P Quality Assurance Branch 80/03/27 2pp 


8004140113 Responds to 000228 request for re'^evaluation of fee 
assessment for Revision 1 b exemption for NEDE’’240i l^P-A 
Re'*evaluat ion of Revision 1 fee results in same assessment 
No basis for waiving topical rept fee 

MILLER. W 0 License Fee Management Branch 00/03/20 2p p 


"-6004140116 Requests re-ovaluation of fee assessment for review of 
Revision I ^ exemption from fee requirements for 
NEDE-24011-P-A 

ENGEL. R E General Electric Co MFN-049-00 00/02/20 2pp 


0004150324 Summary of 800108 meeting u/Wostlnghouse In Dethesda. MD. r • 
turbina disc cracks 

ROBB. W J Operating Reactors Branch 1, 80/04/04 Spp 


0004190353 Forwards “Method of Applying Mark II Single Vent Dynamic 
Lateral Load to Mark II Plant W/Multiple Vents." on behalf 
of Mark II owners group Rept withheld (ref 10CFR2 790) 

Affidavit and 

BUCHHOLZ.R H Oeneral Electric Co RHD~029-QO. 80/04/09 6pp 


8004170020 Forwards “Failure Mode b Effects Analysis of Engineered 
Safety Features Actuation 0ys. “ Revision 1. nonpropr letary 
version Affidavit & application for withholding proprietary 
Info end Proprietary version withheld (ref 10CFR2 790). 
ANDERSDN. T M Westinghouse Electric Corp . PWR Bgstems Dlv 
Ne-TMA-2220 80/03/20 9pp 
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— ao04l70035 "Failure Mod* & Effects Analysis of Enginsered Safaty 
Features Actuatloa Sysi" ftevlslon 1* nonproprietary version 
Eighteen ovorsiie pages encl 

MESKERINOERr J Uestinghouse £l«ctric Carp « PUR Systems Div 
B0/O2/29 77pp 


B004iB0420 Notification of 800400 meeting tii/C<-E in Bethesda.MD to 
dleciiss high range effluent monitors for Uetsons Learned 
requirements tt Reg Guide 1 97 

BAHRETTiL Environmental Evaluation Branch 80/04/02 ip 


8004210244 Submits revieu of Draft 1 of proposed Revision 2 to 8RP 
4 2 Section 4 S Choice of 1 3 safety factor on fuel assembly 
lateral impact load is conservative far loads created by 
crossflow 

TAVL£1R<JH Babcock & WiUo* Co 00/04/14 4pp 


B004S10303 Advises of availability of NEDE-24226-P %i NEDO-24226. 
“Evaluation of Control Blade Lifetime u/Potential Lass of 
B4C ’• 

IPPOLITD, T A Dperatifig Reactors Branch 3 80/03/24 Ip 


—8004210306 Foruiards NEDO-24226 t, NEDE“24226-P» "Evaluation of Control 
Blade Lifetime w/Potantlal Loss of a4C " Proprietary version 
to Central Files only <ref 10CFR2 7901 

CaOKiK U General Electric Co flFN O37-’B0 80/02/12 Spp 


—B0042 10307 NEDO-24226 

'-'Evaluation of Control Blade Lifetime u/Potentlal Loss of 
B4Cr“ nonproprietarg version 

BRATMANiKW General Electric Co 79/12/31 56pp 


8004210366 Forwards tummarv of ECC8 evaluation model improvements 
Uill justify continued use of TAFV ui/improvements which will 
offset impact of increased beg lnnlny*'of*'l if a pin pressure 
Bit months required for pin-to-pin radiation model 
TAYLOR rJ H Babcock b Uilcox Co 00/04/14 86pp 


8004220434 Forwards presentation matl used at 800327 meeting u/NRC 
re vendor design approach to post^TMI requirements for 
technical support info display sysr parameter console (< 
sys etatus monitoring 

ANDERSONrT H Uestinghouse Electric Carp NS-TMA~2226 80/04/08 

2pp 


6004220497 Forwards ^'Assistance for Use in Analysing Hark II BUR 
Buppresslon Pool Temp Response to Plant Transients Involving 
Safety Relief Valve Oischarge “ 

BUCHOLZiR H Oenerel Electric Co MFN"071-80 eO/04/lB ip 


— 8004220499 "Assumptions for Use in Analyzing Mark 11 BUR Suppression 
Pool Temp Response to Plant Transients Involving Bafety 
Relief Valve Discharge '■ 

e General Electric Operating Plant Owners Group S0/03/24 t4pp 


B004230'31 8 Confirms c lar i f icat ion re organ! lational changes Topical 
rept revision not required for minor changes that do not 
significantly impact 8A program 

SCHERER) A E C-E Power Systems LD-OO-OIT 60/04/10 ip 


8004240521 8AND77--0274 C 

"Colt Ufortsheets for Waste Isolation Pilot Plant Conceptual 
Design Reptr" Addendum C 
* Sandia Laboratories 77/04/30 374pp 


80042405 23 8AND77-0274 D 

"Altirnative Energy Bources for Waste Isolation Pilot 
Plant* Addendum D 

e Sandia Laboratories. 77/04/30, 70pp 


8004240527 aAND77-0274 E 

"ELectricel Load Summary for Waste Isolation Pilot Plant 
Conciptual Design Rept*" Addendum E. 
e Sandia Laboratories 77/04/30. 25pp 


8004240549 8AND77’’0274 F 

"Heating) Ventl lation St Air Conditioning Sys Energy Analysis 
for Waste Isolation Pilot Plant Conceptual Design Rept« ** 
Addendum F. 

* Sandia Laboratories 77/04/30 42pp 


8004250004 Requeits pretest analyses for representetive ezperiment re 
HDR blowdown program, Ana lyses should be fubmitterf by BQ0615 
to keep within schedule for evaluation of WCAP-6707 (PI U 
WCAP''8709 (NPl, 

D£>Nr6E*R. P Assistant Director for Reactor Safety 60/04/01, 2pp 


8004250066 Requests comments on end draft proposal re Atmospheric 
Release Advisory Capability site insta 1 lat i ons in NY & IL 
ORPHANi R C Lawrence Livermore Laboratory 80/03/20 9pp 


8004250409 Forwards bimonthly activities rept far Feb-Har 1900 

HANNi C R Oattelle Memorial lnstltute> Pacific Narthuest Laboratory 
FIN 0-2313 aO/04/17 I9pp 


8004260103 Notification of 800415 meeting to discuss potential generic 
problems w/tight radius U-bend tubes in Westinghouse steam 
generator Si Tto jan program for U-bend tube removal it 
establish actions to address potential generic problems 
LlAWiD D Engineering Branch 80/04/09 2pp 


8004280192 Eitends invitation to 800424 FYBO mtd-yr review of program 
entitled "Experimental Support Development of Single-Rod 
Fuel Codes*" w/DNWL in Silver SpringiMD FVBO draft program 
briefiFYBl program assumptions t/ review agenda end 
JOHNSTON. M V Fuel Behavior Branch FIN D-2043 00/04/00 Spp 


0004280329 Forwards Revision 1 to Section 3 0 of WCAP-9402. 
"Verification Testing L Analyses of Westinghouse 17x17 
Optimized Fuel Assembly " Application for withholding J* 
affidavit enc I Proprietary version withhelrflref 10CFR2 7901 
ANDERSON. T M Westlnphouso Electric Corp N8-THA-2232 80/04/16 

i2pp 


—0004200344 WCAP''9402 

Revision 1 to Section 3 0 of WCAP“9402i "Verification 
Testing £( Analyses of Westinghouse 17x17 Optimized Fuel 
Assemblyf " nonpropr i etary version 
» Westinghouse Electric Carp 80/04/16 67pp 


6004200400 Provides commitment for thermal hydraulic analysis of Test 
V-3i for CENPD-252-P, "Dlouidown Analysis Method-Method for 
Analysis of Blowdown Induced Forces in Reactor Vessel " List 
of addl data required enc 1 

SCHERER. A E C-E Pouer Systems LD-0O-Oi0 80/04/23 3pp 


6004200504 Forwards responses to NRC 790017 questions on core spray 
design methodology confirmation tests. addl info requested at 
791115 meeting 6 NEDO-24706. "Lynn SBTF Bundle Flow 
Measurement Sys Description U Calibr " 

DUCHHOLZ.R H General Electric Co MFN-O03-BO 60/04/21 ll3pp 


—8004200507 NEDa-24706 

"Lynn SSTF Bundle Flow Measurement 6ys Description & 
Calibr " 

DANIELSON. D W General Electric Co 79/06/31 iSOpp 


8004290434 Forwards "Implementation Guidelines for Technical Support 
Ctr t Related Control Room Instrument Sys." Revision 2. dtd 
000214 

REED. C Westinghouse Operating Plants Owners Group 00-33 
80/04/22 22pp 


6004290468 Forwards "Response to NUftEG-04B7. Cri ter ia for Computing 
Loads on Submerged atructures." on behalf of Mark 11 owners 
group as part of Task C 15 of Mark II containment program 
DUCHHOLZ.R H General Electric Co . Nuclear Energy Products Div 
MFN-OBl-00 00/04/21 2pp 


—8004290474 aAI-l61~79-PA 

"Response to NURE0-0467i Cr 1 teria for Computing Loads on 
Submerged Structures " 

CHANDRA. V . HSIEH.J S Stone it Webster. Inc DDMASHOVETZ. I 
Sargent U Lundy. Inc 80/03/31 73pp 


WASTE MGT NUCLEAR WASTE MANAGEMENT 


0004020046 Forwards requested info coordinates of receptor locations, 
map of restricted area boundary t. yellowcake drier stack 
location, joint frequency tables & clarification of seepage 
analysis 

LANGE. S L Pioneer Nuclear. Inc 15731 80/03/06 I9pp 


8004020057 Forwards Anaconda Co rept. " Justi f Ication for Waiver of 
Landownersh ip Requirement - U Mill Tailings Disposal Area " 

SETHNEBSi E D Camp Dresser It McKee. Inc .Environmental Sciences. Div 
18734 BO/02/23 ip 


— 6004020061 "Justification for Waiver of Landownersh Ip Requirement - 
U Mill Tailings Disposal Area " 

a Camp Dresser McKee. Inc « Environmental Bclences. Div 18734 
00/02/08 59pp 


80041190009 Forwards "Dow Bys for Solidification of Low Level Radwaste 
from Nuclear Power Plante." Amends I - 3 i NRC 780620. 1019 it 
1207 Itrs requesting addl info per fcelcon request, H/o end 
BAERrR.L Light Water Reactors Branch 2, 00/04/11, Ip 



NONDOCKETED ITEMS 


401 


6004050159 Ack receipt of NRC Q00125 ttr requesting delAy of issuance 
of license to Dokom Resources Corp for U mill NRC Itr 
contfltnerf no technical objections to pro jet t* therefore 
license uas issued on S00129 

KiNOiQ New fleiico. State of 15710 80/01/29 Ip 


8004020165 Requests permission to continue tailings discharge into 
Pond i until limiting conditions outlined in Acres American« 

!nc 000314 Itr are reached or another discharge pon^ 
autho riled 

REKE«EVER,P C Union Carbide Corp 15706 80/03/14 Ip 


0004020162 Notifies that draft rept an Church Rock scheduled for 000001 
tf final rept bg 600901 Schedule depends on livestock data< 
dose assessments tt Qattelle sail sampling rept 
BUHL. T New Mexico. State of 15764 80/03/12 Ip 


9004020196 Requests structural stabllitg evaluation of proposed 
evaporation pond dam at disposal site catchment dam at 
mill site per Reg Outrfe 3 11 guidance 

MACKIN. J L New Mexico. State of 15794 00/03/11 Ip 


8004070240 Notification of 800307 meeting w/stato S< federal agencies in 
8anta Fo.NM to discuss methods of estimating radiation doses 
resulting from ingestion of meat from livestock watering in 
Rio Puerco 

DUHLtT New Mexico. 8tate of 15665 60/02/20 ip 


8004070246 Notifies that 5an Miguel Ranch. Inc 1 uded In prooperat ional 
radiological monitoring program. is occupied bg three 
persons. inc ludlng one preschool age child For dose 
assessment purposeS.no milk or vegetable pathway included 
MOONEY. F 8 Gulf Oil Corp . Gulf Mineral Resources Co 15631 
80/02/22 Ip 


0004070353 Forwards NRC correspondence file ro proposal from Cotter 
Corp to dispose of misce 1 laneous contaminated solid wastes 
in portion of new tailings impoundment at U mill Requests 
review 1 assessment, w/recommendat ions, of end matl 
ROTHFLEISCH. J Uranium Recovery Licensing Branch 00/03/17 ip 


— 0004070355 Torwarde 000226 request for assistance from A liai 1 o« Dir ec tor 
of Radiation ^ Haiardous Wastes Control Dlv. CD Dept of 
Health.ro trash disposal at Cotter Corp U mill 
KERRiG W Assistant Director for State Agreements Programs 

eO/03/05 Ip 


— B004070359 Forwards addl info ro Cotter Corp proposal to dispose of 
contaminated trash. machinery I const metis in secondary 
impoundment Requests NRC further critique or concur 
u/proposal 

KAZLE. A J Colorado. State of 60/02/26 8pp 


0004070369 Forwards latest correspondence re tailings mgt for proposed 
pitch project. as promised in 000311 telcon Doth applicant 
state no longer consider burial at Bite D viable 
alternative for tailings disposal W/o encls 

ROTHFLEISCH. J Uranium Recovery Licensing Branch 80/03/17 Ip 


8004000151 Responds to U Walker Inquiry ro radioactive matl release 
from Church Rock U mill 790716 tailings dam failure 
Contamination cleanup complete in most heavily affected 
areas near mill site 

DIRCKSjW j Office of the Executive Director for Operations 
00/03/05 2pp 


8004080226 Requests waivers of land ownership requirements for 
licensing U mill tailings disposal Surface tracts used for 
disposal are under lease tc planned to be returned to 
lessors 

DAVIS. 0 R I NILLIAM8. M Anaconda Co isubs of At lantic’-Richf le Id 
Co ) 15737 80/02/20 3pp 


9004000278 Requests permission to continue discharge of tailings into 
Pond i through 600323 subject to operating conditions 
discussed in Acres American. Inc 600107 Itr w/exceptlon that 
piezometer levels be limited to one ft above 0OO1OB levels 
REKEMEYER.P C Union Carbide Corp 15660 00/02/ J 5 Ip 


8004000665 Discusses AJ Haile 791219 request for NRC assessment of 
potential radiological impact of U mill operation on 
proposed residential subdivision Results of NRC evaluation 
are summarized in NRC 000123 Itr to Kaile 

GNUONOLI.G Uranium Recovery Licensing Drench 00/03/13 2pp 


0004090020 ''Ground Water Discharge Plan.Mt Taylor U Mill Project. NM 
a Earth Sciences Associates 15049 80/01/31 42pp 


8004090115 Forwards responses to NK Environ Improvement Div questions 
re U mill license application All containment basins aro 
sized to contain drainable vol of slurry ^ liquid in both 
p Ipe 1 ines. p lus 10 minutes of flow in pipelines 

ROGERS. W L Gulf Oil Corp . Gulf Mineral Resources Co 15745 
80/03/04 15pp 


0004090135 Forwards discussions of work planned as part of 
investigation of Hale Gulch as censldared site for 
deposition of tailings Work includes field drilling, lab 
testing 4c dam design 

SIMCHUCK. O Homestake Mining Co 15690 00/02/20 I4pp 


— 8004090140 "Evaluation of Existing Oeohydrolog ic Data Homestake Mining 
Co Pitch Project, Hale Oulch (Site AJ Tailings Pond Gita* 

Saguache County, Co " Related correspondence enc 1 

ROUSE. U V Envirological Oystems. Inc 15690 00/01/10 13pp 


9004110110 Forwards Co Dept of Health 800221 & 19 Itri & Union Carbide 
Carp 000213 St 19 Itrs re discharge of tailings into Pond 1 
WEAVER. K Colorado. State of IS791 flO/02/22 9pp 


8004110144 Forwards State of CO 000226 request for assistance ro trash 
disposal at Cotter Carp.Canon City U mill.CO 
KERR.G W Office of State Programs 15707 00/03/05 Ip 


— 0004110146 Forwards addl info re Cotter proposal to dispose of 
contaminated trash. mac h Inery L const matls in secondary 
Impoundment Requests further critique or concurrence on 
proposal per Public Law 95-604 

HAZLEi A J Colorado. State of BO/02/26 5pp 


8004100(03 Advises of completed dam safety review for Union Carbide 
Uravan mill per 791104 request Results of enc 1 safety 
evaluation indicate that Pond 2 S. 3 do not meet safety 
factors recommended by NRC Reg Guide 3 11 W/o end 
SCARANO. R A Uranium Rocovory Licensing Branch 80/03/21 Ip 


0004210416 Forwards summary of 000214 meeting between NRC. vendor 1. 
State of TX organ! lat ions Also forwards NRC comments on 
vendor mill tailings disposal ropt Statements made re site 
characteristics are consistent w/KRC visual observations. 

MILLER. H J Uranium Recovery Licensing Branch 00/03/25 4pp 


9004220200 Forwards response to Question iO in 791221 Itr re iOO-yr 
flood boundary S. final tailings discharge from wash filter 
Contour interval map photos of final tailings end 
LANGE. S L Pioneer Nuclear. Inc 13663 00/02/29 Bpp 


8004230148 Discusses NM Environ Improvement Div approval of Discharge 
Plan DP''100 & issuance of radioactive metis license 
Expresses concern re question of public role in review of 
matl generated by vendor in response to license conditions 
naQINSON. P . HECTOR. A SouthiUBst Research and Information Center 
15839 80/03/10 I6pp 


8004240060 Advises that E Reed t. Associates has been employed to 
develop techniques for return of tailings to pit.after 
mining* for final disposition Borings have been taken & 
company expects to review final Reed rept on 000416 
DAVIS. 0 R Anaconda Co . Anaconda Copper Co Dlv 15914 90/03/24 

Ip 


8004240116 Responds to B00314 request for third Inierim authorl lation 
to discharge tailings to Pond 1 CO Dept of Health will 
authorize continued discharge of tailings through 600513 if 
requirements of dept 800100.0219 & 21 Itns are met 
HAZLEi A J Colorado. Btate of 15034 80/03/20 2pp 


8004280231 Submits trip rept re 791105 visit to review proposed site 
far mining & milling facility Review should be complete in 
approx four months assuming timely resolution of questions 
on proposal Schedule it maps end 

KRUO.H E Uranium Recovery Licensing Branch 00/03/11 9pp. 


8004290507 Expects review of 800229 draft agreement between NRC Sc State 
of VTA will Include stability review of embankment against 
requirements of Reg Guide 3 11 

8TRONO.tr Washington. State of 15970 80/04/03 Ip 


0004290520 Forwards analytical results of 791015-16 Bampilng trip to 
Canon City to investigate water, soil vegetation 
contamination 

DREEeEN.DR Los Alamos Scientific Laboratory 16054 79/12/10 

6pp 
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00043002)19 Poruard? Fordi Daco-n (t Davit UTi tnt ’’Appraltal Dapti 
pripared for 8tat» of ORi re aroa under consideration fay 
Flaor Amsi in connection bi/proposed tailings disposal 
facility Related correspondence end 
HCORATHiE J McGrath* E J 15912 00/03/27 4pp 


--0004300219 UC-a29 

"Appraital Repti** prepared for Div of State Lands* State of 
□R 

* Ford Bacon U Davli Utah* Inc 19912 80/03/27 39pp 


B004300239 Safety evaluation For Tailings Ponds 2 & 3 

» Geotechnical Eng ineers. Inc NFlC-02-79-053 I59i& 00/03/07 

2Spp 


B004300254 Requests urltten co-nf Irmation of agreement re items 
discussed in NRC 791214 Itf 800312 telcon Revised UDAD 
analysis & evaluation of environ impact of radon & 
particulates requested 

MAZLEiA J Colorado* State of 15842 00/03/17 Ip 


0004300297 Written comments of Homestate Mining Co before Dept of 
Agriculture re appeal of Regional Foresters decision on 
administrative appeal of approval of Umlll operation 
FI8KE* T N * WATSON* J F Onrsuch* Kirgls* Campbell* Walter 1* Grover 
FI8KE*T N Homestake Mining Co 19040 00/03/23 27pp 


XPORTLIC EXPORT AND IMPORT LICENSES 


8004010091 EECY-GO-045 

Forwards Executive Branch position on 800121 applications 
for licenits to export highly enriched U to Belglum.West 
Germany* France & the Netherlands Requests comments 
SHEAiJ R Office of International Programs 00/01/24 Ip 


'*-0004010470 Executive Branch position re five Transnuclear* Inc 
applications for licenses to export highly enriched U to 
Belgium* West Germany* France & the Netherlands Recommends 
issuance of licenses Ltrs of assurance end 

N08ENZa*L, V State* Oept of* Bureau of Oceans t* Internatl Environ 
U Bcientlfic Affairs. 60/01/21 15pp 


—6004010095 Foruards two applications for licenses to export 22 050 kg U 
enriched to max 93 GK U-239 & 779 kg U* enriched to max 
4 09X U-239 U/o latter application 
KATBONiV Transnuclear* Inc 70/06/22 2pp 


•<-6004010097 Application by Transnuc lear* Inc for license to export 
20 090 kg U* in form of U hexaf luoride enriched to max 93 3’A 
U-239* to the Netherlands End use statement end 
KAT6DN*V Transnuclear* Inc 78/06/22 2pp 


— 6004010101 Foruards Transnuclear* 1 nc application for license to export 
72 6 kg 0* in form of U hexafluoride enriched to max 93 3X 
U-239ftD France, 

MATSON* V Transnuclear* Inc 79/08/06 Ip 


—6004010108 Application by Trantnud ear* Inc for license to export 72 6 
kg U* in form of U hexaflUOTid# enriched to max 93 3X U-239i 
to France End use statement L related checklist of Info 
enc 1 

MATBQNrV Transnudtar* Inc 79/00/06 6pp 


6004020164 License for Exxon Nuclear Co* Inc to export nuclear fuel 
element hardware Including Zlrcalo^ tubes* Zircaloy end caps* 

Inconel plenum springs U other specially designed nuclear 
reactor parts to West Germany, 

PETER80N*K R Assistant Director for Export/Import 8* International 
Safeguards BO/03/13 Ip 


6004020236 Application by Bargent Industrles-Sweeney Dlv for license 
to export 129 Cl tritium contiined in foils 

SOUITIERlfR J Sargent Industries* Sweeney Dlv XB-O-GeB 60/03/12 

Ip 


6004020240 Application by Byron Jackson Pump Div for license to export 
specifically designed or prepared parts h components for 
pumps to India 

a Borg Warner Corp « Bryon Jackson Pump Div INDIA, 00/03/06 Ip 


6004020246 Application by Byron Jackson Pump Div for license to export 
two rotating face rings* four carbon bearings* four retaining 
rings* one coolant ree 1 rculat ing impeller i* one bearing 
retainer asiemblyito India 

* Borg Warner Corp * Bryan Jackson Pump Dlv. 793-V-27B9 60/03/06 

Ip 


a0040203bQ Executive Branch position re Transnud ear* Inc application 
for license to export 1 00 . 000 kg natural U to West Germany 
Ltrs of assurance end License should be granted 

NQ9ENZ0* L V State* Dept of* Bureau of Oceans h Internatl Environ & 
Scientific Affairs 60/03/06 4pp 


0004020307 License for Aldrich Chemical Co* Inc to export 10 kg 
deuter iuffl* conta ined in 40 kg deuterium oxide* to United 
Kingdom 

PETERSON. M R Assistant Director for Export/Import & International 
Safeguards 6180 60/03/06 2pp 


8004020393 Amend 1 t,o Edlou Inti Co export 1 icense# e xtend ing expiration 
date from 800401 to 620401 

PETERSON»M R Assistant Director for Export/Import L Internatl onal 
Safeguards SO/03/12 Ip 


6004020397 Amend 1 to Edlow Inti Co export 1 icense* ex tend ing expiration 
date from 600401 to 020401 

PETERSON* M R Assistant Director for Export/Import & International 
Safeguards 00/03/12 Ip 


8004020401 Amend I to Edlow Inti Co export 1 ic ens e * e x tond 1 ng expiration 
date from 600401 to 020401 

PETERSON, M R Assistant Director for Export/Import 4« International 
Safeguards 10-44-70-1 00/03/12 Ip 


B004020406 Amend 1 toEdlour Inti Co export 1 icense* extend ing expiration 
date from 800401 to 820401 

PETERSON*M R Assistant Director for Export/Import L International 
Safeguards 10-44-76-2 00/03/12 Ip 


6004020467 Requests early review of applications to export two nuclear 
reactors & initial fuel cares Jn advance of util award of 
project Early review would be significant step to enhancing 
foreign confidence in US supply b licensing process 
WILSON. D D General Electric Co BDW-B0029 60/03/07 2pp 


--0004020471 Application by GE Tech Svc Co h OE for license to export 
239.000 kg low enriched U oxide as fabricated BWR fuel 
bundles to Taiwan 

WILSON* B D General Electric Co BDN-00031 00/02/07 Ip 


8004020472 Forwards application by Transnuc I ear* Inc for license to 
export 30*476 kg U* containing 1*234 kg U-239 b 129*224 kg U. 
containing 919 kg U- 235* to West Germany 
MATSON. V Transnuc lear* Inc 80/03/1? Ip 


— 6004020479 Application by Transnuc lear* Inc for license to export 
30.746 kg U. containing 1*234 kg U-235 t* 129*224 kg U. 
containing 919 kg U-239. to West Germany 
* Transnuclear, Inc NUK-319 60-059/ 00/03/19 3pp 


0004020404 Submits application to amend licenses extending expiration 
dates from 800401 to 610401 

YAMAOUCHI/T Power Reactor 4< Nuclear Fuel Development Corp 
eO-C-009 00/02/26 Ip 


8004030043 Forwards application by Coordination Council for North 
American Affairs to export 4000 kg heavy water to Taiwan 
WU* K Coordination Council for North American Affairs 00/03/12 
Ip 


— 0004030046 Application by Coordination Council for North American 
Affairs for license to export 4000 kg heavy water to Taiwan 
End use statement end 
a Affiliation Unknown 80/03/10 2pp 


8004030049 License for Wsstinghouse Electric Co to export BF 3 counter 
tube* Model WL-23744 to France 

PETERSONrll R Assistant Director for Export/Import t* International 
eafeguardi 80/03/25 Ip 


8004030274 Forwards application for license to export component 
sys & parts for two OE forced circulation single cycle light 
water cooled moderated OWRs w/designed power level of 984 
MM* to Taiwan 

WILSON* D D General Electric Co DDW-B0029 00/03/07 2pp 


— 8004030200 Submits application for license to export component 
sys ^ parts for two OE forced c Ircwlation* s ingl e cycle light 
water cooled & moderated BWRs w/design power level of 964 
MW* to Taiwan 

MILSDN.B.D General Electric Co 0DW-8OO3O 80/03/07 2pp. 


0004030364 Requests Executive Branch position re Transnuc lear* Inc 
application for license to export 6NM to West Germany 
PETERSQN.M R Office of International Programs 00/03/27 Ip 
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600404003B Naives 15*-dat^ tifalting period for License XD**!©?© 

PETERSONi M R Assistant Director for Expor t/Impor t & International 
Safeguards 60/03/27 4p 


— 8004040042 License for Oearhar t-Qwen Indus tr i esi Inc to export 5 Ci 
Am'-24i to Poland 

PETERSONi K fl Assistant Director for Expor t/Import Sc International 
Safeguards 40-100/00049 00/03/27 2pp 


600404004D Waives IS’^dag waiting period for License XD-1009 

PETERSON# M R Assistant Director for Expor t/Iihpor t 8* International 
Safeguards 00/03/27 Ip 


— '8004040049 License for Kay-Ragi Inc to export 400 riCi Cb- 137 in two 
sources to Czechoslovakia 

PETERSONr K R Assistant Director for Expor t/Import & International 
Safeguards 3072 00/03/27 2pp 


0004040007 Forwards Itr from Emtassg of Israel requesting cancellation 
of application XD-1041 W/o encl 

PETERSON# M K Assistant Director for Export/ Import 8c International 
Safeguards 00/03/19 Ip 


0004040090 Requests cancellation of application to export byproduct 
matl to Southwest Africa {Namibia) 

JOHNSON# N R Eberline Instrument Corp ei-917602 BO/02/28 ip 


6004040099 Requests Executive Branch position ro Metal Bellows Corp 
application for license to export flexible metal hoses to 
Spain 

PETERSONi M R Assistant Director for Export/Import & International 
Safeguards 00/03/19 ip 


0004040103 Application by Rockwell Intl#Flow Control Dlv for license 
to export Roc kwe 1 l^Edward globe stop valve# metal diaphragm 
sealediASME IllrlSSl special class ratedtbodg & bonnet of 
8AlB3rQrade F316 stainless steel# to India 

OFSANIKiN J Rockwell International Corp 2929FE 00/03/14 Ip 


0004040107 Application by Sigma Chemical Corp for license to export 
equivalent of 5 kg deuterium liquid over tuo-yr period# to 
Canada 

0UICH#P A Sigma Chemical Co Isubs of Sigma-Aldrich Corp I D~39 
00/03/07 Ip 


0004040110 Forwards application by Transnuclear# Inc for license to 
export 10# 794 kg U# enriched to max 3 4X U-S38# to Belgium 
MATfiaN#V Transnuclear# Inc 00-039/01 TNP-3 00/03/12 Ip 


— B0D4040114 Application by Transnuc Lear# Inc for license to export 10# 794 
kg U# enriched to max 3 4X U*'235# to Belgium 
* Transnuclear# Inc 00-039/01 TNP~3 00/03/12 3pp 


0OO4O4O13& Submits applicationn to amend license extending expiration 
date to 030501 

HARMON# D W Ed low Internati onal Co 80/03/10 Ip 


80D4040141 Application by Far Sys Corp for license to export Par Model 
181-2# inservice Insp syt# to United Kingdom 
PARSONS# W D Par Systems Corp 667-3 Q0/03/i0 Ip 


— 0004040152 Ack receipt of NftC 791019 Itr Expresses surprise w/NRC 
opinion that sale of inservico insp sys should require NRC 
perml t 

PARSONS# W » Par Systems Corp 79/11/27 2pp 


0004040147 Executive Branch position re Saunders-Roe Deve lopments# Ltd 
application for license amend to export addl 500# 000 Ci 
tritium# to United Kingdom License should be granted, 

N02ENZO#L V State# Dept of. Bureau of Oceans fc Internati Environ << 
Scientific Affairs 80/03/14 2pp 


0004040170 License for CERAC. Inc to export 0 70 kg tbor lum# contained in 
10 kg thorium oxide as powder# to Italy 

PETERSON# M R Assistant Director for Export/Import 8< International 
Safeguards 80/03/25 2pp 


8004040477 Amend 1 to Saunders Roe Developments# Inc license changing 
BOOSOl expiration date to 810715 Increasing amount of 
export to one million Ci tritium as tritium gas 

PETERSON.M R Assistant Director for Export/Import & International 
Safeguards 00/03/21 2pp 


9004070023 License for Eberline Instrument Corp to export 0 02 
microgram Pu-239> electrop lated on stainless steel in DNS-10 
alpha calibr ltd set# to South Korea 

MOORE# R N Aisistant Director for Expor t/Import International 

Safeguards 5 0 6957 60/03/07 2pp 


0004070026 Ltr of assurance that Govt of Japan hat appointed Kansai 
Electric Power Co# Inc as authorized party for import of 25 
mg of U-235i our I chad to max of 93 19/ 

M1VABAYA8HI. M Japan 79/11/29 Ip 


0004070026 License for OA Co to export 405 g U-235# c o n tai ned in 579 g 
U«as FLIP TRIQA fuel elements# to Mexico 

PETERSON.M R Assistant Director for Export/Import 8# International 
Safeguards IEL-992 30/03/06 2pp 


8004070029 Forwards notice of applications for licenses to export 
nuclear facilities or matls for FR publication 
SHEA# J R Office of International Programs 00/03/08 Ip 


— 8004070034 Notice of applications for licenses to export nuclear 
facilities or matls received 000211-0303 

SHEA. J R Office of International Programs 60/03/00 2pp 


8004070037 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

PETERSON.M R Assistant Director for Export/Import International 
Safeguards 60/03/27 Ip 


0004070073 License for DOE to export 3 95 kg U-239. contained in 20 
kg U as metal & 2 25 kg U-235# contained In 5 kg U as metal# 
to the Netherlands & West Germany 

MOORE# R N Assistant Director for Export/Import tt International 
Safeguards 80/03/07 2pp 


8004070070 Amend to OA Co export I icense# increasing quantity of 
authorliad matl from 1 72 g U-235# contained in 1 04 g U# to 
3 92 U-239. contained in 3 04 g U 

HOOREi R N Assistant Director for Export/Import & International 
Safeguards IEL-1020 BO/03/06 Ip 


8004070000 License for DOE to export 3 75 kg U-239# contained In 20 
kg U as metal S# 2 25 kg U-233# contained in 5 kg U as metal# 
to France it the Netherlands 

MOORE# R N Assistant Director for Export/Import L International 
Safeguards 00/03/07 2pp 


B004070085 Submits application to amend license to exp or t# changing 
quantity of authorized matl to 10 1 kg U-235# contal ned in 
51 2 kg U 

MATSON# U Transnuc lear# Inc 80/03/05 Ip 


8004070080 License for Chase Nuclear Div of Chase Brass $* Copper to 
export 111 000 lbs zirconium 2 5% niobium alloy extruded 
tubee to Italy 

PETERSON.M R Assistant Director for Export/Import International 
Safeguards A2-2020 00/03/07 Ip 


0004070148 aECY-80“i42 

Recommends Issuance of license to export reactor fc 
associated components to Philippines Proposed export would 
not be Inimical to US common defense security No further 
action required on 9ECY-79-100 

SHEA.J R. Office of International Programs 80/03/14 6pp 


— 0004070180 Discusses deaths of two energy activists & physical secur 
of proposed reactor Continued repression create* highly 
unstable environ “Mother Jones” Dec 1979 article re state 
of civil war in Philippines encl 

PERLA8# N Philippine Movement for Environmental Protection 
80/01/27 I3pp 


8004070407 Requests Executive Branch position on end Coordination 
Council for North American Affairs application for license 
to export 4# 000 kg of heavy water to Taiwan W/o end 
PETERSON# M R Assistant Director for Export/Import *< International 
Safeguard* 00/03/20 Ip 


0004000009 Foewards application by OA Co to export 6NM contained in 
20 TRIOA fuel elements U four fission chambers# to Indonesia 
MDWRVfM R General Atomic Co (subs of Gulf Oil Co ) 00/03/14 

ip 


0004040480 Requests Executive Dranch position re Edlow Inti Co 
application for license to export source matl to Taiwan 
PETERSON.M R Assistant Director for Export/Import International 
eafeguardt 00/03/27 tp 
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— 9004080014 AppUcition bg OA Co For llctnte to B*port 6.478 g 
U-i Ircorvtum hgdrtdt. contd incii in 20 TRIOA fu€l elomont* & 
four ^iicion chambers containing U'235i to Indonesia 
HOWRy.W R General Atonic Co <5Uh* of Gulf Oil Co ) lEL— 1139 
80/03/14 Ip 


0004080020 Submits application to amend 1 iconse. chang Ing ultimate 
consignee address 

MATSON I V Transnuc lean, Inc 80/03/21 Ip 


Q004080251 License for Reactor Eiper iments. Inc to onport 0 342 mg 
Np-237 to CiechoslovaV la 

PETER60N/H R Assistant Director for Export/Import «< International 
Safeguards CZ 2806 80/03/27 2pp 


9004000295 License for Westinghouse to export 43 mg U-235, c onta i na d in 
43 mg U. to Yugoslavia 

PETERaON.M R Assistant Director for Export/Import t* International 
Safeguards Q)(‘'11006 80/03/27 2pp 


8004080032 Application bg Ed 1 ow Inti Corp for license to export 600 kg 
daplfted dioxide pouder to Taiuan End use statement end 
HARMON. D U Edlou International Co IM-I 80/03/17 2pp 


8004090039 Fortuards application bg Tvansnucliar. Inc for License to 
export t<63ai&5 kg U-235i c ontained on 49,656 kg U. to France 
MATSON. V Transnuclear. Inc 80/03/20 Ip 


— 8004080042^ Application bg Transnuc lear. Inc for license to export 
1.638^63 kg 0-235. contained in 49 656 kg U. to Franc* End use 
ttatenent end 

MATSON.V Transnuc I ear. Inc 80-042/01 80/03/21 2pp 


6004090050 Application bg Ttledgne Nah Chang Albany for license to 
export 108 tons Zlrcoleg tubes to Argentina 
AERNli B L Teledgne Hah Chang Alhang 3155 80/03/21 ip 


5004090069 Adviees that route for transport of AECL spent fuels from 
Ogdenibur g. NY to Ounbarton^NC must be changed due to local 
ordinance in Otneva.NY Proposes alternate route 
STWENBROEKEftt 0 NL Industries. NL Nuclear Dlv 15907 90/03/11 

Spp 


9004090079 Forwards application bg Transnuclear. Inc for license to 
export 22 142 kg U. containing 10 0S3 kg U-235. to Japan 
MATSON. V Transnuclear. Inc 60/03/25 Ip 


—0004080005 Application bg Transnuclear. Inc for license to export 
S2 142 kp U« containing 10 053 kg U-235. to Japan End use 
Btatenent end 

MATSON. V Transnudear. Inc 90/03/25 iSpp 


8004000299 Waives 13 dag waiting period for proposed license for 
Aldrich Chemical Co to export deuterium oxide to Draxll 
PETERSON, M R Assistant Director for Export/Import International 
Safeguards 90/03/27 Ip 


— 0OO4OBO3O3 License for Aldrich Chemical Co. Inc to export 1 kg deuteri 
contained in 5 kg deuterium oxide, to Braiil 

PETERSON, M R Assistant Director for Export/Import 8< International 
Safeguards 80/03/27 2pp 


9004000311 License for Carpenter Technologg Corp to export 96 pieces 
of 2 mm Zircalog~4 allog fuel channels, to Spain 

PETERSON.M R Assistant Director for Export/Import 4 Tnternat tonal 
Safeguards 80/03/26 Ip 


8004000315 License for Conax Corp to export adapter module assemblies 
8( electric penetration seal components to Spain 

PETERSQN. M R Assistant Director for Export/Import 8. International 
Safeguards 7-86000 80/03/27 Ip 


8004000332 Application bg Kay-Rag. Inc for license to export 400 mC i 
Cs-137 in two sources to C lechos lovak ia 
BAKER. R Kag-Ray. Inc 2872 80/03/21 Ip 


6004080342 Application by Westinghouse for license to export six 
UL23465 incore detector units to Bwltierland 

PQCHAL.W F Westinghouse Electric Corp ZE-10209 80/03/17 Ip 


9004000345 Application bg Teledgne Wah Chang Albang for license to 
export 400 lbs Zlrcaloy-2 tube shells to Norway 

WATTENDARGER. 6 Teledgne Wah Chang Albany 2649 00/01/28 tp 


8004090087 Llcsnse for Mitsubishi Infel Corp to export 500 mci Cf-252 
«« encapsulated cermet wire to Japan 

PETERSON.M ft Assistant Director for Export/Import 1. International 
Safeguards GO/03/2S, 2pp 


0004080350 License for Edlow Inti Co to export 68. 500 kg U< as natural U 
hexaf lourlde. to France 

PETERSON.M R Assistant Director for Export/lmport i* International 
Safeguards KWK 80/03/26 2pp 


8004080096 License for Mitsubishi Inti Corp to export 500 me I CF-252 
as encapsulated cermet wire to Japan 

PETERSON.M R Assistant Director for Export/Import St International 
Safeguards 64-7407-80 80/03/29 2pp 


8004080353 License for Transnuclear. tnc to export 100.000 kg 0 oxide, 
containing 715 kg U-235. to West Germany 

PETERSON.M R Assistant Director for Export/Import It Intornatl ona I 
Safeguards NUK-291 79-211/ 80/03/26 2pp 


9004090104 forwards application by Transnuc lear. Inc for license to 
export 40 49 kg U. containing 37 760 kg U-233. to Japan 
MATSON. V. Transnuc lear. Inc 60/03/25 ip 


—8004000259 Application by Transnuclear. Inc for license to export 
40 48 leg U. containing 37 768 kg U-235, to Japan End use 
statenent end 

MATSON. V Transnuclear. Inc 80/03/25 35pp. 


900409011a Executive Branch position re CONAX Corp application for 
licinae to export adapter module assemblies It seal 
components for electrical penetration assemblits to Spain 
License sitoutd be granted 

NOBENZOiL. V State. Dept of, Bureau of Oceans h Internatl Environ 6 
Scientific Affairs 80/03/25 2pp 


8004090620 Requests Executive Branch position re Edlou Inti Co 
application for license to export U-308 to West Germany for 
eventual use as fuel in Emsland power reactor 

PETERSON.M R Assistant Director for Export/lmport 8t International 
Safeguards 80/03/12 Ip 


8004080627 License for Westinghouse to export 0 Ol64g U-235i contained 
in 0 0176 g U. to Yugoslavia 

PETERSON.M R Assistant Director for Export/lmport h International 
Safeguards ZEPW-11017 00/03/27 2pp 


9004090643 Application bg Aldrich Chemical Co. Inc for license to export 
1 kg deuterium. contained in 5 kg deuterium oxide, to Draiil 
EDELBTEIN. a Aldrich Chemical Co . Inc <subs of Si gma-Aldr ich 
Corp > 00/03/27 Ip 


8004080126 Executive Branch position re Carpenter Technology Corp 
application for llctnse to export Zircaloy-4 fuel channels 
to Spain Licanse should be granted 

NO8EMZ0»L. V. State. Dept of. Bureau of Ocean* 1. Internatl Environ & 
Scientific Affairs 90/03/25 2pp 


8004080131 Executive Branch position re Reactor Experiment* Inc 
application for license to export 0 3 mg Np-237 
alactroplated on nickel disc* for use in dosimetry to 
Cxeelioslovakia License should be granted 

NOSENZO.L 7. State. Dept, of . Bureau of Oceans St Intarnatl Environ St 
Scientific Affairs 80/03/25 2pp 


8004080138 Executive Branch position re Uestlnghouse application for 
licenie amend to export low enriched U to Korea In Jan 1984 
rathar than 1985 License amend should be granted 

NOSENZOjL V State. Dept of. Bureau of Oceans St Internatl Environ it 
Scientific Affairs, 00/03/26 2pp 


8004090650 Application be Gearhar t-Qwen Industries. Ine for license to 
export 5 ci Am-241 in neutron source to Poland 

CLAUNCH.A Gearhart-Dwen Industries, Inc , 00 Wireline Services Div 
40-180/80049 80/03/20 Ip 


0004090113 Forwards Sargent Industries application for license to 
export tritium contained in foils to Condition 2 countries 
New request required because licensee Inadvertently allowed 
old export license to expire 

PETERSDN.M R Assistant Director for Export/lmport U International 
Bafeguards 80/03/20 Ip 


8004090198 Forwards license to export gauges to China License issued 
u/o i5-dag waiting period due to urgent requirement of matl 
PETERSON.M R Assistant Director for Export/Import 4t International 
Safeguards 80/03/21 Ip 
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— B004090202 License ^or Campbell Pacific Nuclear Corp to export 10 mCi 
Cs-137 S' 50 mCi Am--241/Dc contained in moisture density 
Sjaupe to China 

P£;teREQNf M P Assistant Director for Export/Import S< International 
Safeguards 00/03/21 Ip 


0004100044 Executive Stanch position re Cixon Nuclear Co Inc 
application for license to export 1.740 kg of U-235> 
contained in 59.440 kg of U. to Belgium Ltr of assurance 
end License should be granted 

NOSENZQ. L V State. Dept of. Bureau of Oceans 4 Internatl Environ & 
Scientific Affairs 80/03/20 2pp 


BOD4100049 License for Sigmo Chemical Co to export 5 kg deuterium 
oxide. to Canada 

PETERSON. N R Assistant Director for Export/Import 8« International 
Safeguards BO/04/01 2pp 


G00410005B Executive Branch position re Exxon Nuclear Co. Inc 
application for license to export 2.110 kg U~S39i c ontained 
In AS. 000 kg of U. to West Germany Ltr of assurance end 
License should be granted 

NQSENZO. L V State. Dept of. Bureau of Oceans V Internatl Environ & 
Scientific Affairs 00/03/20 Spp 


&OO41000A0 Executive Branch position re Nuclear Metals. Inc 
application for license to export 150 lbs depleted U for RttD 
to Germany License should be granted 

NDBENZO. L V State. Dept of. Bureau of Oceans it Internatl Environ i. 
Scientific Affairs 80/03/27 2pp 


0004100062 Requests Executive Branch position re Teledyns Isotopes 
application for license amend. ex tend ing expiration data from 
aoosoi to 020501 

PETERSON. M R Assistent Director for Export/Import International 
Safeguards 60/03/31 Ip 


B004100063 Notifies of uithdraual re 700718 application for license to 
export 25.000 kg enriched U 

HERBCH.M M Nestlnghouse Electric Corp 80/03/03 Ip 


G00410017S Requests Executive Branch position re OA Co application for 
license to export SNM to Bangladesh 

PETERSON. N R Assistent Director for Export/Import it International 
Safeguards 00/04/02 Ip 


8004100179 Requests Executive Branch position re Edloiu Inti Co 
application for license to export Cf'S92 neutron sources 
to United Kingdom 

PETERSON, li R Assistant Director for Expor k/lmport it International 
Safeguards 00/04/02 Ip 


G00410018D Requests Executive Branch position re OA Co application for 
license to export 6NM to Indonesia 

PETERSON. N R Assistant Director for Export/Import it International 
Safeguards 80/04/03 ip 


0004100181 Requests Executive Branch position re Par 8ys Carp 
application for license to export Inservice Insp sys to 
South Africa 

PETERSON. M R Assistant Director for Export/Import St International 
Safeguards 80/04/03 Ip 


0004100104 Requests Executive Branch position re Transnuclear. Inc 
application for license to export 5NM to Japan 

PETERSON, ri R Assistant Director for Export/Import it International 
Safeguards 00/04/03 ip 


8004100232 License for Nissho^lua i American Corp to export 39 106 kg 
V-235. contained in 42 Kg U. to Japan. 

PETERSON, rf R Assistant Director for Export/Import it International 
Safeguards 00/04/02 3pp 


8004100306 Application by Eberline Instrument Corp for license to 
export Pu-239 alpha calibr sources, elettrgp lated on 47 mm 
metal disc to Canada 

JOHNSON. N L Eberline Instrument Corp 50 7491 80/03/29 IP 


8004100597 Advises of Commission acceptance of recommendation to 
approve Edlow Inti Co license to export 68.500 kg of U 
in form of UF6. to France Comments of Chairman Ahearne noted 
CHILK. B J Office of the Secretary of the Commission 00/03/25 
Ip 


0004110117 Advises of intention to cancel 791100 application re export 
of I 0 Ci tritium gas to Israel 

APFELBAUNiA Israel <JF/0O/3ia 00/03/13 2pp 


0004110141 Forwards Isotope Products Labs note transmittinQ IAEA 
600317 ltr providing add! end use info re license 
application XD-1069 W/o end 

PETERSON. M R Assistant Director for Export/Import 8« I nte rna t i ona I 
Safeguards 00/03/28 Ip 


0004110530 Forwards GE application for license to export tiuo QWRs to 
Taiwan N/o end 

shea. J R Office of International Programs 00/03/17 Ip 


8004140010 Application by NL Nuclear Industries to amond Itceme. 
Increasing matl for Import to 72 009 kg U. containing up to 
42 541 kg U-235 as spent NRX NRU fuel to Savannah River 
P lant 

STUKENBROEKER, 0 NL Industries, NL Nuclear Dlv 80/03/17 9pp 


8004160064 Requests expeditious handling of 790129 application for 
license to export Korean Nuclear Units 7 £t 8 concurrent 
u/Executlve Branch review Undue delay could jeopardize 
contract as discussed in end 791107 ltr to State Dept 
HERSH, M M Westlnghouse Electric Corp IC3*'0042 80/03/26 4pp 


8004160082 Forwards 781129 license application w/o action per 600320 
request 

PETERSON. M R Assistant Director for Export/Import & International 
Safeguards 00/04/01 Ip 


8004170103 Forwards end use statement for completion of 791219 export 
license application 

HELK.K Isotope Products Laboratories 00/03/17 2pp 


8004170270 Confirms that 8NM identified in export license application 
will be subject to terms b conditions of 570520 agreement 
for cooperation & consignees identified on application are 
authorized to receive it possess matl 
KNOOHT.R j Australia AE7 1074 00/03/24 Ip 


8004170291 License for Carpenter Technology Corp to export 
49 Zlrcaloy-4 fuel channels to Japan 

PETERBQN. M R Assistant Director for Export/Import U International 
Safeguards 80/04/04 Ip 


8004100008 Forwards applications for licenses to export flexible metal 
hose to Spain 

ROGERS. N F Metal Bellows Corp 80/03/14 Ip 


>'-8004100089 Application by Metal Bellows Corp for license to export 25 
pieces flexible metal hoses to Spain 

ROGERS. W F Metal Bellows Corp 14812 80/03/14 Ipp 


—8004180092 Application by Metal Dellnws Corp for license to export 
four pieces hose assembly 7001-08E“0707-W-Aa-AS to Spain 
ROGERS. W F Metal Bellows Corp 14845 90/03/14 Ip 


6004180200 Forwards application to export 32 6 kg U me tal r enriched to 
19 797. U. to France ANL 000125 memo end 
BENOELSPaRF.H D Energy. Dept of 80/03/20 Ip 


— 8004160207 Application by DOE for license to export 32 6 kg U metal, 
enriched to 19 79K U. to France 
DENGEL8D0RF. K Energy. Dept of 80/03/26 3pp 


8004180229 Executive Branch position re Transnuc leer# 1 nc applicetion 
for license to export 367 kg U-235i contained in 10# 794 kg 
U. to Belgium 

MARCHAL.J State. Dept of 80/03/27 Ip 


6004180242 Application by Mitsui it Co# Inc for license to export 
Zircaloy''2 tube shells ^ Zlrcalou''4 tube shells to Japan 
MONDEN. T, Mitsui it Co . Ltd 80/04/03 2pp 


8004100309 Requests Executive Branch position re Helix Process Sijs 
application for license to export two hydrogen recombiners 
to South Africa 

PETERSON. M R Assistant Director for Export/Import it Internatl onal 
Safeguards 00/03/27 Ip 


— 8004160310 Application by Helix Process Bys for license to export waste 
gas mgt treatment sys consisting of two hydrogen recombimers 
followed by ambient temp charcoal absorption equipment to 
South Africa 

MURPHY. W J Helix Technology Corp . Process Systems Div 270000 
79/11/19. Ip 


— 8004180314 Forwards 791119 application for license to export waste gas 
mgt treatment sys to South Africa 

MURPHY. M J Helix Technology Corp . Process Systems Div 
80/03/17 ip 
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6004100480 Eittnd* appreciation for prompt iieuance of license amend* 
changing expiration date to aiD30) 

MOURViU R General Atomic Co («ub» of Gulf Oil Co > lEL-lliO 
00/03/14 Ip 


B004lB04eS Submits application to amend export I Icence. chang ing 
•aplratlon date to 820501 due to administrative decliloni 
PABIN08KY. J P Teledyne tiatopes 80/03/24 Ip 


6004100307 Ltr of assurance re Teledijne Wah Chang Albany application 
for license to export 400 Ifts 2lrcaloy-2 tube shell 
DAHU.vf H Norujay 00/03/16 Ip 


0004210002 Advises of NL IndusbrteB 600320 request that license be 
returned u/o action Application for export of 50*000 tg 
depleted U to Condition 2 countries uiat transmitted for 
revleie on 781221 

PETERSON, M R Assistant Director for Export/Import & International 
Safeguards 00/03/27 Ip 


6004210026 Forwards application to export 7 3 Kg U-23S* contained in 245 
kg Ui to Canada U/o end Itr application to import same mail 
to US upon completion of eKperlmental work 
ELOERT, 0 J Energy) Dept of 00/03/31 Ip 


—8004210149 Application by DOE for license to export 7 3 kg U-235( 
contained in 243 kg Ui to Canada 

HANSEN* C D Energy. Dept of BR-1593 00/03/25 Ip 


6004220111 Forwards 900326 license for export of six HL23Oa0 fission 
counters u/plugs h cables to Japan 

PQCHAL.W F Westinghouse Electric Corp 60/03/26 Ip 

— 0004220116 License for Westinghouse to export six WL23O0B fission 
counters w/plugs 6 cables to Japan 

PETERSON. M R Assistant Director for Eiport/Impor t 8* International 
Safeguards 00/03/26 Ip 

6004230129 Forwards application by DOE to export matl to Canada 4i 
import appllcotion to return matl following experimental 
work W/o export application 
ELOERT* 0 J Energy. Dept of 00/03/26 Ip 


— 8004230133 Application by DOE for license to import 8NM upon 
completion of experimental work in Canada, exported under 
License XSNM-1671 

ELOERT, O J Energy. Dept of 00/03/26 2pp 


8004240063 Forwards application for license to export approx 15 lbs 
depleted U to West Germany for use as metallurgical samples 
HOLDEN. T J AAI Corp (subs of United Industrial Corp ) 80/03/24 

IP 


— 8004240067 Application by AAl Corp for license to export U-230* as 
depleted U. to West Germany 

HOLDEN* T J AAI Corp (subs of United Industrial Corp > 
00/03/24 tp 


6004210090 Application by Sigma Chemical Co for license to export 
compoundi containing deuterium to Halaysia 

aiERNiM C Qigma Chemical Co (subs of Sigma-Aldr ich Corp ) D-40 

80/03/26 Ip 


^6004210092 Application by Sigma Chemical Co for license to export 
coapoundi containing deuterium to New Zealand 

6TERN.kl C. Blgraa Chemical Co (eubt of Slgma-Aldrich Corp ) D'4l 
80/03/31. Ip 


6-00421009& Bubmlts application for license to import several mg Pu-~23B. 
probably from France 

O-'SRlENrM J Washington Univ 00/03/31 2pp 


6004210123 Application by Waaiinghouse for license to export 1 60 g U, 
contained in 1 0l g U-235* to Italy 

POCHAL.W F Westinghouse Electric Corp ZE-4D039 00/03/20 Ip 


0004240130 Notifies of Commission approval of Nissho-Iwai American Corp 
application for license to export 42 kg U. enriched to 93 3Y,j 
to Japan Requests detailed description of transportation 
method 6 physical security for transit 

CHlLKiS J Office of the Secretary of the Commission 00/04/02 
tp 


8004240224 Requests Executive Qranch position re Halprin Supply Co 
application for license to export 250 mCi tri tlum. conta Ined 
in two static electricity detection meters, to Egypt 
PETEftSON.H R Assistant Director for Export/Import fc International 
Eafeguards 80/04/07 ip 


6004250009 Ltr of assurance re Univ of Helsinki application for license 
to export 3 g Bid Ref Hati (SRM) 500 4. 1 g each of BRH-OIS* 

8RM-020, SRM-Oao SRH-OSO* to Finland 
MAKIPENTTI.I Finland 80/04/07 Ip 


&0042t013& Application by Waa-tinghovse for license to export three 
units WL~23?44 compensated ionliatlen chamber to France 
POCHAL, W*F Westinghouse Electric Corp ZE-20293-4 80/04/02 Ip 


8004250028 Notifies that KRC has not completed licensing action on 
application to export depleted U to France for enrichment 
Final NRC action delayed pending Executive Branch 
c lar if icat ion 

BKEAiJ R Office of International Programs 80/04/10 Ip 


6^004210196 Application by OA for license to expert 291 elements 
containing U^iirconium hydride fuel u/max leotope weight 
of 11 kg U'>239 t< TRIOA reactor neutron detectors containing 
mas of 6 6 gm U‘‘235 to Bangladesh 

KOWRYrW R General Atomic Co (subs of Oulf Oil Corp 1 BO/03/24 

tp 


9004250039 Waives customary iS-day waiting period for issuance of 
license for Bandvik Special Metals Corp to export 2*350 
pieces Zirconium 2 9K niobium seamless tubing to Canada 
PETERSON. M R Assistant Director for Export/Import & International 
Bafeguards 00/03/24 Ip 


— 8004210199 Forwarde application to export 8NM contained in fuel 
elements 6 neutron detectors to Bangladesh 
MOWRY.W R General Atomic Co (subs of Gulf Oil Corp ) 
80/03/S4 2pp 


— B004250042 License for Sandvlk Special Metals Corp to export 2.350 
pieces Zirconium 2, 97* niobium seamless tubing* to Canada 
PETERBQNiM R Assistant Director for Export/Import h International 
Bafeguards 80/03/24 Ip 


8004210364 Requests Executive Branch position re Telsdyne Wah Chang 
Albany application for licentt to export Zircaloy TREX tubes 
bo Argentina 

PETERSON, f1 R Assistant Director for Export/Import tc International 
Safeguards 80/03/31 ip 


3004210369 Requests Executive Branch position re &elf*-PQwered Lighting 
revised application for license to export tritium gas to 
Dominican Republic 

PETERBONjM R Assistant Director for Export/Import International 
Bafeguards. 80/04/02 Ip. 


3004210379 Requests Executive Branch position re Transnuclear Inc 
application for license to export 6NM to Japan 

PETERBOfI* H R Assistant Director for Export/Import ti International 
Safeguards 60/04/02 ip. 


8004210426 Application by Mathason Gas Products for license to export 
900 liters deuterium, chemical ly pun (90 g) to Australia 
» Math e son Gas Products 101-77252 80/04/01 Ip. 


8004210491 Amend I to license for NL Industries* Inc* increasing quantity 
for import to 72 069 kg U, containing up to 42 94t kg 11-235 
t extending expiration date to 010701 

PETERSON* M R Assistant Director for Export/Import & International 
Safeguards. 60/04/OB 2pp 


0004200045 Forwards revised 790006 application for license to export 
tritium pas to Dominican Republic 

HARPER, R.O Self-Powered Lighting. Ltd 80/03/10 Ip. 


— 6004200093 Amended application by Self-Powered Lighting Ltd for license 
to export tritium gas to Dominican Republ ic. Amend reduces 
tritium to 290*000 Ci changes shipment form to adsorption 
on finely divided depleted U 

HEOARTY*W 8elf-Powered Lighting* Ltd 80/03/10 7pp 


6004280096 Application by Edlow Inti Co for license to export 40 
mg Cf-252 at cermet wire to Great Britain 

HARMON* D W Edlow Internationa 1 Co. TRC-4 80/03/21 3pp 


0004300010 Discusses NRC findings re proposed license for Univ of WA to 
import 10 mg Pu-230* greater than 10‘A by weight, from France 
Importation will not be inimical to common defense & 
security 

MOORE. R N Office of International Programs 00/04/10 Ip 


— 8004300016 License for Univ of MA to Import 10 mg Pu“230* greater than 
SOX by weight, from France 

PETERBONcM R Office of International Programs 60/04/10 Ip. 
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8004300454 Application bg Cbecnical Co #or licenao to export 

compounds containing dootarium to □elgli/m 

STERNi W C Sigma GKemcal Co (»ubs of 8i gma-Aldrich Corp ) D‘-42 

BO/04/09 ip 


0004300459 Application bg Wsstlnghou^o for liconsa to export tuo uniter 
1<IL6937A uncomponeatod ionization chatnberi to The Netherlandi 
POCHAL, W F We^tlnghouse Electric Corp ZE-10303 00/04/11 Ip 


0004300450 Application bg Westinghouse for licence to export three 
units WL23770 proportional counters to West Germany 

POCHALi W F Uestinghouse Electric Corp 2E-l02i4’'l 0O/O4/OQ Ip 
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FQIA 


ASH70W.A y> 

6004040120* 

CONTRACT 


BARLETT. J 

8004250419 

50-410 

A 

BECKMAN. D A 

8004280079* 

50-334 

P 

A&VIELU. D L 

8004010343 

50-392 

S 

BARNARD. J 

0004090072* 

aA999 


BECKMAN, D A 

0004040177* 

30-334 

a 

ASWELL.D t 

8004070308 

50' 382 

8 

BARNARD. U 

800430O107* 

(1A999 


BECKMAN, D A 

0004170309* 

30-334 

Q 

ASWELL, D L 

6004150420 

30-383 

A 

BARNARD, 3 

0004090099* 

QA999 


BEDR09I AN, T 

8004000659 

PR 


ASWELL.D L 

6004250347 

50-382 

8 

BARNARD. J 

8004300092* 

0A999 


BEERS, R H 

0004230529* 

CONTRACT 


aswell.d L 

8004260576 

50-392 

s 

QARNE8. 1, 

8004290212* 

aA999 


DEER8, F C 

00041 5037Q* 

90-309 

If 

ASUELL.D L 

9004250363 

50-382 

I 

BARNES. t 

8004140043* 

QA999 


DEERS, F C 

0004150361* 

30-271 

Ilf 

ATWOOD. C L 

6004100328 

RES 


BARNES. 1 

8004290031* 

QA999 


DEEftB,F C 

0004150352* 

90-29 

ff 

AUariNiM A 

6004210061 

70-135 


BARNES. R D 

8004140236 

50-330 

F 

BEILENSON. A C 

8004080164* 

90-142 

u 

AUSTIN. H A 

0004070388* 

70-364 


BARRETT. P A 

8004040052* 

50-341 

0 

BELCHER, R 

7900020467 

90-166 

11 

AU3TIN.M A 

8004290105 

70-364 


BARRETT, p A 

8004030190* 

50-373 

Q 

BELEH 

0004290406* 

30-327 

0 

AUSTIN. M A 

6004210086* 

^70-135 


BARRETT. P A 

8004040040 

50-341 

8 

BELISLE.O A 

8004210113* 

90-302 

0 

AUSTIN. H A 

6004210207* 

70-138 


BARRETT. L 

0004100420 

TOPREP 


DELKE, N L 

7910050109 

HIBC 


AUSTIN. M A 

6004180097 

70-364 


BARRY. D. N 

0004090200 

PROJ 


DENAROYA. V 

8004020439 

REOOD 


AUSTIN. H A 

8004160533 

70-364 


BARRY. D N 

8004090200 

PROJ 


BENDA, B J 

0004030002 

NUREO 


AUSTIN. M A 

6004180026 

70-135 


DARTAUiL 0 

0004070276* 

50-317 

R 

bender. M. 

0004000628* 

ACRe 


AUSTiNrM A 

6004290061 

70-135 


BARTH. C A 

0004070102 

50-350 

0 

denoelsdorf, h 

0004180207* 

XPQRTLIC 


AUTlOrH A 

8004080489 

50-29 

9 

OARTH.C A 

smisoui 

50-350 

0 

BENOEUSDOftF, H D 

0004180200 

XPORTLIC 


AVEL. A P 

9004160264* 

50-553 

A 

BARTH. C A 

6004210445 

50-350 

0 

DENJAMIW. A S 

0004150020 

NUftEO 


AVER. A A 

6004020276* 

40-2061 


BARTLETT. J W 

0004300279 

PR 


BENNETT. 0 L 

7902060307 

MIBC 


AXELRAD, n 

6004140131* 

FOIA 


BARTLETT. J 

0004300290* 

50-410 

D 

BENNETT, 0 L 

7902140361 

Miac 


AXELRAD. M 

8004020225 

SO-344 

a 

BARTLETT. J 

8004070269 

50-220 

F 

BENNETT. 0 L 

7906010332 

MIBC 


AXELRAD. M 

8004020225 

50-344 

0 

BARTLETT. 3 

8004210407 

50-220 

P 

BENNETT. C L 

0004070373* 

50-367 

M 

AXTrJ C 

8004220625* 

FOIA 


BARTLETT. 3 

0004100345 

50-220 

F 

BENTON, C r 

0004170229* 

50-327 

r 

AVALS. S T 

0004090005 

50-272 

0 

BARTLETT. J 

8004220501* 

50-220 

P 

BENTaEN. U 

0004240428 

50-445 

H 

AVRES.5 T 

6004090008* 

50-272 

0 

BARTLETT. J 

0004280396 

50-410 

H 

BERKD10LER.K P 

0004100319 

NUREO 


QADCQCK.a L 

BO04160Q3Q* 

COMHISSION 

BARTLETT .3 

G00428O440 

50-220 

H 

DERKW,H N 

7903200103 

M18C 


QACA.T E 

0004160296* 

COHMISSION 

BARTLETT .J 0 

B004290363 

50-220 

H 

BERMAN, M 

0004070413 

RES 


BACON. J L 

6004140391 

50-329 

K 

BARTON. R D 

0004250022* 

contract 


BERNSTEIN. D L 

0004220000 

50-320 

0 

BACERrS 

8004140429* 

50-237 

6 

babalyoa.o, 

B004300071* 

50-387 

0 

BERNSTEIN. D L 

0004220000 

50-320 

a 

BADRAN. 8 

6004210260* 

90-249 

8 

BASRIH. V, P 

8004220503 

50-206 

P 

BERNSTEIN. D L 

0OO42&OIO2 

90-320 

Q 

BaERiR L 

8004020441 

90-392 

A 

BASRlM.ft P 

0004220634 

50-206 

P 

BERNSTEIN. D L 

0004220405 

50-320 

Q 

BAER.n L 

8004020446 

50-416 

A 

BASRIU. R P 

8004300375 

50-361 

0 

BERNSTEIN. D L 

0004220102 

50-320 

a 

HAER.R L 

600402Q451 

50-354 

A 

BASKIN. K P 

B004230494 

50-206 

P 

BERNSTEIN. D L 

8004220405 

50-320 

Q 

OAER.n L 

8004080723 

90-593 

A 

BABKIN. K P 

8004290640 

50-361 

A 

BERNSTEIN. D L 

9004210005 

50-320 

0 

BAER.R L 

6004140123 

90-369 

A 

BASKIN. K P. 

B00430001 1 

50-361 

A 

BERNSTEIN. D U 

0OO421OOB5 

50-320 

0 

BAER»R L 

6004110028 

50-361 

A 

BASKIN. K P 

B0O4SOO363 

SQ-206 

F 

BEBEGKER.K H 

0004110566* 

50-3Q2 

a 

BAER. ft L 

6004300469 

50-399 

A 

BASKIN. K P 

8004240394 

50-206 

P 

DEVAN. R 

8004100313 

50-869 

i» 

L 

6004280072 

50-369 

A 

BASS IN. N 

8004220633* 

FOIA 


bevel. K A 

8004220418 

50-320 

If 

L 

8004280076 

50-369 

A 

BASRIH.N 

8004220486* 

FOIA 


BEYEAr J 

8004100127* 

50-3 

p 


8004280084 

58-416 

A 

BA88IN.N 

8004040432* 

FOIA 


BHATIA.P 

80Q4 100265 

50-317 

a 


6004250036 

50-389 

A 

BA881N.N 

S0040404A6* 

40-8760 


BICKWIT.L 

0004290171 

50-327 

f\ 


8004250005 

TOPREP 


BAST. J 

0004070332 

50-320 

R 

BIDDLEjC T 

8004020232 

50-466 

& 


8004300142 

50-369 

A 

BATEMAN. M H, 

0004100168* 

50-354 

0 

BIDDLE. C T 

8004020232 

50-466 

a 


0024* 

50-272 

0 

BATEMAN. H 

8004210359* 

70-143 


BIDDLE. C T 

8004100274 

50-493 

0 


0191* 

70-33 


bates. a k 

7907170211 

50-443 

H 

DIDDLE, C T 

0004100274 

50-490 

o 


0219* 

50-247 

0 

BATES. A 

0004040271 

ACRS 


BIDDLE. C r 

600414041S 

50-466 

& 


0446* 

50-344 

R 

BATES, A. L 

8004020426 

mac 


BIDDLE. C. T 

0004140413 

50-466 

0 


0509 

CONTRACT 


BATES, A L 

B004080102 

MIBC 


BIDDLE, C T 

8004080687 

50-466 

o 

QAKERi ^ R 

6004060594* 

80-155 

0 

BATLS.ft W 

8004280530* 

50-336 

0 

DIDDLE, C T 

0004000607 

50-466 

G 

HAKERrR 0 

BOO 40 4 000 4* 

80-209 

K 

BAUER, E R 

8004010440* 

50-318 

0 

BIDDLE, C T 

0004100557 

50-466 

Q 

HAK^R.S 

8004330024 

90-466 

Q 

BAUER, E R 

8004010383* 

50-318 

0 

BIDDLE, C r 

0004100557 

90-466 

ff 

baker. R 

6004060333 

XPORTLlt 


BAUER, E.R 

6004010380* 

50-310 

S 

BIDDLE. C T 

B0O423OO22 

50-466 

& 

BALBUINi J H 

0004110169 

90-445 

K 

BAUER, E 0 

8004170252* 

50-277 

P 

BIDDLE, C t 

0004230022 

50-466 

0 

BALDWlNiJ M 

6004330074* 

50-445 

M 

BAUER. R 

8004290499* 

50-317 

8 

BIDDLE, C T. 

0004240538 

90-466 

G 

ball. A C 

8004220560* 

50-in 

H 

DAUH.E A 

B0040 10269 

50-280 

1 

BIER. J, 

0004070137* 

90-155 

H 

Ball. A c 

6004220565* 

50-111 

ft 

BAUM.E A 

8004140258 

50-200 

F 

BIERBAUM. 0 A 

0004080407* 

90-133 

& 

BAtua J 

8004280024 

NUftEO 


BAUN.E.A 

0004250387 

50-339 

J 

BIERHAH.S R 

0004040020 

RES 


BALLARD. R L 

8004030149 

50-416 

A 

BAUMAN, ft E 

8004080280* 

50-320 

U 

ftlOIARELLI.M J 

0OO41SO44O* 

50-840 

B 

8ALLARP.R L 

8004020206 

50-382 

A 

BAUNACK, N 

B00416Q146* 

30-293 

0 

BlOlARELLlrM J 

0OQ429O3O3* 

50-845 

B 

BALLARD. R L 

8004310046 

90-29 

H 

BAUNACK.W 

8004040411* 

50-293 

0 

BlMAL.a. 

0004040067* 

50-344 

T 

BALLARD, R L 

8004190076 

50-466 

D 

BAUNACK, W H 

8004090130* 

50-213 

Q 

birkel.r a 

8004150051 

50-369 

A 

BALLARD, R L 

80043801 14* 

50-514 

D 

BAUNACKiW h 

8004180320* 

50-320 

0 

BlSEKrO 0 

8004150117* 

71-367 


BALlAROfR L 

8004260113 

50-514 

D 

BAUNACK. M 

8004280147* 

50-272 

0 

BlSHOPiC J 

8004020231* 

50-309 

& 
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CATEoaRY 

QiaHDPiC J 

aoo4oao202» 

50-309 

G 

BQRDENICK.B M 

0004000439 

50-514 

0 

DREY, H L 

8004010450 

50-267 

P 

OlSHOPiC J 

8004190168 

50-389 

G 

DQRDENICK. B K 

8004090390 

50-320 

0 

BRICKLEY.R H 

8004220244* 

50-449 

0 

BI8KQPi 0 

a0040‘?0l45 

PR 


BORDENICK, D M 

8004090396 

50-320 

G 

BRIDGES, G 

8004210305* 

50-10 

H 

BISHOP, M 

8004090100 

SO-466 

0 

BORDENICK.D M 

0OO423OOSI 

50-322 

0 

BRIGGS. L 

8004090262* 

50-219 

0 

BISHOP, C J 

8004030076 

50-466 

G 

BORDENICK, D M 

8004150243 

50-514 

0 

DRIGGS, L E 

0004090422* 

50-219 

0 

BISHOP. C J 

8004090450 

50-466 

G 

BORDENICK.D M 

0004 150312 

50-516 

G 

BRIGGS, T 

8004210450* 

50-219 

G 

BISHOP, C J 

8004080562 

30-556 

G 

BORDENICK, D K 

8004250398 

50-322 

0 

BRIGHT. R M 

8004040010 

50-302 

0 

BISHOP. C J 

8004090123 

50-445 

M 

BOREIKO. T 

8004020489 

50-327 

0 

ORIGHT.R M 

8004 100365 

50-302 

P 

BISHOP, C J 

a004230i62« 

50-445 

M 

BOREN, D L 

8004 140405* 

MI SC 


BRIGHT, R M 

80042101 1 1 

50-302 

Q 

BISHOP, C J 

8004080974 

50-320 

G 

BORES. R J 

00040701 12* 

70-1100 


BRIGHT, R M 

8004000374 

50-302 

P 

BISHOP, C J 

8004100253 

50-272 

G 

BORES, R J 

8004080352* 

50-317 

G 

BRIGHT. R M 

0004080613 

50-302 

P 

BISHOP, R U 

8004080292 

50-213 

I 

BOREB. R J 

8004300326* 

50-223 

Q 

BRIGHT. R M 

0004210239 

50-309 

R 

BISHOP, R H 

8004 150320 

30-245 

I 

BDROMANN, E A 

8004300604* 

50-358 

G 

ORIGHT.R M 

8004280351 

50-302 

P 

BISHOP, C J 

8004100240 

50-445 

K 

BORGKANN, E A 

8004160009 

50-358 

Q 

BRIGHT. R M 

0OO4IBO239 

50-302 

P 

BISHOP, C J 

8004240541 

50-275 

G 

BOROHANN. E A 

8004040340 

30-358 

1 

ORIGHT.R ti 

8004180462 

50-302 

I 

BISHOP, C J 

8004210141 

50-445 

M 

BORGHANN. E A 

8004280317 

50-358 

F 

ORIGHT.R M 

8004220526 

50-302 

Q 

BISHOP, C J 

8004230098 

50-275 

G 

BQRSr, L 

8004210022* 

FQIA 


ORIGHT.R M 

8004200567 

50-302 

P 

BISBETTiP H 

0004080599* 

70-364 


DOSSER. K A 

8004200337* 

50-320 

H 

ORIGHT.R M 

8004300331 

50-302 

Q 

BIXEL, 0 A 

8004100480* 

50-155 

0 

B03TIAN. R W 

8004 100390 

70-2623 


BRINKMAN. T J 

8004010520 

50-322 

0 

flIXEL, D A 

8004100469* 

SO- 155 

0 

□ OUKNIOHT, J A 

8004000273 

50-449 

M 

BRINKLER.J E 

0004 1 00492* 

50-309 

S 

BLACK, R L 

B004020468 

50-322 

G 

DOUKNIOHT.J A 

8004020113 

50-445 

M 

DRINKLER.J E 

8004210278* 

SO-309 

3 

BLACK, R L 

0004100489 

SO-522 

A 

BOUKNIOHT.J A 

0004020119* 

50-449 

H 

OniSTOL.M 

8004070193 

S0-3B7 

H 

BLACK. R L, 

8004110142 

50-312 

0 

DOUKNIGHT. J A 

8004020119* 

50-449 

M 

DR0ADU6. C R 

0004240565 

NUREG 


BLACK, R L 

8004140482 

90-312 

0 

BOUKNIGHT. J A 

0004170312 

50-445 

M 

BRQCKETT.T W 

8004080578 

ILE 


BLAKE. E L 

8004020202 

50-209 

0 

DOUKNIGHT. J A 

8004170312 

90-449 

M 

DROEHL. D J 

B00404006S* 

50-344 

T 

BLAKE. E L 

8004020202 

50-289 

G 

BOUKNIOHT.J A 

0004230154 

50-449 

M 

BROEHL. D J 

8004040073* 

50-344 

T 

BLAKE, E L 

8004100549 

50-289 

0 

DOUKNIOHT.J A 

8004230154 

50-445 

M 

DROEHL. D J 

60040 1 0334 

50-344 

P 

BLAKE, E L 

8004100566 

50-209 

0 

DOUKNIOHT.J A 

8004240061 

50-445 

M 

BROEHL. D J 

60040 20409 

50-344 

P 

BLAKE, E L 

0004110561 

50-209 

G 

BOURN I A. A 

0004020413 

50-373 

F 

DROEHL, 0 J 

8004200296 

90-344 

P 

BLAKE, E L 

8004110567* 

50-289 

G 

BOURN I A, A 

0004280051 

90-373 

A 

DROEHL. D J 

8004080506 

50-344 

P 

BLAKE. E L 

8004100549 

50-289 

G 

DOWERS. C £ 

8004230533 

70-820 


BROEHL, 0 J 

8004180466 

50-344 

P 

BLAKE. E L 

800410DS66 

50-289 

0 

DOWERS. C E 

8004240160 

70-820 


BROEHL, 0 J 

8004220699 

90-344 

P 

BLAKE. E L 

8004110567* 

50-289 

0 

DOWERS. C £ 

8004220177 

70-820 


DROEHL. D J 

0004300300 

50-344 

P 

BLAKE, E L 

8004140004 

50-289 

G 

BOWERS. J 

8004030322 

90-209 

0 

BROEHL. D J 

8004300387 

50-344 

Q 

BLAKE, E L 

S004 140004 

50-289 

0 

BOWERS. J 

8004100563 

90-289 

0 

BROOKS. E H 

0004020263* 

50-259 

0 

BLAKCHARD,W H 

8004140095* 

HISC 


DOWERS, J 

8004100565* 

90-289 

0 ' 

BROOKS. E H 

8004100202* 

50-250 

G 

BLOCK, 6 

8004300206 

NUREG 


DOWERS. J 

8004 100567* 

50-209 

0 

DROSS. I D 

B0040 40320 

50-320 

H 

BLUMBERO, N 

8004160146* 

80-293 

Q 

DOWERS, J 

0004110093 

90-289 

0 

DROUDE, M 

8004290083* 

50-320 

H 

BLUMBERO,H J 

8004S80147* 

50-272 

Q 

OOWER6, E 8 

8004080597 

50-914 

0 

BROWER, 0 W 

8004020144* 

ACRS 


BLUKE, M 

80040201 90* 

50-445 

M 

OOWERB, E 8 

8004150092 

50-914 

G 

DROWN. 8 H 

6004000148* 

FOIA 


BLUME.M B 

8004030347 

50-449 

M 

DOWERS. E 8 

8004210128 

50-250 

0 

BROWN. J 

8004140350* 

50-369 

A 

BLUME,H D 

8004010262 

50-445 

K 

BOWMAN, J 

8004040155 

50-322 

H 

DROWN. 8 D 

B004100D25 

NUREG 


BLUME.H B, 

8004080420 

50-449 

H 

OOWVER.J E 

8004220579* 

FOIA 


DROWN. G D 

80043 00031* 

40-4492 


aLUHE,M B 

8004100126 

50-445 

M 

nOWVER/J E 

8004220557* 

FOIA 


DROWN. 0. D 

80043 00068* 

40-4492 


BLUME.H. B, 

8004290227 

50-445 

M 

DOYO.R 8 

0004280379* 

50-10 

H 

DROWN. R A 

B004160172* 

50-277 

0 

BOATWRIOHT.N C 

8004220562* 

FOIA 


BOYD, D C 

8004040444* 

50-315 

0 

DROWN. R A 

6004210035* 

40-672 


BOATWRIGHT. N C 

8004220448* 

FOIA 


BOVO, D C 

8004040299* 

50-315 

G 

DROWN. R A 

6004210120* 

50-289 

a 

BOATWRIGHT. N C 

8004220458* 

FOIA 


DOYO, D C 

S0041 00290* 

50-282 

0 

DROWN. R A 

60042 B0310* 

50-293 

a 

BOATWRIGHT, N C 

8004220461* 

FOIA 


BOYD, D C 

6004070427 

50-319 

8 

DROWN, G D 

8004040094* 

50-313 

Q 

BOATWRIGHT. N C 

8004220548* 

FOIA 


DOYD, D C 

8004070192 

50-315 

8 

DROWN. R A 

0004040453* 

40-3061 


BOATWRlOHTrN. C 

8004220463* 

FOIA 


BOYD. D C 

8004090030 

50-315 

S 

DROWN, R A 

GD04Q40035* 

50-255 

0 

BOCCIO, J 

8004220574 

REVIEW ORP 

DOYD, D C 

8004040059 

50-315 

B 

DROWN, R A 

8004040399* 

90-315 

G 

BOOKER, H 

0004220039* 

90-316 

P 

BOYD, D C 

8004280641 

50-295 

8 

BROUN, R L 

8004020434* 

QA999 


BOOTKErP J 

8004080438* 

50-295 

R 

BOYER, V 8 

8004080543 

50-277 

P 

DROWN. R L 

0004100034* 

QA999 


BDE,E 

8004100491* 

HIBC 


DOYNS. P K 

8004030308* 

FOIA 


DROWN, R A 

8004080147* 

27-47 


BDGDEN, G 

8004090064 

40-1162 


DRADELY, R D 

8004090084* 

90-400 

0 

DROWN, 0 D 

8004040104* 

QA999 


BOGDEH, 0 

0004090250 

40-1162 


BRADFORD, W 

0004300187* 

90-302 

Q 

DROWN, 0 D 

0004300099* 

40-4492 


BOGDEN, 0 

8004090255 

40-1162 


DRADFORD.P A 

8004180294* 

50-247 

E 

DROWN, R A 

8004100520* 

50-254 

□ 

BOODENr G. 

8004080606 

40-1162 


DRADFORD.P A 

0004000053* 

90-309 

P 

DROWN, R A 

8004040171* 

50-331 

Q 

BOHN,R. J 

8004000331 

50-367 

R 

BRADFORD, W H 

8004200143* 

90-348 

Q 

BROWN, 0 D 

800404 0100 

0A999 


DOHNrR J 

8004150453 

50-367 

R 

BRADLEY, E R 

8004210298 

NUREG 


BROWNLEE, V L 

8004220221* 

50-321 

Q 

BOHNrR J 

8004220553 

50-367 

R 

BRADLEY, J P 

8004030361 

PR 


BROWN, 0 D 

0004250299* 

50-313 

Q 

BDHNrR U 

0004260494 

50-367 

R 

BRADLEY, R 0 

8004070331* 

90-400 

Q 

BROWN, H H 

0004090033 

90-275 

0 

60HN,R J 

8004300431 

90-367 

R 

BRADLEY, E J 

8004140317 

50-352 

t 

BROWN, G 0 

0004290293 

50-313 

G 

BOLT, B. A 

8004170257* 

50-70 

P 

BRADLEY, E J 

8004150246 

50-277 

I 

DROWN. 0, D, 

0004300043 

40-4492 


BONNEVILLE, R B 

8004210118 

PR 


BRADLEY, E J 

8004150267 

90-171 

I 

DROWN, 8 C 

0004010465 

50-404 

0 

BONZONrL L, 

8004240464 

NUREG 


BRADLEY, E J 

8004150470 

50-277 

I 

DROWN, 6 C 

8004020157 

50-404 

R 

BONZON.L L 

8004240505 

50-296 

P 

BRADLEY, E J 

8004170246 

50-277 

P 

BROWN.O F 

80042 1 0353 

PR 


BOOK, H E 

8004100056* 

70-25 


BRADLEY, E J 

8004170252* 

90-277 

P 

DROWN, 0 r, 

8004210361* 

PR 


BOOK, H E 

8004100053 

70-25 


BRADSHAW, K 

8004100582* 

50-320 

H 

DROWN, M S 

6004230432* 

50-316 

a 

BOOK, H. E 

8004030247* 

50-298 

Q 

BRAMLETT.L. 8 

8004140333* 

30-313 

6 

DROWN, 8 C 

8004220641 

50-339 

P 

BOOK, H, E 

0004210248* 

50-312 

Q 

BRAMLETT.L S 

8004150641* 

90-313 

8 

BROWN, 6 C 

8004230234 

90-404 

A 

BQOK,H E 

0004040050* 

50-312 

Q 

BRAMLETT,L, 8 

8004140360* 

50-313 

8 

BROWN, B C 

8004220399 

50-330 

Q 

BQOK.H E 

0004210241* 

50-312 

G 

BRAMLETT,L 8 

8004150549* 

90-313 

8 

BROWN, B C 

8004220611 

50-404 

8 

BOOK, H E 

0004040054 

50-312 

Q 

BRAMLETT,L 8 

8004210220* 

50-313 

R 

BROWN, 8 C 

8004300415 

90-404 

Q 

BOOKiH £ 

8004210020* 

50-320 

G 

BRAMLETTrL 8 

8004230473* 

50-313 

8 

BROZ,R £ 

8004100423 

70-754 


BOOK, H. E 

8004110543 

50-243 

G 

BRAMLETT, L. 0 

8004290383* 

50-313 

8 

DRUGOER,R M 

8004300905 

70-754 


BOOK, H. E. 

8004110550* 

50-243 

Q 

BRAHSON, L 

8004300073* 

50-387 

G 

DRUNE.J N 

8004210325* 

50-275 

G 

BOOK, H, E, 

0004210231 

50-312 

Q 

BRAND, W. E 

8004280004 

90-395 

M 

BRUNNER, E J 

0004200070* 

50-334 

P 

BOOK, 8 A 

8004260047 

NUREG 


BRANDON, R J 

8004090476* 

90-293 

P 

aRUNNER,E J 

0004070120* 

90-329 

Q 

BOOKEr B. L 

000421 0388* 

40-1162 


BRAY, T C 

8004220558 

50-111 

R 

BRUNNER, E J 

8004160137* 

50-293 

Q 

BQOKEiB L 

8004210388* 

40-1162 


BRAYMAN, K W 

8004210307* 

TQPREP 


BRUNNER, E J 

8004090249* 

90-219 

Q 

BOOKER, H K 

8004170329 

NUREG 


BREED, A 

8004150280* 

TOPREP 


BRUNNER, E J 

8004040168* 

90-334 

Q 

BORCHELT, K L. 

8004230007* 

50-445 

M 

BREED, A 

8004150270 

TOPREP 


BRUNNER, E J 

0004040407 

50-293 

G 

BORDENtCK, 8. H 

8004090192 

90-320 

0 

BRESLER, B 

B004040070* 

90-344 

T 

BRUNNER, E J 

8004090131 

90-213 

Q 



PERSONAL AUTHOR INDEX 


AUTHOR 


ACCESSION 

NUMDER 

SUBJECT 

CATCGDRV 

AUTHOR 

BRUNNER. E J 
DRWtiEP>E J 
DRUNNfeR.E J 

ghunner.e J 

J 


8004160189* 

800410007? 

B004090417 

BOO4Q0O44B 

00042100*9* 

50-277 0 

50-322 a 

50-219 0 

50-213 Cl 

30-309 Q 

QURCHETTE.W H 
BURCHE77E.W H 
DURCHETTErW H 
fiuRBETTE, 7 £ 
BURDETTE, T t 

ORUNNER.E J 
HHUNNERiE J 
ORUNNER.t J 
BRUNWER.e J 
aRUNNER^E J 


0004210059 

0^>O4aiOl46 

0004170200 

0004210439 

0004160145 

50-344 0 

50-322 d 

50-572 fl 

50-519 Q 

50-293 0 

dUPGSaS. D 
BUROtN.R E 
QUni,R A 
nmw,? 

nURMETTe,0 w 

ORUNNER/ E J 
GRUimER.E J 
BRUNNER. E J 
HRUllNER.e U 
BRUhENER. E J 


0004280130* 
0004180138 
00040701 14 
3004090236 
0004100316 

50-272 d 
50-24S 0 

50-322 0 

50-219 d 
50-320 0 

BURNETTE. d W 
BURNS, S d 
BURNS, D 
burns. S A 
5U!WS,a 0 

qrunner. e j 
aRUNNER. E U 
BRUNWER. E U 
BRUNNER, E 0 
OHUNNERy E U 


0004090469 
BD040901 16 
B004 160103 
6004160129 
0004280111 

50-293 0 
SO-245 8 
50-277 Q 
30-293 0 
50-275 0 

burns, a 0 

BURNS, B 0 
burns, a G 

BURNS, S d 
BWSEV, B 

ARYAN, S E 
GRYAN.8 E 
drvant.j C 
GRYANT. U C 
gryant,j C 


0004220214* 

0OO4Sr2O993* 

0004020029 

0004040424* 

0004040174 

FOIA 

FOIA 

50-395 0 

50-424 Q 

50-259 Q 

BUR0TEUW S 
BUftaTGlW, a 
OURWELL, 5 S 
QUSCHdACH, T C 

butchxq.p P 

dryamt-u C 

DRYANT.J C 
BRYANT. J C 
DRVANT.J C 
SRVANT, J c 


0004100401 

0004070150* 

0004040064 

6004040203 

0004040201 

50-566 0 
50-438 0 
50-416 d 
50-566 Q 
50-416 0 

BUTLER, M 
OUTTHBAD,S J 
CADNAtLT W 
CAWEUL, J J 
cadwell, j j 

BRYANT, J C 
BRVANT.J i 
BRYANT, J C 
BRYANT, J C 
BRVANT,^ C 


0004090071* 
9004090304 
9004090390 
0004100045 
90040201 B 8* 

50-400 d 
50-510 0 

50~A3a 0 

'50-416 Q 
30-424 Q 

CAONELL, J J 
CAVULLiW J 
CAHrU, W J 
CAHILL. W J 
CAHllU.M J 

BRYANT, J C 
BRYANT, J C 
BRYANT, J C 
BRYANT. J C 
DRVANT, J C 


9004090204 

0004090351 

0004090366 

0004230009 

9004230036 

50-34S 0 
50-302 0 
50-230 Q 
50-250 Q 
50-390 0 

CAHIIL.W J 
CAHILL, U J 
CAHILL, « J 
CAHILL. W J 
CAHILL. W J 

BRYANT. J C 
BRYANT. J C 
BRYANT. J C 
BRYANT. J C 
BRYANT, J C 


0004000122 
900407031 5* 
0004110503 
0004110572 
9004160057 

50-330 Q 
30-400 0 
50-259 Q 
50-395 Q 
50-553 d 

CAHILL. H 
CAHILL, U J 
CAHILL, W J 
CAHILL,!} J 
CAHILL. M J 

BRYANT, J C 
BRYANT. J C 
BRYANT, J C 
BRyAUT, J C 
BRYANT, J C 


0004160066 

0004070039* 

90043001QQ-* 

80042101(6 

9004210195* 

50-327 d 
50-400 Q 
50-566 0 
50-566 d 
50-269 0 

CAHILL. H J 
CAIN,C L 
CAIM.C L 
CALQHELL.J J 
CALDWElLiR A 

BRYANT, U C 
BRYANT. J C 
DRYAnT, J c 
BRYANT, J C 
BRYANT. U C 


0004220215 

9004200194 

0004210242* 

6004210247* 

0004160110* 

50-321 d 
50-259 d 
50-413 0 
50-413 0 
50-413 0 

CAUBHELL.R A 
CALHOUN, F L 
CALHOt/M, J ft 
CALHOUN, U R 
CALHQUM.U P 

BRYANT. U C 
BRYAN, J K 
BRYANT, J C 
BRYANT, J C 
BRYAN, J K 


9004300484* 

0004110329* 

0004230099 

9004240430# 

9004030209 

50-393 d 
50-483 d 
50-261 Q 
50-491 Q 
50-483 S 

CALHOUN, J R 
CALHOUN, J fi 
CALHOUN, J R 
CALHOUN, J P 
CALHOUN. J R 

BR VAN, J, V<» 
BUCHANAN, C 
BUCHANAN, C 
BUCHANAN, J 
BUCHH0L2, R 

R 

R 

P 

H 

90Q4040362 

0004220517* 

0004220512* 

0004130337* 

0004000635* 

50-483 5 

FQIA 

FCIIA 

50-390 R 
ACRB 

CALHOUN, 4 ft 
CALHOUN. J, « 
CALHOUN, J R 
CALHOUN, J ft 
CALHOUN, J ft 

DUCHHOLZ, R 
BUCHHQLZ, R 
BUCHHQLZ, R 
BUCHHQLZ, R 
BUCHHQLZ, R 

H 

H 

H 

H 

H 

0004090316 
0004020254 
0004 1 30353 
9004280504 
0004290460 

TQPREP 

roPREP 

TOPREP 

TQPREF 

TQPREP 

CALHOUN, J R 
CALHOUN. J R 
CALHOUN. J ft 
CALHOUN, J R 
CALHOUN, J R 

BUCHaLZ,R 
BUCKALEN, W 
BUCI^LEY, 8 
SUC148, N 
BUDNIT2, R, 

H 

H 

C 

U 

0OOA22Q497 

8004340505 

B00414QQ16 

8004020049 

BQO40B0S19 

TOPREP 

50-396 P 
50-275 A 
40-1341 

REa 

CALHOUN, J ft 
CALHOUN, J P 
CALHOUN, J B 
CALHOUN, J ft 
CALHOUN, J R 

BUDNlTZrR J 
BUFFINOTCNr 0 E 
BUHL, 7 

BWL.T 

(jgUlECHECK^ T 8 

0004300601 

0004170221* 

8004070240 

8004020102 

B004040459 

coMmsaioN 
50-317 S 
WASTE MOT 
HASTE MOT 
NUfiEO 

CALHOUN, J R 
CALHOUN, J R 
CALHOUN, J ft 
CALHOUN, J R 
CALHOUN, J R 

BULISCHECY., T 
DUULOCKr J 8 
0URCHETTE,V1. H 
BURCHETTEiW H 
flURCHETTErU H 

8004080094 

8004110466 

800408001 a 

0004080019 

8004090427 

RES 

TQPREP 

50-445 n 

50-445 M 
50-445 

CALHOUN. J ft 
CALHOUN, J ft 
CALHOUN. J R 
CALHOUN, J ft 
CALHOUN, J ft 


ACCESSION 

NlVfOER 

SUBJECT 

CATEODftV 

AUTHOR 

6004090427 

8004240061 

0004240071* 

0004160062* 

Q004300493* 

50-445 H 

50-445 H 

50-4<f5 H 

50-553 0 

50-395 0 

CALHOUN, J ft 
CALHOUN, J ft 
CALHOUN, J R 
CALHOUN, J ft 
CALHQUN. J R 

0004 140360 

8004020274* 

B004080679 

8004160096 

0004150063 

50-320 H 
40-2061 

RES 

50-201 P 

RES 

CALHOUN. J ft 
CALHOUN, J R 
CALHOUN, J ft 
CALHOUN. J R 
CALHOUN, J ft 

9004170207 

7911050375 

0004080156 

0004080062 

BO04OBO067* 

RES 

DISC 

50-307 d 

50-255 0 

50-255 0 

C ALLAN, L J 
CALLENDINE.G W 
CAMM, F 

CAMM. F 

CAMPBELL, E R 

8004000006 
8004170255 
0004170258* 
S0042 10232 
0004070002 

50-255 G 

50-255 0 

50-255 0 

50-255 0 

FDlA 

CAMPBELL, H 
canter, H L 
CANTER. H L 
CANTRELL, F 8 
CANTRELL, F S 

0004010223 

8004290428 

0004090053 

6004230307* 

8004300054* 

50-266 0 

50-266 f 

50-4A5 F 

HUfiEO 

50-307 0 

CANTRELL, P 3 
CANTRELL. F S 
CANTRELL. F 8 
CANTRELL. F S 
CANTRELL. F a 

790206038a* 

B00407dloa 

6004020050 

0004300035 

0004240460 

jiiac 

30-596 0 

50-166 H 

RES 

RES 

CANTRELL. C E 
CAPHTON, D L 
CAPftA.n A 
CAPRA, n A 
CARFAONO, S P 

0004150021 

0004100389 

SOO4O0O256 

8004300009* 

0004000410 

RE8 

50-247 ? 
50-247 d 
5Q-387 0 
50-247 P 

CARFAONO.S P 
CARLSON, R T 
CARLSON, ft T 
CARLSON, « T 
CARLSON, ft T 

0004000417 

8004210255 

8004220589 

0004220627 

0OO424O4JO 

50-247 P 
50-247 R 
50-247 F 
50-247 ? 
50-247 ? 

CARLSON, ft T 
CARLSON, R T 
CARLSON, ft T 
CARLSON, J C 
CARLSON, R T 

8004210269 

0004300429 

8004300307 

0004300416 

8004300419* 

50-3 ft 
50-247 P 
50-247 P 
50-247 P 
50-247 P 

CARLSON, ft T 
CARLSON, R T 
CARLSON, R T 
CARLSON, R T 
CARLSON, R T 

0004300411 

8004300001* 

Qo04Si0020* 

0004150020 

0004070036* 

50-247 P 
40-4492 

50-320 0 

RES 

50-285 0 

CARLsaN, R T 
CARLSON, R T 
CARLSON. R T 
CARLSON, n T 
CARLSON, R T 

6004290011* 
790S 190090 
G004020366 
8004010375 
0004010399 

50-290 d 

Ml SC 

50-327 9 

50-327 8 

50-327 9 

CARLSON, R T 
CARLSON, R T 
CARLSON, R T 
CARLSON, R T 
CARLSON, J P 

8004010360 

8004010393 

0004010433 

0004010451 

B0O4O1O460 

50-327 6 
50-296 9 
50-327 8 
50-259 S 
50-260 B 

CARLSON, R T 
CARLSON, R T 
CARLSON, ft T 
CARLSON, R T 
CARLSON, R T 

0004010464 

8004010487 

8004010502 

6004070288 

8004090410 

50-327 8 
50-259 8 
50-327 B 
50-260 8 
50-327 S 

CARLSON, R T 
CARLSON, R. T 
CARLSON, R T 
CAftLBON.R T 
CARLSON. J D 

0004000519 

8004000616 

0004090333 

8004090429 

0004090453 

50-327 fi 
50-327 B 
50-327 6 
50-327 S 
30-327 S 

CARLSON, R T 
CARLSON, R T 
CARNEY, J A 
CARNEY, J A. 
CARRiH 

0004150515 

0004180460 

0004140420 

8004140433 

0004150520 

30-260 3 
50-327 8 
50-327 3 
50-260 B 
30-327 S 

CARR, S E 
CABRJEft, M J 
CARRICK, J 
CARRIER, W B 
CARROLL. D E 

0004150539 

0004150573 

0004100399 

0004100451 

8004100452 

50-327 a 
30-259 8 
50-327 8 
50-260 8 
30-296 a 

CARROLL. 0. E 
CARROLL/ 8, E 
CARROLLrO. E 
CARROLL/ D £ 
CARROLL, D E 

0004150525 

0004150500 

0OO415O5B3 

0004150554 

0004220715 

50-259 S 
50-327 a 
50-259 8 
30-327 0 
50-327 S 

CARROLL, 0 E, 
CARROLL, D E 
CARROLL, D E 
CARROLL/ D E 
CARROLL, D E 


ACCES3IDN 

NUMBER 


8004220733 

8004230i9D 

aC0422Qt•^9 

800A220tab 

8004320742 

800425039i 

8004280593 

0OO4a9O3n 

B004290435 

B00429Q515 

aoQ4l00335o 
8004220644* 
8004070 vaa# 
800403QQ3i 
B00414039Q* 

7909290207* 

8004300493* 

ao04noi5<* 

0004100506* 

Q0O4040125* 

Q004090400* 

0004230046* 

0004160062 * 

0004160072* 

8004310121* 

00041 506 I 5* 
0004310151* 
8004350360 
8004100490 
0004070042* 

0OO4OSO494 

7012110287 

B004070109* 

9004070233* 

8004330079* 

9004100150* 
0004 lOQ 103* 
8004070385# 
8004100303* 
0004090395 

8004150139 

8004090433 

0OO41OQQ99 

8004300296* 

0004100533 

0004 icosao 
0004090432 
0004100329 
8004100500 
0004070213 

8004090137 

GD04070102 

0004090314 

8004310003 

0004210196* 

0004070379 

0004100035 

0OO4OBO1O9 

0004100132 

0004100606 

0004100611 

0OO41OQO94 

8004300603 

0004230059 

8004200277* 

8004300171 

8004300383 

0004090387 

0004090387 

0004140419 

0004070100* 

8004070136 

8004010237 

8004170203 

8004100089 

8004100086 

0004100000 

0004150146 

0OO4J5OJ5O 

8004080569 

0004000572 

0004180303 

0004330410 

0QQ423O3O4 

0004230308 


SUBJECT 

CATEGORY 


50-327 S 
50-327 0 

50-S60 S 
50-259 S 
50-299 8 

50-359 e 
50-259 S 
50-327 S 
50-327 S 
50-327 8 

50-313 0 

FOIA 

50-324 P 
SO-320 0 

50-J69 A 

FOIrt 

50-312 Q 
50-312 0 

50-566 0 

50-416 0 

50-510 Q 
50-390 Q 
50-953 Q 
50-327 Q 
50-566 Q 

30-327 P 
90-322 Q 
50-269 P 
50-269 P 
50-271 P 

50-254 Q 
50-307 0 

50-443 0 

50-245 Q 
50-353 Q 

50-354 Q 
90-387 0 

90-307 0 

90-344 0 

50-293 0 

90-353 0 

50-033 <J 
50-352 0 

5Q-410 d 
50-402 0 

50-410 S 
50-443 Q 
50-219 Q 
30-309 d 
50-249 0 

50-402 8 

90-443 0 

90-353 8 

90-423 Q 
50-243 Q 

50-307 d 
90-443 Q 
90-394 8 

90-354 d 
90-423 8 

90-311 8 

90-307 Q 
90-293 d 
90-352 d 
90-397 0 

50-334 S 
90-410 Q 
50-445 K 
90-445 M 
PR 

contract 

70-27B6 
50-294 P 
70-2909 
ORO 

ORO 

50-10 Q 
50-10 0 

ORO 

90-10 0 
ORO 

50-10 Q 
ORO 

50-10 0 
ORO 
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ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

CARROLL* 0 E 

Q00A220154 

□RO 


CARROLL* D E 

GOOAS20161 

50-10 

Q 

CARROLL* D E 

0004230199 

30-10 

Q 

CARROLL* D E 

0004220203 

ORG 


CARROLL* J n 

£300 4 2 9 04 1 6* 

50-318 

a 

CARSON. 0 D 

000 4080090* 

50-150 

1 

CARTER. R 8 

8004090194* 

50-104 

0 

CARTER. R S 

0004 1 00007 » 

50-104 

Q 

CARTER. K W 

000410053? 

50-209 

G 

CARTER. K W 

0004 1 40074 

50-209 

G 

CARTER. K W 

0004140077* 

50-209 

0 

CARTER* K W 

8004140000* 

50-209 

0 

CARTER* K tJ 

0004140094* 

50-209 

0 

CARTER* K W 

8004210453 

50-289 

Q 

CARTWRIOHT.J E 

0004200030 

50-556 

Q 

CARTWRIGHT* IJ R 

8004010505* 

50-330 

S 

CARTWRIGHT. W R 

8004030221* 

50-330 

S 

CARTWRIGHT. W R 

8004030226* 

50-338 

3 

CARTWRIGHT. W R 

0004000536* 

50-338 

S 

CARTWRIGHT. W R 

0004030230* 

50-338 

R 

CARTWRIGHT. W R 

0004070307 

50-338 

a 

CARTWRIGHT, W R 

0004070309* 

50-330 

9 

CARTWRIGHT, W R 

0004220646 

50-338 

0 

CARTWRIGHT, W R 

0004220653* 

50-330 

s 

CARTWRIGHT. W R 

0004200549 

50-330 

a 

CARTWRIGHT, W R 

0004280554* 

50-338 

g 

CARTWRIGHT, W R 

0004200604 

30-330 

9 

CARTWR10HT,W R 

0004200600* 

50-338 

s 

CARUSO, R. 

BDD4100161 

50-213 

p 

CARUSO, R 

0004100171 

50-245 

p 

CA0ARO, R 

0004140449* 

50-456 

A 

CA8E*E G 

8004070063* 

50-281 

0 

CASE,£ 0 

8004230014* 

50-266 

0 

CASEY* 8 Q 

8004080228 

PR 


CASEY* S B 

8004090188 

PR 


CASEY* 8. B 

8004090196* 

PR 


CASEY* T e 

8004080713 

FOIA 


CATALANO* G. R 

8004080092 

40-2061 


CATCHP0LE*0 J 

BDD4030001 

40-0745 


CATCMPOLE. 0 J 

0004240563 

40-0745 


CATION. 1. 

8004080631* 

ACR8 


CELLIER* F 

8004180090 

70-2909 


CERNE.A C 

0004300309* 

30-410 

G 

CERNE.A C 

8004090441* 

50-443 

Q 

CERNE.A C 

8004210011* 

50-423 

Q 

CHAlFETZrD H 

0004290161 

FOIA 


CHANANIA*F D 

Q004020I49 

50-443 

M 

CHANANlArF D 

0004020164* 

50-445 

M 

CHANANrA*F 

8004020190* 

50-445 

M 

CHANAN1A*F I) 

0004080559 

30-445 

M 

CHANANIA*F D 

0004030347 

50-445 

H 

CHANANIA*F 0 

0004080172 

50-445 

M 

CHANANIA,F D. 

0004180167* 

30-445 

H 

CHANANIA. F 

0004240061 

50-445 

M 

CHANANlArF D 

0004150157 

50-445 

M 

CHANANlArF D 

0004170347 

50-445 

M 

CHANANlArF D 

0004290227 

50-445 

M 

CHANDUEYfC A 

0004100294 

PR 


CHANDLER* L U 

8004020462 

50-361 

H 

CHANDRA* U 

8004290474* 

TOPREP 


CHANDRABEKARAN 

8004140340* 

50-10 

R 

CHANDLER* L J 

8004090465 

50-320 

0 

CHANDLER* L J. 

8004150226 

50-320 

0 

CHAPLIN. 8 D 

8004040344* 

30-320 

6 

CHAPLIN. 9 D 

8004040349* 

50-320 

e 

CHAPLIN* 8 D 

8004140377* 

50-320 

S 

CHAPLIN* 8 D 

8004250309* 

50-320 

a 

CHAPMAN* K, R 

8004220S51* 

FOIA 


CHAPMAN* L 

8004150070 

NUREG 


CHAPMAN* L, D 

8004150066 

RES 


CHAPMAN* L D 

0004300574 

REB 


CHAUDHARY. 8 

8004090430* 

50-352 

0 

CHAWLA* T. G 

0004100591 

NUREG 


CHECKER* U 

8004210310* 

50-10 

IH 

CHEN. M U 

8004150326 

NUREG 


CHEN. M J, 

8004290017 

NUREG 


CHENrU C 

8004040027 

RES 


CHERN* W. 8 

8004070145 

RES 


CHERRY, M. M 

0004020033 

50-454 

0 

CHERRY* M M 

8004000435* 

50-454 

G 

CHERRY, M H 

0004090177 

50-454 

0 

CHERRY* M. M. 

0004020033 

30-454 

0 

CHERRY* M. M 

8004000429 

50-454 

0 

CHERRY, M* M 

60040B0435* 

30-454 

0 

CHERRY, M M 

0004090177 

50-454 

G 


AUTHOR 

ACCESSION 

NUMBER 

surject 

CATEGORY 

CHESKO.R C 

CHESTER, R 0 
CHESTER, R □ 

0004220666* 

0004040369 

8004160095 

50-346 

RES 

RES 

S 

CHIANGI.N J 

8004170047 

50-400 

A 

CHIANGI. N J 

0004170053 

50-400 

S 

CHILDS, W V 

8004030270* 

50-333 

S 

CHILDS, W U 

0004030210* 

50-333 

6 

CHILDS. W V 

0004090440* 

50-333 

8 

CHILDS, W V 

0004220771* 

50-333 

S 

CHILDS* W V 

0004280559* 

50-333 

5 

CHILDS* W V 

0004290511* 

50-333 

& 

CHILDS, W V 

CHILES. L 

8004290402* 

0004090165 

50-333 

PR 

S 

CHILKiS J 

CHILK.S J 

CHILK.S J 

0004040260 
0004 100300 

0004170355 

50-402 

PR 

PR 

G 

CHILK.S J 

8004070143 

50-596 

0 

CHILK. 8 J 

eoo4oaobBi 

50-275 

0 

CHILK. 3 J 

CHILK. S J 

CHILKrS J 

CHILK* S J 

CHILK.S J 

CHILK* 8 J 

CHILK* S J 

CHILK* S J 

CHILK* 8 J 

CHILK.S J 

0004090206 

8004140060 

0004140072* 

0004140126* 

0004140120* 

00041.10133* 

0004140135* 

8004140139* 

0004)40140* 

0004140145* 

Stako Prog 
PRM 

PRM 

PRn 

PRM 

PRM 

PRM 

PRM 

PRM 

PRM 

CHILK.S J 

CHILK.S J 

8004150043* 

0004100597 

50-272 

XPORTLIC 

G 

CHILK.S J 

0004070045 

50-443 

0 

CHILK, S J 

0004000568 

30-293 

0 

CHILK. 8 J 

000425001 1* 

30-556 

0 

CHILK. B J 

CHILK.S J 

0004090454 

0004240130 

50-275 

XPORTLIC 

0 

CHILK.S J 

0004150073 

50-3 

0 

CHILK.S J 

8004210165 

50-406 

G 

CHILK.S J 

B00421016B 

90-275 

0 

CHILK.S J 

0004210174 

50-409 

G 

CHILK.S J 

0004210100 

50-400 

G 

CHILK.S J 

8004280165 

50-443 

G 

CHILK. 8 J 

0004280176 

30-400 

G 

CHILK.S J 

8004280222 

50-320 

0 

CHIL60N.V T 

8004240374* 

50-250 

R 

CHILQON.V T 

8004240432* 

50-250 

R 

CHILSON, V. T 

8004240356* 

30-230 

R 

CHIL80N, V T 

0004240474* 

50-250 

R 

CHILSON* V T 

6004240459* 

30-290 

R 

CHILSON. V T 

0004240363* 

SO-250 

R 

CHILSON* V, T 

0004240444* 

50-250 

R 

CHILSON* V T 

0004240466* 

50-250 

R 

CHILSON, V T 

0004240440* 

50-250 

R 

CHILSON* V T 

0004240422* 

90-250 

R 

CHILSON, V T 

0004230332* 

50-250 

R 

CHILSON* V T 

0004230490* 

50-250 

R 

CHILSON* V T 

0004230326* 

50-250 

R 

CHILBON.V T 

0004180520* 

50-250 

R 

CHILBON, V T 

8004180530* 

50-290 

R 

CHILSON, V T 

8004180374* 

30-290 

R 

chqnin.n 

0004080239 

SO-250 

G 

CHONIN, N 

0OO4OSO239 

50-230 

0 

CHQNIN.N 

8004240086 

50-250 

G 

CHRI8TA-MARIA 

CHRIBTDFFER.O 

8004140031* 

0004040047* 

50-155 

70-143 

H 

CHRlSSOriMOS.K 

8004080625* 

50-254 

0 

CHRISTOFFER.G 

0004080640* 

50-263 

G 

CHRISTMAN* J N 

8004000692 

50-338 

0 

CHRI880TIHQ6.N 

8004080573 

50-265 

B 

CHRIS80TIK0S.N 

8004030110 

50-249 

S 

CHRISTMAN, J N 

8004250301 

50-338 

0 

CHRISTENBURY.E 

8004080246 

50-358 

A 

CHRISTENDURY.E 

0004200037 

50-282 

H 

CHRISTNER, R 8 

8004230517 

50-334 

J 

CHUNG* J 

8004160146* 

50-293 

0 

CHURCH* F 

8004080323* 

COMMISSION 

CIESZKIEWICZ.S 

0004150307* 

50-10 

R 

CLARK* K H 

8004220358* 

50-259 

P 

CLARK* M 

0OO4OBQ165 

50-367 

H 

CLARK* D 

CLARK* C W 

8004020353* 

8004020267 

50-265 

TOPREP 

0 

CLARK* 8 

8004220596* 

50-295 

S 

CLAUNCH* A 

CLAY. E L 

CLAY.E L 

8004080650 

8004090244* 

8004040117* 

XPORTLIC 

70-143 

70-143 

CLAYTON. F L 

8004100096 

50-348 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CLAVTDN, F L 

8004000029* 

50-348 

0 

CLAVTON, F L 

00041 10003 

50-346 

Q 

CLAYTON, F L 

0004010507 

90-346 

0 

CLAYTON* F L 

0004010425 

50-349 

P 

CLAVTON, F L 

0004030212 

50-346 

R 

CLAYTON, F L 

0004000403 

50-340 

P 

CLAYTON, F L 

0004030192 

50-349 

P 

CLAYTON* F L 

0004070267 

50-349 

F 

CLAYTON* F L 

0004080492 

50-349 

R 

CLAYTON, F L 

0004000657 

50-340 

P 

CLAYTON, F L 

0004000651 

50-349 

P 

CLAYTON* F L 

0004000540 

50-349 

S 

CLAYTON. F L 

8004160242 

50-364 

6 

CLAVTON, F L 

0004100330 

50-364 

A 

CLAYTON, F L 

8004150447 

50-340 

P 

CLAYTON. F L 

8004300594 

50-349 

Q 

CLAYTON, F L 

0004220729 

50-349 

S 

CLAYTON, F L 

0004150426 

50-340 

R 

CLAYTON, F L 

0004250401 

50-364 

Q 

CLAYTON, F L 

0004280434 

50-349 

P 

CLAVTON* F L 

8004290284 

50-340 

P 

CLAYTON* F L 
CLEMENSON, F 

0004290367 

7905140144 

50-349 

MISC 

S 

CLEMONS. P 

CLEMONS, P E 

0004200300* 

0004070401* 

50-293 

70-364 

Q 

CLEMONS. P 

CLEMON. P 
CLEVELAND, J C 
CLEVELAND, J C 
CLINE* W E 

CLINTON, D 

8004070358* 

8004210009* 

0004170274 

0004280024 

6004110129 

0004000682 

50-293 

70-1143 

RES 

NUREG 

PR 

PR 

Q 

CLODFELTER, M 
COCHRAN, T B 
COCHRAN, T B 
COFFIN. J 

6004020237* 

0004270104 

6004210352 

0004070016 

Skate Prog 
FOIA 

70-143 

FOIA 

COGOIN.C L 

6004070324* 

50-366 

S 

COGOIN.C C 

6004070233* 

50-321 

8 

COGOIN.C L 

0004110476* 

50-366 

S 

COGGIN.C L 

0004110483* 

50-366 

S 

CQOGIN.C L 

0004150481* 

50-366 

8 

CaOGlN.C L 

0004150572* 

50-366 

S 

COGGIN.C L 

8004220671* 

50-366 

B 

COOGIN.C L 

6004200419* 

50-366 

S 

COGGIN.C 

COHEN, A F 

COHEN, I 

COHEN. 1 

COHEN, T 

0004260447* 

60041S0074 

8004070207* 

0004100030* 

8004210104* 

50-366 

NUREG 

70-1100 

70-020 

70-371 

S 

COHEN, W 3 

8004240435 

50-309 

H 

CDHN.D B 

8004010294 

50-367 

G 

COHN.D B 

0004010300* 

50-367 

G 

COLEMAN* E 0 

6004040207 

50-272 

0 

COLEMAN 

COLEMAN* L R 

8004090008* 

0004210353 

50-272 

PR 

G 

COLL.N A 

8004020265* 

50-389 

G 

CQUL.N A 

8004020265* 

S0-3B9 

0 

COLL.N A 

8004020005 

50-309 

0 

COLL.N A 

8004170330 

SO-250 

0 

COLLINS* C 

0004140197* 

50-10 

u 

COLLINS, R E 

COLLINS, J T 

0004040140* 

6004170336 

50-267 

NUREG 

Q 

COLLINS. J T 

G004070103 

50-320 

S 

COLLINS, J T 

6004100579 

50-320 

p 

COLLINS. J T 

8004000121 

50-320 

p 

COLLINS, J T 

8004020072 

50-320 

8 

COLLINS, D M 

8004020067 

50-209 

P 

COLLINS* J T 

0004020094 

50-320 

S 

COLLINS* J T 

6004020077 

50-320 

S 

COLLINS. P F 

8004070040 

50-334 

V 

COLLINS* J r 

8004020097 

50-300 

0 

COLLINS. P F 

B00403D2S7 

50-272 

V 

COLLINS, J T 

0004100496 

50-330 

P 

COLLINS, J T 

Q004170344 

50-320 

R 

COLLINS* J T 

8004100385 

50-320 

P 

COLLlNBi J T 

0004100502 

50-320 

P 

COLLINS, P F 

8004100420 

50-269 

V 

COLLINS* P F 

0004150150 

50-293 

V 

COLLINS* S T 

0004250102 

50-320 

P 

COLLINS* B T 

6004200230 

50-320 

R 

COLLINS* J T 

0004280244 

50-320 

P 

COLLINS, J T 

8004260550 

50-320 

H 

COLLI NOB, D 11 

0004140430 

50-269 

P 

COLLINS. J T 

6004300273 

50-320 

P 

COLLINS. J.T 

0004240498 

50-320 

P 

COLLINS* P F 

0OO42BO177 

50-250 

P 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 


ACCESSION 

NUMDER 

SUBJECT 

CATEQQFIV 

COLL IKS, J T 

0004300303 

50-320 

P 

CQUNSIL.W G 

00040702 IB* 

50-245 

Q 

CREWS. E H 


80D415054B 

SO-399 

a 

COLLOPY. T J 

0004090154 

70-371 


CDUNStL,W 0 

6004040066 

50-213 

P 

CREWS. E H 


0004200493 

50-395 

9 

COLOMBO, P 

0004290007 

NUREO 


C0UNSIL,W G 

0004100600* 

50-423 

5 

CREWS, E H 


0OD422O455 

50-399 

Q 

COLOMBO, R W 

G0040703}&» 

50-312 

S 

COUNSIL, W G 

6004090466 

50-336 

Q 

CRISCtONE, J 

L 

0004010429* 

50-336 

9 

COLQHDOiR H 

BQ04160270» 

50-312 

R 

CDUN8IL. W G 

0004140129 

50-245 

Q 

CRI8CI0NE. J 

L 

0004 170 199* 

50-336 

8 

COLOMBO, R H 

B004140405« 

50-312 

S 

COUNSIL, U 0 

6004110012 

50-213 

a 

CRNICH. J 


0004010347* 

50-382 

B 

COLOMBO, R U 

00042 10262« 

50-312 

S 

COUNSIL, W 0 

6004100417 

50-336 

0 

CRNICK. J 


□004070310* 

50-392 

R 

COLOMBO, fi H 

8004290491* 

SO-312 

5 

COUNSIL. g 0 

B004030261 

50-213 

0 

CRNICH. J 


0004200605* 

50-382 

0 

COLOMBO, R W 

8004290465* 

50-312 

S 

COUNSIL, W G 

600403D293 

30-213 

P 

CRQCKER, H W 


0004210145* 

70-1100 


COLON,! E 

8004100051* 

SO-416 

G 

CQUNSIL.W 0 

0004210411 

50-213 

P 

CROCKER. H W 


0004040213* 

70-82 


COLON, J E 

8004240360* 

50-424 

0 

COUNSIL, W G 

6004250132 

50-213 

Q 

CRQCKER, H W 


6004200300* 

50-293 

Q 

CDMPAScW J 

0004000363* 

0A999 


COUNSIL, U 0 

0004290057 

50-245 

0 

CRQCKER. H W 


0004070401* 

70-364 


COMPTON, R f1 

8004000129* 

S0-33B 

G 

COUNSIL. W 0 

8004030211 

50-213 

Q 

CRQCKER. H W 


Q004100014* 

90-104 

0 

CONICH, J 

0004250352* 

50-302 

8 

COUNSIL, U G 

8004020345 

50-213 

P 

CRQCKER, H W 


0004210222* 

70-135 


CONKLIN, J C 

8004200024 

NURED 


CQUNSIL.W 0 

8004020331 

50-245 

P 

CRQCKER, H W 


0004070358* 

90-293 

Q 

CDNLON, T E 

8004040430* 

50-424 

0 

CQUNSIL.W 0 

8004030215 

50-245 

P 

CROCKER. H W 


0004300244# 

50-244 

a 

CONLON, T E 

8004090392* 

50-438 

0 

COUNSIL. W 0 

8004040249 

30-336 

P 

CROCKER, H W 


0004100234* 

50-201 

0 

CONLON, T E 

8004110575* 

50-395 

a 

COUNSIL, W 0 

0004040306 

50-249 

P 

CROCKER, H W 


3004080202* 

50-333 

Q 

CDNLON, T E 

8004070043* 

50-400 

Q 

COUNSIL, W G 

6004070265 

50-213 

P 

CROCKER, H W 


8004210009* 

70-1143 


CONLON, T E 

800422022 U 

50-321 

a 

CQUNSIL.W G 

9004040331 

30-213 

R 

CROCKER. H W 


3004160090 

70-1251 


CDNLON. T e 

B004240434* 

50-491 

Q 

CQUNSIL.W G 

8004040205 

30-245 

R 

CROCKETT, J 


0004100411* 

50-336 

a 

CONNER, 0 E 

8004040234* 

50-320 

H * 

CQUNSIL.W G 

6004 1 50467 

50-213 

R 

CROSSMAN, W ( 

A 

0004180218* 

90-49fl 

0 

CONNER, T B 

8004080409 

50-395 

0 

CQUNSIL.W 0 

6004030232 

50-336 

P 

CRQSSHAN, M ^ 

A 

0004140049* 

50-439 

Q 

CONNER, E L 

0004070130 

50-336 

p 

CQUNSIL.W G 

6004020406 

90-213 

F 

CR0B8HAN.W i 

A 

0004160050* 

50-449 

Q 

CONNER.! D 

B00403033G 

50-358 

0 

CQUNSIL.W 0 

6004000309 

50-336 

P 

CROSSMAN, W t 

A 

0004220244* 

50-445 

a 

CONNER, T D 

8004030338 

50-358 

G 

CQUNSIL.W 0 

6004070274 

50-213 

P 

CROSSMAN. W / 

A 

8004300035* 

50-490 

0 

CONNER, E L 

8004170318* 

50-317 

F 

CQUNSIL.W 0 

60041 10457 

50-243 

P 

CROaSMAN.W / 

A 

8004250003* 

50-449 

a 

CONNELL, C 

8004180434* 

50-296 

R 

CQUNSIL.W G 

8004150297 

50-213 

P 

CROUSE, R P 


0004020135 

90-346 

Q 

CONNER, T B 

8004220156 

50-358 

6 

COUNSIL. W G 

8004160346 

50-213 

P 

CROUSE, R P 


8004090424* 

50-346 

d 

CONNER, T D 

8004220156 

50-358 

0 

CQUNSIL.W 0 

8004140375 

90-249 

G 

CROUSE, R P 


8004040455 

90-346 

a 

CONNOR, W 

8004090168* 

PR 


CQUNSIL.W 0 

8004170012 

50-213 

P 

CRDUBE,R P 


8004100091* 

50-346 

d 

CONNOR, R J 

8004230190* 

50-3 

H 

COUNSIL, W G 

6004180224 

50-213 

P 

CROUSE, R P 


8004010419 

50-346 

F 

CONSTABLE, 0 L 

8004040025 

50-298 

8 

CQUNSIL.W 0 

6004170012 

50-213 

P 

CROUSE, R P 


8004060514 

50-346 

p 

CONTE, R J 

0004070103 

50-320 

5 

CQUNSIL.W 0 

6004230413 

50-423 

A 

CROUSE. R P 


8004300617 

50-346 

d 

CONTE, R U 

8004020072 

50-320 

8 

CQUNSIL.W 0 

8004230299 

50-213 

F 

CROUSE. R P 


0004180353 

50-346 

F 

CONTE, R J 

6004020094 

50-320 

6 

COUNSIL, W.O 

6004220364 

50-336 

P 

CROUSE, R P 


0004220534 

50-346 

p 

COMTE, R J 

8004020077 

50-320 

6 

CQUNSIL.W 0 

6004240373 

90-245 

P 

CROUSE. R P 


0004220457 

50-346 

p 

CONTI, L L 

8004100074 

PR 


COUNSIL. M 0 

6004250362 

50-245 

P 

CROUSE. R P 


0004250376 

50-346 

p 

CONTRELLrF S 

0OO4OBO563 

50-430 

0 

CQUNSIL.W 0 

0004290442 

50-213 

P 

CROUSE. R P 


0004280300 

90-346 

I 

CONWAY, W F 

8004010256 

50-271 

P 

CQUNSIL.W G 

6004290651 

50-245 

P 

CROUSE. R P 


0004280496 

50-346 

p 

CONWAY, W F 

6004080239 

50-271 

P 

CQUNSIL.W 0 

0004260465 

50-213 

P 

CROW. W T 


8004150115 

70-1297 


CONWAY, W F 

6004110190 

50-271 

P 

COURCHAINE.ft J 

8004150531* 

50-315 

P 

CROW, H T 


8004150110* 

70-1297 


CONWAY, W F 

6004110465 

50-271 

F 

COWAN, B Z 

0004200036 

50-574 

G 

CROW.W T 


8004220010 

70-135 


caaK,K w 

8004210307* 

TDPREP 


COWOILL. M 0 

0004290371* 

50-537 

A 

CROW. W T 


0004240217* 

50-430 

A 

CQ0K,R J 

6004040475* 

50-329 

G 

COX.E L 

0004140179 

REOOD 


CROW. W T 


8004040209 

70-02 


COOKrK W 

0004210306* 

TOPREP 


COX.E L 

8004160532 

REOOD 


CROW. W T 


G004020193 

70-1100 


COOLEY, W J 

G004I00056* 

70-25 


COX.T H 

0004100213 

TOPREP 


CROW.W T 


0004020090 

70-1191 


COONEY, M J 

B0042S0302 

71-6144 


CRANDELL.J D 

0004030138 

PR 


CROW. W T 


0004160104 

70-1191 


COONEY, M J 

8004070311 

50-270 

8 

CRANE. P A 

0004040131 

SO-275 

8 

CROW.W T 


0004150305* 

70-620 


COONEY, M J 

6004150560 

50-277 

8 

CRANE, P A 

6004010436 

50-275 

A 

CROW.W T, 


0004240159* 

70-143 


COONEY. M J 

0004170220 

50-277 

R 

CRANE, P. A 

6004080466 

50-275 

A 

CROW, W 


0004180098 

70-2909 


COONEY, M J 

0004220549 

50-171 

P 

CRANE, P A 

0004040281 

50-275 

A 

CROWLEY, B R 


0004040208* 

50-966 

a 

COONEY, « J 

0004290423 

50-277 

P 

CRANE, P A 

8004000481 

50-133 

S 

CROWLEY, C J 


0004140478 

NUREO 


CQQPER8TEIN,R 

8004020160 

40-0502 


CRANE. P A 

8004100233 

90-133 

1 

CRUMLEY, J J 


0004200267 

50-320 

M 

COOPERSTEIN.R 

8004110160 

40-0502 


CRANE, P A 

8004150337 

90-275 

A 

CRUMLEY, 8 C 


0004020139 

NUREO 


COOPER, S 

6004150429 

50-280 

D 

CRANE, P A 

0004160253 

50-275 

A 

CULP.R H 


8004020136 

90-490 

0 

COPELAND, J 0 

6004000244 

SO-466 

0 

CRANE. P A 

0004170076 

90-279 

A 

CULP.R H 


B004020I36 

90-490 

0 

COPELAND, vl 0 

8004020208 

50-445 

M 

CRANE. P A 

0004150343 

90-275 

A 

CULP.R H 


8004220003 

50-466 

0 

COPELAND, J 0 

8004020209 

30-445 

M 

CRANE, P A 

8004220406 

50-279 

A 

CULP.R H 


8004220003 

50-466 

0 

COPELAND, J 0 

0004240168 

90-466 

G 

CRANE. P A 

8004220692 

90-275 

A 

CULVER, M W 


8004210240* 

90-302 

R 

COPELAND, J 0 

8004240168 

90-466 

0 

CRANE, P A 

8004200373 

50-275 

A 

CUNNINGHAM, M E 

8004210298 

NUREO 


COPELAND, J 0 

0004220003 

50-466 

0 

CRATER. J 

0004070024 

90-392 

H 

CUNNINGHAM, A L 

8004040365* 

50-290 

Q 

COPELAND, J 0 

6004220003 

50-466 

0 

CREEiR E, 

8004030334 

90-307 

H 

CUNNINGHAM, G E 

G0D4250264 

71-5939 


COPELAND, J 0 

8004180167* 

50-445 

M 

CREWS, U L 

0004100282* 

50-344 

G 

CUNNINGHAM, A L 

0004090134* 

50-339 

a 

COPELAND, R L 

6004290364 

50-537 

A 

CREWS, J L 

0004070175 

50-279 

Q 

CUNNINGHAM, 0 E 

0004250004 

71-5971 


COPELAND, ft L 

6004150473 

50-537 

A 

CREWS, J L 

0004180521 

50-344 

a 

CUNNiNOHAHrG E 

0004010061 

71-9049 


COPPER, W E 

6004210066 

71-301 


CREWS, J L 

8004300439* 

50-312 

Q 

CUNNINGHAM, G E 

GD04D20129 

71-5939 


CORDANI,R A 

0004070153 

70-27 


CREWS. E H 

0004020292 

50-395 

8 

CUNNINGHAM. A L 

0004090195* 

50-330 

Q 

rnBnr<nn •* 

* 

50-403 

0 

CREWS. E H 

0004140174 

50-395 

8 

CUNNINGHAM, G E 

0004080217 

50-103 

R 



90-320 

R 

CREWS, J L 

0004210189 

50-243 

0 

CUNNINGHAM,0 E 

0004000286 

50-10 

R 



30-320 

R 

CREWS, E H 

0004020321 

50-395 

S 

CUNNINGHAM. G E 

0004000300 

90-73 

R 



NUREO 


CREWS, E H 

6004220049 

90-395 

8 

CUNNINGHAM, G E 

0004080340 

50-70 

R 





CREWS, J L 

0004210226 

50-312 

Q 

CUNNINGHAM, G E 

0004070390 

71-380 





J 

CREWS. E H 

B004040467 

50-395 

Q 

CUNNINGHAM. 0 E 

B004070317 

90-10 

1 




J 

CREWS, E H 

8004100359 

50-395 

G 

CUNNINGHAM, G E 

□004170044 

50-73 

P 





CREWS. J L 

0004100264 

50-344 

0 

CUNNINGHAM, C 

' E 

8004300092 

90-70 

P 





CREWS. J L, 

6004260000 

50-344 

0 

CURRAN. J M 


0004000539 

50-206 

9 





CREWS, J L 

0004280272 

90-397 

0 

CURRAN, J M 


8004100454* 

50-206 

a 





CREWS, J L 

8004200214 

50-312 

Q 

CURRAN, J, M 


8004190345 

50-206 

R 





CREWS, E K 

8004170004 

50-395 

8 

CURRAN, J M 


8004210257* 

90-206 

9 





CREWS, E H 

0004300961 

50-395 

B 

CURRAN, J H 


8004230335 

50-206 

B 





CREWS. E M 

8004020070 

90-395 

K 

CURRAN, J M 


0004250420* 

50-206 

Q 





CREWS. E H 

0004030175 

50-395 

K 

CURRERl, J 


0004240566 

NUREG 






CREWS. J L 

8004300425 

50-312 

G 

CURTIS, J R 


0004 110550* 

SO-243 

Q 





CREWS. E H 

0004150501 

50-395 

8 

CURTIS, N W 


0004000516 

S0-3B7 

B 
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CURTia.N H 

8004080363 

50-307 

0 

DANIELSON. D H 

8004150496* 

50-341 

0 

DENONCOURT, n F 

8004210366* 

90-32Q 

P 

CURTIS, N H 

8004140352 

50-307 

A 

DANIELGONi D H 

0004 280039* 

50-454 

Q 

DENTON. H R 

0004280375* 

50-10 

H 

CURTIS. N H 

8004290394 

50-307 

8 

DANIELS 

B004290406* 

50-327 

Q 

DENTON. H R 

790S2IO247 

50-320 

H 

CURTIS, N W 

8004300374 

50-307 

S 

DARMITZEL.R U 

0004020105 

50-70 

P 

DENTON. H R 

7908140243 

commission 

CURTNER, A P 

8004150431 

50-124 

P 

DARMITZEL.R U 

8004 170254 

50-70 

P 

DENTON. H R 

7909190314 

Ml SC 


CURTNER.A P 

8003310411# 

50-124 

D 

DAUGHERTY, T H 

0004280036 

50-574 

0 

DENTON, H R 

7910020043 

RISC 


CURTNER.A P 

8003310415* 

50-124 

B 

DAVIDSON. D R 

0004230353 

30-440 

B 

DENTON. H R 

8004100919* 

30-320 

a 

CURTNER, A, P 

8003310417* 

50-124 

B 

DAVIESiL H 

0004140354* 

50-369 

A 

DENTON. f1 M 

0003310411* 

30-124 

D 

CURTNEft.A P 

8003310421* 

50-124 

Q 

DAVIB.F C 

0004220405* 

FDIA 


DENTON. M M 

0003310415* 

50-124 

B 

CURTNER, A P 

G0033I0427* 

50-124 

a 

DAVIS, F C 

0004220622* 

FOIA 


DENTON. M M 

0003310417* 

50-124 

U 

CURTNER.A P 

Q003310432* 

50-124 

B 

DAVIS. F C 

BOO422O402* 

FOIA 


DENTON. M M 

B0033 10421* 

50-124 

B 

CURTNER.A P 

8003310439* 

50-124 

B 

DAVISiJ 0 

0004220282* 

FOIA 


DENTONiM M 

8003310427* 

50-124 

B 

CUTCHIN, J, H 

8004100571 

50-387 

0 

DAVIS. F C 

0004220480* 

FOIA 


DENTON. M M 

B0033 10432# 

SO- 124 

B 

CUTCHIN, U M 

8004080347 

50-289 

0 

DAVIS, J G 

G00422046B* 

FOIA 


DENTON. M M 

8003310439* 

50-124 

8 

CUTCHIN, J M 

8004090011 

50-289 

0 

DAVIS. J 0 

0004220469* 

FOIA 


DENTON. H R 

8004090306* 

SECY 


CUTCHINi J M 

8004080004 

50-209 

Q 

DAVIS, A B 

B004040095 

40-0133 


DENTONiH R 

0004240507* 

50-206 

P 

CUTCHIN, J M 

Q004090019 

50-209 

0 

DAVIE, A D 

0004070172 

30-373 

a 

DENTDNiH R 

8004020020* 

lOCFR 


CUTCHIN, J M 

8004110016 

50-387 

0 

DAVIS. A B 

B004040029 

50-254 

a 

DENTONiH R 

0003250055 

MISC 


CUTCHINi J M 

0004150069 

50-387 

0 

DAVIS. A Q 

8004070137 

50-10 

0 

DENTONiH R 

6004020217 

50-320 

H 

CUTCHIN, U M 

0004150273 

50-289 

0 

DAVIS, A 0 

B004040032 

50-255 

0 

DENTONiH R 

0004040225 

50-320 

H 

CUTCHIN, J M 

□004170055 

50-289 

0 

DAVIS. A 0 

8004040392 

50-319 

Q 

DENTONiH R 

0004040347 

50-320 

H 

CUTCHIN, J M 

G004Sa0246 

50-307 

0 

DAVIS. A B 

S004040450 

40-2061 


DENTON, H R 

8004040464* 

CONTRACT 


CYPBERTiS D 

0004020164* 

50-445 

M 

DAVIB, A 0 

8004070131 

27-47 


DENTONiH R 

0004070139 

50-295 

0 

CYPHERTiG D 

B004020149 

50-445 

M 

DAVIS. A B 

8004040019* 

50-10 

Q 

DENTONiH R 

0004070142* 

50-295 

0 

CYPHERTiS D 

GD040201B1* 

50-445 

M 

DAVI 81 A B 

8004100140 

50-10 

Q 

DENTONiH R 

0004220417 

SO-409 

0 

CYPHERTiS B 

8004020190# 

50-445 

H 

DAVIS. A D 

8004100518 

BO-254 

Q 

DENTONiH R 

0004220422* 

50-409 

0 

CYPHERTiS B 

8004020190* 

50-445 

M 

DAVISi J F 

0004100389 

50-247 

p 

DENTONiH R 

B004220430* 

50-409 

0 

CVPHERT 18 » 

8004020098 

50-443 

M 

DAVIS. A 0 

8004040160 

30-331 

0 

DENTONiH R 

8004020456 

50-320 

H 

CYPHERTiS n 

80040B0559 

50-445 

M 

DAVIS. A D 

0004090319 

50-2 

Q 

DENTONiH R 

0004020461 

50-320 

H 

CYPHERTiS D 

0004090204 

50-445 

M 

DAVIB. 0 R 

8004000226 

WASTE MOT 

DENTONiH R 

0004030019 

50-320 

H 

CYPHER!, 8 D 

8004110056 

50-445 

M 

DAVI 81 A D 

8004100372 

50-150 

Q 

DENTON, H R 

0004030022 

50-320 

H 

CypHERT,8 B 

8004100218 

50-445 

M 

DAVIS. A B 

8004100300 

50-182 

Q 

DENTON, H R 

0004030033 

50-320 

H 

CVPHERT,8 B 

8004 100084 

50-443 

M 

DAVI 81 A B 

0004110259 

50-131 

Q 

DENTONiH R 

6004030052 

50-320 

H 

CYPHEnT,8 0 

GOD40a002Q 

50-445 

H 

DAVIS, A B 

8004230138 

70-925 


DENTONiH R 

8004030061 

50-320 

H 

CYPHER!, a D 

Q004000033* 

50-445 

M 

DAVIB. J H 

8004200253* 

70-1319 


DENTON. H R 

8004030087 

50-320 

H 

CYPHERTiG D 

0004100177 

50-443 

H 

DAVE 81 A B 

0004090193 

t&E 


DENTONiH R 

8004030123 

50-320 

H 

CYRrK D 

8D04S40230 

PR 


DAVIS. U D 

0004100233 

50-536 

0 

DENTONiH R 

0004040211 

50-320 

H 

CYRrK D 

8004230047 

PR 


DAVIS. A B 

0004030259 

50-331 

0 

DENTONiH R 

0004040214 

30-320 

H 

CYfirK D 

0OO43QOO77 

PR 


DAVIS. A B 

8004100067 

30-202 

0 

DENTONiH R 

6004040215 

50-320 

H 

D^AMOREi H 

0004100463* 

70-1131 


DAVIS. A B 

0004100119 

50-10 

Q 

DENTONiH R 

0004040310 

50-320 

H 

DAHLi J H 

0004100507 

XPORTLIC 


DAVIB. A 0 

B004040014 

50-10 

0 

DENTON. H R 

0004040219 

50-320 

H 

DAHUHAN, L C 

0004100307* 

50-306 

Q 

DAVIB, A D 

0004300544 

50-10 

0 

DENTON. H R 

□004040220 

50-320 

H 

DAILiL C 

0004230035 

30-488 

Q 

DAVIS. 0 R 

6004240060 

WASTE MOT 

DENTON. H R 

0004040223 

50-320 

H 

DAlLiL C 

0004220105 

30-491 

0 

DAVIB, A D< 

8004020177 

40-7127 


DENTONiH R 

0004140036 

NUREO 


DAlLiL C 

0004240426 

30-491 

Q 

DAVIS. 8 M 

B0040 10331* 

30-310 

8 

DENTONiH R 

0004140122 

90-312 

H 

DALEiL F 

0004230070 

30-416 

Q 

DAVIS. 8 M 

8004010368* 

50-310 

S 

DENTON H R 

0004210275 

50-546 

H 

DALEiL F 

0004170071 

50-416 

0 

DAVIB. L D 

8004150090 

50-556 

0 

DENTONiH R 

0004220136 

50-320 

H 

DALEiL F. 

8004200517 

50-416 

8 

DAVIB, 8 M 

0004150630* 

50-310 

8 

DENTONiH R 

0004220139 

50-320 

H 

DALCiL F 

30042G0501 

30-416 

8 

DAVIB. 8 M 

8004210323 

50-317 

8 

DENTON, H R 

B004030070 

50-320 

H 

DALEiL F 

8004150568 

50-416 

8 

DAVIB. L 0 

0004220371 

50-279 

0 

DENTONiH R 

6004040202 

50-320 

M 

DALe,L F 

0004280484 

50-416 

8 

DAVIS, 8 H 

0004290330* 

50-310 

8 

DENTONiH R 

6004040421 

50-320 

H 

DALE, L F 

8004280541 

30-416 

8 

DAVIS. 8 M 

0004290447* 

50-317 

8 

DENTONiH R 

8004070129 

50-155 

H 

DALE,L F 

0004100362 

30-416 

H 

DAVIS. 9 M 

8004290404* 

30-317 

8 

DENTONiH R 

8004020173 

COMMISSION 

DALEiL F 

0004210220 

30-416 

A 

DAWSON. D K 

0004240267 

70-1308 


DENTON. H R 

0004020210 

50-309 

0 

DALEiL F 

0004200520 

50-416 

8 

DAWSON, D K 

8004140002* 

70-1308 


DENTON. H R 

6004020222* 

50-309 

0 

DALEiL F 

0004200610 

50-416 

0 

DAWSON, D H 

0004180133 

70-1308 


DENTONi H R 

0004040003 

50-320 

P 

DALEiL F 

' 0004200401 

30-416 

0 

DAWSON. D H 

8004240277* 

70-1308 


DENTONiH R 

8004040200 

BECY 


DALEiL F, 

0004170243 

50-416 

A 

DAWSON. D M 

0004140073* 

70-1308 


DENTONiH R 

0004090061 

30-320 

P 

DALEiL F. 

0004220421 

50-416 

C 

DAY. 8 D 

8004180472* 

50-263 

a 

DENTON. H R 

6004000070 

50-295 

0 

DALEiL F 

0004200499 

50-416 

8 

DE LAQUILiP 

0004200034 

NUREO 


DENTON, H R 

0004000083* 

50-295 

0 

DALEiL F 

0004200606 

50-416 

a 

DEAKYNE, K 

8004220772* 

50-346 

8 

DENTONiH R 

8004080000* 

50-295 

0 

DALTQNiA T 

0004230082 

50-336 

0 

DEALE.V B 

8004000017 

50-522 

0 

DENTONiH R 

0004110099 

MIBC 


DALTRDFFi 8. U 

0004160187* 

50-277 

0 

DEANE. R H 

8004090107 

50-312 

0 

DENTONiH R 

6004020250 

50-275 

H 

DALTROFFiS L 

0004100211 

50-277 

Q 

DEBNAhi J 

8004220560* 

50-111 

R 

DENTON. H R 

0004030112 

50-309 

H 

DALTROFF 18 L 

0004140064 

30-277 

Q 

DEBNAHi J 

8004220563* 

50-111 

R 

DENTONiH R 

0004070070 

50-403 

H 

OALTROFFiS l 

0004100261 

30-171 

Q 

DEEDS. W E 

0004200040 

NUREO 


DENTONiH R 

D004070079 

50-327 

H 

DALTROFFiS L, 

0004010406 

50-277 

P 

DEEO.F H 

000402021? 

50-333 

J 

DENTONiH R 

0004140303* 

go-309 

U 

DALTROFFiS L 

8004240402 

30-277 

P 

DEER.D A 

8004220618* 

FOIA 


DENTONiH R 

0004090036 

50-320 

0 

DALTROFFi 8. L. 

8004240392* 

30-277 

0 

DEOENi 0 

0004210300* 

50-10 

H 

DENTONiH R 

0004140111 

50-320 

0 

DAUVrD J 

0004290001 

NUREO 


DELANEY. J L 

8004240217* 

50-430 

A 

DENTONiH R 

0004140117* 

50-320 

0 

DANCErH C 

0004150096* 

30-321 

a 

DELANEY. J C 

0004040209 

70-82 


DENTONiH R 

0004210301 

50-320 

H 

DANCEiH Cl 

0004150155* 

50-321 

a 

DELANEY. J C 

8004020485* 

30-364 

A 

DENTON, H R. 

0004210396 

50-320 

H 

DANCEi H. C. 

0004090413* 

50-327 

Q 

DELANEY. J C 

0004000570* 

70-143 


DENTON, M R 

0004220112 

50-320 

H 

DANIELGONi D N 

0004280507* 

TOPREP 


DELANEY. J C 

0004240159* 

70-143 


DENTONiH R 

0004220168 

50-320 

H 

DANtEL8DN. D, M 

8004040410* 

50-263 

Q 

DELOEQROEiL 0 

8004140213 

50-373 

I 

DENTONiH R 

8004220192 

50-320 

H 

DANlELaONi D, H 

0004070173* 

50-403 

Q 

DELOEOROE.L 0 

0004010332 

30-373 

F 

DENTONiH R. 

8004220185 

50-320 

H 

DANIEL 8 DN 1 D H 

0004040150* 

30-346 

Q 

DELOEORGEiL 0 

80040GOS22 

50-373 

K 

DENTONiH R 

0004240270 

50-320 

H 

DANIELGONi D H, 

B004030255* 

30-306 

Q 

DELLA RATTAi A 

0004100092* 

70-364 


DENTONiH R 

8004240441 

50-320 

H 

DANIELSONr D H 

0004040339* 

50-293 

Q 

DELONOiS D 

0004230444* 

30-319 

8 

DENTON. H R 

60042501 1 1 

50-320 

H 

DANIELGONi D H 

0004080647* 

50-373 

0 

DELQNO. S D 

0004230447* 

90-319 

8 

DENTONiH R 

0004200360 

50-320 

H 

DANIELGONi D H 

8004100130* 

50-305 

0 

DENISE. R P 

0004230004 

TOPREP 


DENTON. H R 

0004280273 

50-320 

H 

DANIELGONi D H 

0004100207* 

50-234 

Q 

DENNI 8 ON 1 A B 

0004100460 

30-333 

0 

DENTON. H R. 

0004280279 

SO— 320 

H 

DANIELGONi L J 

8004070181 

40-4492 


DENNIBQNiA B 

0004100468 

50-358 

0 

DENTONiH R 

0004200209 

50-320 

H 

DANIELGONi D H 

8004280025* 

30-263 

Q 

DENNY. T L 

0004100061 

40-2061 


DENTON, H R 

8004280325 

50-320 

H 

DANIELGONi L J 

0004020053 

40-4492 


DENNY. T L 

0004210348 

40-2061 


DENTONiH R 

0004200927 

50-320 

H 
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DENTON, H R 

50D42S093S 

50-320 

H 

DICEY. D D 

80040401024 

40-8135 


DDLAN.J E 

80043006 H 

50-315 

<3 

DENTON, H R 

B004280542 

50-320 

H 

DICHARftV.R F 

00040B0050 

71-102 


DDLAN.J E 

8004090544 

SO-319 

F 

DENTON, H H 

60042900^4 

50-320 

H 

DICKERSON, N H 

B0040B0602* 

50-267 

0 

DDLAN.J E 

8004200390 

50-315 

0 

DENTON, H R 

BQ04290076 

50-320 

H 

DICKS. N D 

0004040243 

PRM 


DDLAN.J E 

0004230369 

50-315 

F 

DENTON, H R 

8004140092 

HI SC 


DICKSON. H U 

B004 190036 

RES 


DOLEMAN, C R 

8004210361* 

PR 


DENTON, H R 

8004090047 

50-309 

P 

DiENEESiJ K 

80041501414 

NUREO 


DOMANUS. H M 

8004150326 

UUREO 


DENTON, H R 

80042 J 0402 

50-320 

H 

DIETCH.R 

00040301414 

50-206 

P 

DOMANUS, H M 

B004290017 

NUREG 


DENTON, M R 

B004210356 

50-320 

H 

DIETCH.R 

0004030140 

50-206 

P 

DOHASHOVETZ. I 

B004290474* 

TOPREP 


DENTON. H R 

B0042103&3 

50-320 

H 

DIETCH.R 

8004000491 

50-206 

P 

DONALDSON. D 

0004020141* 

ACRS 


OENTONrH R 

B004280342 

50-320 

H 

DIETCH.R 

0OO4Oao49B» 

50-206 

P 

DONALDSON. D 

8004020138* 

ACRS 


DENTON, H R 

8004280357 

50-320 

H 

DIETCH.R 

0004140161 

50-361 

R 

DONALDSON. D E 

00040701 12* 

70-1 100 


DENTON, H R 

80042BO5S0 

80-320 

H 

DIETZ, 0 R 

□004090220 

71-9 


DONELSON, S E 

0004100593 

50-311 

0 

DENTON. H 

60042B0565 

50-320 

H 

DIGGS, R K 

8004070215 

50-346 

P 

DQNDGHUE, D J 

6004300007* 

SECY 


DENTON, H R 

B0D414006& 

50-344 

F 

DIGGS. R M 

B0040B0201 

50-155 

P 

DONOGHUE. D J 

0004300002 

SECY 


DENTON, H R 

BO 04290054 

50-3 

H 

DIGGS. R M 

8004240244 

50-317 

P 

DDNDHEU, J N 

8004160235* 

50-269 

0 

DENTONiH R 

8004070056 

50-281 

G 

DIGGS. R M 

B004 160001 

50-269 

P 

DONDHEW. J N 

8004160240* 

50-269 

0 

DENTON, H R 

eOQ41SD21 1 

90-10 

H 

DtCOS.R ti 

0004210036 

50-244 

P 

DONOHEU, J N 

8004160219* 

50-269 

0 

DENTON, M R 

B004I70292 

50-424 

G 

DIIANNI.D C 

6004210263 

50-209 

F 

DONDHEU, J N 

8004160244* 

50-269 

0 

DENTON, M R 

8004170296» 

50-424 

G 

DILLON. R L 

9004070093 

ACftS 


DDPCHIE, H 

0004220147 

REOGD 


DENTON, H R 

8004180154 

50-339 

A 

DIHEGLID. A F 

80040001034 

50-193 

I 

DDPCHIE, M 

8004110359 

REGOD 


DENTON, H R 

8004240145 

50-424 

0 

DINNEL.P A 

0004020139 

NUREG 


DOPSOVIC, D A 

8004020164* 

90-445 

M 

DENTON. H R 

8004250056 

50-10 

0 

DIPIAZZA. R P 

8004090046 

71-9009 


DDP50VIC, D A 

0004020198* 

50-449 

M 

DENTON, H R 

8004250380 

50-10 

H 

DlnCKS.U J 

79041100344 

PR 


DQPaOVlC, D A 

0004100177 

90-445 

H 

DENTON, H R 

8004100574 

50-320 

H 

DIRCK8.U J 

7900150700 

MISC 


DOPSOVIC, D A 

0004170340 

50-449 

f\ 

DENTON, H ft 

8Q04100SB1 

50-320 

H 

DIRCKS.U J 

6004020169 

40-1341 


DORMITZEL. R W 

0004170260* 

50-70 

P 

DENTON, R ft 

8004100573 

50-320 

H 

DIRCKS.U J 

6004000151 

UA3TE MOT 

DOROUOH, R 

0004300013* 

90-307 

0 

DENTON, H ft 

80041 5 03 19* 

50-516 

G 

DIRCK8.U J 

6004000193 

50-3 

U 

DOUGHERTY. J B 

0004150206 

FOIA 


DENTON. H ft 

00042 10320« 

50-339 

T 

DIRCK8.H J 

8004240364 

50-440 

» 

DOUGHERTY. D J 

0OO4O0O34O* 

CONTRACT 


DENTON. H ft 

8004210336 

50-247 

K 

DIRCKS.U J 

0004080212 

50-307 

U 

DOUGHERTY. D J 

0004100357* 

CONTRACT 


DENTON. H ft 

0004150065 

50-3 

H 

DIRCK8.U J 

8DO40BO137 

90-289 

V 

DOUGHERTY. D J 

8004070140* 

CONTRACT 


DENTON. H R 

0004160173 

50-3 

H 

DIRCKS.U J 

8004000260 

50-409 

u 

DOUGHERTY, D J 

8004040197* 

CONTRACT 


DENTON. H ft 

B00417034S 

90-3 

H 

DIRCKS.U J 

8004070417 

State Pro4 

DOUGHERTY. D J 

8004070007* 

CONTRACT 


DENTON. H R 

8004180510 

50-302 

K 

DIRCKS.U J 

0004090254 

50-327 

u 

DOUGHERTY. D J 

8004040494* 

CONTRACT 


DENTON. H ft 

0004210009 

50-3 

H 

DIRCKS.U J 

6004080197 

50-142 

u 

DOUGHERTY, D J 

8004100023* 

CONTRACT 


DENTON. H R 

8004210193 

50-3 

H 

DIRCKS.U J 

8004 140071 

MISC 


DOUGHERTY. 0 J 

8004030037* 

CONTRACT 


DENTON. K ft 

80042 1 0200 

50-3 

H 

DIRCKS.U J 

8004 170340 

PR 


DOUGHERTY. D J 

8004040162* 

CONTRACT 


DENTON. H ft 

8004250013 

50-3 

H 

DIRCKS.U J 

6004140286 

50-522 

u 

DOUOHTERY.D T 

8004090409* 

CONTRACT 


DENTON, H ft 

8004250010 

50-247 

H 

DIRCKS.U J 

B004 140297 

50-339 

u 

DOUGHERTY. D J 

8004030023* 

CONTRACT 


DENTON, H ft 

8004180122 

50-301 

0 

DIRCKS.U J 

B004U0299 

50-309 

u 

DOUGHERTY, D J 

8004040217* 

CONTRACT 


DENTON, K ft 

8004180126» 

50-301 

0 

DIRCKS.U J 

6004140374 

50-266 

u 

DOUGHERTY, D J 

8004070032* 

CONTRACT 


DENTON, M ft 

8004180201 

50-247 

E 

OIRCKS, M J 

0004140252 

50-390 

u 

DOUGHERTY. D J 

0004100524* 

CONTRACT 


DENTON. K R 

8004230195 

SO-3 

H 

DIRCKS.U J 

0004140294 

50-266 

u 

DOUGHERTY. D J 

6004100S31* 

CONTRACT 


DENTON. K R 

□004290049 

50-320 

H 

DIRCKS.U J 

8004140163 

90-10 

u 

DOUGHERTY. D J 

0004040186* 

CONTRACT 


DENTON. H R 

3004250036 

50-280 

Q 

DIRCKS, U J 

8004140200 

90-10 

u 

DOUGHERTY. D J 

8004100600* 

CONTRACT 


DENTON. H R 

0004290347 

50-360 

H 

DIRCKB. U J 

8004140235 

50-409 

u 

DOUGHERTY. U J 

8004240542* 

CONTRACT 


DENTON, H R 

8004300070 

50-336 

P 

DIRCKS.U J 

8004170301 

50-409 

H 

DOUGHERTY, D J 

0004240553* 

CONTRACT 


DEI^rON.H R 

8004230084 

50-320 

0 

DIRCKS.U J 

0004100234 

50-3 

H 

DOUGHERTY, J 

8004150101 

90-874 

4 

DENTON, H R 

8004250283 

50-320 

H 

DIRCK8.U J 

a00410043Hi 

lOCFR 


DOUGHERTY. J 

8004150101 

50-974 

4 

DEMTON.H R 

8004300508 

50-320 

0 

DIRCKS. U J 

8004 140459* 

50-10 

U 

DDUOHCRTY.J Q 

8004280211 

50-338 

0 

DENTON, H R 

0004180431 

50-320 

H 

DIRCK8.U J 

0004140169 

90-10 

U 

DOUGHERTY, J D 

800428021 1 

90-338 

4 

DENTON, H R 

9004290200 

50-339 

A 

DIRCKS.U J 

8004140225 

50-10 

U 

DOUGHERTY, J 0 

8004280211 

50-330 

4 

DENTON, H R 

8004240460 

50-286 

P 

DIRCKS. U J 

8004100114 

90-209 

H 

DOYLE. R J 

8004240565 

NURCO 


DENTON. K R 

0004250232 

50-247 

P 

DIRCKS. U J 

9004240920 

COMMISSION 

DRAOONETTE.K 6 

6004070410 

27-47 


DENTON, K ft 

8004280054 

50-286 

P 

OIRCKS, U J 

8004150026 

70-1306 


DRAOONETTE.K 8 

8004070414* 

27-47 


DENTON, H ft 

000428 0159 

50-311 

A 

DIRCKS.U J 

8004300292 

50-3 

U 

DRAKE. F C 

80042201 10 

50-244 

P 

DENTON, H R 

000428 0362 

SO-10 

H 

DI SALVO 

0004220043 

71-379 


DREEBEN. D R 

B004290520 

WASTE HOT 

DENTON, H ft 

000428 0304 

50-209 

H 

D I SALVO 

0004220059* 

71-379 


DREHER.F 

B0D4220226 

50-272 

8 

DENTON, R E 

000422 07194 

50-317 

8 

DISE.D P 

0004080415 

50-220 

0 

DREY. K 

8004250062* 

50-10 

4 

DENTON, H R 

0004280190 

50-311 

G 

DI8E, D P 

8004090309 

Pft 


DROMERICK. A U 

8004030179 

50-339 

A 

DENTON, H R 

800428 0195* 

50-311 

0 

DISE.D P 

0004010330 

90-220 

P 

DRQMERICK, A U 

8004100318 

90-339 

A 

DENTON, H R 

800428 01964 

SO-311 

0 

DI9IB1D.R 

0004240077 

Stat* Prog 

DROMERICK. A U 

8004140079 

50-337 

A 

DENTON, H ft 

800430 0585 

50-272 

0 

Disimo, R 

8004240081* 

atat* Prog 

DftOMERtCKi A U 

8004140033 

50-339 

A 

DENTON, H ft 

80043005904 

50-272 

G 

D15TEFAN0. J 

0004210393 

PR 


DROMERICK, A 

8004240092 

90-339 

A 

DENTON, H ft 

80043005904 

90-272 

G 

DI8TEFAN0. J 

0004210361* 

Pft 


DROMERICK. A U 

8004140016 

50-275 

A 

DERAyMONDi J B 

80043000464 

50-307 

0 

DITTO, 8 J 

0004030291 

ACRS 


DROMERICK, A U 

8004250031 

50-339 

P 

DETftICH, B F 

80043000234 

50-307 

0 

DIVINE. J R 

0Q0429D020 

NUREO 


DUBIN.K J 

8004300042* 

50-307 

4 

DEVINCENTIBr J 

80040701064 

50-443 

Q 

DIVINE. J R 

8004040210 

RE8 


DUBRYjN E 

8004230189* 

50-123 

0 

DEVINE,!^ F 

9004020283 

50-275 

A 

DOAD.C V 

8004280048 

NUREO 


DUBRY. N E 

8004230197* 

70-925 


DEVLIN, J U 

00040902214 

50-201 

Q 

DODDS, R T 

8004230290* 

90-460 

0 

OUBRY. N E 

8004070192 

50-315 

B 

DEVLIN, J N 

60042100244 

50-272 

0 

DODDS, R T 

8004020180* 

90-528 

a 

DUDRY.N E 

8004040059 

90-315 

B 

DEVLIN, J N 

80041000604 

50-334 

Q 

DODDS. ft T 

8004300121* 

50-320 

0 

DUCKUOftTH. J P 

0004150062 

50-201 

R 

DEVLIN, J \t 

00041001914 

70-33 


DODDS. ft T 

9004040161* 

90-312 

0 

DUCKUORTHiJ P. 

8004230053 

50-201 

n 

DEVLIN, J Vj 

00042102184 

50-247 

Q 

DODDS. ft T 

8004020062* 

90-361 

0 

DUCKUDRTH. J P 

8004100219* 

90-201 

a 

DEVLIN, J. 

80042500594 

50-213 

0 

DODDS. R T 

8004300290* 

50-397 

Q 

DUGAN. 0 U 

8004240505 

50-296 

p 

DEVLIN, J U 

00042103304 

50-219 

Q 

DODDS. ft T 

0004280100* 

90-312 

Q 

DUOGINSi L 

8004240340 

50-133 

0 

DEVLIN. J U 

00042301284 

90-309 

0 

DODDS. ft T 

8004280094* 

50-460 

Q 

DUMMER.O H 

8004250043* 

CONTRACT 


DEVHN, J 

00041901934 

70-371 


DODDS. ft T 

8004210428* 

50-312 

Q 

DUMB, D 

8004090266 

PR 


DEVLIN, vP 

0004280632 

50-320 

8 

DOHERTY. J F 

0004110951 

90-466 

0 

DUNBAR, J. F 

8004290429* 

90-249 

6 

DEVLIN, J 

B004300552 

50-293 

8 

DOHERTY. J F 

8004240548 

50-466 

0 

DUNFERD. E F 

8004160184* 

90-320 

P 

DE(4ITT,R B. 

0004040309 

50-199 

P 

DDLAN.J E 

8004110449 

30-315 

ft 

DUNN. C N 

8004070199* 

50-334 

G 

DEMITT, ft B 

8004150398 

50-255 

P 

DOLAN. J E 

8004070411 

50-315 

0 

DUNN. C N 

8004100398* 

50-334 

Q 

DEUITTi R, B 

8004150474 

S0-25S 

P 

DOLAN. J E 

B004210415 

50-315 

P 

DUNN.C N 

8004040165* 

50-334 

0 

DEYQUNO, R C 

0004160004 

50-272 

0 

DDLAN.J E 

8004010325 

90-319 

P 

DUNN. C N 

8004090009 

50-334 

Q 

DEYOUNOrR C 

00041600194 

50-272 

0 

DOLAN, J E 

0004010420 

90-319 

P 

DUNN.C N 

8004150221 

50-334 

Q 

DIAZrN J 

8004220213 

70-1068 


DDLAN.J E 

8004010466 

50-315 

P 

DUNN.C N 

8004110160 

50-334 

Q 
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AUTHOR 


NUMDER 

CATEGORY 

DUNN.N H 

S004180062 

71-96 


EISENHUT. D G 

0004100300 

50-317 

P 

ENOELKEN.R H 


9004180155 

50-312 

0 

DUNNiN hi 

B004t80069« 

71-96 


EISENHUT. D G 

6004110510 

50-335 

P 

ENOELKEN.R H 


80041 10007 

50-397 

a 

DUNH*C N 

g0040l04S9 

50-334 

P 

EISENHUT. D G 

8004 U 0528 

50-213 

P 

ENOELKEN.R H 


9004230360 

50-312 

0 

DUNNiC N 

8004030201 

50-334 

P 

EISENHUT. D G 

8004110534 

50-285 

P 

ENOELKEN.R H 


8004230364 

50-206 

Q 

DUNN^C N 

8004040354 

50-334 

F 

EISENHUT, 0 G 

8004110559 

50-313 

P 

ENOELKEN.R H 


8004230369 

50-361 

0 

DUNN. C N 

8004110482 

50-334 

P 

EISENHUT, D G 

8004110570 

50-309 

P 

ENOELKEN.R H 


8004230370 

50-397 

0 

DUNN. C N 

0004210283 

50-334 

P 

EISENHUT. D 0 

B004240141 

REVIEW GRP 

ENOELKEN.R H 


8004230373 

50-528 

0 

DUNN. C N 

8004220594 

50-334 

P 

EISENHUT, D 0 

8004100607 

50-344 

G 

ENOELKEN.R H 


B004230374 

50-133 

Q 

DUNN. C N 

8004210261 

50-334 

R 

EISENHUT. D 0 

0004230293 

50-344 

0 

ENGELKEN. R H 


B004230376 

50-344 

0 

DUNN. C N 

8004290354 

50-334 

R 

EISENHUT. D Q 

0004300055 

50-255 

P 

ENOELKEN.R H 


B004230379 

50-275 

Q 

DUNNINO.O H 

8004060211 « 

FQIA 


EISENHUT, D 0 

0004300589 

50-206 

P 

ENOELKEN.R H 


B004240503 

50-206 

P 

DUNNINO. 0 H 

e0040B0222» 

FOIA 


EISENHUT, D 0 

0004280287 

50-286 

H 

ENOELKEN.R H 


B004290ilQ 

50-397 

A 

DUTTON D 

8004070198 

50-424 

Q 

EISENHUT. D 0 

8004200140 

50-3 

K 

ENOELKEN.R H 


0004220170 

50-528 

Q 

DUTTON. D 

8004040420 

50-4S4 

Q 

EL-ASHRY. M T 

8004020447* 

50-327 

S 

ENOELKEN.R H 


9004220172 

50-133 

Q 

DUTTDN. D 

B00402O333 

50-424 

8 

EL-ASDRY,K T 

S0040203B5 

50-390 

A 

ENOELKEN.R H 


8004220176 

50-275 

Q 

DUTTON. D 

0004020187 

50-424 

Q 

EL-ASHRY, M T 

8004110425 

50-390 

A 

ENGELKEN, R H 


8004220179 

50-344 

Q 

DUTTON. D 

8004100348 

50-424 

Q 

EL~A8HRY. ri T 

8004150551 

50-327 

P 

ENOELKEN.R H 


9004220190 

50-312 

Q 

DUTTON, D 

8004010349 

SO-424 

S 

EL-ASHRY T 

8004 130559* 

50-327 

P 

ENOELKEN.R H 


9004220195 

50-206 

0 

DUTTON. D 

G004020390 

50-424 

S 

EL-ASHRY. M T 

8004150392 

50-553 

R 

ENOELKEN.R H 


8004220198 

50-361 

Q 

DUTTON. D 

8004240344 

50-424 

Q 

EL-ASHRY, M T 

8004180331 

50-390 

R 

ENOELKEN.R H 


8004220201 

50-397 

0 

DUTTON. D 

8004140336 

50-424 

A 

EL-ASHRY, ri T 

8004220533 

50-259 

P 

ENOl. D 


8004150049 

NUREO 


DUTTON, D 

8004150421 

50-425 

6 

ELDiM E 

Q004U0143 

PRM 


ENOI, D 


9004150078 

NUREO 


DUTTON. D 

80041 50427 

50-424 

8 

ELOERT. 0 J 

B004230129 

XPORTLIC 


ENTWISLE, E 


8004030340* 

COMMISSION 

DUTTON. D 

8004280491 

50-424 

8 

ELOERT. 0 J 

8004230133* 

XPORTLIC 


EPEL.L G 


0004200071 

RES 


DUTTON. D 

8004150427 

50-424 

S 

ELOERT. 0 J 

8004210026 

XPORTLIC 


EPLER. E P 


9004030295 

ACRS 


DVER.J A 

8004090163* 

50-302 

Q 

ELIA8DN.L R 

8004080400 

50-263 

P 

ERD.C M 


8004100267* 

50-329 

Q 

DYER. J A 

8004280241* 

50-335 

0 

EL IN. J 0 

8004020062* 

50-361 

Q 

ERICKSON. J R 


8004010106* 

27-39 


DZIEWISZ.J 6 

8004240183* 

70-135 


ELIN, J 0 

800430029B* 

50-397 

a 

ERICKSON. L W 


6004040065* 

50-344 

T 

EARLY. P J 

8004230032* 

FOIA 


ELKUS.R J 

8004170005 

50-220 

p 

ERICSON. D M 


8004150033 

NUREO 


EARLY. P J 

8004010259 

50-333 

P 

ELLEN8HAW. U E 

0004290212* 

0A999 


ERNST. M L 


9004240253 

50-320 

H 

EARLY, P J 

8004010367 

50-333 

P 

ELLER8HAW.L E 

0004030244* 

QA999 


ERTLE. R F 


9004 280380 

50-346 

I 

EARLY. P J 

8OD4OSO301 

50-206 

P 

ELUER8HAW. L E 

0004150149* 

0A999 


ERVIN. P E 


9004 250306 

PR 


EARLY. P J 

80040S0473 

50-333 

P 

ELLER8HAW. L E 

8004300222* 

QA999 


E8CUE. N R 


9004020023 

11 1 SC 


EARLY. P J 

8004140398 

50-333 

8 

ELLIOTT. C P 

8004300076* 

50-307 

6 

ESKIN. L n 


9003310411* 

50-124 

B 

EARLY. P J 

8004150364 

50-333 

P 

ELLISON. C T 

B004040007 

PR 


ESKIN. L D 


9003310415* 

30-124 

B 

EARLY. P J 

8004170061 

50-206 

P 

ELROD. 8 A 

8004240390* 

60-250 

0 

ESKIN. L D. 


fl003310417* 

50-124 

B 

EARLY, P J 

8004150508 

50-333 

8 

ELROD, a A 

8004280241* 

50-335 

Q 

ESKIN. L D 


9003310421* 

50-124 

D 

EARLY. P J 

8004300041 

50-206 

0 

ELROD. 8 

8004090051 

50-335 

0 

ESKIN. L D 


0003310427* 

50-124 

D 

EARLY, P J 

G00415045G 

50-206 

Q 

ELTAWILA.r 

8004080660* 

50-387 

A 

ESKIN. L D 


G003310432* 

50-124 

B 

EARLY, P J 

0004170064 

50-333 

P 

ELTAWILA. F 

8004020466 

50-322 

A 

ESKIN. L D 


B003310439* 

50-124 

D 

EARLY, P J 

8004180343 

50-206 

P 

EUTAWILA. F 

8004030122 

50-322 

A 

ESS 10. T K 


90041 10274* 

50-151 

0 

EARLY, P J 

6004100350 

50-286 

P 

ELTAWILA, F 

8004040474 

50-322 

A 

EBSIO, T H 


8004300555* 

50-10 

0 

EAST. D J 

8004210387 

40-1162 


ELTAWILA, F 

8004300064 

50-322 

A 

E8TEY, H P 


6004090370 

70-1257 


EASTER. J H 

8004020176* 

Gtate Prog 

ENDERLIN. W I 

8004210301 

NUREO 


EBTEY.H P 


9004140459 

70-1257 


EATON. L 

8004240534* 

50-443 

H 

ENDRIZZI.D 

8004080175 

50-387 

0 

EBTEY.H P 


9004180072 

70-1227 


EATON. J 

8004010472 

50-443 

0 

ENGEL, R £ 

8004230343* 

50-219 

P 

EBTEY.H P 


9004090102 

70-1257 


EBELrP E 

8004210041 

FOIA 


ENGEL. R E 

0004140116* 

TOPREP 


ESTRADA. P 


9004260545* 

90-320 

H 

EENETER. 5 D 

8004070111* 

50-443 

Q 

ENOELKEN.R H 

8004070251 

50-520 

8 

EVANS, C A 


0004070036* 

50-285 

0 

EDNETER.S 0 

8004070231* 

50-245 

Q 

ENOELHARDT.T W 

0004090176 

50-330 

P 

EVANS, V R 


0004000391 

50-317 

F 

EBNETER.S D 

8004070396* 

50-387 

Q 

ENOELKEN.n H 

8004100492 

50-361 

e 

EVANS, C A 


800429001 1* 

50-29B 

0 

E9NETER . B 

8004150143* 

50-352 

Q 

ENOELKEN.R H 

0004100480 

50-397 

S 

EWALD.8 C 


8004040194* 

50-338 

Q 

EONETER. B 

8004090438* 

50-352 

Q 

ENOELKEN.R H 

0004150203 

50-528 

Q 

EWING, J F 


6004040137* 

70-27 


ESNETER.B 0 

8004100112* 

50-352 

Q 

ENOELKEN.R H 

8004150205 

50-133 

0 

FABICrB 


6004220531* 

50-259 

P 

EBNETER.S D 

0004180334* 

50-219 

Q 

ENOELKEN.R H 

8004150207 

50-344 

0 

FADRIKANT, R 


B004 040072 

50-445 

M 

ECKERT, R M 

8004230338 

50-311 

P 

ENOELKEN.R H 

8004150214 

80-206 

0 

FAHMER.W J 


S0042304&9 

50-341 

9 

ECKHARDT. J H 

8004020180* 

50-528 

Q 

ENOELKEN.R H 

8004150218 

50-312 

Q 

FAHRNER.W J 


8004020403 

50-341 

S 

ECKHARD. T 

8004240522* 

50-528 

Q 

ENOELKENrR H 

0004150220 

50-397 

Q 

FAIRTILE.H D 


8004090644 

50-309 

H 

ECKLER, J. 

8004220137* 

FOIA 


ENOELKEN.R H 

0004100097 

50-528 

Q 

FALCONER. J C 


8004010472 

50-443 

0 

ECONOMOS. N 

8004090291* 

50-348 

0 

ENOELKEN.R H 

0004100101 

50-133 

Q 

FALK, K M 


8004180130* 

50-301 

G 

ECONOHOa.N 

8004210199* 

50-269 

0 

ENOELKEN.R H 

BD04100104 

50-344 

0 

FALK. K M 


0004010389 

50-266 

0 

ECONQMOa.N 

8004160122* 

50-413 

Q 

ENOELKEN.R H 

8004100107 

50-206 

0 

FALLON. P 


6004300029* 

50-3B7 

0 

EDEL8TEIN. D 

80040B0643 

XPORTLIC 


ENOELKEN.R H 

0004 1001 OB 

50-312 

Q 

FALTER, H W 


B004290066 

50-518 

S 

EDGEWORTH. P J 

8004070125 

CONTRACT 


ENOELKEN.R H 

8004100109 

50-397 

Q 

FARBER. R C 


6004300008* 

90-307 

0 

EDGEWORTH. P, J 

0004040191 

50-104 

Q 

ENOELKEN.R H 

8004110107 

50-528 

0 

FARMER. W B 


B0042B0259 

ORC 


EDGEWORTH, P 

8004100020 

CONTRACT 


ENOELKEN.R H 

8004110111 

50-133 

Q 

FARR.R J 


8004140449* 

90-4S6 

A 

EDGEWORTH, P J 

B004030020 

CONTRACT 


ENOELKEN.R H 

8004110113 

50-344 

Q 

FARRELL, R L 


80041 S0049 

f4URE0 


EDGEWORTH, P J 

8004040212 

CONTRACT 


ENOELKEN.R H 

8004110114 

50-206 

0 

FARRELL, D 


9004030339 

50-556 

H 

EDGEWORTH, P 

8004070025 

CONTRACT 


ENOELKEN.R H 

8004110115 

50-312 

0 

FARRIB. J. R 


8004100605* 

50-556 

0 

EDLOW, U 

8004040427* 

FOIA 


ENOELKEN.R H 

0004110119 

50-397 

Q 

FARRIS. J R 


9004100610* 

50-556 

0 

EDMONSON, L D 

8004020234* 

50-320 

H 

ENOELKEN.R H 

8004180502 

70-9B4 


FARRIB. J R 


8004100595 

50-556 

G 

ED80N, K. 

0003190734* 

50-120 

P 

ENOELKEN.R H 

800422000? 

70-25 


FARRIS. J R 


8004100605* 

50-556 

0 

EDWARDS, 0 L 

B0040B0055 

40-3453 


ENOELKEN.R H 

GD04220013 

70-1257 


FARRIS, J R 


9004100610* 

30-556 

0 

EDWARDS, D, L 

0004290449 

40-3453 


ENOELKEN.R H 

8004220015 

70-734 


FASANO.A N 


BOO 4070 103 

30-320 

8 

EDWARDS, D H 

0004010460* 

50-324 

R 

ENOELKEN.R H 

8004220022 

70-754 


FASANO, A N 


B0040a0073 

50-320 

S 

EDWARDS, D H 

0004040323* 

50-261 

R 

ENOELKEN.R H 

0004220031 

50-528 

Q 

FASANO.A N 


8004020094 

50-320 

S 

EICH. E 

6004210258* 

50-247 

R 

ENOELKENrR H 

0004220038 

50-133 

Q 

FASANO.A N 


8004020077 

50-320 

8 

EICHHORN, W H 

8004020092 

30-367 

0 

ENOELKEN.R, H 

8004220046 

50-344 

Q 

FASANO. A N 


BOO 4020097 

SO -320 

8 

EICKHORN.W H 

6004020092 

50-367 

0 

ENOELKEN.R H 

0004220048 

50-206 

0 

FASCIO.P 


6004040226 

50-387 

H 

EISENKUT.D 0, 

7906290054 

50-312 

H 

ENOELKEN.R H 

0004220050 

50-312 

0 

FAUBLE, T J 


8004240460 

RES 


EI8ENHUT. D 0 

0004200369* 

50-10 

H 

ENOELKEN.R H 

0004220052 

50-397 

Q 

FAULKENDERRY 


9004300453* 

50-312 

Q 

EISENHUT, D 0 

8003240555 

50-302 

Q 

ENOELKEN.R H 

0004180135 

50-206 

Q 

FAULKENDERRY. 

D 

9004210229* 

30-312 

Q 

EISENHUT, D 0 

0OD4O9O2GB 

50-29 

0 

ENOELKEN.R H 

0004 180 139 

50-397 

Q 

FAULKENDERRY, 

D 

BOO420O226* 

30-312 

Q 

EISENHUT, D. 0 

8004030102 

30-320 

P 

ENOELKEN.R H 

0004180146 

50-520 

Q 

FAY, C W 


9004040123 

50-266 

P 

EISENHUT. D. 0 

0004100517 

□RO 


ENOELKEN.R H 

G0D4180148 

50-133 

0 

FAY.C W 


0004070206 

50-266 

Q 

EISENHUT, D Q 

8004140005 

ORQ 


ENOELKEN.R H 

0004100152 

50-344 

0 

FAY. C W 


0004030353 

50-266 

0 
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ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

FAY, C W 

BOO 103032 & 

50-266 

P 

FAY, C W 

8004010319 

50-266 

P 

FAY. C M 

B004340449 

50-266 

Q 

FAYrC U 

Q004030333 

50-266 

5 

FAV.C W 

6004030344* 

50-266 

S 

FAV.C U 

6004030410 

50-266 

F 

FAV.C M 

6004340419 

50-266 

0 

FAY.C W 

QOO422O370 

50-301 

P 

FAY.C W 

6004390307 

50-266 

6 

FAViC U 

0004290310* 

50-366 

S 

FAY,C U 

80042904&4 

50-301 

a 

FAY.C W 

B004290469* 

50-301 

a 

FAY. C W 

8004320473 

50-266 

p 

FAY.C W 

8004390290 

50-266 

a 

FAY.C H 

a00439030i* 

50-266 

s 

FAY.C U 

6004390470 

50-301 

s 

FAY.C W 

0004290479* 

50-301 

8 

FEDERICK.E J 

G004 100398 

RES 


FEE.W F 

8004070316* 

50-345 

0 

fee, H F 

B0Q411OO13 

30-313 

0 

FEE. W F 

0004030293 

50-213 

p 

FEE. U F 

8004210411 

50-213 

p 

FEE.W F 

0004250132 

50-213 

0 

FEE. W F 

0004150297 

50-313 

p 

FEE.W F 

0OO4S3O413 

50-423 

A 

FEHRINOER. J H 

8004150033 

50-155 

P 

PEHRIMOER. J h 

80O415OO3B 

50-271 

P 

FEHRINOER. J M 

8004170376 

RES 


FEHRrNOER,J 11 

G004S50364 

50-295 

P 

FEtERADENO, C D 

8004100390* 

50' 282 

0 

FEIT, R 

80042801 07 

REVIEW CRP 

FEIT. R 

QD042Q0300 

REVIEW 

ORP 

FELTON. J 11 

7B12120219 

FOIA 


FELTON. J M 

8003310090 

FOIA 


FELTON. J H 

0004010163 

50-268 

P 

FELTON. J 11 

0004060046 

50-150 

I 

FELTON. J i\ 

80040 1 0033 

FOIA 


FELTON, J H 

8004010049 

FOIA 


FELTON, J H 

G0040100S6 

FOIA 


FELTON, J » 

8004070194 

50-3 

H 

FELTON, J H 

0004030359 

50-382 

R 

FELTON, J H 

8004010281 

FQIA 


FELTON. J M 

8004040419 

40-6760 


FELTON. J (1 

6004020288 

FQIA 


FELTON, J M 

8004030303 

40-2061 


FELTON, J H 

8004090136 

FOIA 


FELTON. J M 

80040901 SO 

FOIA 


FELTON, J » 

6004090425 

FOIA 


FELTONrJ H 

8004030304 

FOIA 


FELTON. J M 

0004030310 

FOIA 


FELTON. J M 

8004070001 

FOIA 


FELTON. J <1 

0004070004 

FOIA 


FELTON, J 41 

0004070012 

FOIA 


FECTON, J. N 

8004080690 

50-3 

F 

FELTON, J H 

0004080709 

FOIA 


FELTONtJ H 

8004090044 

FOIA 


FELTON, J M 

B004090171 

50-330 

P 

FELTON, J H 

8004090023 

FOIA 


FELTON, J n 

0004090353 

FOIA 


FELTON, J N 

6004100048 

FOIA 


FELTON. J, H 

00041 1003B 

50-3 

P 

FELTON. J N 

8004150013 

FOIA 


FELTQNiJ h 

8004150213 

FOIA 


feltom, j (1 

80042200SO 

FOIA 


FELTON. J 11 

8004150201 

FOIA 


* 

8004210095 

FOIA 



8004210350 

70-143 



8004170131 

FOfA 



00042 100 I 3 

FOIA 



8004210047 

FOIA 



8004210030 

FOIA 



8004210069 

50-320 

C 


G004230008 

FOIA 



8004230313 

FOIA 



8004290094 

FOIA 



8004290097 

FOIA 



8D0 4290 150 

FQIA 



B004290155 

FQIA 



8004290162 

FOIA 



8004290195 

50-329 

K 


8004290106 

50-341 

H 


8004290163 

FDIA 



000429016? 

FOIA 



8004290100 

50-330 

H 


800429008? 

FOIA 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

PEROUSQN. R 

79001 500S4 

hi SC 


FERGUBOH, J H 

8004250041* 

50-200 

Q 

FERGUSON, J H 

0004030037 

50-280 

Q 

FERGUSON. J H 

B004210372 

50-330 

P 

FERN. Q 

8004210279* 

50-10 

H 

FI ALKOV I CH. J E 

6004300306 

NUREG 


FIELDSETH, H 

0004280043* 

50-292 

H 

fielder. J 

60040802B1 

50-250 

J 

FIELDER. J 

8004080485 

50-34S 

J 

fields, S R 

0004110046 

NUREG 


FIELDER. J 

8004140442 

50-327 

J 

FIELDER, J 

8004380449 

50-530 

J 

FIKAR.L F 

B004330041* 

50-443 

M 

FILKINS. D 

8004180471* 

50-344 

S 

F INFROCK. I R 

8004320314* 

50-219 

P 

FINFRQCK. I R 

0004020006 

30-363 

Q 

FINFROCK. I R 

6004020303 

50-219 

R 

FINFRQCK, I R 

0004030319 

50-219 

P 

FINFROCK. I fi 

BOO432O5O0 

50-219 

P 

FINFRQCK, I R 

8004320511* 

50-219 

P 

FINKEL.A £ 

8004180334* 

50-219 

Q 

FINUEV.N C 

8004150033 

NUREG 


FINLEY. A G 

8004090431* 

50-303 

0 

FINLEY. A 0 

8004030350* 

50-298 

Q 

FINLEV.A 0 

00041 10498* 

50-205 

0 

FIORELLI.G 

8004040060 

30-483 

0 

FIORELLI.G 

8004040418* 

50-546 

0 

FIORELLI.G 

8004040143 

50-346 

0 

FIORELLI.G 

8004040036 

50-373 

Q 

FIORELLI.G 

8004040043 

SO *646 

Q 

FIORELLI.G 

B004070167 

30-403 

Q 

FIORELLI.G 

8004030351 

50-306 

Q 

FIORELLI.G 

8004040050 

30-341 

Q 

FIORELLI.G 

8004040195 

50-10 

0 

FIORELLI.G 

8004040405 

90-263 

0 

FlOflELUl.O 

6004040471 

50-329 

Q 

FIORELLI.G 

8004040316 

50-295 

Q 

FIORELLI.G 

6004080629 

50-373 

0 

FIOHELLI.G 

8004100122 

50-305 

Q 

FIORELLI.G 

8004090272 

90-373 

0 

FIORELLI.G 

8004110150 

90-440 

Q 

FIORELLI.G 

8004080182 

90-373 

Q 

FlDHELUt.O 

8004 100 192 

50-254 

0 

FIORELLI.G 

8004040145 

30-300 

0 

FIORELLI.G 

8004110204 

30-436 

0 

FIORELLI.G 

8004210134 

90-390 

Q 

FIORELLI.G 

8004100245 

50-329 

0 

FIORELLI.G 

0004070130 

90-341 

0 

FIORELLI.G 

6004200020 

90-265 

0 

FIORELLI.G 

8004260066 

90-434 

0 

FlORELLl.O 

0004280031 

90-434 

Q 

FIORELLI.G 

8004090039 

50-329 

8 

FIORELLI.G 

8004070201 

90-946 

8 

FIORELLI.G 

8004070304 

50-329 

0 

FIORELLI.G 

8004090167 

90-440 

8 

FIORELLI.G 

8004070197 

50-946 

0 

FtQRELLt.O 

8004040039 

50-461 

B 

FIORELLI.G 

0004040048 

50-341 

8 

FlORELLl.O 

0004030173 

30-374 

0 

FIORELLI.G 

0004030177 

50-329 

8 

FIORELLI.G 

8004070328 

50-454 

B 

FIORELLI.G 

8004070230 

90-403 

8 

FIORELLI.G 

8004080672 

50-403 

8 

FIORELLI.G 

8004020003 

50-329 

5 

FIORELLI.G 

8004040064 

50-403 

0 

FfORELLIrG 

8004100260 

50-329 

G 

FlORELLl.O 

0004080643 

50-341 

0 

FIORELLI.G 

8004090141 

90-346 

Q 

FIORELLI.G, 

B004U0548 

30-346 

Q 

FtOftELLIrG 

80041 10526 

50-341 

0 

FIORELLI.G 

8004100267 

50-546 

Q 

FIORELLI.G 

8004110318 

90-403 

Q 

FIORELLI.G 

8004170249 

SO-346 

8 

FIORELLI.G 

0004180213 

50-398 

8 

FIORELLI.G 

8004100301 

50-341 

0 

FIORELLI.G 

0004180406 

50-403 

8 

FIORELLI.G 

8004240122 

90-546 

0 

FlORELLliG 

8004300334 

50-306 

Q 

FIORELLI. 0 

8004280628 

90-10 

Q 

FIORELLI.G 

0004300392 

50-350 

0 

FIORELLI.G 

Q0D42900S0 

50-403 

8 

FIORELLI.G 

8004290033 

90-341 

8 

FIORELLI.G 

8004300049 

50-461 

5 

FIORELLI.G 

8004300060 

90-403 

8 

FIRESTONE. L 

8004080499 

90-334 

I 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

FISH. R F 

000431 0240* 

50-312 

0 

FISH, R 

8004040030 

30-70 

5 

FISH.R 

8004040419 

50-70 

S 

fibher.r j 

0004080115* 

FOIA 


FISHER, J R 

8004030033* 

50-320 

H 

FISHER, W L 

0004070166* 

50-10 

G 

FISHER. W L 

8004070174* 

50-373 

a 

FISHER, W L 

0004040034* 

50-254 

Q 

FISHER. W L 

8004100383* 

50-102 

0 

FISHER. H L 

0OG423O1S9* 

50-123 

Q 

FISHER, W U 

0004090327* 

50-2 

0 

FISHER. W L 

8004100377* 

50-150 

0 

FISHER. W L 

0004230157* 

70-923 


FISHER. Q 

B004070424 

40-1162 


FISHER. 0 

0004030063 

PRDJ 


FI8KE. T N 

8004300297 

WASTE HOT 

FiSKEiT N 

8004300297 

WASTE MOT 

FITZGERALD, J A 

0004180136 

50-387 

9 

FlTZaiMNDNS, T R 

8004070389 

71-‘»067 


fleisher . Z Q 

8004290038* 

50-3 

H 

FLEIBHER.W U 

8004090213 

PR 


FLEISHER, Z S 

0004100337* 

50-3 

H 

fleisher. W L 

8002290496 

50-206 

H 

FLEISCHAKER.D 

0004020133 

50-279 

0 

FLEIBCHAKER, 0 8 

0004090030 

50-275 

0 

FLEISCHAKER.D 

0004090132 

50-275 

0 

FLEIBCHAKER. D 

8004090137* 

50-275 

0 

fleischaker. D 

0OO433D1O7 

50-275 

0 

FLEISCHAKER.D 

0004210322 

50-275 

0 

FLEISCHAKER. D 

80040B0556 

50*275 

Q 

FLEISCHAKER. 0 

8004210322 

50-275 

0 

FLETCHER. 0 W 

0004080241* 

CONTRACT 

FLYNN, J R 

0004220075* 

FOIA 


FLYNN, J R 

8004220092* 

FOIA 


FLYNN. J R 

0DO422O1O7* 

FOIA 


FLYNN. J R 

0004220606* 

FDJA 


FLYNN. J R 

0004220242* 

FOIA 


FLYNN. J R 

0004220206* 

FOIA 


FLYNN. J R 

0004220346* 

FOIA 


FLYNN. J R 

0004220573* 

FOIA 


FLYNN. J R 

8004220532* 

FDJA 


FLYNN. P 

0004030263 

90-312 

\i 

FLYNN. J. D 

8004150301 

50-3Sfl 

A 

FLYNN. H 

0004030040 

CONTRACT 

FOLEY. E. 

0004100609* 

PR 


FORBES. R L 

0004190019* 

50-255 

R 

FORD.W. H 

8004040221 

40-0502 
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WASTE MOT 
WASTE MGT 
WASTE MOT 
50-367 H 

QRU8H,U H 

OUHIN.M A 

OUlCHiP A 

OUMBLE, F W 

GUMBLE, F U 

8004000684 

8004210080# 

8004040107 

0004110442# 

0004140422# 

RES 

70-2478 

XPORTLIC 

50-286 S 
50-206 B 

HANNON, J N 
HANNON. J N 
HANNON. J N 
HANNON, J N 
HANNON, J N 

8004080113 
8004000680 
8004090294 
8004030332 
80041 50053 

50-293 

50-324 

50-324 

50-293 

50-324 

P 

F 

P 

P 

P 

HECTOR, A 

HEGARTY, W 
HEIBEL.R P 

HE I BEL, R P 
HEIBEL, R P 

8004230148 

0004200053# 

0004010435# 

0004080488# 

8004080507* 

WASTE MOT 
XPORTLIC 
50-317 S 
50-318 B 

50-317 S 

OUMDLE.F W 

OUMBLE, F W 

GUPPY, J 0 

GUPPY, J 0 

GUPPY, J 0 

8004100461# 

0004220749* 

8004000290 

0004100590 

0004280071 

50-206 8 

50-206 8 

RES 

RE8 

RES 

HANNON, J N 
HANRAHAN.E J 
HANSELL, D 
HANSELL, D 
HAN8ELL. D 

0004300599 

8004290171 

8004140130# 

8004080101 

8004020273# 

50-249 

50-327 

50-367 

40-2061 

40-2061 

P 

A 

0 

HEIBEL.R P 
HEIBEL, R P 
HEIBEL.R P 
HEIBEL.R P 
HEIDER.L H 

0004150486* 
0004220621* 
0004220798# 
8004290-199* 
B0041 10444# 

50-318 

50-317 

50-310 

50-317 

SO-29 

S 

8 

S 

8 

P 

GUSTAVE, R P 
GUSTAVE, R P 
HAASSiVJ P 
HAELStOiR J 
HAFERA, T, 

0004100366 
GOO 4 100360 
8004140083 
8004220184 
0004020445# 

CONTRACT 

CONTRACT 

TOPREP 

71-9130 

50-265 0 

HANSEN, g H 
HANSEN, L E 
HANBELL, D 
HANSEN, C D 
HANSEN, R A 

0004040062# 

8004070216 

8004140123 

0004210149# 

0004170257# 

50-483 0 

71-9009 

50-367 © 

XPORTLIC 

50-70 P 

HEIDER.L, H 
HEIDER.L H 
HEIDER.L H 
HEISER.J H 

heishman.r f 

0OO4UO434 

8004220307 

0004290415 

8004280041 

8004040436 

SO-29 

50-271 

50-271 

RES 

50-315 

P 

P 

P 

Q 

HAFERiF D 

HAGAN, T F. 

HAGAN, T F 

KAGAN, T F 

HAGAN. T F 

0004090477 

^8004000237 

8004100572 

8004100189 

0004100339 

50-320 I 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HANSELL, D, 
HANSEN, R H 
HARDIN, A K 
HARDIN. A K 
HARDWICK, R J 

8004150461 

8004230417 

8004080361 

8004090111 

0004110575# 

50-367 

NUREO 

50-261 

50-324 

50-395 

P 

8 

S 

Q 

HEI8HMAN, R F 
HEISHMAN.R F 
HEISHMANift F 
HEISHMAN.R F 
HEISHMAN.R F 

0004100013 

8004080589 

80041004^6 

0004080617 

8004300014 

50-346 

50-155 

50-10 

50-SS4 

SO-358 

0 

Q 

G 

Q 

Q 

HAGEN, T F 

HAGEY, H 

KAOEY, H, 

HAGEY, H 

HAGEYi H. 

8004210117 

8004070096 

8004010002 

8004070006 

8004250035 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HARKAHIK.D P 
HARLOW, F H 
HARMON, D W 
HARMON, D g 
HARMON, D g 

GD040 10060 
0004290001 
0004040135 
8004080032 
GD042B0096 

FOIA 

NUREO 

XPORTLIC 

XPORTLIC 

XPORTLIC 

HEISHMAN.R F 
HEISHMAN.R F 
HEISHMAN.R F 
HEISHMAN.R F 
HEISHMAN.R F 

0004100269 

0004100197 

8004220157 

0004110230 

0004070427 

50-282 
50-373 
50-295 
50-266 
50-3 1 5 

Q 

Q 

Q 

Q 

a 



AUTHOR 

ACCESSION 

NUMDCR 

SUBJECT 

CATEGORY 

rcnowiV/AL. MU 1 MUK IJMUbX 

ACCESSION SUBJECT 

AUTHOR NUMBER CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOCRY 

HEISHHAN-R F 

8004070192 

50-315 

S 

HICKLE-D J 

B004 1 50395* 

50-965 

R 

HOLLOWAY, C J 

0004080123* 

FOIA 


HEI8HMAN.R F 

8004090030 

50-313 

S 

H1E5TANO.O S 

B004O703O3 

50-409 

P 

HOLLY, J T 

8004100433* 

SO-305 

P 

HE rS KHAN R F 

8004040059 

50-315 

S 

HlOGINBOTHAfl.'L 

8004220276* 

FOIA 


HOLMAN, J F 

8004100342* 

CONTRACT 


HErSHMANiR F 

60040904 1 5 

50-346 

Q 

HIGGINBOTHAM. L 

8004230470* 

FOIA 


HOLODY, D J 

B0D421O1O4* 

70-371 


HEISHMAN. R F 

6004100091; 

50-346 

0 

HIOCENS.J C 

8004070123* 

SO-322 

Q 

HOLTAN, A A 

6004020324 

50-320 

M 

HEIEHHAN,R F 

6004160172 

50-3 i 5 

Q 

HIOOINS. J C 

6004100111* 

SO-3B7 

Q 

HOOD, D S 

0OD411OO2O 

50-329 

A 

HEISHHAN,R F 

0004260654 

50-295 

S 

HIGGINS, J C 

0004100077* 

50-322 

0 

HOPKlNa.L J 

8004140262* 

50-359 

U 

HEITMULLEH. H 

8OO420O53a^» 

50-320 

H 

HIGGINS, J 

0004160153* 

50-293 

0 

HOPKINS, H R 

Q004040I62* 

CONTRACT 


HELM. K 

6004170103 

XPQRTLIC 


HILL. T 0 

B0042 10365 

PT21 


HOPPER, D H 

8004030238* 

50-333 

R 

HELMSiR E 

0004150125* 

71-1 16 


HILL.T D 

6004300274 

PTSI 


HOPPER, D « 

80041 700S2* 

50-339 

R 

HEMMENDINGER. R 

8004000154 

50-387 

0 

HIND, J A 

6004000640* 

50-263 

0 

HOREY, 0 K 

0004100338 

50-320 

R 

KEMPLEREE. R 

6004040241 

50-556 

H 

HIND, J A 

0004040132* 

30-346 

Q 

H8RWITZ,F D 

8004240051* 

CONTRACT 


RENDER SOH, 0 K 

0004090166 

PR 


HIND.J A 

B 004090 431* 

50-305 

Q 

HOSEY.C M 

80040B0043* 

50-348 

0 

HENDERSON, J Q 

0004100301 

50-410 

A 

HIND, J A 

6004040115 

30-346 

Q 

NOSSLJ. W 

0004220017* 

50-31^" 

P 

HENDERSON, D M 

0004290444 

40-6622 


HIND, J A 

8004080637 

50-263 

Q 

HasSLER,D E 

P0041 50372 

50-320 

H 

HENDRiEi J n 

0004020 1090 

50-3 

0 

HIND, J A 

8004090426 

50-305 

0 

HOSTETTER,J J 

0004100578* 

50-320 

H 

HENDRIE, J « 

60040201030 

SO-3 

G 

NINO. J A 

0OO4O3O3SO* 

50-298 

0 

HOUGHTON, r C 

8004100504 

50-416 

F 

HENDRIE, J M 

B004oaoo4a» 

COMMigSlQN 

HIND.J A 

6004030325 

50-255 

Q 

HOUSTON, n w 

0004140127* 

50-367 

0 

HENDftiCita, T J 

aD0403030e« 

FOIA 


HIND.J A 

8004030349 

50-298 

Q 

HOVEY. 0 H 

0004160179 

50-320 

P 

HENORIE, J H 

0004170112 

COKMISSION 

HIND.J A 

8004110498* 

50-285 

Q 

HOVEY. G K 

8004170023 

50-320 

P 

HENDRIE. J M 

0004020193 

COMMISSION 

HIND. J A 

8004110489 

50-285 

0 

HOVEY. 0 K 

8004150436 

S 0-320 

P 

H£<N0R1E< J h 

800407001 1 

50-320 

P 

HIND, J A 

0004240513 

SO-2 

0 

HOVEY- 0 K 

0004160290 

50-320 

P 

HENDRIK. U M 

000414 0392 

COMmSSlOM 

HIND.J A 

8O043OO0B9 

50-2 

Q 

HOVEY. 0 K 

6004170039 

50-320 

P 

HEHDRIE, y) 

6004210100 

SO-275 

G 

HINES, E 

6004070135* 

50-341 

0 

HOVEYrO K 

0004250377 

50-320 

8 

HENSLEV.K D 

0004220081 

70-143 


HINES, E 

0004080649* 

50-341 

0 

HOVEY, 0 K 

0004240399 

30-320 

P 

HENSLEV. K D 

6004300005 

70-143 


HINES, E 

8004300362 

50-341 

Q 

HOVEY, G K 

6004250433 

50-320 

P 

HENSLEV.S^ D 

6004160213 

70-143 


HIRT, C U 

GO04 1501:41* 

NUREG 


HOVEY, 0 K 

8004250336 

50-320 

P 

HENSUEV.K D 

6004220219 

70-143 


HITCHENS. 0 C 

8004220761* 

50-346 

B 

HOVEY, 0 K 

8004160339* 

50-320 

n 

HERBEIN, J Q 

6004070416* 

50-2G9 

Q 

HITCHL6R.M J 

G004020432* 

TOPREP 


HOWARD. J E 

0004090470 

50-293 

p 

MERDEIN, J G 

6004300586* 

50-267 

0 

HODDS, T C 

G0042300S9* 

FOIA 


HOWARD, J E 

0004100366 

SO-293 

p 

HERDEIN. U G 

6004090013 

50-209 

Q 

HOCKERT, J 

8004020069 

70-135 


HOWARD. A 0 

0004170040 

50-320 

H 

HERBEINfi J 6 

6004020096 

50-289 

Q 

MOCKER T. J 

80 04000 197 

70-135 


HOWE. P W 

0004090030 

50-400 

Q 

HERBEIN.U 0 

GOO 404 0336 

50-320 

B 

HOPDER, M H 

G004210109 

50-389 

0 

HOWE, P M 

8004070293 

50-400 

0 

HERDElHi J C 

6004010412 

50-289 

P 

HOPDERrrt H 

8004020 239* 

50-309 

0 

HOWE,P W 

0004070035 

50-400 

a 

HERDS IN, J O 

6004030241 

50-320 

I 

HOPPER, ri H 

6004020272* 

50-389 

9 

HOWE. R 8 

0004150290 

SO-309 

I 

HERDEIN, J 0 

0004070204 

50-209 

P 

HOPGDDN, A P 

B004030347 

50-445 

M 

HOWELL. D D 

8004220321* 

FOIA 


HERDEm, J 0 

G004070290 

50-289 

P 

HDOODON, A P 

6004100126 

50-445 

K 

HOWELL, S H 

8004100360 

50-329 

a 

HERBEIN. J 0 

6004070291* 

50-289 

P 

HOOODDN, A P 

8004150157 

30-445 

M 

HOWELL, 8 H 

8004010397 

50-329 

B 

HEBDEIN, J 0 

6004070319 

50-269 

P 

HOOGDON, A P 

6004290227 

50-445 

rt 

HOWELL, 5 H 

8004070293 

50-329 

R 

HEftDElN.U 0 

0004070323* 

50-289 

P 

HDEFLING.R K 

6004030326 

70-2623 


HOWELL. 8 H 

8004090248 

50-329 

K 

HERDEINtJ 0 

B00407033S 

50-320 

n 

HOEFLINO,R K 

8004230070 

50-269 

0 

HOWELL. 8 H 

8004090231* 

50-329 

K 

HER REIN. J 0 

B004080560 

50-289 

p 

HOEFLING, R K 

800421 0009* 

50-322 

0 

HOWELL, 8 H 

6004060404 

50-329 

A 

HERDEIN. J D 

8004000703 

50-209 

p 

H0EFL1N0,R K 

□004210007 

50-322 

0 

HOWELL, 8 H 

8004060431 

50-329 

A 

HERBEIN. U G 

6004060707* 

30-289 

p 

HDEFUINO.R K 

0004160265 

50-269 

Q 

HOWELL, 8 H 

8004100364 

50-329 

A 

HERDEIN. U G 

6004100350 

50-320 

F 

HQELLER. J 

8004150496* 

50-263 

G 

HOWELL. 8 H 

6004100387* 

60-329 

A 

HERBEIN. J 0 

6004110395 

30-289 

p 

H0ENE8, L 0 

6004290020 

NUREO 


HOWELL. 8 H 

6004100390* 

50-329 

A 

HERDS INj j 0 

8004I403B6 

30-289 

p 

HOFFHAN. D P 

8004090303* 

30-255 

Q 

HOWELL, J C 

6004290157* 

50-339 

Q 

HERSEIN. J 0 

8004170106* 

50-289 

p 

HOFFMANN. D P 

B0040 10209 

50-295 

P 

HOWELL, S H 

6004150336 

50-329 

8 

HERBE I Ni J G 

6004230406 

30-287 

a 

HOFFMAN, D P 

6004040327 

50- 1 55 

P 

HOWELL. S H 

8004170063 

50-329 

a 

HEROEINj J G 

0004150349 

30-269 

p 

HOFFHAN, D P 

0004040371 

50-255 

R 

HOWELL. 8 H 

8004210225 

NUREO 


HERDS INj j 0 

6004150446 

50-320 

p 

HOFFMAN, 0 P 

0004070320 

50-255 

P 

HOWELL. 8 H 

8004210316 

50-32? 

6 

HERDS IN. J 0 

0004150499 

50-380 

0 

HOFFMAN, D P 

6004030217 

50-255 

R 

HOWELL. 8 H 

8004280460 

50-329 

F 

HERBE IN, J G 

6004180473 

50-289 

0 

HOFFMAN, 0 P 

8004070303 

50-255 

P 

HOWLETT, G. H 

8004220413* 

50-336 

R 

HER0EIN, J 0 

B004220S23 

80-289 

p 

HOFFMAN, 0 P 

8004080232 

50-255 

P 

HOYLE. J C 

8004150017 

ACRS 


HCRBEIN, J 0 

6004220224* 

50-289 

p 

HOFFMAN, P P 

8004080470 

S0-IS5 

8 

HOYLE, nI C 

00041 S0077 

ACR8 


HERBEINi j 0 

6004220542 

50-289 

p 

HOFFMAN, D P 

8004090309 

50-255 

P 

HOYLE. U C 

8004150111 

ACRB 


HER BE IN. J 0 

6004170104 

S0-S69 

p 

HOFFMAN. t> P 

8004100396 

S0-2S5 

S 

HOYLE, J C 

8004150114 

ACRS 


HERDEIN.O D 

6004220654 

50-289 

p 

HOFFMAN. D P 

8004100403 

50-259 

8 

HOYLE, J C 

0004150241 

ACR8 


HERDElNi J 9 

8004230493 

50-289 

R 

HOFFMAN. » P 

8004100413 

50-235 

S 

HOYLE. U C 

60041400S6 

ACRS 


HERDEEN. J 0 

8004250367 

50-209 

P 

HOFFMAN. t> P 

0004280402 

50-235 

0 

HOYLE. U. C 

8004140089 

ACRS 


HERPEtNi J 9 

8004260630 

50-320 

I 

HOFFMAN. D P 

8004140334 

50-255 

Q 

HOYLE, J. C 

6004150212 

ACRS 


HERB E IN. J 0 

8004300409 

50-320 

F 

HOFFMAN. D P 

8004150012 

50-235 

S 

HOYLE, U- C 

8004150222 

ACRS 


HERDT . A R 

6004020043* 

SO-395 

0 

HOFFMAN, D P 

8004140309 

S0-1S5 

P 

HOYLE. J. C 

8004150249 

50-260 

P 

HERDTi A 

8004040196* 

50-357 

D 

HOFFMAN, D P 

8004150215 

50-255 

P 

HOYLE, J. C 

6004140063 

ACRB 


R 

onA.i^07Q} 7 7« 

50-438 

0 

HOFFMAN, D P 

8004150330 

50-255 

8 

MOYLE, J. C 

8004160036 

ACRS 



'* 

50-566 

0 

HOFFMAN, D P 

6004150544 

50-259 

S 

HOYLE, J C 

6004180032 

ACRS 



» 

90-416 

Q 

HOFFMAN, 0 P 

8004150697 

50-255 

P 

HOYLE, J. C 

8004180044 

ACRS 



♦ 

50-348 

0 

HOFFMAN. D P 

80041 B04 07 

50-235 

Q 

HOYLE, J. C 

8004150244 

ACRS 




50-302 

0 

HOFFMAN, 0, P 

8004210156 

50-235 

P 

HOYLE, J C 

8004100023 

ACRS 





0 

HOFFMAN. D P 

8004320575 

50-135 

Q 

HOYLE, U C 

8004180049 

ACRB 





Q 

HOFFMAN. D P 

8004320500 

30-235 

Q 

HOYLE, J C 

B004180406 

ACRS 





Q 

HOFFMAN, D P 

6004330303 

50-155 

H 

HOYLE, J. C 

8004180498 

ACRS 





Q 

HOFFMAN, D P 

8004240372 

30-155 

P 

HOYLE, J C 

8004140053 

ACRS 





Q 

HOFFMAN. D P 

B0D4240450 

50-253 

P 

HOYLE, J C 

8004180506 

ACRS 





Q 

HOFFMAN. D P 

6004250354 

S0-2S5 

8 

HOYLE, J C 

8004 1 50002 

ACRS 






HOFFMAN. D P 

6004250426 

50-295 

P 

HOYLE, J C 

8004150254 

ACRS 






HOFFHAN.D P 

8004200519 

50-255 

P 

HOYLE, J C 

8004150005 

ACRS 






HORN, A 

6004220027* 

50-316 

P 

HOYLE, J C 

6004^1 50245 

ACRS 






HOHN. A 

8004290034* 

50-316 

P 

HOYLE, A. 

80040401 16 

CONTRACT 






HOHNfT, F C 

8004040227 

40-9502 


HOYLE, J C 

8004150246 

ACRS 






HOLCOMDiG R 

8004150171# 

CONTRACT 


HOYLE, vl C 

8004150228 

ACRS 






HOLDEN, T J 

8004240063 

XPORTLIC 


HOYLE, J. C 

0004 1 50232 

ACRS 






HOLDEN, T J 

8004240067* 

XPORTLIC 


HOYLE, J C 

0004150236 

ACRS 






HOLLEY, M J 

0004040070* 

50-344 

T 

HOYLE. J C 

8004150240 

ACRB 






HaLLENBACHER,R 

6004220273* 

50-331 

F 

HOYLE. J C. 

6004160085 

ACRB 
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HOVLE. J C 

a00414003S 

ACR5 


IPPOLITO, T A 

00041 10084 

50-271 

P 

JOHN. D F 

8004030174 

50-445 

M 

HOYLE. J C 

8004070047 

50-3 

0 

IPPOLITO, T A 

0004040127 

50-259 

P 

JOHN. D F 

8004100490 

50-445 

M 

HQ VLB. J G 

eoo4oaos7i> 

50-331 

G 

IPPOLITO, T A 

0004 110519 

50-259 

P 

JOHNSON. T D 

0OO42JO355# 

50-320 

P 

HOYLEiU C 

Q004S20030 

50-247 

G 

IPPOLITO. T A 

B004 110525* 

50-259 

P 

JOHNSON, M C 

B004020035# 

50-395 

Q 

H3IEH. J 8 

B004290474# 

TOPREP 


IPPOLITO, T A 

8004110525# 

50-259 

P 

JOHNS, S J 

8004070137# 

50-155 

H 

HSU.C J 

8004150475 

RES 


IPPOLITO. T A 

Q004 110531# 

50-259 

P 

JOHNSON, W D 

8004100335* 

50-313 

Q 

HUBBARD, n 0 

Q004210393# 

50-275 

G 

IPPOLITO. T A 

8004100032 

50-220 

P 

JOHNSON, P H 

8004100303# 

50-344 

0 

HUBERMAM, Q 

Q004030168* 

SECY 


IPPOLITO, T A 

0004 100037 

50-263 

P 

JOHNSON. J M 

8004100034# 

QA999 


HUDSON. Q 

7904110103 

50-2 

P 

IPPOLITOrT A 

80042 I 0303 

TDPREP 


JOHNSON. A H 

8004100102* 

50-335 

Q 

HUETERiU J 

e004040034« 

50-254 

0 

IPPOLITO, T A 

0004100602 

50-333 

P 

JOHNSON, D F 

0004170293# 

50-272 

0 

HUETER.L J 

80041003B3« 

50-182 

0 

IPPOLITO. T A 

8004230409 

50-277 

P 

JOHNSON, D F 

8004220429# 

50-272 

0 

HUFFi M 

Q004150&OU 

50-368 

F 

IPPOLITO. T A 

8004230414# 

50-277 

P 

JOHNSON, N R 

8004040090 

XPORTLIC 


HUFFi M 

8004150579» 

50-369 

F 

IPPOLITO, T A 

0004230441# 

50-277 

P 

JOHNSON, R U 

8004020225 

50-344 

0 

HUFFAKER, T 

8004290501# 

50-369 

A 

IPPOLITO. T A 

0004150105 

50-259 

F 

JOHNSON, R R 

8004070347* 

50-320 

R 

HUGHES, J 

B004040199# 
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B004070123* 

50-322 

0 

KULLBERGiJ A 

0004160127 

90-344 

0 
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KURTH* H R 

B004250702# 

50-304 

8 

LEONARD. J D 

9004220445 

30-333 

Q 

LEWIS, a R 

8004160232* 

50-287 

S 

KURTZ. R J 

0004040342 

RES 


LEONARD, J D 

8004080419 

50-333 

Q 

LEWIS. R C 

60043001 43 

50-302 

Q 

KUSHNERi U L 

8OO4O0O3S4« 

70-135 


LEONARD, J D 

8004090125 

50-333 

Q 

LEWIS, 8 R 

8004220690* 

50-269 

S 

KUSHNER^V; L 

a0040&0733* 

70-135 


LEONARD, J D 

9004090452 

50-333 

Q 

LIAW, 9 D 

8004150042 

NUREO 


KUSHMER , W L 

aoo4if>oaoY» 

70-135 


LEONARD, J » 

8004080266* 

50-333 

Q 

LIAW. B D 

8004200103 

TOP REP 


KUSHNER. N L 

90040907334 

70-135 


LEONARD. J D 

9004030273 

50-333 

S 

LIBERMAN, J 

8004210232 

50-295 

0 

KU&HNER. U L 

B004 1005554 

70-135 


LEONARD. J D 

9D0403D216 

50-333 

8 

LIBRIZZI.F P 

6004010331 

50-272 

R 

KVGER^J A 

9004140470 

NUREO 


LEONARD. J D 

9004070296 

50-333 

R 

LIBRIZZI.F P 

6004010323 

50-272 

8 

KYLEf J & 

80040-90329 

PR 


LERNER.N C 

9004090340* 

CONTRACT 


LIBRIZZI.F P 

6004010356 

50-272 

8 

KYSHNERrW L 

90042200604 

70-1143 


LE8H, L 

9004220101* 

50-320 

H 

LIBRIZZI.F P 

8004040317 

50-272 

8 

LAOUh^. R H 

80040902214 

50-201 

0 

LESLIE- R D 

9004210329* 

50-275 

G 

LIBRIZZI.F P 

8004000390 

50-272 

P 

LADUN. R 

80041000684 

50-334 

Q 

LESSOR. L C 

0004280574 

50-298 

5 

LIBRIZZI.F P 

8004110492 

50-272 

8 

LADUN. R H 

80042500594 

50-213 

Q 

LESSOR, L C 

9004090303 

50-290 

R 

LIBRIZZI.F P 

Q004080525 

50-272 

8 

ft.AQEROREN. Q 

9004220707* 

50-327 

S 

LEVINSON, C F 

9004080134* 

FOIA 


LIBRIZZI.F P 

0004110497 

50-272 

a 

LAOIEUSKI.U S 

8004010449* 

50-318 

S 

levin, H A 

7012060303 

50-10 

P 

LIBRlZZr.F P 

0004140320 

50-272 

8 

LAOIEU&Ki.J S 

BOO4OIO3B04 

50-3 IB 

S 

LEVINE. S 

6004020158 

RES 


LIBRIZZI.F P 

8004140409 

50-272 

B 

LAOIEUSKI I J S 

80041506204 

30-317 

S 

LEVIN, C 

7909140279 

MI SC 


LIORIZZI.F P 

8004150553 

50-272 

8 

LAGIEH9KI.P 0 

QO042S04I74 

50-319 

6 

LEVINE, 9 

9004230300 

RES 


LIBRIZZI.F P 

8004170062 

50-272 

P 

LAOIEUSKI.J S 

9004290377* 

50-317 

S 

LEVINE. M M 

B0040B0595 

RES 


LIBRIZZI.F P 

8004250366 

50-272 

P 

LAOIEUSKI. J 3 

8004290369* 

50-317 

5 

LEVINE. 11 M 

9004100594 

RES 


LICHTENDEROER.H 

8004210139* 

70-1 100 


LAOIEWSKI.U S 

8004290472* 

50-317 

S 

LEVINSON, J 0 

8004030025* 

50-3 

M 

LICHTENBERCER 

B004240169 

70-1 100 


LAGQKARSINO. R J 

8004030013 

50-275 

u 

LEVIN, K F 

9004100027 

50-454 

0 

LICHTENBEROER.H 

B004210130* 

7o-noo 


LAINAS. 0 

7900030094 

Ml SC 


LEVIN, K F 

8004100027 

50-454 

0 

LICITRA.E A 

B004040472 

50-31 1 

A 

LAINASr 0 

7909100158 

MIBC 


levin, K F 

Q004 100027 

50-454 

0 

LICITRA, E A 

8004100526 

50-311 

A 

LAINAS . Q 

7910020720 

Ml SC 


LEVINSON. J 0 

8004030018* 

50-3 

H 

LICITRA.E A 

8004140406 

50-311 

A 

lAINASi 0 

8004020178 

50-259 

P 

LEVIN, S 

8004100561 

REOGD 


LICITRA.E A 

6004140016 

50-275 

A 

LAINAS. 0 

8004030107 

50-369 

F 

LEVIN, H A 

0004090259 

50-10 

P 

LIEDERMAN, J 

7911050375 

MtSC 


LAIMAS. 0 

80040/0263 

GEN TEC 

IS 

LEVIN, J A 

8004010426 

50-334 

0 

LIEOLER.G E 

6004020011* 

50-389 

Q 

UAMACCHIA.P J 

8004290113* 

CONTRACT 


LEVINE. M M 

9004150479 

RES 


LIEBLER.O E 

6004110216 

TOPREP 


LAMD, H R 

8004110400 

PR 


LEVIN, J A 

8004290092 

50-334 

T 

LIEDER.C 

6004100079 

PR 


LANCASTER. K F 

8004020333* 

50-302 

S 

LEWIS, N D 

8004010345* 

so-soa 

A 

LIKE, I 

6004100041 

PR 


LANCASTER. K F 

8004090315* 

50-302 

8 

LEWIS, J R 

0004240170* 

70-135 


LIKE. I 

8004100440 

50-322 

r 

LANCASTER. K F 

6004290498* 

, 50-302 

B 

LEWIS. R C 

0004300171* 

50-302 

Q 

LIN, Y L 

9004110800* 

50-272 

a 

LANDSMANrR D 

8004040079* 

50-403 

Q 

LEWIS, R C 

8004300158* 

50-302 

Q 

LINDBALD.W J 

B0041B03S9 

50-514 

F 

LANCE. S L 

6004220200 

WASTE HOT 

LEWIS, R C 

0004040250* 

50-200 

Q 

LINDER, F 

0004010108 

50-409 

a 

LANOErS L 

Q004020046 

WASTE MOT 

LEWIS, R C 

0004020252* 

50-259 

Q 

LINDER, F 

0004150119 

71-6400 


LANOLEY>C 

8004100544* 

PR 


LEWIS, R C 

0004230249* 

50-269 

Q 

LINDER, F 

9004090369 

50-409 

p 

LANCLAND.R T 

8004030002 

NUREO 


LEWIS, R C 

8004150079* 

50-321 

Q 

LINDER, F 

Q004140312 

50-409 

p 

LANNINQ, D D 

8004210299 

NUREO 


LEWIS, R C 

8004100409* 

50-395 

G 

LINDER, F 

6004140365 

50-409 

R 

LANTZ/P W 

8004150036 

RES 


LEWIS, R C 

8004040232 

50-280 

Q 

LINDER, F 

6004 150204 

50-409 

P 

LANTZ.E 

8004 160227* 

50-269 

0 

LEWIS, R C 

8004090036* 

50-321 

Q 

LINDER.F 

6004150488 

50-409 

e 

LANT2.E 

8004160230* 

50-269 

0 

LEWIS. R C 

9004300230* 

50-269 

G 

LINDER, F 

6004220594 

50-409 

8 

LARINI.a 

8004300019* 

50-307 

0 

LEWIS. R C 

8004150142* 

50-321 

Q 

LINDER, F 

6004210200 

50-409 

a 

LAROCHE^C 

8004300005* 

50-209 

G 

LEWIS, R C 

9004040447* 

50-302 

G 

LINDER.F 

9004290341 

50-409 

B 

LATHAHi 9 0 

8004210009* 

50-322 

0 

LEWIS. R C 

8004090245 

50-259 

0 

LINDER.F 

B004300456 

50-409 

G 

LAUDlDi S 

8004150219 

FOIA 


LEWIS, R C 

0004100178 

50-333 

0 

LINEDARGER.J H 

9004170120 

RES 


LAUTIENHEISER.C 

8004040295* 

50-317 

Q 

LEWIS, R C 

8004090405 

30-327 

0 

LINEMAN, J J 

6004000607 

40-1162 


LAUTZENHEISER.C 

8004040296* 

50-317 

Q 

LEWIS, R C 

8004100195 

50-250 

Q 

UINEHAH,J J 

6004070249 

40-8452 


LAUTZENHEISERrC 

8004040301* 

50-317 

Q 

LEWIS. R C 

8004250340* 

50-269 

Q 

LINEMAN, J J 

8004070387 

40-Q30a 


LAVERTY.E 

9004160176* 

50-3 

H 

LEWIS, R C 

8004240303* 

50-250 

0 

LINENDER6ER,0 

0004230055 

50-466 

G 

LAt»SDN.U D 

8004180120* 

50-209 

H 

LEWIS, R C 

0004090133 

50-302 

Q 

LIP1N8K1. W C 

8004000639* 

ACRS 


LAWSON, L 

9004100331 

50-387 

0 

LEWIS, R C 

0004240393 

50-336 

0 

LIPINSKI.W C 

8004040469 

50-206 

D 

LAZA.R M 

0004090162 

SECY 


LEWIS. R C 

0004240400 

50-290 

G 

LIPINSKI, W C 

6004020226 

ACRO 


LA 2 A. R M 

9004090321 

SECY 


LEWIS, R C 

8004210105 

50-302 

G 

LiPPaLD,W J 

0004300079 

71-3Q3 


LAZARUS, W U 

0004210053* 

50-309 

Q 

LEWIS. R C 

0004280233 

50-333 

Q 

LITTLE. L W 

0004220350 

50-269 

0 

LAZOrH M 

9004080636 

50-133 

0 

LEWIS. R C 

8004020242 

50-259 

Q 

LITTLE, W S 

0004220175* 

50-295 

Q 

LEAR, Q 

9004150151 

30-335 

P 

LEWIS, R C 

8004280115 

50-250 

Q 

LITTLE, W S 

0004000664 

50-331 

O 

LEAS, J 

6004210072 

50-320 

C 

LEWIS, R C 

8004280134 

50-340 

0 

LITTLE, R 

6004210270* 

50-10 

M 

LE80EUF.R U 

6004110400 

PR 


LEWIS, R C 

8004280005 

50-395 

Q 

LITTLE, L M 

8004100222 

50-2Q9 

Q 

LEE,B 

8004170350* 

lOCFR 


LEWIS. R C 

0004280150 

50-325 

Q 

LITTLE. L W 

0004300001 

50-209 

0 

LEE.B 

9004280493 

‘ 30-320 

P 

LEWIS. 8 H 

6004020454 

50-312 

0 

LITVACK, B H 

8004090475* 

50-293 

H 

LEEiE W K 

0004070173* 

50-403 

Q 

LEWIS. R C 

8004260057* 

SO-324 

Q 

LITVACK, B M 

8004140104* 

50-443 

H 

LEE.E W 

8004280039* 

50-454 

0 

LEWIS. R C 

6004100395 

50-395 

Q 

LITVACK, B M 

0004110139* 

50-402 

H 

LEEiJ C 

9004030300 

ACRS 


LEWIS. R C 

6004040439 

50-302 

Q 

LITVACK, 8 H 

0004030207 

50-402 

H 

LEE. Q R 

8004210166* 

50-267 

Q 

LEWIS. R C 

6004090032 

30-321 

G 

LDCHSTET, W A 

0004110070 

50-320 

Q 

LEECH, K 

6004 1 50469* 

50-254 

S 

LEWIS. R C 

6004200050 

90-324 

G 

LDCKErR F 

8004150003 

50-133 

Q 

LEI BY, A C 

9004110490 

PR 


LEWIS, 6 H 

6004020110 

50-296 

D 

LOCKE, E U 

0004010472 

50-443 

0 

LE1THAUSER,J A 

8004 190402* 

50-155 

0 

LEWIS, R C 

6004000183* 

50-339 

Q 

LOCKE, R F 

8004240384 

50-275 

F 

LEITHAUSER, J 

8004030363 

50-155 

0 

LEWIS, R C 

0004000178 

30-339 

Q 

LOGAN, F 

8004110019* 

50-307 

0 

LEITHAUSER, J A 

0004 1 90396 

50-155 

0 

LEWIS, S H 

9004030329 

50-312 

0 

LONERGANrO T 

8004140110 

It<E 


LEITZELL.T L 

0004170250 

50-272 

P 

LEWIS, 8 H 

9004010292 

50-312 

0 

LONEROAN, 0 T 

6004220106* 

FOIA 


LEMI. A 

9004300033* 

50-307 

0 

LEWIS, 8 H 

9004000362 

50-312 

0 

LONEROANiO T 

B004220196* 

FOIA 


LENPOES.T E 

8004 1 10055 

50-220 

Q 

LEWIS, 8 K 

8004080414 

50-312 

0 

LONEROAN, 0 T 

B004220466* 

FOIA 


LErtPGES.T E 

9004100401 

50-220 

Q 

LEWIS, R C 

8004230202 

50-269 

Q 

LONO.F J 

6004300135* 

50-395 

Q 

L€HPQE8,T E 

8004010373 

50-220 

Q 

LEWIS, 8 H 

8004080329 

50-312 

0 

LONG, F J 

8004070046 

70-143 


LEMP0E3,T E 

9004010392 

50-220 

0 

LEWIS. 8 R 

8004070330* 

50-269 

8 

LONOSHORErM L 

6004040119 

50-352 

H 

LEMPOESiT E 

8004040404 

50-220 

a 

LEWIS. 9 H 

8004080322 

50-312 

0 

LOOMIS, J S 

6004100546 

REOGD 


LEMPOes, T E 

9004090642 

50-220 

0 

LEWIS, S R 

8004030224* 

50-287 

a 

LORENZ, R A 

0004170336 

NUREO 


LEMPOESiT E 

9004140406 

50-220 

R 

LEWIS, R C 

0004150065 

50-321 

Q 

LOSS. F J 

6004290009 

NUREO 


LENAHAMi J J 

8004040430* 

50-424 

Q 

LEWIS. R C 

8004150126 

50-321 

Q 

LOVE. E 

6004100064 

PRM 


LENAHAKiJ J 

9004020220* 

50-395 

0 

LEWIS, R C 

8004240371 

50-250 

Q 

LOME, A L. 

6004020475* 

TOPREP 


LENAHAH. J J 

8004090392* 

50-439 

0 

LEWIS, R C 

8004250330 

90-269 

G 

LQWERRE.R U. 

6004140281 

50-466 

Q 

LENAHANi J J 

8004240434* 

50-491 

0 

LEWIS, M 1 

9004250053 

50-209 

Q 

LOWRY, L M 

0004300192 

NUREO 


LEON, A 

8004040176 

50-307 

H 

LEWIS. 8 R 

6004060476* 

90-269 

8 

LUMB.R F 

8004090485* 

CONTRACT 


LEONARD, J 

8004210360* 

50-320 

K 

LEWIS, R C, 

0004210206* 

90-160 

Q 

LUNDVALLrA E 

6004220441 

50-317 

G 
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ACCESSION 
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ACCESSION 

NUMBER 

SUDJECT 

CATEGORY 

LUNDVALL. A C 

8004090139 

50-317 

Q 

MACDONALD. C E 

8004100212 

7 1 "6272 


LUND V ALL f A E 

800403031 1 

50-317 

0 

MACDONALD, C E 

8004100216* 

71-6272 


UUNDVALLi A £ 

0004080335 

50-317 

Q 

MACDONALD. C E 

8004100220 

71-6574 


LUNDVALLi A G 

8004080333* 

50-317 

Q 

MACDONALD, C E 

0004 100224* 

71-6574 


LUNDVALLrA E 

8004090243 

50-317 

Q 

MACDONALD. C E 

8004100220 

71-9073 


LUNQVALL.A E 

8004310192 

50-317 

R 

MACDONALD, C E 

0004100230* 

71-9073 


LUmVALL<A E 

8004010463 

50-317 

P 

MACDONALD. C E 

8004100250 

71-9009 


LUNDVALL<A E 

8004070273 

50-317 

R 

MACDONALD. C E 

8004100254* 

7 1 -9009 


LUNDVALL. A E 

0004040291 

50-317 

Q 

MACDONALD. C E 

8004100259 

71-6078 


LUND\/ALLi A E 

8004080463 

50-317 

P 

MACDONALD, C E 

8004100262* 

71-6078 


LUNDVALLRA E 

8004100227 

90-317 

P 

MACDONALD. C E 

8004100400 

71-252 


LUNDVALLi A E 

8004170111 

MI5C 


MACDONALD, C E 

8004090014 

71-380 


LUNDVALLi A E 

0004170230 

50-317 

P 

MACDONALD. C E 

8004090017* 

7 1 -380 


LUNDVALLi A E 

8004230435 

50-317 

P 

MACDONALD. C E 

0004100198 

71-6679 


LUNERi C 

8004030294 

PR 


MACDONALD. C E 

8004100200* 

71-6679 


LUQUEi N 

8004020101* 

50-449 

M 

MACDONALD, C E 

6004100226 

71-97 


LUQUEi N 

8004020190* 

50-445 

M 

MACDONALD, C E 

8004100229* 

71-97 


LUGUCi N 

8004170340 

50-449 

M 

MACDONALD. C E 

0004100231 

71-96 


LUTKENi D C 

800428037i* 

50-416 

K 

MACDONALD. C E 

0004100236* 

71-96 


LUTKENi D C 

8004280369 

50-416 

K 

MACDONALDjC E 

8004100329 

71-273 


LYNCHiM D 

8004110345 

50-397 

A 

MACDONALD. C E 

8004100332* 

71-273 


LYNCHi M D 

8004190084 

50-367 

A 

MACDONALD* C E 

8004 100336 

71-116 


LYNXHi J X 

8004030307 

FOIA 


MACDONALD. C E 

8004100341* 

71-116 


LYONS) E 

8004210373* 

50-320 

H 

MACDONALD. C E 

8004100346 

71-367 


HACOONALDi C E 

8004090223* 

71-9 


MACDONALD. C E 

8004100349* 

71-367 


MACDONALD. C E 

8004110125 

71-6144 


MACDONALD, C E 

0004210418 

71-6375 


MAC DONALD. C E 

8004290493 

71-9 


MACDONALD, C E 

0004280307 

71-5395 


MACDONALD. C, E 

8004020360 

71-290 


MACDONALD. C E 

8004280314* 

71-5395 


MACDONALD. C E 

8004020364* 

71-290 


MACDONALD, C G 

8004210019 

71-9142 


MACDONALD. C E 

0004020373 

71-13 


MACDONALD, C E 

0004210021* 

71-9142 


MACDONALD. C E 

8004020380* 

71-13 


MACHAMER.O E 

6004300066* 

90-307 

6 

MACDDNALDi C E 

0004010001 

71-9006 


MACKIN, J L. 

BOO 4020 196 

WASTE MOT 

MACDONALD. C E 

0004040092 

71-9070 


MACRAE, C F 

6004290052 

NUREO 


MACDONALD. C E 

8004070147 

71-24 


MADDEN. U 

8004290059* 

90-213 

0 

MACDONALD. C E 

8004070192* 

71-24 


MADDEN, N 

0004210330* 

90-219 

0 

MACDONALD. C E 

8004020300 

71-9049 


MADDEN. N 

9004190193* 

70-371 


MACDONALD. C E 

8004020304 

71-9049 


MADDEN. W 

0004280632 

50-320 

s 

MACDONALD. C E 

0004030009 

71-9046 


MADISON. W R 

0004170211* 

50-330 

A 

MACDONALD. C E 

0004030100 

71-9016 


MADISON. W R 

0004170212* 

90-338 

R 

MACDONALD. C E 

8004030104 

71-9015 


MADSEN. 0 L 

0004090191 

50-313 

0 

MACDONALD. C E 

0004030114 

71-9090 


MADSEN, 0 L 

8004040252 

50-285 

0 

MACDONALD. C E 

0004030124 

71-5930 


MAD8EN. 0 L 

8004100319 

50-313 

0 

MACDONALD. C E 

8004040082 

71-S607 


MADSEN, 0 L 

8004080691 

50-289 

0 

MACDONALD. C E 

0004040089 

71-9072 


MADSEN. 0 L 

8004040128 

50-267 

Q 

MACDONALD. G G 

0004040374 

71-230 


MADSEN, 0 L 

0004000600 

50-267 

Q 

MACDONALD. C E 

0004040380 

71-370 


MADSEN. 0 L 

0004080602* 

50-267 

0 

MACDONALD. C E 

0004040393 

71-135 


MADSEN. 0 L 

0004040069 

50-313 

0 

MACDOiNALD. C E 

8004040462 

71-5939 


MADSEN. 0 U 

0004030246 

90-290 

Q 

MACDONALD. C E 

8004070093 

71-9990 


MADSEN. 0 L 

0004210179 

90-445 

Q 

MACDONALD. C E 

0004070133 

71-180 


MADSEN. 0 L 

0004210443* 

50-449 

Q 

MACDONALD. C E 

0004030142 

71-9036 


MADSEN. 0 L 

0004090143 

50-313 

Q 

MACDONALD. C. E 

0004040197 

71-9979 


MADSEN. 0 L 

600421021 1 

50-290 

Q 

MACDONALD. G E 

0004040301 

71-9007 


MADSEN. G L 

0004210432 

90-449 

0 

MACDONALD. C E 

8004040490 

71-6379 


MADSEN, 0 L 

8004070113 

90-366 

Q 

MACDONALD. C E 

8004040478 

71-6387 


MADSEN. 0 

8004280057* 

90-324 

0 

MACDONALD. C E 

8004070010 

71-9079 


MADSEN. G L 

8004070033 

90-205 

0 

MACDONALD. C E 

8004070014* 

71-9079 


MADSEN. 0 L 

8004070036* 

50-285 

Q 

MACDONALD. C E 

0004070010 

71-9000 


MADSEN. 0 L 

8004240506 

90-313 

P 

MACDONALD. C E 

0004070020* 

71-9000 


MADSEN. D a 

0004 300067 

i 


MACDONALD. C E 

0004070068 

71-9043 


MADSEN. 0 L 

0004210163 



MACDONALD. C £ 

0004000093 

71-9019 


MADSEN. 0 L 

B004290005 



MACDONALD. G £ 

0004000097* 

71-9019 


MADSEN, 0 L 

0004290011* 



MACDONALD. C E 

0004000107 

71-9009 


MAGAR. T. R 

6004220284* 



MACDONALD. C E 

8004000112* 

71-9089 


MAORQN.R A 

8004020337* 



MACDONALD. C E 

0004020294 

71-379 


MAORON, R 

6004150513* 



MACDONALD. C E 

8004080209 

71-9132 


MAJOR, R 

8004100375 



MACDONALD. C E 

8004090201 

71-373 


MAJOR, R K 

0004100506 



MACDONALD. C E 

8004090203* 

71-373 


MAKIPENTTI. I 

8004250009 



MACDONALD. C. E 

0004090214 

71-372 


MALARQ. J C 

0004220491* 



MACDONALD. G E 

0004090210* 

71-372 


MALARO.J C 

0004220486* 



MACDONALD. C E 

8004090222 

71-379 


MALINAU5KAS. A 

0004170336 



MACDONALD. C E. 

8004090226* 

71-379 


MALLORY. 

8004220274 



MACDONALD. C E 

8004090227 

71-169 


MALMROa.M H 

0OO41BO5P7 



MACDONALD. C E, 

8004090230* 

71-169 


MALMROS, M, H 

8004260087 



MACDONALD. C E 

0004100270 

71-9796 


MALONEY. 0, P 

GD04030204 



MACDONALD. C £ 

0004040121 

71-9010 


MALONEY. 0 P 

0004086520 



MACDONALD. C E. 

0004040124* 

71-9010 


MALONEY, 0 P 

6004080534 



MACDONALD. C E 

0004090270 

71-377 


MALONEY, G P 

6004080367 



MACDONALD. C E 

0004090273* 

71-377 


MALONEY.G P 

6004080304 



MACDONALD. G £ 

0004100239 

71-49 


MANGINI. A. J 

8004020064 



MACDONALD. C E 

0004100242* 

71-49 


MANCUSD, F 

8004100445 



MACDONALD. G E 

8004100036 

71-9020 


HANDLER. J N 

0004080242 



MACDONALD. G E 

0004100038* 

71-9020 


MANFRED. K M 

8004210406 



MACDONALD. C E 

8004100209 

71-9900 


MAN0U81. J 

0004180093 



MACDONALD. C E 

8004100200* 

71-9900 


MANN.M M 

0004000099 
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AUTHOR 
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CATEGOI 

MANN, D L 
MANRV, M 
MANRV. M 
MANRY, M 
MANRY, M 


8004090463 

8004150454 

8004020343 

B004020361 

Q004010474 

PR 

90-366 
50-366 
90 <366 
50-32L 

MANRY, M 
MANRY, M 
MANRY. M 
MANRY. M 
MANRY. M 


800402031 5 
Q00402032 3 
8004020428 
8004150425 
300407031 4 

30-366 

90-366 

50-366 

50-366 

50-366 

MANRY. M 
MANRY, M 
MANRY, M 
MANRY. M 
MANRY. M 


8004020354 

0004010321 

8004150410 

6004040429 

0004040416 

50-321 

50-321 

50-366 

50-366 

50-321 

MANRY, M 
MANRY. M 
MANRY, M 
MANRY, M 
MANRY. M 


0004070201 

0004110472 

0004110479 

0004150451 

0004150476 

90-321 

50-366 

50-366 

50-366 

50-366 

MANRY, M 
MANRY. M 
MANRY, M 
MANRY, M 
MANRY. M 


0004150562 
BOO420O531 
0004150303 
0004150308 
B004 150393 

50-366 

50-366 

90-366 

50-321 

50-366 

MANRY. M 
MANRY, M 
MANRY. M 
MANRY, ri 
MANRY. M 


Q004 150399 
8004220615 
0OO422O62B 
B004220662 
6004220713 

50-321 

50-366 

50-366 

50-366 

50-321 

MANRY, M 
MANRY, N 
MANRY. M 
MANRY. M 
MANRY, M 


0004220726 

0004220664 

6004220652 

8004220675 

6004220669 

50-366 

50-366 

50-366 

50-321 

50-321 

MANRY, M 
MANRY, M 
MANRY. M 
MANRY. M 
MANRY. M 


B004220705 

6004220706 

8004220726 

S004280416 

6004280441 

50-366 

50-366 

50-366 

50-366 

50-366 

MANRY. M 
MANRY. M 
MANSER. W C 
MANSER. W C 
MANSER. W C 


0004200370 

8004280502 

6004090237* 

0004100402 

6004100143 

50-321 
50-321 
70-143 
70- 1 43 
70-143 

MANSER, U C 
MANSER. U C 
MANSER. M C 
MARCHAMO.R 
MARCHAL. J 


6004040041* 
B004070049* 
6004070235* 
8004020456* 
8004 180229 

70- 1 43 
70- 1 43 
70- 1 43 
50-320 
XPORTLIC 

MARCH!, M L 
MARCUS. 0 F 
MARKOUSKI. R 
MARKDWBKI.R 
MARKWDRTH. A 

S 

S 

J 

B00422064Q* 

6004140449* 

6004300244* 

8004210071* 

6004300192 

90-305 

90-456 

50-244 

50-244 

NUREO 

MAROTTA.C R 
MAROTTA. C R 
MARRr 


8004160221* 

8004160224* 

50-269 
50-269 ' 
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MARTIN^U G 

8004210212* 

50-247 

Q 

MARTIN. T vl 

80041001 57* 

50-354 

Q 

MARTIN. W G 

8004100080 

70-364 


MARTIN. W G 

8004080343* 

70-135 


MARTiNhT J 

B004t00i.l3* 

50-31 1 

S 

MARTIN. (rl G 

8004 100026 

70-820 


MARTINpR 1) 

8004240390* 

50-250 

0 

MARTINpR d 

8004250357* 

50-269 

Q 

rlARTlN-T T 

8004210053* 

50-309 

Q 

MARTINiH 0 

8004210104* 

70-371 


HARTIHtH G 

8004250054* 

50-213 

0 

MARTiN, T T 

8004160153* 

50-293 

Q 

MARTIN. R D 

8004090163* 

50-302 

Q 

MARTIN. T T 

8004210102* 

30-320 

0 

MARTIN. W G 

8004210326 

50-219 

Q 

MARTIN. U G 

8004150187 

70-071 


riARTINBON. Z R 

0004150056 

RES 


MARTIN 

80040801 14* 

50-354 

S 

MARTIN. W G 

9004230120 

SO-309 

0 

MARTIN. T r 

8004090473* 

50-293 

0 

MARTIN. U G 

8004090200* 

50-104 

0 

MARTIN. W G 

8004210099 

70-371 


MARTIN. U G 

8004220025 

70-371 


MARTIN. R D 

8004260241* 

50-335 

Q 

MARTIN. W 0 

8004090191 

50-104 

0 

MARTIN. R D 

G004S80125* 

50-250 

0 

MARTIN. W 0 

G00C09020S 

50-201 

Q 

HARTTN. W G 

8004090393 

70-133 


MARTSN.W G 

G004100197 

70-135 


MARTIN.! J 

80042601 74* 

50-354 

S 

MARTIN. W 0 

9004080334 

70-135 


MART 114. W 0 

8004100165 

70-33 


MARTIN. R 

8004090051 

50-335 

S 

MARTIN. T J 

8004250224 

50-354 

Q 

MARTIN. W 0 

8004210210 

50-247 

Q 

MARTIN. W 

8004280632 

50-320 

8 

MARTIN. N G 

8004250051 

50-213 

0 

MARTIN. W 

8004300552 

50-293 

9 

MARX. D J 

8004180368 

50-271 

R 

MASNIK.M T 

8004020163* 

30-272 

P 

KAGNIK.M T 

8004300600* 

50-272 

0 

MASSEY. U E 

6004140470 

NUREO 


HASBH.R E 

8004040444* 

SO-315 

Q 

MASSE. R 

0004040297* 

50-315 

0 

HAS5IE. H N 

8004240152 

RES 


MASSIE . H W 

8004 1 50008 

RES 


MASTER. N 

8004210403* 

50-320 

M 

MATHEWS. E R 

0004100405 

50-305 

Q 

MATHEWS. E R 

8004080457 

50-305 

S 

MATHEWS. E R 

8004080337 

50-305 

P 

MATHEWS. E R 

9004150354 

50-303 

R 

MATHEWS. E R 

8004150524 

50-305 

S 

MATHEWS. E R 

3004150561 

50-303 

S 

MATHEWS. E R 

3004170018 

50-305 

P 

MATHEWS. E R 

3004180428 

50-305 

P 

MATHEWS. E R 

3004130479 

SO-305 

P 

MATHEWS. E R 

30042S0756 

50-305 

P 

MATHEWS. E R 

3004210327 

50-305 

P 

MATHEWS. E R 

3004220642 

50-305 

s 

MATHFUFS F O 

**'^'''*''''''904 

50-305 

8 


ACCESS 1 0^J SUBJECT 
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MATT I A, M J 6004210119* CONTRACT 

HATTinOE, JJ 8004300433» 50-312 G 

I1ATT1A,M J 8004100194* CONTRACT 

MATTEMDE, J J 8004070312 30-312 S 

HATTIA.M J B004030014* CONTRACT 


ACCESSION SODJECT 
AUTHOR NUMBER CATEGORY 


MCCOQL. N D 8004080200* FOIA 

MCCOOL^W 0 8004080104* FDtA 

MCCOOL.W D 8004080179* FOLA 

MCCaOL.W B 0004000120* FOXA 

MCCORKLE, 0 8004240127* 70-L35 


MATTIA.M J 

0004 100342* 

CONTRACT 


MATTIA.M J 

8004080610* 

CONTRACT 


MATTIMOE. J J 

0004 1 40397 

50-312 

5 

MATTIKOE. J J 

8004150439 

30-313 

P 

MATTIMOE. J J 

0004210299 

50-312 

S 

MATTIMQE, J J 

8004160234 

50-312 

P 

MATTIMOE. J J 

0004290485 

50-312 

3 

MATTIMOE. J J 

8004210314 

50-312 

P 

MATTIMOE. J J 

8004220563 

50-312 

P 

MATTIMOE. J J 

8004220709 

50-312 

P 

MATTIMOE. J J 

B004230498 

50-312 

P 

MATTIMOE, J J 

0004290338 

50-312 

P 

MATTIMOE. J J 

8004280520 

50-312 

F 

MATTIMOE. J J 

8004290454 

50-313 

8 

MATTIMOE. J J 

0004300421 

50-312 

S 

MATTIA.M J 

8004030044* 

CONTRACT 


MATTSON. R 

7908150559 

30-350 

H 

MATTSON. R J 

8004100530* 

50-320 

□ 

MATTSON. R J 

5004020476 

50-320 

P 

MATTSON. R J 

8004210398 

50-320 

H 

MATTSON. R J 

0004240141 

REVIEW GRP 

MAUGANS.E H 

80041 50471 

50-346 

1 

MAUGAN3, E H 

8004280366* 

50-346 

I 

MAURA, F 

0004300022* 

30-336 

0 

MAUROrJ J 

0004100586 

PR 


MAYER. L 0 

0004040319 

50-263 

P 

MAYER, L 0 

8004010452 

50-263 

8 

MAYER. L 0 

0004090225 

30-203 

F 

MAYER. L 0 

8004090223 

50-263 

F 

MAYER. L 0 

8004090500 

50-263 

F 

MAYER, L 0 

8004000360 

50-263 

F 

MAYER, L 0 

8004000373 

50-263 

P 

MAYER. L 0 

8004080478 

50-282 

8 

MAYER, L 0 

8004080479 

SO -263 

F 

MAYER, L 0 

8004150543 

50-263 

8 

MAYER. L 0 

8004140390 

50-263 

B 

MAYER, L 0 

8004140435 

50-202 

6 

MAYER. L 0 

B004 140339 

50-282 

R 

MAYER, L 0 

8004140431 

50-263 

8 

MAYER, L 0 

8004150401 

50-263 

R 

MAYER, L 0 

8004150587 

50-202 

S 

MAYER. U 0 

8004170056 

50-282 

F 

MAYER, L 0 

8004100357 

SO-263 

F 

MAYER, L 0 

B004 150339 

50-282 

P 

MAYER. L 0 

0004180390 

50-306 

8 

HAVER, L Q 

8004180469 

50-263 

8 

HAVER, L 0 

8004180341 

50-282 

P 

HAVER. L 0 

B0041B0296 

50-306 

0 

HAVER. U 0 

8004230358 

50-282 

s 

MAYER, L 0 

8004230400 

50-282 

0 

HAVER. L 0 

0004280547 

50-282 

P 

HAVES, J 

8004250399* 

50-10 

H 

HAYS. S E 

0004090068 

RES 


HC ART HUH. T C 

8004090195* 

50-338 

Q 

HCCADE. E C 

0004040177* 

50-334 

Q 

HCCADE.E C 

8004170309* 

50-334 

Q 

HCCABE.E C 

8004160194* 

50-277 

0 

ttCCALLISTER, P 

8004220555 

50-329 

A 

MCCARTHY, E 

8004080166 

8ta<;« Prog 

MCCARTHY. E A 

B004070069 

State prog 

MCCARTHY. E 

8004020009 

State Proo 

MCCLAIN. C M 

8004240432* 

50-219 

R 

MCCLINTOCK.n 0 

8004210052* 

foia 


MCCLINTOCK.R 0 

8004180511 

70-696 


MCCLINTOCH.R 0 

7909290207* 

FOIA 


MCCLINTOCK.R 

S004210033* 

FOIA 


MCCLINTOCK.R 0 

8004210057* 

FOIA 


MCCLINTOCK.R 0 

B004070I04* 

40-6329 


MCCLINTOCK.R 0 

B004090122 

70-47 


MCCLINTOCK.R 0 

0004000230* 

70-22S4 


MCCLINTOCK.R 0 

8004150133 

70-1009 


MCCLINTOCK.R 0 

8004160156* 

70-1201 


MCCLINTOCK.R D 

8004210012 

70-2362 


MCCLINTOCK.R 0 

0004160079 

40-2286 


MCCLINTOCK.R 0 

8004070099 

40-6329 


MCCLINTOCK.R 0 

8004080199 

70-2254 


MCCLUNO. R W 

8004280040 

NUREO 


MCCOLLAM, W 

0004100513* 

COMMISSION 

MCCOLLAMi W 

8004080245 

PR 


liCCOLLOUGH.P H 

8004170202 

PR 



MCCORKLE. G W 

8004240114* 

7Q-L33 


MCCORKLE.G W 

0004160002 

70-B 


MCCORKLE. 0 W 

8004230197 

70-1739 


MCCORKLE.G W 

0004240222 

50-244 

P 

MCCORKLE. 0 W 

8004020147 

70-2/06 


MCCORKLE.G W 

8004090040 

70-tnOB 


MCCORKLE.G W 

B004070065 

70-B24 


MCCORKLE.G W 

8004160003 

70-2322 


MCCORKLE.G W 

8004240247 

70-2478 


MCCORKLE.G W 

8004040473 

70-2322 


MCCRACKEN, K W 

8004010372 

50-34B 

P 

MCCRARY, D L 

8004250390 

50-321 

P 

MCCUTCHAN. D A 

0004110496 

PR 


MCDADE, J M 

8004080218* 

50-3137 

U 

MCDERMOTT. R J 

0004040403* 

71-33 


MCDERMOTT, R J 

8004040398 

71-35 


MCDIARHID. R C 

0004090360* 

30-416 

H 

MCDIARMID. R C 

8004090368* 

50-416 

H 

MCDIARMID. R C 

8004090363 

50-416 

H 

MCDONALD. D D 

8004090362 

FDIA 


MCDONALD. D D 

8004290173 

FOIA 


MCDOWELL-aOYER 

0004160000 

REB 


MCDUFFIE. M A 

8004000451 

50-400 

A 

MCDUFFIE, M A 

8004220451 

50-400 

A 

MCDUFFIE. M A 

0004230328 

50-400 

A 

MCFARLAND, C R 

8004020194* 

50-424 

0 

MCFARLAND, C R 

8004210247* 

50-413 

0 

MCOARRY. J M 

0004090331 

PR 


MCOARRY, J M 

8004110153 

70-2623 


MCOARRY. J H 

8004110153 

70-2623 


MCOARRY. J M 

Q00423Q012 

70-2623 


MCOARRY, J M 

8004230012 

70-2621 


MCGAUGHY. R « 

7812110291* 

30-307 

Q 

MCGAUGHV. R W 

80042301 14* 

50-352 

Q 

MCGAUGHY, R W 

8004100111* 

50-307 

a 

MCGAUGHY. R W 

0004100168* 

00-354 

0 

MCGAUGHY, R M 

8004300309* 

SO-410 

Q 

MCGAUGHY. R W 

8004090441* 

90-44J 

0 

MCGAUGHY. R M 

8004090473* 

50-293 

Q 

MCGAUGHY. n W 

8004100040* 

DO-44'I 

0 

MCGAUGHY, R W 

0004210011* 

50-423 

0 

MCGAUGHY. J 

8004230322 

50-416 

0 

MCGINNEBB. J 

7909290207* 

FOIA 


MCGDNNAGLE, W 

8004220037* 

FOIA 


MCGOVERN. G 

8004080314* 

40-1341 


MCGRATH. E J 

8004300213 

UABTI: H37 

MCORANERY. J P 

8004 1 5032? 

30-244 

P 

MCGRIFF. J M 

8004150533* 

30-327 

D 

MCGRIFF. J M 

8004290519* 

50-327 

0 

MCGUIRE. D R 

8004300135* 

50-395 

Q 

MCGUIRE. W F 

8004010242 

50-466 

A 

MCGUIRE. P J 

0004150576 

30-293 

G 

MCGUIRE. P J 

8004140310 

50-293 

P 

MCGUIRE, P J 

8004140337 

30-293 

B 

MCGUIRE. P J 

8004170184 

go-293 

n 

MCGUIRE, P J 

8004230497 

go-293 

R 

MCGUIRE, P J 

8004220624 

90-293 

0 

MCGUIRE, P J 

8004210289 

90-293 

0 

MCGURREN.H J 

8004 1 70248 

50-382 

0 

MCHENRY. T J 

8004100182* 

50-330 

0 

MCINTOaHiW 0 

8004220342* 

70-2623 


MCKEOWN.L M 

8004090221* 

50-201 

Q 

MCKEOWN. L 

8004300552 

50-293 

0 

MCKINLEY, J C 

8004040261 

50-409 

Q 

MCLOUOHLIN.M T 

8004150588* 

50-293 

8 

MCLOUD, D 0 

8004290406* 

50-327 

0 

MCLOUGHLIN.M T 

8004140342* 

90-293 

0 

MCLOUGHLIN.H T 

0004170191* 

50-293 

B 

MCLOUGHLIN. H T 

0004210292* 

50-293 

D 

MCLOUOHLINiH T 

8004220631* 

50-293 

0 

MCHaRMACK,M 

8004030343 

PR 


MCNAMARA, A E 

8004150384* 

50-244 

R 

MCNEER. C 

B00429042S* 

50-266 

I 

MCNEER,C 8 

8004110491 

PR 


MCNEIL, W M 

8004040361* 

OA999 


MC OSCAR iJ J 

8004080450* 

50-213 

0 

MCOSCAR, J J 

8004090441* 

30-44.3 

0 

HCPHILLIPS. J 

8004250064 

70-2909 


MCRAE. C M 

8004100023* 

CONTRACT 


MECCA. J E 

8004030351 

PR 
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HECH, S J 

S0041 10Q4B 

NUREO 


MEEKS, M 

0004040266 

50-556 

G 

MElERANiH Q 

8004170329 

NUREO 


MEIBSiR l 

0004030317 

PRQJ 


MEiaSiR L 

0004040058 

PROJ 


MELLON, K 

0004220570 

50-206 

P 

MENC2ER, W B 

0004040435 

CONTRACT 


MENCZERiW a 

0004070003 

CONTRACT 


MENCZER.W B 

0004100523 

CONTRACT 


MENCZER.g B 

0OO41OOS29 

CONTRACT 


MERCURI, J 

0004030156* 

50-320 

H 

MERRITT, D 

8004090271 

PR 


MERRILL, D K 

8004300057* 

50-387 

0 

MERSDNrS D 

8004250407* 

50-317 

R 

MERSON^S D 

8004250406 

50-317 

R 

MESMERINGER, J 

0004 170035* 

TQPREP 


MEBSITT, B R 

6004040452* 

50-302 

Q 

MEBSITT, B R 

8004240413* 

50-280 

Q 

METZCER,J R 

6004220174* 

FOIA 


MEVER, K 

8004040112 

50-331 

P 

MrCHEL.C J 

0004220133 

70-143 


MrCHELrC J 

6004070422 

70-143 
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8004040224 

50-352 

H 

PUCILLO. A C 

8004240041* 

0004090152 

PR 


PUCKETT. J M 

0004250291* 

□004020142 

RES 


QU AR AMTELL I, E 

0004230514 

0004100223 

50-946 

0 

GUEENER. D 9 

Q004230303* 

0004080160 

50-546 

A 

QUICK. D 

0004300107* 

0004090241 

PH 


QUICK. D R 

0004300260* 

0004280473 

PR 


QUIGO.C 

8004150031 

8004070007* 

06999 


QUIOO.C 

0004010171 

8004070083* 

0A999 


QUIGO.C 

0004280570 

G0040B02/6* 

QA999 


QUIGLEY. E J 

8004080679 

8004140037* 

QA999 


QUIGLEY. J R 

6004100194* 

8004030239* 

QA999 


QUINM.E 

6004020069 

0004010512 

0A999 


QUINN. E. 

6004060197 

0004140029* 

QA999 


QUIRK. 0 F 

6004200422 

G004040348* 

QA999 


QUISENDERRY.O F 

0004020114* 

8004080369* 

QA999 


RADER, R M 

8004110574 

8004090290* 

QA999 


RAFI. A, 

8004070276* 

8004080267* 

QA999 


RAGSDALE. J D 

8004210393* 

0004040111 

QA999 


RAINEY, J L 

0004070151 

8004000301* 

QA999 


RANDOLPH, H L 

8004040369 

0004290021* 

QA999 


RANDOLPH, M L 

8004160095 

8004020423 

QA999 


RANSaHDFF, J A 

0004090121* 

0004070307 

06999 


RAPKIN. A 

0004030302 

8004090302* 

QA999 


RA6H. J U 

8004170020* 

0004140010* 

0A999 


RATHKOPF.C L 

8004030054* 

0004090067 

QA999 


RATHKOPF.C L 

0004030071* 

0004100031 

QA999 


RATHKOPF.C L 

8004030093* 

0004110064* 

QA999 


RATHKOPF.C L 

8004040239^ 

0004070076 

QA999 


RATHKOPF.C L 

00040402 

0004300217 

QA999 


RATHKOPF.C 1 

80040402 

0004040476 

QA999 


RATHKOPF.C L 

80040402 

B004090055 

QA999 


RATHKOPF.C L 

80040404 

0004000255 

OA999 


RATHKOPF.C L 

B0040902 

8004000350 

06999 


RATHKOPF.C L 

80042102 

0004090202 

0A999 


RATHKOPF.C L 

80042201 

0004000291 

QA999 


RATHKOPF.C L 

80042201 

0004030235 

06999 


RATHKOPF.C L 

80040204 

8004090371 

QA999 


RATHKOPF.C L 

80040300 

8004140011 

QA999 


RATHKOPF.C L 

80040402 

80041 10031 

0A999 


RATHKOPF.C L 

80040402 

0004290016 

QA999 


RATHKOPF.C L 

0OO4O4OS 

0004300004 

0A999 


RATHKOPH.C L 

80040402 

0004160172* 

50-277 

0 

RATHKOPF.C L 

aooAioos 


SUBJECT 




ACCESSION 

SUBJECT 


CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

40-672 


RATHKOPF.C L 

0004220124* 

50-320 

H 

50-289 

0 

RAUNER. L 

M 

6004020192 

FOIA 


50-293 

0 

RAUNER, L 

M 

8004D10D3B 

FOIA 


50-317 

0 

RAUSCH. J 

K 

8004040125* 

50-416 

G 

70-1100 


RAUSCH, J 

K 

8004300493* 

50-395 

Q 

50-272 

Q 

RAUSCH, J 

K 

0004090103 

50-416 

S 

50-277 

Q 

RAUSCH, J 

K 

0004220134* 

50-491 

0 

50-333 

0 

RAYMOND. L W 

0004220162* 

50-3a0 

H 

50-245 

0 

RAYMOND, W J 

8004210071* 

50-244 

Q 

70-1 143 


READ, J 


6004020474* 

50-522 

G 

50-255 

Q 

RECORD, D 

J 

0004170227* 

50-327 

F 

50-315 

Q 

RECORD, D 

J 

8004010381* 

SO-327 

8 

40-2061 


RECORD. D 

J 

0004010403* 

50-327 

S 

27-47 


RECORD, D 

J 

8004010371* 

50-327 

S 

27-47 


RECORD, D 

J 

8004010475* 

50-327 

S 

50-10 

0 

RECORD, D 

J 

8004170229* 

50-327 

F 

50-10 

0 

RECORD, D 

J 

0004170231* 

50-327 

F 

50-254 

0 

RECORD, D 

J 

0004170234* 

50-327 

F 

CONTRACT 


RECORD. D 

J 

0004090336* 

50-327 

8 

50-331 

0 

RECORD, D 

J 

0OO4O9O4S7* 

50-327 

6 

50-466 

G 

RECORD. D 

J 

0004100465* 

50-327 

S 

50-466 

0 

RECORD. D 

J 

0OO41BO4O7* 

50-327 

e 

50-209 

P 

RECORD. D 

J 

6004150512* 

50-327 

8 

CONTRACT 


RECORD. D 

J 

8004150565* 

50-327 

S 

FOIA 


RECORD. D 

J 

6004220722* 

50-327 

s 

FOIA 


RECORD. D 

J 

6004220757* 

50-327 

s 

40-8722 


REED. J W 


8004040153* 

50-70 

p 

FOIA 


REED. R W 


6004150103 

50-346 

p 

50-280 

P 

REED.C 


8004020429 

TOPREP 


PR 


REEO.M 


8004290407* 

50-365 

6 

PR 


REED.C 


0004290434 

TOPREP 


PR 


REEHAL. D 

6 

0004220528* 

FOIA 


FOIA 


REEVES. E 


0004110573 

50-348 

F 

FOIA 


REEVES. E 

A 

0004110555 

50-29S 

0 

FOIA 


REEVES. E 


0OO43OO5B0 

50-295 

F 

FOIA 


REGAN. W H 

G004020154 

50-272 

P 

FOIA 


REHM. T A 


8004090066 

COMMISSION 

FOIA 


REHM. T A 


0004100592 

COMMISSION 

FOIA 


REHH, T A 


0004140457 

COMMISSION 

50-433 

R 

REHM. T A 


0004250046 

COMMISSION 

50-266 

U 

REICHERT, 

E C 

8004070276* 

50-317 

R 

50-409 

U 

REICH, M 


8004240566 

NUREO 


CONTRACT 


REID.R W 


8004060437 

50-317 

P 

50-261 

Q 

REID.R W 


8004000440* 

50-317 

P 

50-320 

H 

REID.R W 


0004030275 

50-265 

P 

NUREO 


REID.R W 


8004040091 

50-317 

P 

50-302 

Q 

REID.R W 


8004040096* 

50-317 

P 

50-269 

Q 

REID.R W 


8004040109* 

50-317 

P 

50-268 

P 

REID.R W 


8004070160 

30-313 

P 

FOIA 


REID.R W 


0004210108 

50-289 

H 

50-295 

G 

REID.R W 


8004070266 

50-336 

P 

70-1300 


REID.R W 


8004080002 

50-302 

P 

CONTRACT 


REID.R W 


8004150177 

50-312 

F 

70-135 


REID.R W 


0004010255 

50-269 

F 

70-135 


REID.R W 


8004030230 

50-269 

P 

50-550 

A 

REID.R W 


8004020449 

50-312 

P 

50-289 

H 

REID.R W 


6004170294 

50-209 

P 

50-445 

M 

REID.R W 


6004100115 

50-312 

P 

50-317 

R 

REID.R W 


6004150110* 

50-346 

P 

50-275 

G 

REID.R W 


6004150120* 

50-346 

P 

40-2061 


REID.R W 


0004160100 

50-335 

P 

RES 


R£ID,R M 


80041S00B2 

50-54 

P 

RES 


REID.R W 


6004210321 

50-269 

P 

71-121 


REID.R W 


0004100241 

50-313 

P 

FOIA 


REID.R W 


8004100246* 

50-312 

P 

50-324 

P 

REID.R W 


8004100255* 

50-3 1 3 

P 

50-320 

H 

REID.R U 


6004110461 

TOPREP 


50-320 

H 

REID.R W 


8004170316 

50-317 

F 



/AUTHOR 

ACCESSION 

NUrlBfcR 

SUBJECT 

CATEGORY 

AUTHOR 

neiNMUTH.C u 

3oO‘i2aoo9a« 

SO-334 

P 

ROCl^HOLO. H C 

RElb, H F 

600-10 2 GJtoS* 

50-339 

G 

RODACK, n 

REIS. M F 

900422G14J 

50-309 

G 

RODEN, J W 

RE I S. H F 

BQ0402tf26S^» 

50-339 

G 

RODEN, J W 

FIEIS. H F 

8004220141 

50-309 

C 

RODEN. J W 

REIS. E J 

0004030355 

50-443 

Q 

RODGERS, L 11 

REIS, H F 

80042-10494 

50-350 

G 

RODGERS. L 11 

REIB. H F 

800424G4Q4 

50-250 

C 

RODGERS. L H 

REIS. H F 

600411052*? 

50-250 

Q 

RODRIGUEZ. R J 

REk.EME/ER,P C 

0004000276 

WASTE MOT 

RODRIGUEZ. R J 

REt^EMEYER P C 

B004O2016S 

WASTE NOT 

ROE.D 

REMLEY. h E 

8004t^a006l 

71-6400 


ROE. J M 

RENDEROFR. I) L 

800403034 1 

PR 


ROE. J U 

RENDEROER. D L 

8004230271* 

50-460 

Q 

ROGERS, R F 

RENDERGER.U L 

B004020339 

50-397 

K 

ROGERS, R F 

RENDERGER-D L 

0004230248* 

50-460 

Q 

ROGERS. W L 

RENDERGER.D L 

8004010340 

50-300 

A 

ROGERS, B J 

RENDEROER.D L 

0004020293 

50-397 

S 

ROGERS. H A 

RENDERCER.D L 

8004020302 

50-397 

5 

ROGERS. W F 

RENGERGER. D U 

8004070367 

50-397 

A 

ROGERS. W F 

RENDERGER. D L 

8004170207 

50-397 

A 

ROGERS, W F 

RENBERGER. D L 

8004140345 

50-397 

K 

ROGERS, L W 

RENBERGER. D U 

8004150443 

50-508 

A 

RaOERS«C s 

RENBERGER, D L 

8004210313 

NUREG 


ROGERS, W H 

RENBERGER. D L 

6004210385 

50-397 

A 

ROGERS, W H 

RENBERGER, D L 

0004200466 

50-397 

S 

ROGERS. W H 

RENBERGER, D L 

0004200475 

50-397 

S 

ROGERS, W H 

RENNELS, A E 

0004080177 

40-2061 


ROMAN, T W 

RENNOi E 

0004040300 

30-320 

H 

RQOD.K 

RESSLER,W C 

8004140250 

30-320 

R 

ROONEY, M A 

REYES. L A 

8004100022*- 

50-346 

0 

ROONEY, M A 

REYNOLDS, N S 

80040B01 19 

Pfl 


ROONEY, V L 

REYNOLDS. N S 

8003350002 

nUREO 


ROOT.L D 

REYNOLDS. L E 

8004070354 

71-9122 


ROQT.L D 

REYNOLDS. N 3 

8004040008 

50-445 

0 

RQDT.L D 

REYNOLDS. N S 

B0D4DGO221 

50-445 

0 

ROOT.L D 

REYNOLDS, L E 

B004Q90D*?! 

71-9122 


RaOT,L D 

REYNOLDS. N 3 

8004040088 

50-445 

0 

ROOT.L D 

REYNOLDS. N S 

S0040G0321 

50-443 

0 

RDREH 

REYNOLDS. N S 

8004140005 

FR 


ROSA,F 

REYNOLDS, N S 

0004280109 

50-556 

0 

ROSEN, A. £, 

REYNOLDS. N S 

0004380169 

50-556 

0 

ROSENTHAL, D 8 

REYNOLDS, N S 

0004160205 

50-397 

A 

ROSEN, A E 

REYNOLDS. N S 

0004340434* 

50-445 

0 

ROSOL(£,E 

RHElNKEtHOR. D 

0004070191 

50-307 

H 

ROSOM, D F 

RKEINKEIMER. D 

0004070064 

50-3B7 

H 

ROS0M, D F 

RICE. G B 

0004080163* 

40-2061 


ROSOW, D f 

RICHARDBOM.H D 

0004310037 

71-6717 


R0B8.D M 

RICHARDSO^MI D 

0004020025 

71-9135 


ROSS.D 

RICHTER, S W 

0004040295* 

50-317 

□ 

Roas.D F 

RICHTER, S U 

0004040296* 

50-317 

Q 

Rosa.o F 

RICHTER, S W 

8004040301* 

50-317 

0 

ROBS. D A 

RICHTER. T 

8004220569 

50-320 

H 

ROSS.D A 

RfCKOVER.H G 

8004090082 

QRG 


ROSS.L L 

RIC^OVER. H 0 

8004090007 

BRG 


ROSS.P A 

R 

0004170139 

FQIA 


ROSS.M J 

RILEY, B W 

□0042801 57* 

50-323 

0 

ROSS.D F 

RTSCHLINO. J L 

0004010500* 

50-316 

S 

ROSS.D A 

RtGCHLING. J L 

000 4 08054 5* 

50-316 

8 

ROSS.D F 

RtSCHLINOrJ L 

8004230357* 

50-316 

a 

ROSS, 0 F 

RIT8HER, J A 

8004070299 

50-443 

I 

ROSS.M J 

HITTS, F H 

a0G40B0559 

50-445 

N 

ROSS.D F 

RIVARD, W C 

8004150141* 

NUREO 


ROSS.D A 

RIZZI,R A 

0004090200 

PROJ 


ROSS.D A 

RIZZI,F1 A 

8004090206 

PROJ 


ROSS.D A 


ACCESSION 

NUMBER 

SUBJECT 

CATECORY 

AUTHOR 


ACCESSION 

NUMGER 

SUBJECT 

CATEODflV 

8004250364 

50-299 

P 

ROTHE, P H 


800414047B 

NUMEO 


0004090)84 

90-307 

H 

ROTHFLEISCH. J 

8004070353 

NASTE MOT 

B004 150305* 

50-366 

R 

ROTHFLEISCH. J 

0004070369 

UASTE MOT 

8004150390* 

50-321 

R 

ROTHFLEISCH. J 

0004090209 

40-072 1 


8004150404* 

50-321 

R 

ROTHSCHILD, M 

U 

8004080726 

50-44S 

0 

8004020418* 

50-213 

F 

ROTHSCHILD, h 

U 

B004090015 

50-445 

0 

8004C2041G* 

50-213 

F 

R0TH9CHIL0. M 

U 

8004090446 

70-13DQ 


8004020424* 

50-213 

F 

ROTHSCHILD. M 

U 

0004100151 

7O-130D 


0004160266 

50-312 

R 

ROTHSCHILD, M 

U 

8004100164* 

70-1305 


8004220731 

50-312 

S 

ROTHSCHILD. M 

M 

0004210424 

50-449 

0 

8004040346 

50-275 

H 

ROTHSCHILD. M 

U 

0004240424* 

50-449 

0 

0004070103* 

SO-250 

F 

ROTHSCHILD, M 

U 

8004250340 

50-449 

0 

8004090277 » 

50-250 

F 

ROTHSCHILD, M 

U 

8004170251 

70-1305 


8004 1 S0096* 

50-321 

Q 

ROTHSCHILD, M 

U 

8004230206 

70-1300 


0004150155* 

50-321 

Q 

ROTHSCHILD, M 

U 

8004220377 

70-1305 


8004090115 

WASTE MGT 

ROTHSCHILD, M 

U 

0004240421 

5a“449 

0 

8004210060* 

50-29 

H 

ROTHSCHILD. M 

U 

8004240433* 

50-449 

0 

8004140070* 

70-1300 


ROUNDTREE, R E 

8004100430* 

50-449 

M 

8004160080 

XPORTLIC 


ROUSE, L C 


0OO4O1O1Q6* 

70-1300 


8004100009* 

XPDRTLIC 


ROUSE. J V 


0004090140* 

WASTE MOt 

8004180092* 

XPORTLIC 


ROUSE, L C 


0004100441* 

50-269 

0 

8004210297* 

90-10 

H 

ROWDEN, M 


0004220442* 

FOl A 


8004280030 

50-556 

0 

ROWE, D S 


0004090234 

71-24 


8004020359* 

50-321 

S 

ROY. G W 


0004140202 

1«.E 


0004220658* 

50-366 

S 

ROY. G W 


0004220226 

50-272 

0 

G0042206B4* 

90-321 

8 

ROY. G W 


0004220249 

S0-26J 

B 

0004220717* 

50-366 

S 

ROY. G W 


0004210429 

50-331 

B 

0004140411* 

50-220 

R 

ROZEW.R 


0004030237* 

flA999 


0004290133 

50-361 

A 

RUDENSTEIN. L 

B 

0004140090 

50-329 

A 

0004140070 

70-1308 


RUDENSTEIN, L 

6 

0004010014 

50-410 

A 

0004140060 

70-130S 


RUBEN8TEIN. L 

8 

0004040075 

50-39/ 

A 

0004070040 

50-271 

P 

RUDENSTEIN. L 

S 

0004070041 

50-440 

A 

0004160005 

50-331 

0 

RUDENSTEIN, L 

8 

0004070072 

50-327 

a 

600422026Q 

50-331 

F 

RUDENSTEIN. L 

S 

0004070415 

50-327 

p 

6004140300 

50-331 

P 

RUDENSTEIN. L 

B 

0004070393 

50-327 

p 

6004220507 

50-331 

P 

RUDENSTEIN. L 

B 

0004020093 

50 327 

p 

8004260461 

50-331 

P 

RUDENSTEIN, L 

B 

0004090034 

SO 410 

r 

8004200454 

50-331 

F 

RUDENSTEIN. L 

S 

0004100297 

50-410 

A 

8004150106 

70-1308 


RUDENSTEIN. L 

B 

0004110493 

SO 327 

f 

7611100170 

50-313 

S 

RUDENSTEIN, L 

8 

0004100507 

50-367 

A 

8004070001* 

QA999 


RUDENSTEIN. L 

a 

8004140113 

50-4S6 

F 

0004300299* 

50-3 

U 

RUDENSTEIN. L 

& 

0004140118 

50-454 

F 

0004070079* 

0A999 


RUDENSTEIN. L 

a 

8004100306 

50 327 

F 

0004230020 

90-344 

0 

RUDENSTEIN. L 

s 

8004230106 

50-546 

A 

0004040295* 

50-317 

0 

RUDENSTEIN. L 

8 

8004250001 

50-329 

A 

8004040296* 

50-317 

Q 

RUDENSTEIN, L 

8 

8004170263 

50-443 

1 

0004040301* 

50-31/ 

Q 

RUDENSTEIN. L 

8 

8D041S00Sa 

50-323 

A 

8004020055 

71-6307 


RUDENSTEIN. L 

8 

8004100070* 

50 328 

A 

B004020237* 

State Prog 

RUDENSTEIN, L 

8 

a0042B0619 

50-39/ 

A 

8004040031 

90-275 

A 

RUDENSTEIN. L 

B 

8004300266 

50 328 

0 

8004040017 

SO-279 

A 

RUDENSTEIN. L 

8 

0004300270* 

SO 320 

0 

0004000421 

50-219 

Q 

RUDENSTEIN. L 

S 

0OO424O4n2 

50-390 

F 

0004090246* 

50-219 

Q 

RUETCR.D A 


0004010416 

50-311 

0 

0004010709* 

PT9 


RUETER, D, A 


0004240300 

50-313 

P 

B0041S0430 

NUREG 


RUFF, A D 


0004100051* 

50-416 

3 

0004020433 

SO-273 

P 

RUH-MINO. L 


0004200423* 

40-8602 


0004230050 

50-275 

A 

RUH-MINO, L 


8004260427* 

40-0602 


0004100424 

50-219 

0 

RUITER,© H 


8004150353* 

SO “305 

FI 

B004020453 

TOPREP 


RUSSELL. W T 


8004200065 

50-334 

P 

8004110040 

30-271 

P 

RUSSELL. L D 


8004010439 

50-31 Q 

B 

8004150227 

50-272 

P 

RUSSELL. L B 


8004010342 

S0-31U 

B 

8004020213 

50-329 

H 

RUSSELL. L D 


8004010376 

SO 310 

8 

8004010460 

50-219 

8 

RUSSELL. L B 


8004010380 

50-310 

G 

6004010409* 

50-219 

8 

RUSSELL, L B 


8004010430 

50 317 

Q 

8004010503 

50-219 

8 

RUSSELL, L B 


8004010364 

50-310 

a 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

RUSSELLrL B 

8004290459 

50-317 

S 

RU&SELLiL B 

0004290475 

50-317 

S 

RUSSELLj L b 

B004290490 

50-317 

0 

RUZICKA.W G 

6004080548 

50-54 

R 

RUZICKA. W 0 

8004090375 

50-54 

R 

RYAN. ft 0 

0004070094 

50-3 

P 

RYANiR 0 

B004040193 

Statu Prog 

RYAN. R M 

8004300320* 

50-225 

0 

SABQL.A R 

6004070382* 

50-307 

Q 

SABOLiA R 

0004100090* 

50-387 

Q 

SAENGERiE L 

0004220044* 

FOIA 


SAENQER.E L 

8004220097* 

FOIA 


8AEK0ER.E L 

8004220101* 

FOIA 


SAENOEft.E L 

6004220120* 

FOIA 


0AENGER,E L 

0004220387* 

FOIA 


BAENGER.e L 

8004220391* 

FOIA 


SAENOER. E L 

0004220404* 

FOIA 


SAtAHi B 

7903000264 

MI SC 


SALTZMANi J 

6004000173* 

FOIA 


BALTZMAN. U 

8004140124* 

FOIA 


SALTZMAN, J 

0004 140096 

50-443 

M 

SALTZHAN. U 

8004140279 

50-443 

M 

SALTZMAN. J 

6004250355 

50-330 

J 

SAUZMAN. L 

8004300080* 

50-307 

0 

8AL2MAN. R 8 

0004230103* 

50-275 

0 

SAMWORThLR B 

761 1300053 

50-568 

A 

BANDERSiW F 

80040701 II* 

50-443 

Q 

BANDERS. D 

8004150601* 

50-360 

F 

SANDERS. D 

0004150579* 

50-368 

F 

SANDERS. U F 

0004180512* 

50-309 

Q 

SANDS. B P 

8004080677 

50-312 

P 

8ANDVIK.R M 

80042S0375 

50-514 

0 

SARBANES. P 

8004230659 

50-320 

U 

SAftSOURr Q 

0004140353* 

50-346 

R 

SASSER. D W 

0004200035 

NUREG 


8A6TRB. C 

8004090159 

RES 


SATTERFIELD. R 

7011100170 

50-313 

8 

BATTERFIELO. R 

0004220227* 

50-267 

Q 

EAUDER.J L 

6004 U 0571 

50-289 

H 

SAUERS. 11 A 

8004300083* 

50-307 

0 

SAUER. D N 

0004150532* 

50-305 

8 

SAUNDERS. 6 C 

8004220785 

ACRS 


8ANYER.8 

8004040298* 

ACRS 


SCALPIrM 

8004100436 

PR 


SCALP I. h 

0004090152 

PR 


SCANLON. N J 

8004020237* 

8tat0 Prog 

SCARANO.ft A 

8004290041* 

40-0602 


8CARANO. ft A 

8004290044* 

40-8602 


SCARANO. R A 

0004280410* 

40-0601 


SCARAND. R A 

0004030104 

40-0502 


BCARANOiR A 

8004070259 

40-1162 


SCARANO.ft A 

0004070412 

40-8452 


SCARANO.ft A 

0004180105 

WASTE MOT 

SCARANO. R A 

0004280417 

40-0601 


SCARANO.ft A 

0004290036 

40-0602 


SCARANO.ft A 

8004300106 

40-0602 


SCARANO.ft A 

6004290110 

40-3453 


8CARTH. E D 

0004020175* 

50-445 

M 

SCHAFFSTALLi R E 

7907250250 

<11 SC 


aCHAPER. J F 

8004040132* 

50-346 

Q 

SCHAPEft, J F 

8004040079* 

50-403 

Q 

9CHA8ER. H 

0004030012 

50-312 

K 

BCHAUER.F P 

8004220042 

50-424 

A 

SCHENDELiK R 

8004200283 

40-9304 


SCHERA. L 

8004070423 

50-250 

H 

SCHERER. A E 

0004010498 

TOPREP 


SCHERR. S J 

8004150101 

50-574 

0 

SCHERER. A E 

8004230315 

TOPREP 


SCHERERi A E 

80042B0400 

TOPREP 


SCHILLER. W 

0004010521 

50-322 

0 

BCHHIDT. A D 

0004240368 

50-250 

ft 

SChHIDTiA D 

8004240448 

50-250 

R 

SCHMIDT. A D 

8004240350 

50-250 

R 

SCHMIDT. A D 

0004240470 

50-250 

R 

SCHMIDT. A D 

0004240455 

S0-2S0 

ft 

SCHMIDT. A D 

8004240359 

50-250 

R 

SCHMIDT. A, 0 

0004240443 

50-250 

R 

SCHMIDT. A D 

0004240463 

50-250 

R 

SCHMIDT. A D 

0004240436 

50-250 

R 

SCHMIDT. A D 

8004240418 

50-850 

R 

SCHMIDT. A D 

0004230330 

50-250 

R 

SCHMIDT. A D 

BOO423O404 

50-250 

R 

SCHMIDT. A D 

8004230321 

50-850 

R 

SCHMIDT. A D 

8004180524 

50-250 

R 

8CHMIEDER.J R 

8004090354 

50-206 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SCHMIDT. E M 

0004040204 

RES 


SCHMIDT. A D 

B0041B0529 

50-250 

R 

SCHMIDT. A D 

8004020377 

50-251 

3 

SCHMIDT. A D 

B0040302B2 

50-335 

S 

SCHMIDT. A D 

0004030249 

50-250 

S 

SCHMIDT. A D 

8004000601 

50-250 

s 

SCHMIDT. A D 

BD041 00373 

50-250 

R 

SCHMIDT. A D 

0004240309 

50-250 

8 

SCHMIDT. A D 

8004240334 

50-335 

S 

SCHMIDT. A D 

0004240369 

50-335 

B 

SCHNEIDER. F U 

8004000310 

50-272 

Q 

SCHNEIDER. F U 

9004100256 

50-272 

0 

SCHNEIDER. F W 

0004100247 

50-272 

0 

SCHNEIDER. F W 

0004300480 

50-272 

Q 

SCHNEIDER. F U 

8004240494 

50-272 

0 

SCHNEIDER. F U 

0004200124* 

50-272 

Q 

SCHNEIDER, r U 

0004280207 

50-272 

Q 

SCHNEIDER, F W 

8004070225 

50-272 

I 

SCHNEIDER, F W 

8004160249 

50-272 

0 

SCHNEIDER. E J 

8004160246 

50-272 

Q 

8CHQPPMAN. M A 

000402039 1 * 

50-251 

8 

3CH0PPMANN. M A 

6004030205* 

50-335 

S 

8CH0PPHANN. M A 

B004030256* 

50-250 

5 

6CHQPPMANH, H A 

900408060B* 

50-250 

S 

8CHDPPMANN.il A 

0004240317* 

50-250 

s 

8CH0PPMANN. M A 

0004240343* 

50-335 

S 

SCHOPPMANN.fi A 

0004240375* 

50-335 

8 

SCHftaCK. C A 

0004010492 

50-305 

P 

SCMUESSLER.U J 

8004210153 

50-466 

G 

SCHULTZ. M H 

0004220106* 

FOIA 


SCHULTZ. W H 

8004230050* 

FOIA 


SCHULTZ, M B 

0004010294 

50-367 

0 

SCHULTZ, W B 

0004010300* 

50-367 

0 

SCHULTZ. Q ft 

000^230006 

50-397 

0 

SCHUMACHER.M C 

8004100377* 

50-150 

Q 

SCHUMACHER. K 

0004000571 

50-307 

0 

SCHUR. D H 

0004000100* 

FOIA 


SCHWARTZ. W P 

8004220635* 

FOIA 


SCHWARTZ. 0 A 

6004110553 

Stat* Prog 

SCHWARZ, h D 

6004020136 

50-490 

0 

SCHWARZ. M D 

0004020136 

50-498 

0 

8CHWENCER. A 

8004100286* 

50-247 

E 

8CHWENCER. A 

8004060325* 

50-200 

P 

SCHWENCER. A 

0004000330* 

50-280 

P 

SCMWEIBINZ.E R 

0004040419* 

50-546 

0 

SCHWENCER. A 

6004240504* 

50-206 

P 

SCHWENCER. A 

B0040204S7 

50-315 

P 

SCHWENCER. A 

8004020460 

50-272 

P 

SCHWENCER. A 

6004020463 

50-295 

P 

SCHWENCER. A 

8004140087 

50-266 

P 

SCHWENCER, A 

8004150319 

30-334 

P 

SCHWEiniNZ.E R 

0004110300* 

50-456 

Q 

SCHWENCER. A 

0004030276 

50-330 

F 

SCHWENCER. A 

0004110069 

50-295 

F 

SCHWENCER. A 

8004150139 

50-315 

P 

SCHWENCER. A 

8004020257 

50-295 

P 

SCHWENCER. A 

0004020262* 

50-295 

P 

SCHWENCER. A 

0004020266* 

50-295 

P 

SCHWENCER. A 

6004020270* 

30-295 

P 

SCHWENCER. A 

8004110520 

50-202 

P 

BCHWENCER. A 

0004110524# 

50-282 

P 

SCHWENCER. A 

0004140401 

50-290 

P 

SCHWENCER, A 

8004140490 

50-305 

F 

SCHWENCER. A 

6004220192 

50-295 

P 

SCHWENCER. A 

G0040 10004 

50-295 

P 

SCHWENCER. A 

8004020070 

50-262 

P 

SCHWENCER. A 

0004020073* 

50-282 

P 

SCHWENCER, A 

0004020075* 

50-282 

P 

SCHWENCER, A 

8004020079* 

50-282 

P 

SCHWENCER. A 

0004140050 

50-334 

P 

SCHWENCER. A 

0004140054* 

50-334 

P 

SCHWENCER, A 

8004140059* 

50-334 

P 

SCHWENCER. A 

0004150041 

90-280 

F 

SCHWENCER. A 

0004040260 

30-286 

P 

SCHWENCER. A 

6004040423 

50-266 

P 

SCHWENCER. A 

0004280217 

50-295 

P 

SCHWENCER. A 

8004200223 

30-206 

P 

SCHWENCER. A 

6004030271 

50-250 

F 

SCHWENCER. A 

8004090166 

30-250 

P 

SCHWENCER. A 

0004090169* 

50-250 

P 

SCHWENCER. A 

0004090174* 

50-230 

P 

SCHWENCER. A 

0004040190* 

50-230 

P 

SCHWENCER, A 

8004000003 

30-295 

P 

SCHWENCER. A. 

6004090013* 

50-295 

P 

BCHWENCER. A 

6004200146 

50-261 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SCHWENCER. A 

0OO42GO151* 

50-261 

P 

SCHWENCER. A 

0004200156* 

50-261 

P 

SCHWENCER. A 

3004040179 

50-250 

P 

SCHWENCER. A 

0004040103* 

50-2SO 

P 

SCHWENCER. A 

8004240251 

50-250 

P 

BCHWENCER. A 

0004240263* 

50-250 

P 

SCHWENCER. A 

0004240283* 

50-250 

P 

8CHWE1D. S 

0004030012 

30-312 

H 

SCHWENCER. A 

0004090322 

50-344 

Q 

SCHWENCER. A 

8004220087 

50-344 

P 

SCHWENCER. A 

8004240442 

50-344 

F 

SCHWENCER. A 

8004080320 

50-280 

P 

BCHWENCER, A 

0004240462 

50-3f 5 

P 

SCHWENCER. A 

0004300276 

50-266 

P 

SCHWENCER. A 

0004300200* 

50-266 

P 

SCHWENCER. A 

6004300287* 

50-266 

P 

BCHWENCER. A 

8004210194 

50-295 

P 

BCHWENCER. A 

0004240163 

50-247 

P 

SCHWENCER. A 

0004240175* 

50-247 

P 

SCHWENCER. A 

0004020096 

50-261 

P 

SCHWENCER. A 

8004100269 

50-250 

P 

SCHWENCER. A 

6004100275* 

50-250 

P 

BCHWENCER, A 

8004100204* 

50-250 

P 

SCHWENCER, A 

0004100450 

50-251 

P 

SCHWENCER. A 

0DD4 100467* 

50-25 1 

P 

SCHWENCER. A 

0004100475* 

50-251 

P 

SCHWENCER. A 

8004110001 

50-206 

P 

SCHWENCER. A 

8004230178 

50-200 

P 

SCHWENCER. A 

8004250193* 

50-2BO 

P 

SCHWENCER, A 

6004250212* 

50-200 

P 

SCHWENCER. A 

G004220004 

50-206 

Q 

SCHWENCER. A 

6004230125 

50-295 

F 

SCHWENCER. A 

0004110547 

50-338 

0 

BCHWENCER. A 

8004210014 

50-344 

F 

SCHWENCER. A 

6004240445 

50-334 

P 

SCHWENCER. A 

6004240436 

50-315 

P 

SCHWENCER. A 

6004140006 

50-305 

F 

SCHWENCER, A 

8004140039 

50-272 

F 

SCHWEITZER. D 0 
SCHWENCER. A 

6004280063 

0004250029 

RES 

50-261 

P 

SCHWENCER, A 

8004160016 

50-3 1 6 

P 

SCHWENCER. A 

8004210010 

30-280 

P 

SCHWENCER. A 

9004240096 

50-266 

P 

SCHWENCER. A 

0004280293 

30-266 

P 

SCHWENCER, A 

0004290299* 

50-266 

P 

BCHWENCER. A 

6004200304* 

50-266 

P 

SCHWENCER. A 

8004290077 

30-230 

F 

SCHWENCER. A 

0004300302 

30-303 

F 

SCHWENCER. A 

0004160045 

30-334 

P 

SCHWENCER. A 

6004210032 

30-272 

P 

SCHWENCER. A 

0004220117 

30-247 

P 

SCHWENCER. A 

8004230010 

50-266 

0 

BCHWENCER. A 

8004250002 

50-334 

P 

SCHWENCER. A 

8004300250 

50-344 

P 

SCHWENCER. A 

8004300255* 

50-344 

P 

SCHWENCER. A 

8004300264* 

50-344 

P 

SCHWENCER. A 

8004200062 

50-250 

P 

BCHWENCER. A 

0004300162 

30-334 

P 

SCHWENCER. A 

0004300168* 

50-334 

P 

SCHWENCER, A 

8004300163* 

50-334 

P 

BCHWENCER. A 

0OO42SOD2O 

50-348 

P 

SCHWENCER. A 

0004250167 

30-206 

P 

SCHWENCER. A 

8004290150 

50-247 

P 

SCHWENCER. A 

6004260113 

50-286 

P 

BCHWENCER, A 

0004240459 

50-247 

P 

SCHWENCER. A 

8004300072 

50-280 

F 

SCHWENCER. A 

0004280199 

50-3 

P 

8CIANDRA. J 

0004210093* 

60-3 

H 

BCINTO.J F 

SC INTO. J 

0004020296 

0004150090 

MISC 

50-356 

0 

BCINTO.J 

8004290233 

50-272 

0 

SCOTT 

0004140195* 

50-339 

H 

SCOTT. A 

0002290321 

50-327 

0 

SCOTT. J 

8004230033 

50-466 

0 

SCOTT, M J 

8004150461 

50-367 

P 

SCRABIAN. J 

B004090027 

50-213 

a 

SCRANTON. W W 

8004070013* 

50-320 

p 

SCWENCER. A 

8004140014 

50-296 

p 

SEAL. « M 

0004140026* 

50- 1 55 

H 

8EAL.M M 

8004070077* 

60-327 

H 

BEAL.M M 

8004140097* 

50-339 

H 

SEAL. M M 

0004140190* 

50-339 

H 

SEALih M 

B004210031* 

50-33? 

H 

SEIDLE.W C. 

8004290492 

50-445 

Q 

6EIDLE.W C 

8004100214 

50-498 

0 



AUTHOR 


SEIDLErW C 
selDLE W C 
SET DUE W C 
SErDLE.i^ C 
SEIOLE.W C 

SEJDLE.U C 
SEIDLE.U C 
EEIDLE.W C 
SEIDLE.W C 
SEirjTS. M G 

SEIGEL.U I 
EEIKEN. 8 J 
SEKULA. P 
SEKULERiS U 
SELCHO.H S 

SELLS. D E 
SELLS. D E 
SELLS. D F 
SELLS. D E 
SELLS. D E 

SELLS. D E 
SELLS. D t 
SELLS. D E 
SELTZER, A ti 
SELTZER, A M 

SELTZER, A M 
SELTZER, A f1 
SENECHAL.M E 
SENECHAL.M E 
SERAB!AN,x> A 

SETHNES3,E I) 
SBTIER D R 
SEWELL, R Q 
SEYFHIT, K V 
SEYFRIT, K V 

SEYFRJTiK V 
SEYFRJT, K V 
SEYFRIT. K V 
SEYFRIT, K V 
aEYFR 1T,K V 

BEYFRIT, K V 
GEVFRIT, K V 
SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT. V. V 

SEYFRIT. K V 
SEYFRIT. K V 
SEYFRIT. K V 
SEYFRIT. K V 
SEYFRIT, K V 

SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT. K V 

SEYFRIT. K V 
SEYFRIT, K V 
SEYFRIT, K V 
SEYFRlTiK V 
SEYFRIT, K V 

SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT. K V 
SEYFRIT, K V 
SEYFRIT. K V 

SEYFRIT, K V 
SEYFRTT, H V 
SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT, K V 

SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT. K V 
SEYFRIT, V 

SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT, K V 

SEYFRIT, K V 
SEYFRIT, K V 
SHA.W T 
SHArW T 
SHALEK. R J 


ACCESSION 

NUMSTR 

SUDJeCT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUDJECT 

CATEGORY 


50-450 

0 

SMALLER, D V 

00040104/6 

50-316 

S 

SHURTS, S J 

0004150571* 

50-263 

■s 

8004160041 

50-445 

Q 

SMALLER, D V 

8004010493 

50-316 

8 

SHURTS.S J 

80041 5O5B0* 

50-263 

8 

8004220232 

50-445 

Q 

SMALLER. D V 

0004080510 

50-316 

S 

SHURTS, S J 

3004150569* 

50-263 

6 

8004040081 

50-445 

0 

SMALLER, D V 

B004J 40430 

50-315 

s 

SHURTS.S J 

8004150596* 

50-263 

8 

8004040098 

50-445 

Q 

SMALLER, D V 

8004150363 

50-316 

R 

SIEGEL. 8 

6004030313 

ACRS 


80040700177 

50-493 

0 

SMALLER, D V 

B004 150369 

50-315 

R 

SILBERO, J E 

8004100090 

PR 


800430002B 

50- 490 

0 

SMALLER, D V 

0004230430 

50-316 

S 

SILBERO, J E 

6004220006 

50-320 

G 

B004250079 

50-445 

Q 

SMALLER, D V 

8004230351 

50-316 

S 

SILDERO. J E 

6004220008 

50-320 

G 

B004300S14 

50-490 

Q 

SMALLER, D V 

0004230438 

50-315 

S 

SILBERO, J E 

8004220102 

50-320 

0 

8004 100006 

50-352 

F 

SMALLER. D V 

9004290417 

50-315 

S 

SILDERO, J E 

S004220102 

50-320 

0 

B0042103P8 

50-269 

P 

SHAWAMAN, 5 

6004090476* 

50-320 

I 

SILBERO, J E 

8004210085 

50-320 

G 

80041B0352 

50-402 

A 

SHANAMAN. S 

6004090479* 

50-320 

1 

SILGERG, J E 

0004210005 

50-320 

0 

0004100478* 

50-209 

G 

SHANAHAN, 5 

6004090400* 

50-320 

1 

SILKER.W Q 

80041 10D65 

NUREQ 


8004210447 

70-1309 


SHANAHAN, S 

GOO4O9O401* 

50-320 

I 

SILVER. M 

8004070141 

50-209 

P 

8004 1 00378 

RES 


SHANBAKY,H H 

8004060352* 

50-317 

Q 

SILVER, R D 

6004030182 

50-155 

P 

8004020286 

50-320 

H 

SHANK. R R 

7906010479* 

50-320 

M 

SILVER. R D 

6004100166 

50-255 

P 

000402012/ 

90-320 

H 

SHANK, 11 J 

7906010475 

50-320 

H 

SIMCHUCK.O 

0004090135 

WASTE MOT 

B004030265 

50-320 

H 

SHAPAR.H K 

B004 100039* 

lOCFR 


SIMMONS. D B 

8004280425* 

40-8602 


0004090268 

50-320 

H 

SHAPAR.H K 

0004080209 

50-327 

G 

SIMMONS, D D 

9004280427* 

40-6602 


B0040 90276 

50-320 

H 

SHAPAR.H K 

6004 140245 

PRM 


SIMMONS 

0004010379* 

50-327 

0 

8004030153 

50-320 

H 

SHAPAR.H K 

0004080047 

50-309 

P 

SIMMONS 

B004170155* 

50-327 

Q 

B004040230 

50-320 

H 

SHAPARi H 

0004250003 

50-556 

0 

SIMON, P 

6004140160* 

50-10 

U 

0004220079 

90-307 

D 

SHAPAR.H K 

6004190263 

50-416 

M 

SIMPSON, A K 

8004060314* 

40- 1 34 1 


8004090478* 

50-320 

1 

SHARP. D R 

8004020432* 

TQPREP 


SINGER, B 

8004220590* 

FOIA 


8004090479* 

30-320 

I 

SHAUD.E T 

0004060599* 

70-364 


SINGER, D 

8004220591* 

FOIA 


8004090480* 

50-320 

1 

SHAUB.E T 

60040902U* 

50-184 

0 

SINGER, L N 

9004020104 

50-269 

0 

8004090481* 

50-320 

I 

SHAUB. E 

8004070119* 

70-396 


SINGER, L N 

8004020107* 

50 -209 

0 

8004230000 

50-283 

0 

5KCWENCER. A 

6004240492* 

50-266 

P 

SINGER, L N 

9004010287 

50-269 

G 

0004230100 

50-282 

0 

SHEA, J n 

G004210078* 

70-2470 


SINGER, L N 

8004100492 

50 -209 

G 

B004210070* 

50-286 

Q 

SHEA, J R 

0004010051 

SECY 


SINGER.L N 

6004090045 

50-209 

0 

B0040200S7 
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AUTHOR 

NUMBER 

CATEGORY 


STEVENSOW, R L 

GOO*ll 40075 

70-1 113 


STEVENSON, R L 

B004 170311 

70-371 


STEVENSON. R L 

0004 100593 

70-1113 


STEVENSON. R L 

Q004150305« 

70-820 


STEWART. M L 

7909200009 

50-201 

Q 

STEWART, W P 

9004300U4* 

SO-302 

Q 

STEWART. W L 

a004030270» 

50-200 

8 

STOaEfl. Q J 

8004020139 

NUREO 


STOHR» J P 

7908010063 

Htac 


SrOHR. J P 

e004210070» 

50-206 

Q 

STOHR.J P 

8004040351* 

50-250 

0 

STQHR . J P 

B0040B0027* 

50-250 

0 

STQHR. J P 

0004080034* 

50-340 

Q 

STOHR , J P 

8004040130 

70-27 


sroHR . J P 

B0042901ZB* 

50-324 

0 

BTOHR.J P 

80040403Q3* 

50-269 

0 

STOHR, J P 

8004040102 

50-330 

0 

STOHR. U P 

0004090296 

70-1201 


STOHR, J P 

000409 01 30 

50-339 

Q 

STOHR, J P 

8004080135 

27-47 


STOKR, J P 

B004 140473* 

50-261 

0 

STOHR, U P 

8004000145 

27-47 


STQHR, J P 

0004090173 

50-330 

0 

STOKR. J P 

0004110013* 

70-1151 


STOHR. J P 

G0042 50275* 

50-261 

Q 

STQHR, U P 

8004280247 

70-1319 


STOHR. J P 

8004030021 

50-340 

0 

STOHR. J P 

8004040320 

50-250 

Q 

BTOHR. J P 

8004000010 

50-250 

Ci 

STOHR. J P 

8004140462 

50-261 

Q 

STQHR. J P 

BOO 42502 51 

50-261 

Q 

STOHR. J P 

0004290116 

50-324 

Q 

STOKEtV. M F 

7903300622 

50-320 

G 

STOtZ. J F 

8004020245 

90-341 

A 

STQLZ.U F 

8004150225 

50-461 

A 

STOL2, J F 

6004070237 

50-522 

A 

9T0L Z . J F 

8004090260 

50-556 

H 

9T0L Z . J F 

8004230193 

50-341 

A 

STOLZrJ F 

8004240320 

50-275 

A 

STOLZ, J F 

8004250040 

50-364 

A 

STOLZ, J F 

0004290169 

50-34 1 

A 

STONEBURNER, U 

0004210075 

70-2478 


STONEr R 

8004220019 

50-289 

H 

STONE, R J 

8004110523 

PR 


STOTZ, J 

8004110306* 

50-346 

8 

STOTZ. J C 

8004210267* 

50-346 

8 

STO^DT. T 

8004070030 

50-352 

H 

8 TRASHA. J 

8004220216* 

FOtA 


BTRASHA. J 

S004220435* 

FOIA 


8 TRASSER. J A 

0004170117* 

C OHM IBS I ON 

STRASMA, R J 

8004280654 

S0-29S 

8 

eTftATMAN,H A 

0004010417* 

50-336 

8 

3TfiATMAN,R A 

8004220679* 

50-336 

S 

STRAUSS. F L 

0004220263* 

FOIA 


STREETER U F 

8004300022* 

50-358 

0 

STRINOFIELD. H 

0004070021 

71-105 


STRQNOrT R 

0004240139 

8 tat -9 Prog 

STRONG.! R 

Q004290507 

WASTE MOT 

STROSNIDER. J 

0004150043 

NUREO 


BTRUMWASSER.H 

0004230317* 

PROJ 


STUKeNBRQEWER. 0 

8004000069 

XPORTLIC 

BTUKENDROEKERr 0 

0004140010 

XPQRTLIC 

SULLIVAN, W H 

8004020142 

RES 


SUNhERe, R 

80040902B5* 

70-135 


SUhKERB, R J 

000409021 1* 

50-104 

Q 

BUMMERS, R 

0004070119* 

70-398 


SUN. S 

8004220088 

40-1162 


SUNDARAM.R K 

0004040027 

RES 


BUTHERLAND. J T 

8004040144* 

70-27 


SUTHERLAND, R 

8004220362* 

70-2623 


SUTTON, J U 

8004110057* 

0A999 


SVESLOSJ^V, F 

0004150195* 

50-361 

H 

BWAN 4 W B 

8004090400* 

50-518 

0 

BWANBYcO t 

8004220099 

40-3453 


SWANBONrD r 

8004010311 

50-338 

0 

SWANSON. D T 

8004090051* 

50-289 

0 

BWAN30N. D T 

8Q04100SB9 

50-289 

0 

SWANSON. D T 

8004170249 

S 0 -S 22 

0 

SWANSON. D r 

8004220291 

50-2B9 

0 

SWANSON. D r 

8004280249 

50-209 

0 

SWART, F E 

8004240469 

50-267 

Q 

SWART, F £ 

0004210354 

90-267 

□ 

SWARTZ. L L 

0004020018 

50-289 

0 

SWARTZrL L 

0004010315 

50-289 

0 

SWARTZ. L L 

&004010514 

S0-2B9 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SWARTZ. L L 

8004080056 

50-289 

0 

SWARTZ. L L 

8004200356 

50-289 

G 

SWARTZ. L L 

8004280350 

50-287 

0 

SWEET. K J 

0004190349* 

50-220 

F 

SWETLAND, P D 

0004210053* 

50-309 

0 

9VLVIA. a R 

8004030234 

50-280 

P 

SYLVIA, Q R 

0004030103 

50-339 

A 

SYLVIA, B R 

8004070261 

50-339 

A 

SYLVIA. B R 

8004080312 

50-339 

A 

SYLVIA, 8 R 

8004080392 

50-338 

a 

SYLVIA. D n 

800408052S 

50-330 

9 

SYLVIA, 3 R 

6004000621 

50-338 

P 

SYLVIA, D R 

8004170050 

90-338 

R 

SYLVIA, D R 

8004040302 

50-339 

A 

SYLVIA, B ft 

8004110470 

50-280 

Q 

SYLVIA, B R 

8004110202 

50-330 

Q 

SYLVIA, B R 

8004140167 

50-339 

B 

SYLVIA, a R 

8004140446 

50-330 

Q 

SYLVIA. D R 

0004150342 

50-339 

B 

SVLV 1 A, B R 

0004170210 

50-330 

R 

SYLVIA, R B 

0004170241 

50-280 

R 

SYLVIA, R B 

0004180232 

50-338 

J 

SYLVIA, D R 

8004160446 

90-339 

S 

SYLVIA, D R 

8004280472 

50-339 

a 

SYLVIA, 8 R 

8004190289 

50-200 

Q 

SYLVIA, D ft 

9004210177 

50-339 

A 

SYLVIA. D ft 

000422031 1 

30-280 

F 

SYLVIA. D R 

□004220318 

30-280 

P 

SYLVIA. B R 

0004220493 

50-338 

a 

SYLVIA. 8 U 

8004230337 

50-339 

p 

SYLVIA. B ft 

9004230231 

90-339 

p 

SYLVIA. D ft 

0004230519 

90-330 

p 

SYLVIA. B ft 

000425037 1 

50-280 

8 

SYLVIA. D ft 

0004290334 

50-280 

0 

SYLVIA. D R 

6004300472 

90-280 

P 

SYNAR.M 

SZUAJKOVISKI.R 

SZWAJKQWSl^I.R 

B004290175 

0004200305 

8004280305 

50-556 

70-1308 

70-1308 

H 

T'NIEMI. W D 

0004020412* 

50-3D4 

8 

TAB BERT, J U 

TACY. W 
TARAHA8HI.H 

6004110490* 

9004300556 

0004280032 

50-346 

PT21 

RE8 

8 

TAM, P 

TAM.P 

0004030260 

6004040293 

50-320 

ACR0 

Q 

TAM8L1N0, T M 

8004100022* 

50-346 

a 

TAPIA, J 1 

8004160050* 

90-445 

0 

TAUBER, H 

TAYLOR. 0 H 
TAYLOR, 0 C 
TAYLOR, 0 C 

TAYLOR, Q C 
TAYLOft.O C 

B00404027Q 

8004080192* 

8004220629* 

8004220609* 

8004220212* 

8004220602* 

50-341 

FOIA 

FQIA 

FQtA 

FOIA 

FOIA 

A 

TAYLOR, M A 
TAYLOR, J H 
TAYLOR, D J 

8004100521* 

8004000661* 

8004040109 

50-320 

ACRS 

40-2061 

a 

TAYLOR, M A 

8004240518* 

50-206 

p 

TAYLOR, J H 

8004010404* 

50-329 

8 

TAYLOR. J H 
TAYLOR, U H 
TAYLOR, R R 

8004020459 

8004020469* 

8004030354 

50-329 

TOPREP 

71-9142 

0 

TAYLOR, J H 

8004240511* 

50-313 

P 

TAVLOrt, J H 

8004150209 

50-438 

8 

TAYLOft.J H 
TAYLOR, J H 
TAYLOR. J H 

TAYLOR, J H 
TAVLGR,J H 

8004300970 

8004090461 

8004100199 

8004210244 

8004210368 

50-438 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

8 

TAYLOR, J H 

8004290517 

SO-313 

P 

TEDESCQ.ft L 

B004290127 

50-320 

P 

TED FORD, c F 

8004100078* 

COHMISBIQN 

TESTS, T A 

0004040294 

50-320 

H 

TELFORD. F T 

8004110969 

50-295 

P 

TELFORD. C F 

8004280459* 

COKMieaiON 

TELFORD. J T 

9004240483* 

50-286 

P 

TELFORD. J T 

8004240409*. 

50-286 

P 

TELFORD, J T 

8004030309 

50-286 

P 

TELFORD, U T 

0004000377 

50-295 

P 

TELFORD, U T 

8004240486* 

50-286 

P 

TELFORD, J T 

TERC, N M 

8004020259 
B0040701 12* 

50-247 
70-1 100 

P 

TEHC,N M 

8004300328* 

50-225 

0 

TERPSTRA, 0 L 
TERRELL, D 

0004010440* 

8004100441 

50-327 

Pft 

8 

TERRELL, 0 D 

8004030000 

50-275 

H 

TERRY. 8 H 

8004010227 

50-294 

P 


AUTHOR 

ACCESSION 

number 

SuaJECT 

CATEGORY 

TERRY. U H 

B004220559 

50-410 

S 

THADANI, A C 

7903000166 

MISC 


THIES.A C 

8004020334 

50-269 

] 

THIES.A C 

8004240296 

50-269 

3 

THQM, T 

0004240415* 

50-259 

n 

THOMAS, C W 

80041 10065 

NUREO 


THOMAS, K C 

8004290371* 

50-537 

A 

THOflAS, L H 

8004100173* 

50-220 

a 

THOMAS, M 

8004230046* 

50-390 

Q 

THOMAS, R D 

B0040400S5* 

90-312 

Q 

THOMAS, M 

0004210121* 

50-566 

G 

THOMAS, R 0 

0004100017 

I&E 


THOMAS, ft D 

8004080984 

UE 


THOMAS, C 0 

8004100237 

TDPftEP 


THOMAS, C □ 

0004210405 

50-466 

A 

THOMAS, C Q 

8004300074 

50-466 

A 

THOMAS. C a 

8004240557 

50-466 

A 

THOMAS, E B 

0004220464 

90-220 

P 

THOMPSON. D 

8004220472* 

FOIA 


THOMPSON, 0 

8004140202 

l&E 


THOMPSON, D 

0004220252* 

FOIA 


THOMPSON, D 

0004100510 

PT9 


THOMPSON, D 

0004220361* 

FQIA 


THOMPSON, D 

8004220439* 

FOIA 


THOMPSON, 0 

8004220226 

50-272 

S 

THOMPSON, D 

8004220249 

50-263 

£ 

THOMPSON, D 

B0042 10429 

50-331 

S 

THOMPSON, D 

B0042Q0146* 

QA999 


THOMPSON, G A 

8004140466 

ACRS 


THOMPSON, 0 A 

8004150230 

ACR8 


THOMPSON, F 

9004300070* 

50-307 

9 

THOMPSON, S n 

8004100197* 

COMMISSION 

THOMPSON, □ 0 

□004190047 

50-367 

A 

THOMPBON.O 0 

8004240502 

50-367 

A 

THONUa.L H 

□004100391* 

50-334 

3 

THONUB.L H 

dOO4OBO202« 

50-333 

9 

THONUB.L H 

□004210173* 

50-293 

a 

THORNBURG. H D 

8004030321* 

FQIA 


THORNBURG, H D 

B004220253* 

FOIA 


THORPE. J R, 

8004190621 

50-209 

G 

THURMANrD S 

6004240110* 

70-135 


THURMAN, D 8 

0004240104* 

70-135 


THURMAN, D 8 

0004240095* 

70-135 


TIBBETTS, D L 

8004090266 

50-399 

A 

TIDBITTB,D L 

0004140069 

50-352 

A 

TIDBITS, D 

6004090054 

90-395 

A 

T I BETTS, U 

0004070116 

50-996 

11 

TIORICK, 0 A 

0004010437 

50-275 

A 

TIERNAN.H W 

8004020059* 

71-6387 


TILLMAN, A 

8004290177* 

50-259 

Q 

TIMKO, D n 

6004290355* 

50-334 

R 

TIPTON. T E 

0004160276 

50-219 

P 

TOALSTON, A 

8004110121 

90-482 

H 

TOALSTON.A 

9004150197 

90-416 

H 

TOBIN, W J 

0004040047* 

70-143 


TOBIN. W J 

0004030362* 

70-2478 


TOBIN, W J 

0004090361* 

70-143 


TOBINrW J 

0004110549* 

70-2479 


TODINr W J 

0004110566* 

90-302 

0 

TOBIN, U J 

8004220204* 

50-269 

a 

TODD, 9 A 

0004040021* 

70-1201 


TOLBERT, P E 

60041401 12 

PR 


TOLER, L 0 

6004010104 

27-39 


TOLL I SON, A C 

0004290122* 

50-3S4 

Q 

TOLL ISDN, A C 

6004020297 

90-324 

B 

TOLLISQN, A C 

0004030176 

50-324 

B 

TOLLI80N, A C 

8004010385 

50-325 

8 

TOLL I BON, A C 

0004010390* 

50-325 

8 

TOLL ISON, A C 

0004010394 

90-324 

8 

TOLLISONrA C 

0004010400* 

50-324 

0 

TOLL ISON, A C 

8004010461 

50-324 

R 

TOLL I BON, A C. 

BOO4OBO450 

50-324 

8 

TOLL I BON, A C 

B0040Q0464* 

90-324 

8 

TOLL I SON, A C. 

8004080566 

50-325 

8 

TOLLISONrA C 

8004080575* 

50-325 

8 

TDLLIBQN. A C 

8004080357 

50-324 

S 

TOLL 1 BON, A C 

8004090332 

90-324 

B 

TOLL I SON, A C 

8004080453 

50-325 

8 

TOLLISDN, A C 

8004080454* 

50-325 

8 

TOLLISON/A C 

8004070333 

50-324 

8 

TOLL I SON, A C. 

8004070337* 

50-324 

a 

TOLLISONrA C 

8004140445 

50-324 

R 

TOLLISONrA C 

8004150466 

50-324 

8 

TOLLISQN, A C 

8004150504 

50-324 

8 

TOLL I SON, A C 

8004150444 

50-324 

8 




ACCESSION 

SUBJECT 


AUTHOft 

NUMQER 

CATEGORY 

TOLLISON. A C 

aoO4l5O4A0« 

50-324 

S 

TOLLISON, A C 

8004210293 

50-324 

Q 

TOLLISON, A C 

8004220572 

50-324 

5 

TOLLISON. A C 

8OO422O503» 

50-324 

0 

TOLLISON, A C 

8004220599 

50-325 

3 

TOLLISON. A C 

8004220676 

50-325 

S 

TOLLISON, A C 

BQ04220732 

50-324 

B 

TOLLISON, A C 

8004220538 

50-325 

8 

TOLLISON, A C 

Q004220547* 

50-325 

S 

TOLLISON, A C 

0004200576 

50-325 

6 

TOLLISON, A C 

0004200506# 

50-325 

8 

TOLLISON, A C 

0OO42BQ5B7 

50-324 

S 

TOLLISON, A C 

8004200599# 

50-324 

S 

TOLLISON, A C 

0004200503 

50-324 

S 

TOLLISON, A C 

0004200592# 

50-324 

8 

TOLLISON, A C 

8004290397 

50-323 

8 

TOLLISON, A C 

8004290401# 

50-325 

S 

TOLLISON. A C 

8004290487 

50-323 

8 

TOLLISON. A C 

8004290494# 

50-325 

S 

TOLMAN, E L 

0004100370 

RES 


TOMKINS, D 

8004090050 

FQIA 


TOMLINSON, D P 

8004180216# 

50-490 

Q 

TDNDI, D 

79082001 12 

M18C 


TONDI, D 

7908280824 

MI SC 


TONGUE,! H 

8004100432# 

50-10 

Q 

TQOKER,D N 

8004040413# 

50-331 

S 

TOOKER,D W 

8004000531* 

50-331 

8 

TOQKER,D N 

0004140369# 

50-331 

a 

700KER,D M 

0004140452* 

50-331 

6 

TOOLE, R J 

0004010330 

50-209 

a 

TOTH, A D 

8004S30290# 

50-460 

Q 

TOURIONY.E 0 

8004280263 

NUREO 


rOURTELLOTTE. J 

8004020104 

50-209 

0 

TOURTELLOTTE, J 

8004020107# 

50-289 

0 

TOWNEND, P 

0004140100# 

PR 


TDWNEND, F 

B004090300 

PR 


TOWNEND. F 

8004140096 

PR 


THAOESERiC n 

0004290109 

CON IR ACT 


TRAhHELL, C 

0004100307 

50-344 

p 

TR AUGER. T C 

0004100556 

PROJ 


TRAVIS, W H 

8004070247 

71-9653 


TRAVIS, C C 

0004160006 

RES 


THEDY, S A 

0004210414 

50-498 

0 

TREDViS A 

8004150226 

50-320 

0 

TREVINO. T 

8004030037# 

CONTRACT 


TREVINO, T 

8004040186# 

CONTRACT 


TRIMBLE. D C 

8004110508 

50-313 

p 

TRIMBLE. D C 

0004250044 

50-313 

0 

TRIMBLE, D C 

8004040276 

71-9000 


TRIMBLE, D C 

6004090148# 

50-313 

Q 

TRIMDLE, D C 

0004250103 

50-360 

0 

TRIMBLE. D C 

8004070116# 

50-368 

Q 

TRIMBLE. D C 

0004010301 

50-313 

P 

TRIMDLE. D C 

8004250303 

71-9044 


TRIMDLE. D C 

8004010216 

50-313 

R 

TRIMDLE. D C 

8004010386 

50-313 

F 

TRIMDLE. D C 

8004020342 

50-360 

8 

TRIMDLE. D G 

8004020349 

50-313 

6 

TRIMBLE, R C 

8004030209 

50-313 

P 

TRIMDLE. D C 

8004070287 

50-313 

P 

TRIMDLE. D C 

8004 1 50304 

50-313 

P 

TRIMDLE. D C 

8004 1 70086 

50-313 

P 

TRIMDLE, D C 

8004080577 

50-360 

8 

TRIMDLE, D C 

6004070344 

50-313 

P 

TRIMDLE, D C 

6004140328 

50-313 

6 

TRIMDLE, D C 

6004150630 

50-313 

3 

TRIMDLE, D C 

0004140356 

50-313 

8 

TRIMBLE. D C 

6004150541 

50-313 

0 

TRIMBLE. D C 

0004150567 

50-360 

F 

TRIMBLE. D C 

8004150235 

50-313 

1 

TRIMBLE. D C 

8004 1 5060S 

50-360 

0 

TRIMBLE. D C 

6004160185 

50-313 

P 

TRIMBLE, D C 

8004210148 

50-313 

P 

TRIMDLE, D C 

8004210217 

50-313 

R 

TRIMBLE, D C 

8004210274 

50-360 

R 

TRIMDLE, D C 

8004220691 

50-368 

8 

TRIMBLE, D C 

6004220427 

50-313 

F 

TRIMDLE, D C 

800422047 i 

50-313 

P 

TRIMBLE, D C 

6004230471 

50-313 

S 

TRIMBLE, D C 

6004290450 

50-366 

R 

TRIMDLE, D C 

0004290374 

50-313 

8 

TRIMBLE, D C 

6004290244 

50-313 

P 

TRIMBLE, D C 

8004290361 

50-313 

R 

TRiPLETTiM P 

0004100520# 

ORO 


TRIPLETT.M P 

0004140060# 

ORG 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

TRIPP. L E 

0004090401* 

50-293 

Q 

TRIPP, L E 

TROFE. T W 

0004100512# 

0004140455 

50-309 

NUREO 

Q 

TROSKOSKI,W M 
TROUP, Q L 

B004210151# 

0004110027* 

50-322 
70-1 151 

Q 

TROWBRIDGE, 0 F 

0004090096 

50-209 

0 

TROWBRIDGE, 0 F 

0004090096 

50-209 

0 

TROWBRIDGE. G F 

0004010519 

50-400 

G 

TROWBRIDGE. 0 F 

0004000425 

50-209 

0 

TROWBRIDGE, G F 

0004000720 

50-209 

0 

TROWBRIDGE, 0 F 

0004110029 

50-289 

0 

TROWBRIDGE. 0 F 

0004010519 

50-400 

G 

TROWBRIDGE, 0 F 

0004000425 

50-209 

0 

TROWORIOOE. 6 F 

0004000720 

50-209 

0 

TRQWQRIDGE, G F 

0004110029 

50-289 

Q 

TROWBRIDGE. 0 F 

B004 100300 

50-289 

G 

TROWBRIDGE, G F 

8004100300 

50-289 

G 

TROWBRIDGE. 0 F 

□004100479 

30-289 

G 

TROWBRIDGE. G F 

0004100479 

50-289 

0 

TROWBRIDGE, G F 

0004 110516 

50-269 

0 

TROWBRIDGE. G F 

0004110516 

50-209 

0 

TROWBRIDGE. 0 F 

8004230030 

50-209 

0 

TROWBRIDGE, G F 

0004230030 

50-209 

0 

TROWBRIDGE. 0 F 

0004140007# 

50-209 

0 

TROWBRIDGE, 0 F 

Q004140013# 

50-289 

0 

TRQWQRIDGE. G F 

□004140017# 

30-289 

G 

TRQWQRIDGE. 0 F 

0004140019# 

50-209 

G 

TRQWQRIDGE. G F 

□004140023# 

50-209 

0 

TROWBRIDGE, G F 

0004140020# 

50-289 

0 

TROWBRIDGE, 0 F 

6004140032# 

50-289 

G 

TROWBRIDGE. 0 F 

6004140038# 

50-289 

G 

TROWDRIDOE. 0 F 

0004 140045# 

50-209 

0 

TROWBRIDGE, 0 F 

□004140051# 

50-289 

0 

TROWBRIDGE. G F 

0004140057# 

50-289 

G 

TROWBRIDGE. 0 F 

8004140062# 

90-209 

0 

TROWDRIDOE. 0 F 

6004 140065# 

50-289 

0 

TROWBRIDGE. G F 

6004170273 

50-289 

0 

TROWBRIDGE. G F 

0004170201# 

50-209 

0 

TROWBRIDGE. 0 F 

0004140007# 

50-209 

0 

TROWBRIDGE. 0 F 

0004140013# 

80-209 

G 

TROWORtOGE.G F 

8004140017# 

50-289 

G 

TROWDRIDOE, 0 F 

0004140019# 

50-209 

G 

TROWBRIDGE. 0 F 

0004140023# 

50-289 

G 

TROWDRIOGE. G F 

8004140020# 

50-289 

G 

TROWBRIDGE. 0 F 

8004140032# 

50-209 

G 

TROWBRIDGE. G F 

□004140038# 

50-209 

G 

TROWBRIDGE, 0 F 

0004140045# 

50-289 

© 

TROWBRIDGE, 0 F 

0004140051# 

50-28? 

G 

TROWBRIDGE. 0 F 

8004140057# 

50-289 

0 

TROWBRIDGE. 0 F 

0004140062# 

50-289 

G 

TROWBRIDGE. 0 F 

8004140065# 

50-289 

G 

TROWBRIDGE. G F 

8004170281# 

80-289 

0 

TROWBRIDGE. 0 F 

8004210421 

50-289 

0 

TROWBRIDGE.© F 
TROV, M 

TRULL, D 

TRU83ELL. H H 

0004210421 

6004090026 

6004060213# 

8004060178 

80-269 

FOIA 

70-2254 

40-8064 

G 

TRZYNA. 0 
TSCHAECHE, A M 
TBUJl.N 

TUNSTALL. J C 
TUNSTAUL. J E 
TUNSTALL. J E 

6004020376# 

0004160523# 

□004240202# 

8004080241# 

8004100576# 

8004210119# 

50-295 

70-1007 

70-2005 

CONTRACT 

CONTRACT 

CONTRACT 

0 

TURK, 8 E 

8004210424 

50-445 

0 

TURK, 8 E, 

8004150464 

90-341 

0 

TURK, 8 E 

TURK, a E 

TURK, 3 E 

TURK, 8 E 

8004150464 

6004300366 

6004300371# 

0004300370# 

50-341 

70-2909 

70-2909 

70-2909 

G 

TURNER. L J 

6004290456# 

50-390 

A 

TURNER. E A 

6004070062 

50-498 

Q 

TURNER. E A 

0004070060# 

50-498 

0 

TURNER. E A 

6004300523# 

50-498 

0 

TURNER, E, A 

0004010126 

50-498 

Q 

TURNER. E A 

6004140107 

50-496 

0 

TURNER, E A 

6004010332 

50-498 

8 

TURNER, E A 

6004160364 

50-498 

8 

TURNER, E A 

6004160423 

50-498 

8 

TURNER, E A 

0004160421 

50-490 

8 

TURNER, E A 

6004290390 

50-490 

8 

TURNER. E A 

8004220763 

50-498 

K 

TUTHILL, E 

6004070122 

50-322 

H 

UDALL. M K 

8004060066# 

GOKKISSION 

UDY, A C 

UDY. A C 

8004080641 

8004140138 

30-270 

RES 

P 


439 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

UDV,A, C. 

0004170209 

RES 


UDY, A C 

0004170334 

REa 


UHRIOiR E 

6004040003 

50-250 

Q 

UHRIG,R E 

0004040347# 

50-250 

a 

UHRIO.R E 

B0040B0023# 

SO-290 

Q 

UNRIG, R E 

8004040173# 

50-309 

0 

UNRIG, R E 

8004080015# 

50-290 

Q 

UHRIO.R E 

0004020381 

50-335 

8 

UNRIG. R E 

6004000297 

30-335 

R 

UHRIO.R E 

0004240378# 

50-290 

Q 

UHRIO.R E 

8004220239 

50-389 

A 

UHRIO.R E 

8004220248 

50-309 

K 

UHRIO.R e 

8004220313 

50-3B9 

C 

UHRIO.R £ 

0004210170 

50-3B9 

8 

UHRIO.R E 

0004230337 

50-335 

0 

UHRIO.R E 

0004240030 

90-250 

Q 

UHRIO.R E 

6004010210 

50-230 

P 

UHRIO.R E 

0004030289 

90-290 

P 

UHRIO.R E 

6004040425 

50-335 

R 

UHRIO.R E 

0004110533# 

50-250 

0 

UHRIO.R E 

0004240219 

50-3B9 

Q 

UHRIO.R E 

8004030229 

30-399 

F 

UHRIO.R E 

6004040360 

50-290 

R 

UHRIO.R E 

6004070279 

50-335 

F 

UHRIO.R E 

0004090217 

50-333 

R 

UHRIO.R E 

0004220243# 

30-309 

A 

UHRIO.R E 

0DO4OBO306 

30-333 

P 

UHRIO.R E 

B004 150341 

50-335 

P 

UHRIO.R E 

8004080452 

50-250 

P 

UHRIO.R E 

00041 50406 

50-290 

I 

UHRIO.R E 

6004300583 

50-290 

Q 

UHRIG. R E 

0004140229 

30-335 

F 

UHRIO.R £ 

0004300977 

SO-335 

Q 

UHRIO.R E 

6004150319 

50-250 

F 

UHRIG, R E 

6004230461 

30-335 

P 

UHRIO.R E 

0004280269 

50-250 

P 

ULLRICH, W T 

6004220432 

50-279 

8 

ULLRICH, W T 

0004290439 

50-277 

8 

ULLRICH, W T 

6004290443 

50-277 

S 

UPRIGHT. C M 

0004040209# 

50-290 

Q 

UPRIGHT. C M 

8004020263# 

50-299 

Q 

UPRIGHT. C M 

6004090049# 

50-321 

Q 

UPRIGHT. C H 

8004040452# 

30-302 

Q 

UPRIGHT. C M 

8004100202# 

50-290 

Q 

UPRIGHT. C M 

8004100182# 

30-333 

0 

UPRIGHT. C M 

6004240413# 

50-280 

Q 

UPRIGHT. C M 

8004210113# 

30-302 

Q 

UPRIGHT. G M 

8004200143# 

50-349 

0 . 

UBTICK. N 

8004060640# 

30-263 

Q 

USTICK.N R 

8004040132# 

30-346 

0 

UTLEY, E E 

6004010324 

50-261 

P 

UTLEY, E E 

0004040293 

50-261 

P 

UTLEY. E E 

0004080648 

50-261 

P 

UTLEY. E. E 

0004070313 

50-261 

F 

UTLEY. E E 

0004060303 

50-324 

P 

UTLEY. E E 

0004080472 

50-324 

F 

UTLEY. E E 

0004140413 

50-261 

P 

UTLEY. E E 

0004160262 

50-324 

P 

UTLEY. E E 

0004170019 

50-324 

P 

UTLEY. E E 

0004250410 

50-324 

P 

UTLEY. E E 

8004280497 

50-324 

P 

UTLEY. E E 

□004300323 

50-324 

P 

UTLEY. E E 

0004300443 

50-261 

P 

UTLEY. E E 

8004300445 

30-324 

H 

VACCA. P C 

0004220479* 

FOIA 


VACCA. P C 

0DO422O476* 

FOIA 


VACCA. P C 

0004220473# 

FOIA 


VACCA, P.C 

7711200274 

Doc test 

30 

VADENBUROH, D. 

0004210110 

PR 


VAHRENWALD, J 

8004020427# 

30-254 

8 

VAHRENWALD. J 

8004020443# 

50-263 

a 

VALENTE, J V 

8004140439 

30-322 

A 

VALLERIO. J 

8004080202# 

FOIA 


VALOR E.C J 

8004100466 

S0-3U 

0 

VALORE. C J 

8004100466 

30-311 

0 

VALORE.C J 

8004210291 

50-272 

0 

VAN BRUNT, E E 

0004020162# 

50-929 

Q 

VAN BRUNT, e E 

0004070255# 

30-528 

a 

VAN BRUNT, E E 

0004010350 

50-520 

a 

VAN BRUNT, E E 

0004110484 

PR 


VAN BRUNT, E E 

0004300932 

PR 


VAN BRUNT, E E 

0004240901# 

30-928 

Q 

VAN BRUNT, E E 

6004010244 

30-928 

K 

VAN BRUNT. E E 

6004190966 

30-523 

F 

VAN BRUNT, E E, 

80041 7004S 

30-528 

8 



PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 



author: 

NUKG ER 

CATEGORY 

AUfHOR 

VAN NESS/ S C 

0004090008 i 

50-272 

Q 

WALKER. J R 

VAN ftSOYEN. D 

£3004040459 

NUREQ 


WALKER, J R 

VAN ROD YEN D 

8:0040&00?4 

REb 


WALKER, J R 

VAN SICHEU. J 

0004220389* 

50-331 

R 

WALKER, F N 

VAN SKhEL/ J 

a00423034e» 

50-331 

R 

WALKER. J R 

VArJsDENDURGH* D E 

00042301 IS^ 

COKKISSION 

WALLACE- A T 

VANDENDURGM, D 

ao04l60l0e^* 

PR 


WALLENBTROM. R 

VANDEL/ T E 

0004210142* 

50-35B 

Q 

WALLETT. S A 

VANDENBURGH-D 

S004 1 60096 

PR 


WALTERS. E 

VANDEL, T E 

8004100267* 

50-329 

Q 

WALTON. 0 

VANDENRURGHd D E 

Q004U0444* 

50-29 

P 

WALTON. G A 

VANDEN BURGH. D 

8004220522 

30-309 

P 

WALTON. 0 A 

VANDQORN, P K 

BOO 4 070 177* 

50-436 

Q 

WAKQACH. T V 

VANDOORN P K 

8004040222* 

50-416 

Q 

WAMDACH. T V 

VANDODftN.P W 

Q004U0514* 

50-259 

Q 

WAN5KE.N £ 

VANHGOMISSEM, J 

8004010161* 

50-268 

P 

WANDKE. N 

VARAN t Nil. E E 

8004040003* 

PR 


WANDKE.N E 

VARELA. A A 

QO 040701 1 1* 

50-443 

Q 

WANDKE.N E 

VARELA, A A 

8004100163* 

50-354 

Q 

WANDKE.N E 

VARELA, A A 

8004100112* 

50-352 

a 

WANOKE. N E 

VARELA. A A 

8004100040* 

50-443 

Q 

WANDKE.N E 

VARGA, S A 

8004210093 

KfSC 


WANDKE.N E 

VARGA, S A 

80040201 17 

50-289 

H 

WANDKE.N E 

VARGA, S A 

S004250332 

50-289 

H 

WANDKE.N E 

VARGA, S A 

8004020124 

50-443 

A 

WANDKE.N E 

VARGA, S A 

8004110557 

50-339 

H 

WANDKE.N E 

VARGA, S A 

BQ04140093 

50-339 

H 

WANO, P C 

VARGA. S A 

8004140186 

50-339 

H 

WANG, A 

VARGA. S A 

8004210028 

50-339 

H 

WARD. W J 

VAROA. 8 A 

8004110052 

50-443 

H 

WARD. U J 

VARGA. S A 

8004110060 

50-443 

H 

WARD, c e 

VARGA. S A 

80041 10067 

50-443 

H 

WARD, J £ 

VARGA. S A 

8004150131 

50-443 

H 

WARD, D T 

VARGA. 3 A 

8004250266 

50-29 

G 

WARD, M J 

VETTER. W E 

8004020128* 

ACRS 


WARD. J E 

VILLFOR7H. J C 

8004220677 

50-320 

P 

WARD. J E 

VQELKER.L £ 

8004100028 

NUREO 


WARD. K D 

VGLOENAU. E 

8004220132* 

FOIA 


WARDEN. W 0 

VGLGENAU. E 

8004220409* 

FOIA 


WAREKBOURG. 0 

VDLGENAU. £ 

8004030166 

SECY 


WAREHDOURO, D 

VGLKEMA. R H 

8004220397* 

FOIA 


WAREMDOURO. D 

VDLLEN, fl J 

8004230091 

50-367 

0 

MAREMDOURG, D 

VOLLEN, R J 

8004230101* 

50-367 

G 

WAREMBOURG, D 

VDLLEN. R J 

8004040069 

50-367 

G 

WAREMDOURO, D 

VGLLEN. R J 

8004020214 

50-367 

G 

WAREMDOURO, D 

VCLLEN. R U 

8004020478 

50-367 

G 

WAREMBOURG, D 

VOLLMER.R H 

8004020227 

SO-320 

H 

WAREMBOURG. D 

VOLLKER.R H 

8004030272 

50-320 

P 

WAREMBOURG, D 

VOLLHER.R H 

8004030279* 

50-320 

P 

WAREMBOURG, D 

VOLLKER.R H 

8004030283* 

50-320 

P 

WAREMBOURG. D 

VOLLKER.R H 

8004070418 

50-10 

H 

WAREMDOURO. D 

VOLLKER.R H 

8004210252 

50-10 

H 

WARWICK. R F 

VOLLKER.R H 

8004210260 

50-10 

H 

WARWICK, R F 

VOLLKER.R H 

80042 10272 

SO- 10 

H 

WARRINE8.G H 

VOLLKER.R H 

8004210287 

50-10 

H 

WATFORD. M L 

VOLLKER.R H 

8004210295 

50-10 

H 

WATSON. A P 

VOLLKER.R H 

8004210299 

50-10 

H 

WATSON. U F 

VOLLKER.R H 

0004210302 

50-10 

H 

WATSON, U f 

VOLLKER.R H 

B0042 10308 

50-10 

H 

WATTENBARCER. 3 

VOLLKER.R H 

8004140091 

50-320 

H 

WATTS, T E 


8004100047 

50-289 

H 

WATTSDN, P 


8004180442 

50-320 

H 

WEAVER. J 


9004210319 

50-320 

H 

WEAVER. K 


’004210324 

50-320 

H 

WEBD, D H 


^2 

50-320 

H 

WEBD, R E 



50-320 

H 

WEBSTER, E H 



50-320 

H 

WEEKS. E D 



50-320 

H 

WEGNER. W 



50-320 

P 

WEIGAND. J 0 


’ 

30-320 

P 

WEIQAND, J Q 



50-320 

P 

WEIGAND. J 0 



50-10 

H 

WEIGAND, J Q 



50-520 

G 

WEIGAND. J 0 



70-687 


WEIGAND. J G 



50-306 

0 

WEIGAND. J 0 



FOIA 


WEIGAND, J G 



FOIA 


WEIGAND. vl 0 



FOIA 


WEIGAND. J Q 



NUREO 


WEIGAND, J G 



50-460 

0 

WEIGAND. J 0 



50-320 

P 

WEIGAND. J 0 



50-312 

0 

WEIGENSSERG, I 



50-312 

Q 

WEILiC H 



50-327 

F 

WEILL, s ri 



50-373 

0 

WEISS. E R 


ACCESSION 

NUnOER 

SUBJECT 

CATEGORY 

AUTHOR 


ACCESSION 

NUMBER 

SUQJECr 

CATEODftT 

8004170229* 

50-327 

F 

NEISS, 0 


0004210093* 

70-139 


0004170231* 

50-327 

F 

WEISS. E R 


8004100100 

50-3 

F 

Q004J70234* 

50-327 

F 

WEISS, E R 


8004080373 

50-209 

0 

0004180394* 

50-327 

R 

WEISS. E n 


0OO4OBO419 

50-338 

0 

0004150615* 

50-327 

P 

WEISS, D 


0004240288* 

70-1 GOB 


8004220519 

50-331 

P 

WEISS. J D 


0004210042* 

71-6717 


8004030003* 

40-8743 


WEISS. J M 


0004000031 

TO PREP 


8004250014 

CONTRACT 


WEISe.E R 


0004020099* 

50-3 

G 

6004070350 

50-320 

H 

WEISS. E R 


0004020091 

50-3 

G 

8004150143* 

30-352 

Q 

WEISS. E R 


8004020099* 

50-3 

G 

8004090401* 

50-293 

0 

WEISS, E R 


8004080670 

30-2Q9 

G 

0004300607* 

SO-293 

Q 

WEISS, E R 


8004080678 

50-239 

G 

8004080412* 

50-255 

P 

WEISS. E R 


8004100562 

50-209 

G 

8004170261 

50-244 

P 

WEISS, E R 


8004100562 

50-289 

G 

8004110087 

50-304 

Q 

WEISS. J D 


8004020101 

70-6Q7 


800402031 1 

50-295 

S 

WEISS. E R 


8004100299 

70-143 


8004020369 

50-295 

S 

WEISS, E R 


8004100299 

70-143 


8004140306 

50-295 

R 

WEISS. E R 


8004110045 

50-3 

P 

8004020407 

50-304 

S 

WEISS, J D 


0004080609 

70-1257 


8004150472 

50-304 

8 

WEISS, J D 


0004080612 

70-572 


6004150518 

50-304 

S 

WEISS. E R 


0004090695 

50-3 

F 

6004220586 

30-293 

B 

WEISS. D 


0004070390 

70-1426 


6004220660 

50-293 

8 

WEI9SBERG, S 


0004020209 

Stata Proa 

6004220694 

50-304 

8 

WEISS, D 


0004170109 

70-2072 


8004290486 

50-295 

B 

WEISS. D 


0004140009 

70-027 


0004290473 

50-295 

B 

WEISS, D 


0004140476 

70-27 


8004240566 

NUREO 


WEISS, D 


0004150178 

70-020 


8004290137 

50-313 

P 

WEISS. D 


0OO415O1B2 

70-824 


8 004280146* 

QA999 


WEISS, D 


0004220062 

70-1739 


8004280153* 

0A999 


WEISSQERO, 5 


8004240451 

St:ata Praii 

8004150278* 

71-49 


WEISS, D J 


B004160107 

70-143 


aO04020L23» 

ACRS 


WEISS, J D 


0004240108 

40-G76Q 


8004040292* 

ACRS 


WEISS, E R 


0004150101 

30-974 

0 

8004200149* 

QA999 


WEISS. E R 


0004150101 

30-974 

0 

8004000149 

PR 


WEISS, E R 


0004220462 

50-247 

E 

8004100515 

PR 


WENGER. L 0 


0004170221* 

90-317 

B 

0004100207* 

50-254 

Q 

WENSLAWSKI. F 

0004040030 

50-70 

8 

8004080065 

50-307 

H 

WENSLAWSKI. F 


0004040415 

50-70 

B 

8004080399 

50-267 

F 

WERLINO. J A 


0004200078* 

30-334 

P 

8004080422 

50-267 

8 

WERLINO, J A 


0004020002 

90-334 

B 

8004080503 

50-267 

8 

WERLINO, J A 


0004220597 

50-334 

B 

0004150333 

50-267 

R 

WERLINO. J A 


0004030190 

50-334 

B 

3004150338 

50-267 

R 

WERLINO, J A 


0004030191 

50-334 

B 

0004150432 

50-267 

S 

WERLINO, J A 


0004070341 

50-334 

3 

3004150542 

50-267 

6 

WERLINO, J A 


0004070346* 

50-334 

B 

0004 130582 

50-267 

S 

WERLINO.J A 


0004070375* 

50-334 

B 

0004 IS 0626 

50-267 

8 

WERLINO, J A 


0004110305 

50-334 

0 

3004210294 

50-267 

8 

WERLINO.J A 


0004140329 

30-334 

8 

0004210268 

50-267 

R 

WERLINO. J A 


0004140301 

90-334 

E 

0004220775 

50-267 

1 

WERLINO.J A 


0004190516 

50-334 

8 

0004240323 

50-267 

8 

WERLINO. J A 


0004190529* 

90-334 

0 

0004 14 0202 

l&E 


WERLINO.J A 


0004 190534* 

50-334 

E 

0004110245* 

50-266 

0 

WERLINO.J A 


0004150545* 

90-334 

S 

0004040323* 

50-261 

R 

WERLINO. J A 


0004230217 

50-334 

8 

8004150376* 

50-261 

R 

WERLINO, J A 


0004170223 

90-334 

B 

0004160088 

RES 


WERLINO, J A 


0004230208 

30-334 

& 

0004300297 

WASTE MOT 

WERLINO. J A 


0004240369 

30-334 

B 

0004300297 

WASTE MOT 

WERLINO.J A 


0004290503 

90-334 

S 

8004080345 

XPORTLIC 


WERLINO.J A 


0004290500* 

90-334 

B 

8004150416 

50-373 

A 

WERLINO.J A 


0004290309 

90-334 

B 

8004150347* 

50-206 

R 

WERLINO.J A 


0004290393* 

50-334 

S 

0004000063* 

COMM I 88 ION 

WERNER, B J, 


0004200546* 

50-346 

B 

0004110118 

WASTE MOT 

WESCOTTi H 


0004040039 

50-461 

8 

0004150396* 

50-553 

R 

WEST, B 


8004280392* 

50-360 

H 

0004210399# 

50-320 

H 

WEST. W £ 


8004140463 

90-490 

A 

0004200125* 

50-250 

Q 

WESTERN. P 


8004080196* 

FOIA 


0004170233 

50-133 

R 

WESTERN, F 


0004080216* 

FOIA 


8004030005 

NUREO 


WE8TERMAN, T 

F 

8004090159* 

90-313 

0 

Q00404033S 

50-458 

A 

WE8TERMAN. T 

F 

0004040262* 

50-205 

0 

8004040363 

50-459 

A 

WE8TERMAN. T 

F 

6004100335* 

90-313 

0 

0004040056 

50-458 

8 

WE8TERMAN, T 

F 

0004210219* 

50-290 

0 

0004040106 

90-458 

0 

WE8TERKAN. T 

F 

0004000696* 

30-289 

0 

0004040370 

50-458 

A 

WE8TERMAN, T 

F 

0004040140* 

30-267 

0 

0004010018 

90-458 

Q 

WE8TERMAN. T, 

F 

0004000602* 

90-267 

0 

0004010023 

90-458 

Q 

WEgTERKAN, T* 

F 

9004210179* 

30-449 

0 

0004010041 

90-490 

Q 

WE8TERMAN. T 

F 

0004210438* 

50-449 

0 

0004040378 

30-458 

A 

WESTERMANi T 

F 

0004290299* 

50-313 

0 

0004100102 

30-490 

A 

WE8TERMAN, T 

F 

8004040029 

50-298 

8 

0004210102 

50-458 

I 

WESTNEDOE, T 


0004040166 

50-3D7 

H 

0004200539 

50-450 

R 

WESTON, K 


0004300006 

50-3B7 

G 

0004200543* 

50-459 

R 

WETHY.C 11 


0004030167 

30-339 

3 

0004220616* 

FOIA 


WETTERBAHN. H J 

0004030338 

50-339 

0 

0004100551* 

40-261 


WETTERHAHN, M J 

0004030338 

90-399 

G 

0004070071* 

50-483 

H 

WETTERHAHNrH J 

0004190027 

50-272 

G 

7906010118 

50-334 

Q 

WETTERHAHN. M J 

0004 190030* 

50-272 

G 



PERSONAL AUTHOR INDEX 



ACCLSSION 

SUBJECT 

AUTHOR 

lJUMQER 

CATEGORY 

IfETTERHAHNMl J 

000*1150000* 

50-272 

G 

WETTERHAHN.M J 

B0041504b<, 

50-311 

G 

UEXt£R. D 

B004030040# 

COMMISSION 

WHITCOMB, D 

Q004020379 

50-320 

H 

WHlTErT J 

Q0042203ba» 

50-259 

P 

WHITE, N P 

8004160046 

ACRS 


WHITENER,H L 

0004020263# 

50-259 

0 

MHITESELL, D E 

8004040361# 

QA999 


WHITESELLiD E 

0004040122# 

QA999 


WHITESELL, D E 

8004020434# 

QA999 


UHITESELLrD E 

0004090310# 

QA999 


WHITESELL, D E 

0004100034# 

OA999 


UHITESELLrD E 

0004100005# 

QA999 


WHITE, L D 

8004090445 

50-244 

Q 

UHITESELL, D E 

8004110057# 

QA999 


WHITE, W W 

8004040067# 

50-344 

T 

WHITE, L D 

8004230003 

50-244 

Q 

WHITE, U D 

8004010355 

50-244 

P 

WHITE, L D 

B0041 10195 

50-244 

F 

WHITE. L D 

8004150434 

50-244 

P 

WHITE, L D 

3004150331# 

50-244 

P 

WHITE, L D 

0004150459 

50-244 

P 

WHITE, L D 

8004 100458 

50-244 

8 

WHITE, L D 

B004230371 

50-244 

P 

WHITE, L D 

0OO423O3S9 

50-244 

P 

WHITE, L D 

8004290376 

50-244 

P 

WHITE, L 0 

8004500407 

50-244 

Q 

WHITMAN, P M 

8004220341# 

FOIA 


WHITNEY, 0 0 

8004230499# 

50-293 

R 

WKITSHURST, C 

8004000165 

50-367 

H 

WHITT. W 

0004140102 

UE 


WHITT, K W 

0004210429 

50-331 

5 

WHITT, K W 

0004220004 

50-272 

8 

WHITTLE, A J 

8004210357# 

70-143 


W1CHER3. D L 

8004070235 

40-8502 


WICHER3, 0 L 

8004070244 

40-8502 


WICHER8. D L 

8004070196 

40-8502 


WICHER3, D L 

B0040S0219 

40-8502 


WICHER8, D L 

0004090070 

40-8502 


WtCHERS, D L 

0004210413 

40-8502 


WIDNER. H A 

0004010112 

50-321 

Q 

WIDNER, W A 

8004150072# 

50-321 

Q 

WIDNER. W A 

G00407003S# 

50-321 

0 

WIDNER, W A 

0004150136# 

50-321 

Q 

WIDNER, W A 

0004110565 

50-321 

Q 

WIDNER, W A 

0004150198 

50-321 

Q 

WIDNER, W A 

0004170298 

50-321 

Q 

WIDNER, W A 

8004030227 

50-321 

P 

WIDNER, W A 

8004150350 

50-321 

P 

WIDNER, W A 

8004230467 

50-321 

Q 

WIDNER, W A 

0004200452 

50-321 

Q 

WIDOFF, M P 

0004000139 

50-209 

G 

WIDOFF, M P 

8004000146# 

50-209 

0 

WIDOFF, H P 

8004080150# 

50-289 

0 

WIDOFF, M P 

9004080167# 

50-209 

0 

WIDOFF, M P 

8004080176# 

50-289 

0 

WIDOFF, M P 

8004080139 

50-209 

0 

WIDOFF, N P 

8004080146# 

50-287 

0 

WIDOFF, rt P 

8004000150* 

50-209 

0 

WIDOFF, M P 

8004000167# 

50-209 

0 

WIDOFF, M P 

8004000176# 

50-289 

Q 

WIGGINS, R M 

8004070185 

50-307 

H 

WIGGINS, R M 

0004300067# 

50-307 

0 

WIGGINS, £ 

00040001 05 

CONTRACT 


W I GO INTON. D 

0004220012 

50-316 

P 

WIGOINTON, D 

0004090264 

50-334 

P 

WIGGINTON, D 

8004240007 

50-334 

P 

WIGGINS, E 

8004030011 

CONTRACT 


WIGGINS, E 

8004080603 

CONTRACT 


WILQORN, L 

8004040104# 

QA999 


WILBUR, H A 

0004200149# 

0A979 


WILCOX. J D 

□004090374# 

50-200 

Q 

WILCOX, L 

□004040001 

50-312 

H 

WILKENS.P € 

8004100461 

50-244 

P 

WILKINSON, R 

8004010227 

50-294 

P 

WILLHITE, S 

8004070149 

50-556 

G 

WILLIAMS, R A 

8004240056# 

70-135 


WILLIAMS, R A 

8004240028 

70-133 


WILLIAMS, R A 

8004240073# 

70-135 


WILLIAMS, R A 

8004240046# 

70-135 


WILLIAMS, R A 

8004240153# 

70-135 


WILLIAMS, R A 

8004240030# 

70-135 


WILLIAMSON, P W 

7907250345 

30-443 

K 

WILLIAMS, C C 

0004040040# 

50-373 

Q 

WILLIAMS, C C 

0004110176# 

50-440 

Q 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

WILLIAMS, C E 

0004220225 

71-9010 


WILLIAMS, C C 

0004090270# 

50-373 

0 

WILLIAMS, C C 

800*1040149# 

50-500 

0 

WILLIAMS, C C 

00041 10300# 

50-456 

0 

WILLIAMS. M 

8004080226 

WASTE MGT 

WILLIAMS, C C 

8004200074# 

50-454 

Q 

WILLIAMS. C E 

8004200166 

71-9010 


WILLIAMS, J L 

8004010000 

50-344 

Q 

WILLIAMS. E F 

0004250072* 

State Proo 

WILLIAMS, H P 

8004090247 

PR 


WILLIAMS, C C 

0004300536# 

50-546 

Q 

WILLIS, C 

0004140447# 

SO-324 

n 

WILLODSEN, A F 

0004090172 

PR 


WILLSEY, W B 

Q004070270 

50-277 

R 

WILSON, R D 

80040802/2# 

QA999 


WILSON, R 

8004100554 

ACRS 


WILSON, R 

8004140002 

ACRS 


WILSON. B D 

0004020471# 

XPORTLIC 


WILSON. R D 

0004000262# 

0A999 


WILSON. R F 

0004040231 

50-320 

P 

WILSON, R F 

80040403 IB 

50-320 

P 

WILSON, R F 

8004040321 

50-320 

P 

WILSON. J H 

8004020163# 

50-272 

P 

WILSON. D D 

8004020467 

XPQRTLIC 


WILSON. D D 

B004030274 

XPORTLIC 


WILSON, B D 

BOO4O3O20O# 

XPQRTLIC 


WILSON, R F 

8004040325 

50-320 

P 

WILSON, R F 

0004040330 

50-320 

P 

WILSON, R 

8004140221 

50-247 

P 

WILSON, R E 

8004020012 

50-320 

S 

WILSON. J N 

0004020464 

TOPREP 


WILSON. W R 

Q004100442 

50-498 

M 

WILSON. W R 

0004100444# 

50-498 

M 

WILSON, W R 

0004100447# 

50-498 

M 

WILSON, U R 

0004100442 

50-490 

M 

WILSON, W R 

8004100444# 

50-498 

M 

WILSON. W R 

8004100447# 

50-490 

M 

WILSON. R F 

0004010344 

50-320 

P 

WILSON. R F 

0004040304 

50-320 

P 

WILSON, R r 

0004070219 

50-320 

Q 

WILSON. R F 

8004070301 

50-320 

P 

WILSON, n r 

8004070310 

50-320 

P 

WILSON, R F 

8004110290 

50-320 

Q 

WILSON, R r 

8004110362 

50-320 

R 

WILSON, R F 

G0041 10471 

50-320 

P 

WILSON, M L 

0004070297 

50-334 

J 

WILSON. 0 

0004170234# 

50-327 

F 

WILSON. J H 

0004300600# 

50-272 

0 

WILSON, J W 

8004000474 

50-280 

8 

WILSON, J L 

0004000482# 

50-280 

5 

WILSON, J L 

0004080406# 

50-280 

S 

WILSON, J N 

8004180370 

50-546 

A 

WILSON. R F 

8004140372 

SO-320 

8 

WILSON. K R 

8004170208# 

50-269 

S 

WILSON. J N 

8004300049 

50-322 

A 

WILSON. J L 

8004200612 

50-200 

6 

WILSON, J L 

8004280616# 

50-280 

S 

WILSON. J L 

8004280626# 

50-200 

S 

WINDSCHILL.J E 

8004150617# 

50-263 

5 

WINTER. A J 

0004300023# 

50-307 

G 

WIZNER.D 0 

B0040B0529# 

50-316 

S 

WOFFORD. A W 

0004070117* 

50-322 

Q 

WOGMAN. N A 

0004 11006 5 

NUREG 


WOLFE, a J 

8004010517 

50-445 

M 

WOLFE, B J 

8004090126 

50-445 

M 

WOLFE, 6 J 

0004090456 

50-445 

M 

WOLFE, S J 

6004100243 

50-445 

M 

WOLFE, S J 

0004 150083 

50-445 

M 

WOLFE. 8 J 

0004230055 

50-466 

0 

WOLFE, S J 

BO04230094 

50-466 

G 

WOLFF. C C 

B004070242 

40-0602 


WDLLETT. S A 

8004230523 

CONTRACT 


WOLTNER, E 

8004100030# 

70-020 


WOLTNER, E 

8004220041# 

70-371 


WONG. T 

0004090347 

40-299 


WOOD, J C 

0004090421 

50-498 

M 

WOOD, J C 

0004090421 

50-490 

M 

WOOD. J C 

8004110024 

50-490 

M 

WOOD.E C 

B004 180489 

50-309 

S 

WOOD. E C 

00042102/7 

50-309 

8 

WDODFIN. R L 

8004100020 

NUREG 


WDQDHALL.C 0 

8004030299 

PR 


WQQDHEAD.C P 

8004100564 

50-409 

0 

WOODHEAD.C P 

0004300403 

50-466 

0 

WOODMAN, D P 

0004170323# 

50-317 

F 


AUTHOR 


ACCESSION 

NUnUER 

SUBJECT 

CATEGORY 

WOODRUFF, R 

L 

8004200208# 

30-317 

0 

WOODRUFF. R 

L 

0004210034# 

70-1100 


WOODRUFF, R 

1 

0004210076# 

50-272 

a 

WOODRUFF, R 

L 

8001210062# 

50-277 

Ct 

WOODRUFF, R 

L 

0004210339# 

50-333 

0 

WOODRUFF, R 

L 

B0042 10345# 

50 245 

0 

WOODRUFF, R 

L 

8004220402# 

7u-l 143 


WOODRUFF, R 

L 

0004040023# 

50-10 

0 

WOODRUFF. R 

1 

0004 100409 » 

50-10 

0 

UOOLEVER, E 

J 

8004280180 

50-412 

0 

WOOLEVER, E 

J 

8004070336 

50-412 

A 

WOOLEVER.E 

J 

0004070277 

30-334 

R 

WOOLEVER. E 

J 

0004220483 

50-412 

0 

WOOLEVER, E 

J 

8004230429 

50-412 

b 

WOOLSEY.R T 


0004200212 

40-1162 


WRAY, J R 


B00408003B# 

50-250 

Q 

WRAY. J R 


B004250291# 

50-261 

Q 

WRIGHT.K H 


9004300065# 

40-4492 


WRIGHT, 0 C 


8004080594* 

50-155 

Q 

WRIGHT, R W 


8004160062# 

50-553 

Q 

WRIGHT.K H 


8004300053# 

40-4492 


WRIGHT. R W 


B0040B0563 

50-430 

S 

WRIGHT. A L 


8004280028 

NUREG 


WU, B J C 


8004280038 

RES 


WU. G 


8004070361 

40-8647 


WU, G 


B004070376 

40-8727 


WU, J 


0004210201# 

50-3 

H 

WU. K 


8004030043 

XPORTLIC 


WULLER.O E 


9004010249 

50-46 S 

A 

WULL£R,0 E 


8004010328 

50-461 

F 

WULLER.O E 


8004140109 

50-461 

Q 

WULLER.O E 


B004150190 

50-461 

0 

WURTZ.C B 


0004210358# 

50-320 

P 

WYDLER.J W 


8004090460 

PR 


WYDLER.J W 


8004100319# 

COMMISSION 

WYDLER.J W 


0004180220# 

COMMISSION 

WYDLER, J W 


8004100449 

PR 


WYDLER. J W 


8004140025 

PR 


WYKOFF, D 


8004150467# 

50-254 

8 

YAMAGUCHl, T 


8004020484 

XPDRTLIC 


YANDELL.L A 


8004210219# 

50-298 

Q 

YANICHKO, S i 


8004240397# 

50-206 

P 

YATES, S R 


8004 1402 15# 

50-10 

U 

YBARRDNDO.L 

J 

8004100029 

NUREG 


VBARRONDO, L 

J 

0004150152 

RES 


YIN, 1 T 


8004040410# 

50-263 

Q 

YIN, 1 T 


8004080647* 

50-373 

Q 

YIN, r T 


8004100130# 

50-305 

Q 

YIN, T 


9004040150# 

50-346 

Q 

YOUNG, R 


8004030277 

PR 


YOUNG, T 


0004070178# 

50-275 

Q 

YOUNG. D W 


B0042S0399# 

50-289 

H 

YOUNG, F W 


8004020170 

State Prog 

YOUNG, F W 


9004020000 

State Proq 

YOUNGBLOOD. D J 

8004100196 

50-352 

H 

YTHIER, P 


0004100576# 

CONTRACT 


VTHIER, P 


0004210119# 

CONTRACT 


VUHAS.O P 


0004300244# 

50-244 

G 

YUHAS.G P 


8004210102# 

50-320 

0 

VUNDT.C P 


0004000442 

50-344 

R 

YUNDT.C P 


6004150440 

50-344 

5 

YUNDT.C P 


0004290471 

50-344 

5 

YURLSICH. B 


0004290068# 

50-320 

H 

2AHLER.R E 


8004100090 

PR 


ZAHLER.R E 


8004110212 

50-289 

G 

ZAHLER.R E 


8004110155 

5h)-2B9 

G 

ZAHLER.R C 


0004110162# 

50-289 

0 

ZAHLER.R E 


8004210235 

50-2B9 

0 

ZAHLER.R E 


0004210250# 

50-289 

G 

ZAHLER.R E 


0004110162# 

50-289 

G 

ZAHLER.R E 


0004210250# 

50-209 

0 

ZAHLER.R E 


0004100435 

50-299 

0 

ZAHLER.R t 


0004100436* 

S0-2Q9 

0 

ZAHLER.R F 


8004100437# 

50-289 

0 

ZAHLER.R E 


8004100435 

50-289 

G 

ZAHLER.R e 


9004100436# 

50-209 

G 

ZAHLER.R E 


8004100437# 

50-289 

G 

ZAHLER.R e 


8004080195 

50-289 

G 

ZAHLER.R L 


8004080200# 

50-289 

G 

ZAHLER.R C 


8004090201 

50-289 

Q 

ZAHLER.R C 


8004 0902 Q 9 

50-2B9 

G 

ZAHLER.R e 


8004090293# 

50-2B9 

G 

ZAHLER.R E 


B004 1002/9 

50-289 

G 

ZAHLER.R C 


30041002B5# 

50-289 

G 

ZAHLER.R E 


80040S0200# 

50-2B9 

G 



442 
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AUrHOi"? 

ACCESSION 

HUMBER 

iUB JECT 
CATEGQRV 

AUrHDR 


ACCESSION 

HUMOER 

SUBJECT 

CATEGORY 

ZAHLEfi. R 

F 

e004090L’03* 

50-289 

G 

zioulsky.h 


8004090285* 

70-135 


ZAHLER, R 

e 

feOO-10 70295^ 

50-289 

Q 

Z IBULSKY. H 


8004100092* 

70-364 


ZAHLER. R 

B 

G00‘ll00285« 

50-209 

0 

ZlBULSl'Y. H 


8004220041* 

70 371 


ZAMLERi fi 

£ 

BDO-; 1 1 007'^ 

50-289 

0 

2 [£GL£R 


60040103/9* 

50 327 

0 

ZAHLER. R 

E 

QOO^llOOBS 

50-209 

Q 

ZIEGLER 


8004170155* 

50-327 

Q 

ZAHLER. R 

E 

aooAiiuioo 

50-209 

G 

ZIENAWN-D L 


GO 04030 365 

50-213 

P 

ZAHLER. R 

E 

3004 I 10035 

50-289 

G 

ZlEMANNyO L 


0004090242 

50-206 

P 

ZAHLER. R 

W 

0004110100 

50 -289 

G 

ZIEHANNyO L 


0004100302 

50-10 

P 

ZAHLER, R 

E 

G0041 00010 

50-289 

Q 

ZJEflANN. I> L 


G004100309 

50-213 

P 

ZAHLER. R 

E 

QOO-l 100015* 

50-289 

Q 

Z I EM ANN, 0 L 


0004100311 

50-245 

P 

ZAHLER, R 

E 

8004100464 

50-289 

G 

ZIEMANN. D L 


0004100312 

50-155 

P 

ZAHLER . R 

E 

8004100010 

50-289 

Q 

ZlENANHyD L 


SO0410O314 

50-409 

P 

ZAHLER, R 

E 

Q004100015* 

50-2B9 

Q 

ZIEMANN. D U 


0004100316 

50-244 

P 

ZAHLER. R 

E 

8004230001 

50-2B9 

Q 

ZlEMANNiD L 


B004100317 

50-219 

P 

ZAHLER. R 

E 

8004230097 

50-369 

Q 

ZIENANNtD L 


800410051 1 

50-29 

P 

ZAHLER. R 

F 

8004230127 

50-389 

0 

ZIEKANN. 0 L 


0004150133 

50-295 

P 

ZAHLER. H 

E 

8004230131 

50-289 

Q 

ZIEHANN. I) L 


0004000133 

50-409 

P 

ZAHLER. fi 

£ 

8004230001 

50-289 

Q 

ZIE^ANN. 0 L 


800408015? 

50-29 

P 

ZAHLER. R 

E 

8004140007* 

50-289 

Q 

ZIEflANN. D L 


8004080162 

50-219 

P 

ZAHLER, R 

E 

8004140013* 

50-389 

Q 

ZlEflANN. D L 


8004000699 

30-206 

P 

ZAHLER. R 

E 

Q0041400J7* 

50-389 

0 

ZIEMANR. D t 


8004090335 

50-10 

P 

ZAHLER. R 

E 

8004140023* 

50-209 

G 

ZIEHANN, 0 L 


8004090338 

50-213 

P 

ZAHLER. R 

E 

0004140038* 

50-209 

G 

ZIEMANIM. D L 


8004090346 

50-155 

P 

ZAHLER. ft 

E 

8004140045* 

50-209 

G 

ZiEllANNrD L 


8004100559 

50-244 

P 

ZAHLER. ft 

£ 

8004140051* 

50-389 

0 

Z I Eh ANN. 1) L 


6004 100568 

50-245 

P 

ZAHLER. R 

n 

8004 140007* 

50-209 

0 

ZiEhANN. D L 


8004020001 

50-155 

P 

ZAHLER. R 

e 

8004140013* 

50-2B9 

0 

ZIEhANN. D L 


0004020003 

50-409 

P 

ZAHLER. R 

£ 

8004140017* 

50-209 

0 

ZIEHANN, B> L 


8004020004 

50-29 

P 

ZAHLER. R 

E 

8004140023* 

50-289 

0 

ZiEhANN. D L 


9004020007 

50-213 

P 

ZAHLER. R 

£ 

8004140038* 

50-209 

0 

ZIEtiANN. 1) L 


9004020009 

50-219 

P 

ZAHLER. R 

£ 

8004 140045* 

50-289 

0 

ZiEhANN. D L 


eoo 40200 10 

50-10 

P 

ZAHLER. R 

E 

0004140051* 

50-289 

0 

ZiEhANN. D L 


00040200(3 

50-206 

P 

ZARAKAS. P 

8004030165 

50-3 

0 

ZIEHANN. D L 


6004020014 

50-244 

P 

ZAftiN. n B 

8004080124* 

FOIA 


ZIEHANN. 0 L 


600402001 5 

50-245 

P 

ZECH. 0 0 


8004080240 

MiSC 


ZIEHANN. 0 L 


8004080402 

50-259 

P 

ZEFF.D W 


B004010157 

70-1201 


ZIEHANN. 0 L 


60040e0403» 

50-255 

P 

ZEFF.D W 


BOO 4 220 169 

70-1201 


ZIEHANN. D L 


8004040086 

50-219 

P 

ZEFF. D W 


8004280337 

70-1201 


ZIEHANN. D L 


8004080183 

50-29 

P 

ZEFF. J) W 


BOO 4280243* 

70-1201 


ZiEhANN, D L 


8004030260 

50-245 

F 

ZEFF, D W 


8004040015* 

70-1201 


ZIEHANN, D L 


8004080426 

50-259 

F 


AUTHOR 


ACCESSION 

NUMQER 

SUBJECT 

CATEGORY 

ZIEHANN D 

L 

0004090147 

50-245 

P 

ZIEHANN, D 

L 

0004100206 

50-155 

F 

ZIEHANN, D 

L 

Q004220780 

50-244 

P 

ZIEHANN. D 

L 

0004080444 

SO-24S 

F 

ZIEHANN, D 

L 

6004090142 

50-206 

P 

ZIEHANN. D 

L 

8004 110022 

50-399 

F 

ZIEHANN, D 

L 

00041 10145 

30-29 

F 

ZIEHANN, D 

L 

8004110146 

30-206 

F 

ZIEHANN. 0 

L 

0004180094 

50-244 

P 

ZIEHANN, D 

L 

B00423Q216 

50-250 

F 

ZIEHANN. D 

L 

8004230226 

50-237 

P 

ZIEHANN. D 

L 

8004230234 

SO-219 

P 

ZIEHANN, D 

L 

8004240497 

50-245 

P 

ZIEHANN. D 

L 

8004170279 

50-10 

P 

ZIEHANN. D 

L 

8004210125 

50- 1 59 

P 

ZIEHANN. 0 

L 

G0O4210127* 

50- 1 59 

P 

ZIEHANN. D 

L 

8004210132* 

50-159 

P 

ZIEHANN. 0 

L 

80041702Q5 

30-219 

P 

ZIEHANN. D 

L 

8004170290 

50-409 

P 

ZIEHANN, 0 

L 

8004170297 

30-206 

P 

ZIEHANN. 0 

L 

80041 703Q3 

50-249 

P 

ZIEHANN. D 

L 

8004170300 

50-29 

P 

ZIEHANN. D 

L 

8004210190 

50-1 55 

P 

ZIEHANN. 0 

L 

8004210227 

so-ai3 

P 

ZIEHANN. D 

L 

9004230178 

50-10 

P 

ZIEHANN. 0 

L 

8004240003 

90-244 

P 

ZIEHANN. D 

L 

0004230123 

30“ 2 9 

P 

ZIMHERHAN, R P 

8004180147* 

50-249 

0 

ZIRWAB, K R 

8004020310* 

50-249 

6 

ZITTEL. H E 


8004150029 

REB 


ZUDER, N 
ZUOANS. Z 
ZUDAK8. Z 


8004100485 

8004080646* 

0004020241 

REVIEW CRP 
ACfl8 

ACPQ 

ZUFELT, E 


8004090320* 

50-333 

ft 

ZURAKOUBKl 

:.p R 

8004030247* 

50-298 

0 

ZNETZIO. 0 

B 

0004210229* 

50-0 1 2 

a 

2WETZI0. 0 

D 

6004280226* 

50-312 

a 

ZUETZIO. 0 

D 

8004280214 

90-312 

Q 
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The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket sub- 
ject categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

AAt Corp of United Industrial 

Q0042400i3 

XPORTLIC 


Corp > 





8004240067# 

XPORTLIC 


AFL-CIO 

8004060192# 

FOIA 


ARMCQ International* Inc 

8004090287* 

QA999 


Academy of Natural Sciences of phlladelp 

8004210197# 

50-317 

R 

h la 




Administrative Conference of the U S 

8004160030# 

COMMISSION 

Advanced Energy Systems 

8004030313 

ACRS 


Advanced Tethnology* Inc 

8004020192 

FOIA 


Aerotest Operations 

8004170005 

50-228 

P 

Akin* Oump* Hauer & Feld 

0OO4OQO174 

50-445 

M 


0004080174 

30-445 

M 


8004080174 

50-445 

M 


8004080174 

30-445 

M 


8004100498 

50-445 

M 


8004100498 

50-445 

M 


8004100498 

50-445 

M 


8004100498 

50-443 

ri 

Alabama Pouier Co 

8004010372 

30-348 

P 


0004010425 

50-348 

P 


0004010307 

50-340 

G 


8004010310# 

30-340 

8 


8004010513# 

50-340 

S 


8004030192 

30-340 

P 


8004030194# 

30-348 

P 


8004030212 

30-348 

R 


B00403D214* 

50-348 

R 


8004070267 

50-348 

F 


0OO4OGOO29# 

50-348 

0 


8004000403 

50-348 

P 


0004000492 

50-348 

R 


0004060501# 

50-340 

R 


8004080340 

30-340 

8 


8004080547* 

50-340 

6 


8004080554# 

30-340 

8 


8004000651 

50-348 

P 


0004080637 

50-348 

P 


8004100096 

50-348 

Q 


8004100330 

50-364 

A 


0004110003 

50-348 

Q 


0004140320 

50-313 

S 


0004140333# 

50-313 

G 


0004 140356 

50-313 

S 


0004140360# 

50-313 

G 


8004150426 

50-340 

ft 


80041 S042B# 

50-340 

ft 


0004150447 

50-340 

P 


8004150447 

50-348 

P 


8004150452# 

50-348 

P 


0004 150452# 

50-348 

P 


8004160242 

30-364 

S 


8004220729 

50-348 

8 


8004220738# 

50-348 

S 


8004220746# 

50-348 

s 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 
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ACCESSION 
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AFFILIATION 

NUMBER 

CATEGORY 


S004250401 

50-364 

0 


8004280434 

50-348 

P 


8004280434 

50-348 

P 


6004290204 

50-348 

P 


B0042902B6# 

50-340 

P 


8004290367 

50-340 

S 


8004290369# 

50-340 

s 


8004300594 

50-340 

0 

'Alabama. State of 

8004020116# 

ACRS 



8004300381# 

70-2909 


Albright College 

0004160151# 

70-1251 


Aldrich Chemical Co » loc (subs of 

8004080643 

XPORTLIC 


Sigma-Aldrich Corp ) 

Allied Genera] Nuclear Services 

8004210041 

FOIA 


A1 1 1 s-Chatmers Corp 

8004220431# 

50-313 

F 


8004220436# 

50-313 

F 


8004220440# 

50-313 

F 


8004220447# 

50-313 

F 


8004220450# 

50-313 

F 


G004220453# 

50-313 

F 


0004220434# 

50-313 

F 

American Electric Pouer Co . Inc 

8004020120# 

ACRS 



8004210150 

PR 


American Warming 6 Vantllatingi Inc 

8004280248 

PT21 


Anaconda Co (subs of Atlanti c-Rlchf iel d 
Co ) 

Anaconda Co . Anaconda Copper Co Div 

8004080226 

WASTE MOT 

8004240060 

WASTE MOT 

Anaconda Co * Anaconda Industries Hire 6 

0004070079# 

0A999 


Cable Div 

8004070001# 

QA999 


Anofcoi Inc 

8004280235* 

50-327 

P 

Anti-Nuciear Group Representing York 

8004030322 

50-289 

0 

8004100563 

50-289 

0 


0OO41OO56S# 

50-209 

G 


0004100567# 

50-209 

Q 


0004110095 

50-209 

Q 

Applied Oiology. Inc 

0004040443# 

50-335 

R 

0004040440# 

50-335 

R 

Ac^uatiCi Inc 

0004100371# 

50-271 

R 

Argonne National Laboratory 

7902060380* 

MtSC 


8004020226 

ACRS 



8004030294 

PR 



0004030328# 

FOIA 



0004030330# 

40-2061 



8004040469 

50-206 

□ 


8004080639# 

ACRG 



8004100586 

NUREO 



0004100591 

NUREO 



0004140470 

NUREO 



8004150122 

ACRB 



0004150326 

NUREO 



0004290017 

NUREO 


Ariiona Public Service Co 

0004010244 

50-520 



8004010244 

50-528 

k 


8004010244 

50-528 



443 
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a0040l0247» 

50''52B 



8004290451* 

50-368 

R 



0004010347* 

50-520 

K 

Arkai^id*' State of 

0OO4O6O6B2 

PR 




B0040 10247* 

50-520 

H 

Ar(ny>6ept nfi Corps of Engineers 

8004220S55 

50-329 

A 



0004010350 

50-526 

S 

Army/Dept of, MafcU Mechanics Research 

9004100561 

REQQD 




B00401035B* 

50-528 

s 

Center 









Arthur Young 6 Co 

0004090403* 

50-320 

1 



B004020162* 

50' 528 

Q 







0004070255* 

50-528 

6 

Asher, T R , PC 

B004090689 

50-374 

0 



S00407025Q* 

50-520 

S 

Atlantic Electric of Neu Jersatj 

0004150255* 

50-277 

I 



9004110404 

PR 


Atlas Minerals 

8004000055 

40-3453 




B004t505fi6 

50-520 

F 


0OO4OBOO57* 

40-3433 








B004220099 

40-3453 




9004170045 

50-529 

S 







9004170051* 

50-529 

s 


8004290449 

40-3453 




B004240S01* 

50-528 

Q 


0OO4S9O452* 

40-3433 




9004300532 

PR 


Atomic Industrial Forum 

9004020123* 

ACR8 



of 

0004090229 

PR 



0004080136* 

FOIA 








8004090149 

PR 




a004lB007B* 

COhttlSSlON 







a0043BQ439* 

CQHhISSIDN 


8004100513 

PR 



of 

8004070100* 

CONTRACT 



9004170350* 

lOCFR 



Zi Light Co 

9004010216 

50-313 

R 


8004170352* 

lOCFR 




9004010217* 

90-313 

R 


9004210225 

NUREO 








0004280493 

50-320 

P 



9004010301 

50-313 

P 







800401 0396 

50-313 

F 

Austin, TX 

0004100535 

50-445 

M 



6004010416 

50-313 

0 

Austral ia 

9004170270 

XPORTLtC 




9004020342 

50-366 

S 

Qabcnck S Uilcox Co 

0004010157 

70-1201 




6004020346* 

50-369 

s 


8004010404* 

50-329 

9 







0004010404* 

50-329 

0 



9004020349 

50-313 

6 







B004020353* 

50-313 

S 


9004010404* 

50-329 

B 



9004030209 

50-313 

P 


9004010404* 

50-329 

9 



6004030209 

50-313 

P 


0004010404* 

50-329 

B 



6004040276 

71-9000 



0004010404* 

50-329 

9 







8004020459 

50-329 

8 



BOO4O7OU0* 

50- 366 

0 







0004070297 

50-313 

p 


8004020459 

50-329 

0 



B004070297 

50-313 

p 


9004020459 

50-329 

0 



9004070344 

50-313 

p 


8004020459 

50-3 29 

0 



8004070403* 

50-313 

p 


0004020459 

50-329 

9 







8004020459 

50-329 

9 



9004070403* 

50-313 

p 







9004090577 

50-360 

s 


6004020469* 

TOPREP 




9004000596* 

50-369 

6 


0004020475* 

TDPREP 




6004090149* 

50-313 

0 


B00404001S* 

70-1201 




90041 losoa 

50-313 

P 


0004040137* 

70-27 








6004070380* 

70-364 




9004150233 

50-313 

1 







6004150235 

50-313 

\ 


90040B0661* 

ACRQ 




9004150239* 

50-313 

1 


0004090461 

TOPREP 




0004150239* 

50-313 

1 


6004090464* 

TOPREP 




9004150304 

50-313 

P 


9004100199 

TOPREP 








0004150209 

50-430 

D 



8004150304 

50-313 

P 







9004150541 

50-313 

s 


0004150209 

50-438 

6 



9004150549* 

50-313 

6 


0004150210* 

50-433 

9 



6004 150567 

50-36B 

F 


0004150210* 

50- 4 30 

6 



8004150579* 

50-369 

F 


0004100026 

70-139 








8004180099 

70-364 




9004150601* 

50-369 

F 







5004150605 

50-360 

9 


0004180355 

50-13 

P 



800415061B* 

50-369 

6 


9004100533 

70-364 




60041S0630 

50-313 

8 


9004190534* 

70-3*4 




0004150641* 

50-313 

S 


6004210207* 

70-139 








0004210244 

TOPREP 




90041 60 1B5 

50-313 

P 







0004170096 

50-313 

P 


0004210360 

TOPREP 




0004170006 

50-313 

P 


B004220127 

71-A4O0 




8004210149 

50-313 

P 


0004220169 

70-1201 




9004210217 

50-313 

R 


0004240236 

70-024 








80042409 lU 

50-313 

P 



0004210220* 

50-313 

R 







B0042 10274 

50-368 

R 


0004280354* 

50-302 

P 



9004210200* 

50-369 

R 


0004290917 

50-313 

P 



0004220427 

50-313 

F 


0004300970 

50-430 

8 



6004220471 

50-313 

P 


9004300970 

50-430 

Q 






Babcoct H Wilcox Co • Naval Nuclear Fuel 

0004070153 

70-27 




BQ04220691 

50-369 

8 

Dlv 






9004220703* 

50-360 

8 







0004230471 

50-313 

8 


0004200237 

70-1201 




8004230473* 

50-313 

S 


9004280243* 

70-1201 




B0042403B0 

30-313 

P 

Oabcock Wilcox Co * Nuclear Material 

0004 1 40006 

70-364 







Div 






6004250044 

50-313 

Q 


0004100034 

70-364 




6004250103 

50-366 

0 


80042 lOOBJ 

70-133 




3004250303 

71-9044 








0004250347 

50-392 

S 


0004210096* 

70-135 




9004250352* 

50-302 

8 


8004240028 

70-135 








B00424003B* 

70-135 




9004250365 

30-302 

1 


B004240046* 

70-135 




9004250369* 

50-362 

1 


9004240046* 

70-t3» 




60042804B7 

50-313 

0 







9004260521 

SO-369 

6 


8004240056* 

70-135 




9004290244 

50-313 

P 


0004240073* 

70~ias 








0004240155* 

70-135 




8004290361 

50-313 

R 


BQ04240170* 

70-139 




0004290366* 

50-313 

R 


80042401 77 * 

70-135 




8004290374 

50-313 

8 







6004290305* 

50-313 

8 


8004240177* 

70-139 




0004290450 

50-360 

R 


0004240177* 

70-109 
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AUTHOR 

affiliation 
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8004340133* 70-133 
6004340183* 70-133 
6004340183* 70-133 
6004240107* 70-135 
8004390061 70-135 

8004290105 70-364 

Baker U Dotks 6004020136 50-490 Q 

0004020300 50-445 M 
0004020233 50-466 0 
60040B0073 50-445 M 

8004080244 50-466 0 
8004000273 50-445 M 
0004000273 50-445 11 
0004000273 50-445 M 
6004000285* 30-445 M 

8004000205* 30-445 M 
8004080285* 50-445 M 
0OO4OBO37O 30-445 M 
0004080687 50-466 Q 
0004100078 50-466 0 

8004100271 30-445 M 
8004100271 50-445 M 
0004100271 30-445 N 
0004100274 50-498 0 
0004100274 50-498 0 

0004100270* 50-445 M 
0004100270* 50-445 h 
0004100278* 50-445 M 
8004100532 50-466 0 
0004100532 50-445 M 

0004100552 50-445 M 
0004100552 50-443 ti 
8004100557 50-466 0 
8004100560* 50-445 H 
0004100560* 50-445 M 

0004100560* 50-445 H 
8004110169 50-445 M 
6004110169 50-445 M 
8004140003 50-445 M 
8004140003 50-445 M 

0004140003 50-445 M 
0004140000* 50-445 M 
0004140000* 50-445 M 
0004140000* 50-445 M 
0004140415 50-466 0 

0004170312 50-445 R 
8004210392* 50-443 M 
8004210392* 50-443 N 
0004210392* 50-443 H 
0004210400* 30-445 « 

0004210400* 50-445 H 
0004210400* 50-443 M 
0004220003 50-466 0 
6004230022 50-466 0 
8004230074* 50-445 M 

0004230074* 50-445 H 
0004230074* 30-445 M 
0004230154 50-445 M 
0004230154 50-445 M 
0004230154 50-445 M 

8004240188 50-466 0 
flaltimoT'e 0a« ^ Electric Co 0004010212 50-318 P 

0004010342 50-310 0 
0004010351* 50-310 6 
0004010364 50-310 8 

0004010360* 50-310 8 
8004010376 50-318 S 
8004010380 50-318 8 
8004010383* 50-318 8 
B0040103B8* 50-310 S 

0004010430 50-317 8 
0004010435* 50-317 0 
0004010439 50-310 8 
800401044B* 50-318 6 
8004010463 50-317 P 

B0040 10463 50-317 P 
0004030311 50-317 Q 
0004030311 50-317 0 
0004040291 50-317 0 
0004040292* ACRO 

8004070275 50-317 R 
8004070275 50-317 R 
8004070276* 50-317 fl 
8004070276* 50-317 R 
8004080333# 50-317 Q 


0004080335 50-317 Q 

0004000335 50-317 0 

8004000391 50-317 F 

8004090465 50-317 P 

0OO4OBO465 50-3 1 7 P 

0004080480 50-318 S 

8004000480* 50-3 1 B S 

80040SD500 50-31 ^ & 

8004090507* 50-317 S 

B004090139 50-317 0 

0004090243 50-317 0 

0004090359 50-317 P 

0004100227 50-317 P 

0004100265 50-317 Cl 

6004150483 50-318 S 

8004150406* 50-318 S 

0004 150606 50-317 S 

0004150620* 50-317 S 

0004150624 50-310 B 

8004150630* 50-310 S 

8004170111 MI8C 

0004170219 50-317 S 

0004170221* 30-317 B 

8004170230 50-317 P 

8004170230 30-317 P 

0004210192 30-317 R 

0004210197* 50-317 R 

8004210197* 50-317 R 

8004210323 50-317 B 

0004210323 50-317 9 

0004220441 30-317 Q 

6004220614 50-317 8 

8004220621* 50-317 S 

8004220700 50-317 S 

8004220719* 50-317 3 

0004220745 50-318 S 

8004220758* 50-310 S 

8004220702 50-317 P 

8004220782 50-317 P 

8004250406 50-317 R 

6004250407* 50-317 R 

8004250407* 50-317 fl 

0004250411 50-310 8 

0004250417* 50-318 9 

0OO42BO435 50-317 P 

0004290345 50-310 8 

0004290350* 50-318 8 

0004290372 50-317 S 

8004290377* 50-317 S 

8004290302 50-317 B 

0OO429O3S8* 50-317 S 

0004290410 50-318 9 

0004290416* SO-316 9 

0004290433 50-317 9 

8004290430* 50-317 S 

8004290440 50-317 B 

0004290447* 50-317 3 

0004290459 50-317 9 

8004290472* 50-317 S 

0004290475 30-317 3 

0004290404* 50-317 9 

8004290490 50-317 8 

8004290499* 50-317 B 

0004300079 71-303 

Barry, Davirf N III 9004090200 PROJ 

Basic Energy Tschnalegy Associates 0004030005 NUREO 

Qattelle Metnorial Institute 0004100497* REVIEU GRP 

Battelle hetnorial Institute. Columbus 8004040204 RE8 

Laboratories 

0004100025 NUREG 

0004300192 NUREG 

Battalia Ke<norial Institute, Pacific 8004040028 RES 

Nortbuest Laboratory 

0004040210 RES 

8004040270 RES 

8004040342 RES 

8004070093 ACR8 

8004000283 RES 

0004110065 NUREO 

0004210298 NUREG 

0004210301 NUREG 

0004250409 TOPREP 

8004290020 NUREG 

Beatty, Levin, Hoi land, Basof in V Sarsany 0004100027 50-454 0 

Bechtel Corp 0004010467* 50-317 P 




446 


UUKKUhAI t ^>UUMLrt: IIVUCA 


AUTHOR 

AFFILIATION 

ACCESSION 

number 

SUBJECT 

CATEGORY 


0OO451O471» 

50-317 

P 


Q004 0301 064 

50-361 

A 


0004040065* 

50-344 

T 


8004040067* 

50-344 

T 


0004220456* 

50-313 

F 


8004280376* 

50-416 

K 


0004280617* 

50-255 

F 


0004200621* 

50-255 

F 


0004200625* 

50-255 

F 

Be-chtvl Poluer Corp (sob* o^ Dechte»l 

0004040067* 

50-344 

T 

Corp ) 


0004090377* 

0OO4O9O3B6* 

G0042S042B* 

OA999 

0A999 

50-373 

A 

B « 1 9 Lum 

0004110359 

REOGD 


G?ltu»ai| Limousine Servic?* Inc 

0004080610* 

CONTRACT 

Oerlielatj. CA 

0004230340 

30-224 

G 

Oeuker* L^ b arat o r i es • Inc 

0004180439* 

50-320 

H 

Blacli It Veatch 

0004140179 

REOOD 


Slack if Veatch, Southern Science 

0004180532 

REOOD 


App Ucat i on*. I nt «Di/ 

□ lac k Hills Al 1 1 ance 

8004020048 

40-1341 


□ looiTisher-g State Colleg^e 

80042Q0492 

50-387 

A 

floeing Computer Service*^ !nr (sub* of 

0004040162* 

CONTRACT 


Boeing Co J 

Oorg Uarner Corp . Dri/on JacVson Puflnp 

8004020240 

XPORTLIC 


Di / 

Boston Edison Co 

8004020246 

8004010013 

XPORTLIC 

30-293 

Q 


8004070304 

50-293 

P 


80040G0398 

50-293 

P 


800406051 1 

50-293 

R 


8004060524* 

50-293 

R 


8004090470 

50-293 

P 


8004090472* 

50-293 

P 


B004 100386 

50-293 

P 


8004100389* 

50-293 

P 


B004100414 

50-293 

P 


8004110079 

50-293 

0 


8004140310 

50-293 

P 


8004140311* 

50-293 

P 


B004 140337 

50-293 

8 


0004140342* 

50-293 

8 


8004 150576 

50-293 

S 


8004150588* 

50-293 

8 


0004160133* 

50-293 

Q 


8004170184 

50-293 

S 


0004170191* 

50-293 

S 


8004180363 

50-293 

P 


8004210289 

50-293 

8 


8004210292* 

50-293 

8 


8004220580 

50-293 

P 


8004220624 

50-293 

S 


0004220631* 

50-293 

8 


8004230469 

50-293 

P 


8004230477 

50-293 

G 


8004230497 

50-293 

R 


8004230499* 

50-293 

R 


8004240357 

50-293 

0 


8004250156 

50-293 

Q 


8004290424 

50-293 

F 


8004260004 

50-395 

M 

r Barton L Ec kler 

8004220137* 

FOIA 


(onai Laboratory 

8004010329 

50-171 

F 


50-171 F 
5D-36& F 
50-266 F 
50-295 F 
50-409 F 

50-29 F 
NUREO 
50-333 F 
50-294 F 
RES 

RES 

RES 

RES 

50-331 F 
50-206 F 

50-206 F 

RES 

RES 

71-9019 

RES 

REB 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEOORV 



8004090334 

RES 



000410025a 

RES 



8004100333 

TOPREP 



0004100379 

TDPREP 



0004100587 

RES 



8004100590 

RES 



8004100594 

RC8 



8004100399 

RES 



0004110321 

RES 



0004140403 

50-271 

F 


0004150015 

RES 



0004150020 

RES 



8004150021 

RES 



0004150475 

REB 



8004220374 

REUIEH ORP 


0004230318 

50-295 

F 


0004230320 

50-206 

F 


0004230320 

50-306 

F 


0DO423O3B7 

50-263 

F 


0004230483 

30-317 

F 


8004230510 

30-271 

F 


B004230S24 

50-254 

F 


B004240460 

RES 



0004240566 

NUREO 



0004250302 

50-206 

F 


0004250385 

30-331 

r 


0004200032 

REB 



0004200030 

RES 



8004200041 

RES 



8004260063 

RES 



0004200071 

RES 



8004290007 

NUREO 



6004300032 

RES 


Qrourn & Caldueli 

0004070343* 

50-206 

R 


8004070343* 

50-206 

n 


8004070343* 

30-206 

n 


8004070337* 

50-206 

R 


8004070337* 

50-206 

R 


8004070337* 

50-206 

R 

Draun & Root Corp (subs of HaHiburton 

0004010341 

TOPREP 


Corp ) 




Droun Doverl Corp (subs, Orouin Qouveri 

8004220017* 

30-316 

p 

Co /Ltd ) 





8004220023* 

30-316 

p 


8004220027* 

30-316 

p 


8004220034* 

30-316 

p 


8004220039* 

50-316 

p 

Oroufnsvi Uei TX 

8004100420 

30-445 

M 


8004100430* 

30-443 

H 


0004100433 

50-445 

H 


0004150030* 

50-445 

M 

Qrucc Norton 

8004080712 

50-273 

0 

Brush-Wsl Iman/ Inc 

0004300243 

40-0722 


Bunker-Ramo Corp / Ampbonol North America 

7908140247* 

COMMISSION 

Div 




Burns Zt Roe Co 

8004010282 

FOIA 



8004070370* 

50-397 

A 


8Q04070371* 

30-397 

A 


8004070372* 

SO-397 

A 


0004070374* 

50-397 

A 


0004240041* 

CONTRACT 


C-E Power Systems 

8004010499 

TOPREP 



0004010501* 

TOPREP 



8004110216 

TOPREP 



8004110223* 

TOPREP 



0004110223* 

TOPREP 



0004210130* 

70-1100 



8004210130* 

70-1100 



0004230315 

TOPREP 



0004240169 

70-1100 



8004260400 

TOPREP 


California Institute of Technology 

0004100003 

ACR8 


California polytechnic State Unlv 

8004220601 

50-304 

P 

Callfornlai State of 

8003190734* 

S0-12S 

P 


8004040007 

PR 



8004040008* 

PR 



8004090187 

50-312 

0 


8004100340 

PR 



8004100342 

50-312 

T 


B0D422O570 

50-206 

P 


8004230317* 

PROJ 


Catiforniai Univ ofi Davis 

8004250047 

NUREO 


California) Untv of/ Ban Diego 

8004210323* 

50-275 

0 


8004220618* 

FOIA 


California/ Unlv oft Banta Barbara 

8004070328 

50-433 

R 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


California* Unlv ofi Santa Crui 
Carnp Drst^or HcKee* Inc ■ Envlronmontal 
Scionceii DW 

Carolina Pouer L Light Co 


ACCESSION 

NUNOER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUDJECT 

CATEGORY 

0004070329* 

50-433 

R 


0004220676 

50-325 

S 

B0042 10329* 

50-273 

0 


0004220687* 

30-323 

S 

0004020057 

WASTE MCT 


8004220732 

50-324 

5 





8004220740* 

SO- 32 4 

6 

BOQ40200&1* 

WASTE MOT 


8004230007* 

50-445 

M 

8004010324 

30-261 

P 









S004230076 

50-324 

Q 

0004010305 

30-325 

S 


8004230320 

50-400 

A 

0004010390* 

50-323 

5 


8004230328 

30-400 

A 

0004010394 

50-324 

S 


8004230320 

50-400 

A 

0004010400* 

50-324 

5 


8004230328 

50-400 

A 

0004010405 

50-261 

I 









8004230520 

SO-261 

0 

8004010405 

50-261 

1 


8004230525* 

50-261 

S 

8004010409* 

50-261 

I 


8004240362 

50-261 

S 

8004010461 

50-324 

R 


0004240366* 

50-26 1 

S 

8004010461 

50-324 

R 


0004240379 

50-261 

J 

8004010460* 

50-324 

R 









8004250261* 

50-261 

Q 

8004010319 

50-400 

0 


8004250410 

50-324 

P 

0004020297 

30-324 

S 


8004250410 

50-324 

P 

0004030171 

50-261 

8 


8004250412* 

50-324 

P 

0004030176 

30-324 

0 


8004250412* 

50-324 

P 

0004030217 

50-235 

R 









0004280497 

50-324 

P 

0004040293 

30-261 

P 


8004280560 

30-400 

S 

0004040297* 

30-261 

P 


0004280561 

50-400 

9 

0004040303 

50-261 

R 


0004280576 

50-325 

S 

8004040323* 

50-261 

R 


0004200503 

50-324 

S 

0004040461 

50-324 

Q 









8004200506* 

50-323 

S 

0004070035 

30-400 

0 


8004200507 

50-324 

S 

0004070134 

50-261 

Q 


8004280592* 

50-324 

0 

0004070295 

50-400 

Q 


8004200599* 

50-324 

e 

0004070313 

50-261 

F 


0004290122* 

50-324 

Q 

0004070333 

50-324 

0 









0004290397 

50-325 

8 

0004070337* 

50-324 

8 


0004290401* 

50-325 

s 

8004080357 

50-324 

8 


0004290407 

30-325 

s 

8004080337 

50-324 

S 


0004290494* 

50-325 

s 

8004080383 

50-324 

P 


0004300323 

50-324 

p 

0004080303 

50-324 

P 









8004300443 

50-261 

p 

8004080451 

50-400 

A 


8004300445 

50-324 

H 

8004000453 

50-325 

S 

CAthoUc UnlY 

8004070099* 

40-6329 


B0040804S4* 

50-325 

B 

C*nt*r for Lau In th» Public Interest 

0004020133 

50-275 

0 

8OO4OGO4S0 

50-324 

0 


8004020133 

50-275 

0 

0004080464* 

50-324 

8 









G0040S0556 

50-275 

0 

0004000478 

50-324 

F 


0004000556 

50-275 

0 

0004080472 

30-324 

F 


0004090030 

30-275 

0 

8004080566 

30-325 

S 


0004090030 

50-275 

0 

8004080575* 

50-325 

9 


Q004090132 

50-275 

0 

8004080648 

50-261 

P 









0004090132 

50-275 

0 

0004090050 

50-400 

Q 


0004090137* 

50-275 

0 

8004090332 

50-324 

8 


0004090137* 

50-275 

0 

0004100340 

50-261 

6 


0004210322 

30-275 

0 

0004100343 

50-261 

Q 


0004210322 

50-275 

Q 

0004100345* 

50-261 

e 








Central ^ Southwest Corp 

0004080153 

50-449 

M 

8004M0413 

50-261 

p 


8004080360 

50-445 

M 

9004140445 

50-324 

R 


8004080539 

50-445 

M 

8004140445 

50-324 

R 


8004060559 

50-445 

M 

8004140447* 

50-324 

R 


8004090387 

50-443 

f1 

8004140447* 

30-324 

R 









00040903B7 

50-445 

M 

8004140468* 

50-261 

Q 


0004230002 

50-44S 

H 

8004150374 

30-261 

R 

Central Sc Southwest Services* Inc 

0004220128 

50-445 

ri 

0004150376* 

30-261 

R 

Central Power Sc tight Co 

0004180167* 

50-445 

M 

0004150444 

50-324 

S 

Charles D Hurts 

8004210353* 

50-320 

P 

0004150448* 

50-324 

8 








Charlevoix, MI 

8004030363 

50-155 

0 

0004150466 

50-324 

8 

Chem-Nuclear Systomsi Inc 

0004070254 

71-9122 


8004150466 

30-324 

S 


8004090091 

71-9122 


8004150504 

50-324 

8 

Cherry, M M /Gherryi Flynn t Kanter 

0004020033 

30-454 

0 

8004150504 

50-324 

8 


8004020033 

50-454 

0 

8004160282 

50-324 

P 









8004080429 

30-454 

0 

8004160282 

50-324 

P 


8004080429 

50-454 

0 

8004170015 

50-324 

P 


8004080435* 

50-454 

0 

8004170019* 

50-324 

P 


8004080435# 

50-434 

0 

0004170047 

50-400 

A 


8004090177 

30-454 

0 

0004170053 

50-400 

8 









8004090177 

50-454 

0 

0004180344 

50-261 

J 

Chesapeake Energy Alliance 

8004030320 

50-209 

0 

0004100410 

50-261 

8 


8004090190 

50-239 

0 

8004180425* 

50-261 

8 


8004110157 

50-239 

0 

8004210293 

50-324 

Q 


0004110164* 

50-289 

0 

80042204S1 

50-400 

A 









8004110166* 

50-289 

0 

8004220451 

50-400 

A 


0004110175 

50-209 

0 

8004220451 

50-400 

A 


0004230039 

50-239 

0 

0004220451 

50-400 

A 

Chicago, City of, IL 

0004080092 

40-2061 


0004220538 

50-325 

8 


0004080177 

40-2061 


0004220547* 

50-325 

8 








Chlckerlng St Gregory 

0004000220 

PR 


8004220572 

50-324 

S 


00040901GB 

PR 


0OO422OS83* 

50-324 

B 


0004090196* 

PR 


0004220399 

50-325 

8 


0004100477 

50-361 

0 

0004220608* 

50-325 

8 


0004100537 

50-361 

0 



AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SURJECT 

CATECDRV 

C h a n i n i N 

0OO4OBD239 

50“250 

G 


0004040341 

90-10 

P 


aoo4240oe& 

50-250 

0 


8004070227 

90-10 

P 

ChT 1 la 

60041 -1003 le 

50-159 

H 


0004070245 

50-237 

P 

Cincinnati Ca'S t Electric Co 

6004030339 

50-359 

G 


0004070273 

50-234 

F 


6004040340 

50-359 

I 


0004070273 

50-234 

F 


8004040343* 

50-359 

I 


8004070273 

50-254 

F 


6004150301 

50-399 

A 


0004070273 

30-294 

F 


60041^0009 

50-359 

0 


0004080214 

50-299 

P 


60042201 

50-359 

G 


0004000214 

90-295 

P 


8004200317 

50-359 

F 


6004000235 

50-237 

P 


60042803^3* 

50-350 

F 


8004000296 

50-247 

Q 


B004300A04* 

50-350 

Q 


8004000397 

90-4 54 

K 

Cincinnati Oenaral Hosp C i nc i nna t t < OH 

B00422CO-14* 

raiA 



8004000426 

50-454 

0 


6004220097* 

FOIA 



0004000428 

30-454 

0 


6004220242* 

FOIA 



0004000456 

50-249 

0 


6004220307* 

FOIA 



0004000463* 

30-249 

8 


0004220391* 

FOIA 



0004000922 

50-373 

K 


6004220404* 

FOIA 



0004000522 

50-373 

H 

■Cincinnati. Univ MuJlcal Scliodl 

8004220101* 

FOIA 



0004000541 

50-10 

B 


8004220120* 

FOIA 



B0D409O54?* 

50-10 

8 

Citijens. Action For Saf* Enar g 1 / 

0004070149 

50-556 

0 


0004000552 

50-249 

a 


6004100603* 

30-556 

Q 


0004000561* 

50-249 

9 


8004100605* 

50-536 

Q 


0004100128* 

50-10 

Q 


8004100610* 

30-556 

Q 


0004100322 

50-494 

0 


8004100610* 

50-356 

0 


0004 100338 

50-295 

P 

Citiiers Against Nuclear Dangers 

BOD 4 020040 

30-387 

0 


8004110007 

50-304 

G 

Citizen Cancepns<f About Nuclear Power, 

8004260069 

30-496 

0 


0004110399 

50-237 

F 

Inc 





0004110458 

50-237 

P 

Ctticehn Energy Forum 

800420021 t 

50-338 

0 


0004140119 

50-10 

G 

Citireri-s for Fair Utility Regulation 

3004240424* 

50-445 

0 


0004140119 

50-10 

Q 

Citiians for a Better Environment 

8004090271 

PR 











8004140119 

50-10 

a 

Cleveland Electric Illuminating Co 

3004150471 

30-346 

1 


000414011? 

50-10 

G 


8004230333 

50-440 

8 


000414011? 

50-10 

Q 


a004&G038&« 

50-346 

1 


B004140213 

50-373 

I 

Coalition for Safe Power 

8004230020 

30-344 

0 


8004140306 

50-299 

H 

Cohn. 0 B 

B0040 10294 

90-367 

Q 










0004140330 

50-10 

R 


8004D10300* 

90-367 

0 


0004140395 

50-237 

P 

Colorado State Utilv 

8DO<120O42O« 

40-6681 



0004 140423 

50-237 

8 


6004260425* 

40-8602 



0004140429* 

50-237 

Q 


8004280427* 

40-8602 



8004140441 

50-436 


Colorado. State of 

8004070359* 

WASTE MOT 










0004140449* 

50-436 

A 


B004lt0Ua 

WASTE MOT 


0004150004 

50-254 

R 


8004110146* 

WASTE MOT 


0004190316 

50-10 

P 


6004240116 

WASTE HOT 


0004150316 

50-10 

P 


0004300254 

WASTE MOT 


0004150316 

50-10 

P 

Colt Inifustries, Inc 

6004020455 

50-379 

B 










0004150316 

50-10 

P 

Celt JnduBtriesi inc FairbanLt Horse 

8004060297* 

0A999 



0004150316 

50-10 

P 

Engine Div 





0004150320* 

50-10 

P 


6004140156 

50-403 

6 


6004190344 

50-10 

f 

Columbus ^ Southern Ohio Electric Co 

8004040350* 

50-350 

1 


0004150302 

50-10 

n 

Commerc e. Dep t off National Bureau -of 

6004090194* 

50-164 

Q 





Standards 





0OO41SO382 

50-10 

It 


6004100007* 

50-164 

0 


0004150387* 

50-10 

R 






0004150307* 

50-10 

R 

CoiTinercai Dept of, National Marine 

60041702SO 

50-272 

P 


0004150416 

50-373 

A 

FI stier i e s Service 





0004150419* 

90-373 

A 

Commonue a 1 th Edison Co 

6004010352 

50-373 

F 






8004010359 

50-237 

P 


0004150457 

50-254 

0 


8004020177 

50-399 

A 


6004150463 

50-254 

0 


6004020169 

SO-299 

P 


0004150467* 

30-294 

0 






8004150468* 

50-294 

6 


8004020167 

50 '299 

P 


0004150472 

50-304 

8 


9004020309 

50-249 

8 






8004020310* 

90-249 

S 


8004150477* 

50-304 

8 


8004020311 

50-295 

S 


8004150482 

50-269 

8 


6004020313* 

50-299 

s 


8004150498* 

50-265 

B 






0004150503 

50-237 

8 


8004020332 

50-249 

s 


8004160513# 

50-237 

6 


6004020337* 

50-249 

6 






6004020350 

SO-254 

s 


0004150518 

50-304 

S 


8004020352 

SO-265 

s 


0004150526* 

50-304 

8 


6004020353* 

50-265 

8 


0004100217 

50-10 

P 






8004 1002 17 

50-10 

P 


8004020357* 

50-254 

8 


0004100217 

50-10 

P 


6DO-)0203&3 

50-249 

8 

J 





6004020367* 

50-249 

8 


0004100217 

50-10 

P 


6004020369 

50-295 

8 


0004100217 

50-10 

P 


8004020376* 

50-295 

6 


8004100372 

90-249 

P 






0004180309 

50-247 

P 


6004020407 

50-304 

3 


0004180309 

50-247 

P 


6004020412* 

50-304 

S 






6004020422 

50-234 

8 


6004100389 

SO-247 

P 


0004020427* 

50-254 

8 


6004100389 

50-247 

P 


8004020430 

50-265 

3 


8004100395* 

50-247 

P 






6004180395* 

50-247 

P 


8004020435 

50-265 

5 


0004180395* 

50-247 

P 


0004020443* 

50-265 

S 






8004020445* 

50-265 

8 


0004100395* 

50-247 

P 


8004030027 

50-237 

P 


0004210286 

50-249 

8 


6004030172 

50-10 

F 


8004210288* 

50-249 

8 






8004220299 

50-237 

F 


6004030172 

50-10 

F 


0004220299 

90-237 

F 




CORPORATE SOURCE INDEX 
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AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 


0004220332 

50-10 

P 


8004110574 

50-445 

M 


0004220333 

50-254 

R 


0004150027 

50-272 

Q 


0004220333 

50-254 

R 


0004150030* 

50-272 

Q 


0004220348 

50-237 

P 


8004150456 

30-311 

G 


0004220356 

50-295 

F 


8004150469* 

50-31 1 

G 


8004220396 

50-295 

F 


8004220156 

50-358 

Q 


0OO422O5B6 

50-275 

S 

Consolidated Edison Co of Now YorV 

0004030165 

50-3 

0 


0004220596* 

50-295 

8 


B004070205* 

50-3 

H 


0004220613 

50-265 

S 


8004070200* 

50-3 

H 


0004220623* 

30-265 

0 


8004070214* 

50-3 

N 


8004220630 

50-10 

9 


B004070224* 

50-3 

H 


B004220660 

50-295 

9 


B004070229* 

50-3 

H 


8OO4S2O660* 

50-295 

9 


9D04070233* 

50-3 

H 


8004220601* 

50-10 

S 


0004000410 

50-247 

P 


8004220693 

50-249 

S 


BOO40BO417 

50-247 

P 


0004220694 

50-304 

0 


0004150433 

50-247 

P 


0004220700* 

30-249 

s 


0004190599 

50-3 

R 


0004220702* 

30-304 

s 


8004150599 

50-3 

R 


8004230072 

50-10 

p 


8004150599 

50-3 

R 


8004230367 

50-10 

F 


8004150609* 

50-3 

n 


0004230367 

50-10 

F 


0004 150609* 

SO-3 

n 


0004230367 

90-10 

F 


0004150609* 

50-3 

R 


0004230479 

50-373 

A 


0004180309 

50-247 

p 


0004240412 

30-265 

P 


0004180309 

50-247 

p 


0004290353 

50-249 

P 


0004100309 

50-247 

p 


0004250427 

50-373 

A 


0004100395* 

50-247 

p 


0004200410 

90-373 

A 


B0041B0395* 

50-247 

p 


0004230412* 

50-373 

A 


0004100395* 

50-247 

p 


8004200414* 

50-373 

A 


0004210255 

50-247 

R 


8004200909 

50-295 

P 


0004 2 10299* 

50-247 

R 


0004200509 

50-295 

P 


0004210269 

50-3 

R 


0004290380 

50-265 

0 


8004210269 

50-3 

n 


8004290407* 

50-265 

8 


000421026? 

50-3 

R 


0004290422 

50-249 

a 


0004210276* 

50-3 

R 


0004290429* 

50-249 

S 


0004210276* 

50-3 

R 


8004290473 

50-295 

8 


9004210276* 

50-3 

R 


8004290403* 

50-295 

8 


8004220509 

50-247 

F 


0004290496 

50-295 

S 


0004220627 

50-247 

P 


0004290496* 

50-295 

8 


8004240410 

50-247 

P 


0004290502 

50-295 

P 


8004300307 

30-247 

P 


0004290902 

50-275 

P 


00043004 H 

50-247 

P 


0004290506# 

50-295 

P 

Consumers Power Co 

0004010209 

50-255 

P 


0004290906* 

50-295 

P 


0004010397 

50-329 

6 


0004300416 

50-247 

P 


B004020166 

30-235 

P 


8004300419* 

50-247 

P 


0004020289 

50-155 

R 


0004300423* 

50-247 

P 


8004020289* 

50-iS5 

R 


0004300429 

30-247 

P 


8004030220* 

50-255 

R 

Conei OucTtj Wagnsri Nu9«nt( Johntanj 

QOO4O7OOO0 

FOIA 



0004040309 

50-195 

P 

H^tourl U Roth 





0004040311* 

S0-1S5 

P 

Connfcticut Light (< Power Co 

8004000564* 

50-245 

1 


0004040327 

50-155 

P 


8004150322* 

90-245 

1 










8004040371 

50-255 

R 

Connecticut y«nJ(»a Atomic Power Co 

0004010362 

50-213 

8 


0004040376* 

50-295 

R 


0004010369* 

50-213 

8 


0004070293 

50-329 

R 


0004020372 

90-213 

fl 


B004070293 , 

50-329 

R 


8004020374* 

50-213 

R 


8004070294* 

50-329 

R 


8004030211 

50-213 

0 










0004070294* 

50-329 

R 


0004040066 

50-213 

P 


0004070305 

50-295 

P 


0004040331 

90-213 

R 


0004070320 

50-255 

P 


0004040330* 

50-213 

R 


8004070322* 

50-255 

P 


B004070274 

90-213 

P 


6004060186* 

30-155 

0 


8004070274 

90-213 

P 










8004060232 

90-295 

P 


0004000292 

90-2 i 3 

I 


0004060404 

50-329 

A 


0004110012 

50-213 

Q 


0004060404 

50-329 

A 


0004150297 

90-213 

P 


0004000431 

50-329 

A 


0004150407 

90-213 

R 


0004000431 

50-329 

A 


8004170012 

90-213 

P 










8004000436 

50-295 

R 


0004170012 

50-213 

P 


0004060430* 

50-255 

R 


0004180224 

50-213 

P 


8004080470 

50-155 

S 


0004180346 

90-213 

P 


80040B047S* 

50-155 

5 


8004210251 

90-213 

R 


8004090240 

50-329 

K 


8004210253* 

50-213 

R 










BOO4O9D240 

50-329 

K 


0004210411 

30-213 

P 


0004090251* 

30-329 

K 


0004230299 

50-213 

F 


B004070251* 

50-329 

K 


0004240437 

SO-213 

R 


8004090258* 

SO-329 

K 


0004240439* 

90-213 

R 


6004090250* 

50-329 

K 


8004250132 

90-213 

0 










0004090383* 

50-255 

0 


8004290143* 

50-213 

Q 


0004090389 

50-295 

P 


0004200465 

50-213 

P 


9004100293 

50-155 

0 


0004290264 

50-213 

R 


0004100296* 

50-155 

0 


8004290442 

90-213 

P 


0004100290# 

90- 1 55 

0 

Connectlcuti State of 

8004070426* 

State Prog 










8004100360 

50-329 

0 


8004090116 

PR 



0004100394 

50-329 

A 


0004100445 

PR 



0004100304 

50-329 

A 

Conrtri Moor* Corher 

0004030338 

90-390 

0 


0004100307* 

50-329 

A 


8004000409 

90-399 

0 


9004100307* 

50-329 

A 
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/AUTHOR ACCESSION 

AFFILlATIOr^ NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

8004 1 00390# 

30-329 

A 

J)ebevoi»e 6 Llberdian 

8003250002 

NUREO 


8004100390# 

50-329 

A 


8004040088 

50-445 

Q 

3004100396 

50-255 

S 


0004000119 

PR 


3004100399# 

50-253 

6 


0004000221 

90-445 

0 

0004100403 

30-255 

S 


0004000247 

50-445 

M 

8004100404# 

50-255 

S 


8004000247 

50-445 

M 

3004100413 

50-255 

8 


8004080247 

90-i45 

M 

3004100415# 

50-2 S5 

S 


8004000401 

50-445 

M 

8004100455# 

50-153 

G 


0004000401 

SO-443 

M 

8004100463# 

50- 1 55 

0 


0004000401 

50-445 

H 

8004100469# 

50-133 

G 


0004080630 

50-445 

M 

B0041004BO# 

50-155 

0 


0004090331 

PR 


6004110309 

50-155 

P 


0004100514 

50-445 

M 

B004I 1030B 

50-155 

P 


0004100514 

50-445 

M 

80041 10503 

PR 



0004100514 

50-445 

M 

6004140309 

50-155 

P 


0004100525# 

50-445 

M 

8004140334 

50-255 

Q 


8004100925* 

50-449 

M 

8004140391 

SO-329 

K 


0004110193 

70-2623 


8004150012 

50-253 

S 


8004140005 

PR 


B004150019# 

50-253 

S 


8004160205 

50-397 

A 

8004150315 

50-255 

P 


0004160205 

50-397 

A 

8004150356 

50-329 

8 


0004160205 

50-397 

A 

8004150356 

50-229 

a 


0004180151 

90-445 

M 

9004 1 50398 

50-255 

p 


0004230012 

70-2623 


8004 150474 

50-255 

p 


0004230033 

90-449 

M 

8004150479# 

80-255 

p 


8004230033 

50-449 

M 

B0041 50530 

50-255 

a 


8004240173 

90-445 

M 

9004150537* 

50-255 

s 


0004240562 

90-445 

M 

8004150544 

50-255 

8 


0004250049 

90-443 

H 

8004150556# 

50-255 

8 


000428010? 

90-596 

0 

9004150627 

50-255 

P 

Dalnidrva Power L Light Co 

0004130260# 

50-277 

I 

8004170083 

SO-329 

9 

Detroit Edison Co 

8004020403 

50-341 

3 

9004170083 

50-329 

S 


8004040270 

50-341 

A 

9004190467 

50-255 

Q 


0004070135# 

50-341 

Q 

60042101SG 

50-255 

P 


0004000649# 

90-341 

0 

9004210318 

50-329 

a 


8004230489 

50-341 

8 

8004220575 

80-155 

0 


8004300382 

SO-341 

Q 

9004220581# 

50-185 

Q 

Doctor# Hosp ColumbuttOH 

8004230029# 

POIA 


9004220599 

50-253 

0 

Doher tu« J F 

0004240548 

80-466 

0 

9004 230393 

50-155 

H 

Doughert^i J B 

0004150101 

30-974 

0 

8004330383 

50-135 

H 


0004 1 50206 

FOIA 


0004240372 

50-138 

P 


0004280211 

90-333 

0 

8004240450 

50-233 

P 

Dresser Industries^ Inc 

8004300556 

PT21 


8004250313 

50-255 

0 

Dule Pouer Co 

8004010470 

50-269 

P 

0004230350 

50-235 

8 


8004010470 

30-269 

p 

0004230354 

30-255 

8 


0004010470 

50-269 

P 

0004250359# 

50-233 

8 


0004020019 

30-413 

0 

0004250399* 

50-255 

S 


0004020334 

90-269 

I 

0004250425 

50-255 

P 


0004020338# 

90-269 

1 

8004250426 

50-235 

P 


8004020343 

90-369 

9 

8004280402 

50-253 

Q 


8004020340 

50-369 

s 

8004260460 

50-329 

F 


0004020350# 

50-367 

8 

G0042803L9 

50-255 

P 


0004020358# 

90-369 

B 

. 6004280535 

50-199 

F 


0004030152 

90-369 

F 

6004260957# 

30-155 

F 


0004030152 

90-369 

F 

6004280614 

30-259 

F 


8004030157 

50-269 

F 

8004290324 

30-193 

0 


0004030157 

90-269 

F 

8004290501# 

50-369 

A 


0004030157 

90-269 

F 

Control Dat# Corp S004IS0590# 

50-368 

F 


0004030199 

50-269 

P 

Coord inati on CotJiit 1 1 -for North Ani«rtcan 8004030043 

XPDRTLIC 



8004030199 

90-269 

P 

Affair# 











8004030199 

90-269 

P 

Creara. Inc 9004140478 

NUREO 



8004030202* 

90-269 

P 

Critical Enarjiy Projsct 8004090152 

PH 



8004030223 

90-207 

8 

Oalrvland Pou#r Caop^ratlva 8004010100 

30-409 

<3 


8004030224# 

30-207 

0 

8004090369 

50-409 

P 


8004040350 

90-269 

Q 

8004140312 

50-409 

P 









0004070234 

50-369 

A 

9004140314# 

50-409 

P 


0004070234 

90-369 

A 

9004140365 

50-409 

R 


0004070236# 

50-369 

A 

8004140367# 

50-409 

R 


8004070236# 

90-369 

A 

9004150119 

71-6400 



8004070327 

90-269 

8 

9004 1 50804 

SQ-409 

P 









8004070330# 

90-269 

8 

8004190498 

50-409 

8 


8004070362 

90-269 

Q 

0004210200 

50-409 

8 


0PO4OBO1O1 

50-369 

8 

0004220594 

50-409 

S 


0004000125 

PR 


0004290341 

50-409 

0 


8004000293 

50-269 

Q 

8004300456 

50-409 

S 









8004000366 

90-369 

A 

0004300463# 

50-409 

8 


8004000366 

50-369 

A 

6004230082 

50-556 

0 


0004000432 

50-207 

Q 

8004010250# 

50-466 

A 


0004000455 

90-369 

A 

8004040387# 

30-230 

R 


0004000459* 

90-369 

A 

8004210409 

50-409 

P 









8004000461# 

50-369 

A 

0004240499 

40-299 



8004000461# 

90-369 

A 

8004040355# 

50-350 

I 


8004000471 

90-269 

0 

spon^lbl# 9004100027 

SO-454 

0 


0004000476# 

90-269 

a 





0004000555 

SO- 269 

p 
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AUTHOR 
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CATEGORY 


0004000614 

50-269 

P 



80041 5b534# 

50-334 

3 


0004090241 

PR 




80041 50545# 

50-334 

S 


0004100331 

50-269 

Q 



8004170223 

50-334 

s 


B004 100530 

70’'2623 




8004210261 

50-334 

R 


00041 10133 

70-2623 




8004210266* 

50-334 

R 


8004 11 0550 

PR 




0004210283 

50-334 

P 


8004140340 

50-369 

A 



0004220483 

50-412 

(1 


8004140430 

50-269 

P 



0004220594 

50-334 

P 


8004140430 

50-269 

P 



0004220597 

50-334 

5 


8004140430 

50-269 

P 



0004230208 

50-334 

S 


0004140430 

50-269 

P 



0004230217 

50-334 

S 


8004150465 

50-269 

P 



8004230429 

90-412 

S 


0004150465 

50-269 

P 



0004230517 

90-334 

J 


0004 150465 

50-269 

P 



0004240089# 

90-334 

P 


0004160116 

50-413 

Q 



8004240305 

50-334 

s 


0OO416O2S9 

50-207 

8 



8OO42BOO70* 

50-334 

p 


0004160232* 

90-207 

S 



8004200180 

50-412 

G 


0004160272 

50-207 

s 



8004290354 

50-334 

R 


B004170164 

50-269 

F 



0004290355# 

50-334 

n 


0004 1 70203 

50-269 

S 



0004290389 

50-334 

s 


0004170208* 

50-269 

s 



0004290393# 

SO-334 

s 


0004170327 

50-269 

p 



0004290503 

50-334 

B 


8004100273 

90-369 

F 



8004290509* 

50-334 

s 


8004100356 

90-269 

P 

E L Conwell 4 Co 


B0042 10066 

71-301 



8004100516 

90-369 

Q 



8004210073* 

71-3B1 



8004210164 

90-413 

0 

E I du Pont; do Nemour* it Co ■ 

Inc 

8004140121 

ACR8 



8004210172 

REOOD 


EDS Nucleari tno 


8004220273* 

50-331 

F 


8004210191 

50-269 

0 

EG 0. Inc 


8004020142 

RES 



3004210191 

50-269 

0 



8004030308* 

FOTA 



0004210191 

90-269 

a 



8004080075 

RES 



0004210234 

50-413 

Q 



0004000002 

RES 



0004220105 

50-491 

Q 



0004080242 

RES 



0004220105 

50-491 

Q 



BOO4O0O641 

50-270 

P 


0004220105 

50-491 

Q 



B0040B0641 

50-270 

P 


0004220443 

50-269 

F 



QOO4O0O6B4 

RES 



0004220443 

SO-269 

F 



0004090060 

RES 



0004220443 

50-269 

F 



8004100029 

NUREO 



0004220902 

50-269 

P 



0004100320 

RES 



8004220502 

90-269 

P 



0004100370 

RE3 



8004220640 

90-269 

P 



0004140130 

RES 



8004220640 

90-269 

P 



0004150025 

90-195 

P 


0004220649 

90-270 

P 



0004150030 

90-271 

P 


0004220682 

90-269 

0 



0004150056 

RES 



0004220690* 

50-269 

8 



0004170120 

RES 



0004220720 

90-369 

A 



0004170274 

RES 



8004230012 

70-2623 




0004170276 

RES 



80042300B5 

SO-40B 

Q 



0004170209 

RES 



8004230236* 

50-269 

0 



0004170334 

RES 



8004240035 

50-269 

Q 



0004210340# 

50-320 

P 


8004240296 

90-269 

0 



8004210344# 

50-320 

P 


0004240426 

50-491 

Q 



0004210347* 

90-320 

P 


0004240426 

90-491 

0 



8004210349# 

90-320 

P 


0004240426 

50-491 

Q 



8004240460 

REE 



0004250334* 

50-269 

Q 



0004240969 

NUREO 



0004280473 

PR 




0004290364 

50-295 

P 


0004290493 

90-369 

A 

ETA Eng ineer Ingf Inc 


0004150520# 

90-315 

P 


0004290901* 

90-369 

A 

Earth Selene** Associate* 


0004090020 

WASTE MOT 


0004300214* 

90-269 

Q 

Ebasco Servlcesr Inc (subs i 

of Enserch 

0004100500 

PR 


Duqustn* Light; Co 

0004010499 

90-334 

P 

Corp ) 






0004020002 

50-334 

8 



0004140224# 

90-201 

P 





Eberline Instrument Corp 


0004040090 

XPORTLIC 



8004030191 

90-334 

8 







0004030196 

90-334 

R 



0004100306 

XPORTLIC 



8004030197# 

50-334 

R 



0004140322# 

50-395 

R 


8004030190 

90-334 

8 



0004140340* 

50-10 

R 


0004030201 

90-334 

P 



0004150007* 

50-354 

R 





Eckerti Seamansi Cherin tt Mellott 

8004280036 

50-574 

0 


0004040165* 

50-334 

Q 







8004040354 

50-334 

F 

Ederer. Inc (subs of Formac 

(nternatio 

0004020267 

TDPREP 



0004040399* 

50-334 

F 

nail Inc ) 






0004070199* 

50-334 

Q 



0004020271# 

toprep 



0004070277 

90-334 

R 

Edison Electric Institute 


0004000245 

PH 








8004100513# 

COMMISSION 


0004070200* 

50-334 

R 



0004110367 

PR 



0004070336 

90-412 

A 







0004070341 

50-334 

S 

Edlaw International Co 


8004040135 

xpqrthc 



8004070346# 

50-334 

8 



0004040422* 

FOIA 



0004070379* 

50-334 

0 



0004040427# 

FOIA 








0004040437# 

FOIA 



8004090009 

50-334 

0 



0004040442# 

FOIA 



800410039B# 

50-334 

Q 







8004110160 

90-334 

0 



8004000032 

XPORTLIC 



8004110389 

90-334 

8 



8004200096 

XPORTLlC 



8004110482 

90-334 

P 

Eichhorn/ El chhorn & LlnV 


0004020092 

50-367 

0 





Elbert P Epler 


8004030295 

ACR0 



0004140329 

30-334 

0 

Ellis Flschel St Cancer Ho*p 

Columbiai 

8004010709# 

PT9 



0004140381 

50-334 

8 

MO 






0004190221 

90-334 

Q 







0004190516 

90-334 

8 

Energy Engineering Group 


8004 1501 52 

RES 



0004150529# 

50-334 

6 

Energy Fuels Nucleari Inc 


8004020487 

40-8601 




AUTHOR 
^rplLl ATION 


Energy, D»pt of 


Energy-Dept oft Clinch River Dreader 
Reactor Plant 

£-nvi ro I agicai Syitenis, Inc 

En ,^1 ronmental Coalition on Nuclear Pouisr 


En 1 ponmen ta I Defense Fund 
Environmental Lau Institute 

Environmental Policy Center 
Environmental Protection Agency 


J tchen 


ubs of Exifon 


ACCESSION 

NUMBER 


B004 020099 
0004 02005? » 
e0040204&9» 
0004030054 » 
0OO4O3OO&3e 

8004030071 » 
8004030093# 
B004 040233* 
8004 040237# 
0004040245* 

B00404024B# 
0004040253* 
8004040290# 
B004 040263# 
8004040265# 

8004040431# 

0004070247 

B0040703B9 

B0040900B2 

8004090007 

0004090269* 

8004100575* 

8004110523 

8004100200 

8004100207* 

0004210026 

8004210149* 

8004210202* 

8004210353 

8004210359# 

8004210361 * 

0004220010 

8004220124* 

0004220143* 

8004220191* 

8004230129 

8004230133* 

8004240999 

0004240368 

8004200172 

8004150473 

8004290364 

0004090140* 

0004000143 

8004000143 

8004000697 

8004030697 

8004110477 

8004140061 

Q004H0067* 

8004140076* 

8004230073 

8004240544 

0004040346 

0004030340* 

8004070350 

0004010345* 

8004010444 

0004010490 

8004030292 

BOO4O4O10B 

8004070222 

8004070332 

8004090075 

8004100050* 

8004100030* 

G0041000S9* 

8004100095 * 

8004100499 

8004140246 

0004220415 

0004230375 

8004230379 

8004250370 

8004220152 

0004070154 

GOO4O0D19B 

8004200403 

8004290526 

8004020307 


8004020404 
0004070216 
BOO 4 090 102 


SUBJECT 

CATEGORY 


71-6397 
71-6307 
50-320 H 
50-320 H 
50-320 H 

50-320 H 
SO -320 H 
50-320 H 
50-320 H 
50-320 H 

50-320 H 
50-320 H 
50-320 H 
50-320 H 
50-320 H 

50-320 H 

71-9053 

71-9067 

0RO 

DRG 

50-956 H 
50-320 H 
PR 

XPOBTLIC 

XPORTLIC 

XPORTLIC 
XPORTLIC 
50-546 H 
PR 

70-143 

PR 

NUREG 
50-320 H 
50-320 H 
90-320 H 

XPORTLIC 

XPORTLIC 

NUREG 

PR 

PR 

50-537 A 

50-537 A 
WASTE MOT 
90-307 0 

90-307 Q 

50-307 0 

90-307 0 

PR 

50-320 0 

90-320 G 

50-320 0 

PR 

50-207 G 
SO-275 H 
COMMISSION 

50-320 H 
90-300 A 
50-320 R 
80-320 R 
PR 

40-2061 
50-320 fl 
50-320 R 
50-320 R 
PR 

PR 

PR 

PR 

50-320 P 
30-280 P 

30-320 R 
50-320 R 
90-320 R 
NUREO 

50-449 « 

40-8102 
40-0064 
40-0102 
40-8102 
50-261 P 


TOPREP 

71-9009 

70-1257 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORV 



9004090100* 

70-1257 




8004090112* 

70-1297 




0004090370 

70-1257 




8004090370* 

70-1257 




8004100066 

70-1297 




8004100073 

70-1297 




80041 4O4S0 

70-1297 




8004140464* 

70-1297 




8004100072 

70-1227 


FBFi Inc 


8004070021 

71-109 




8004070022* 

71-109 


FOI Service 


8004020290 

FOIA 




8004100052 

FOIA 




8004210017 

FOIA 


Federal American Partners 


8004300053* 

40-4492 




8004300069* 

40-4492 


Federal Emergency Management 

Agency 

8004030026 

50-320 

9 



Q004040379 

WUREO 




8004170202 

PR 


Federal Signal Cerp « Signal 

Dlv 

8004230436 

NUREO 


Feldman, Hall, Franden, Reed 

Noodiiiard 

8004100595 

90-556 

9 



8004100599 

50-556 

0 



8004100605* 

50-556 

9 



8004100605* 

50-556 

9 



8004100610* 

50-356 

9 



8004100610* 

50-596 

9 

Finland 


8004290009 

XPORTLIC 


Fire Equipmenti Inc 


8004230309* 

50-213 

F 



8004230313* 

50-213 

F 



8004230316* 

50-213 

F 

Fleischakeri D B 


8004020133 

50-279 

0 



8004020133 

50-279 

0 



8004080596 

50-279 

0 



8004080556 

50-279 

G 



8004090030 

50-279 

0 



Q00409003B 

90-279 

9 



8004090132 

50-279 

0 



8004090132 

90-279 

0 



8004090137* 

30-279 

0 



8004090137* 

90-279 

0 



8004210322 

90-27 9 

0 



8004210322 

50-279 

0 



8004230107 

50-279 

0 



8004230107 

50-279 

0 

Florida Cities 


8004220192 

50-44 9 

H 



8004230176 

50-309 

rt 

Florida Pouer t Light Co 


8004010210 

50-290 

p 



8004010210 

90-290 

p 



8004010214* 

50-290 

p 



8004010214* 

50-250 

p 



8004010497* 

50-302 

R 



8004020011* 

50-309 

0 



8004020265* 

50-309 

0 



8004020377 

90-251 

3 



8004020301 

50-339 

a 



8004020384* 

90-339 

B 



8004020391* 

90-251 

0 



8004030167 

90-335 

0 



GD0403022? 

90-309 

F 



8004030249 

50-290 

0 



8004030256* 

30-290 

a 



8004030282 

50-339 

9 



B0040302B5* 

50-335 

0 



8004030289 

50-290 

p 



8004030289 

50-290 

p 



8004040003 

50-290 

0 



0004040003 

90-290 

Q 



8004040173* 

50-3B9 

Q 



8004040347* 

50-290 

Q 



8004040347* 

90-250 

Q 



8004040380 

90-250 

n 



0004040380 

50-250 

n 



8004040397* 

90-250 

R 



8004040425 

50-339 

H 



8004040434* 

90-333 

R 



8004070279 

50-339 

F 



8004080015* 

90-250 

Q 



8004080023* 

50-250 

Q 



8004080257 

90-339 

R 



6004080265* 

50-335 

R 



6004080386 

50-33S 

P 



6004080452 

90-250 

P 



8004080601 

50-250 

8 



8004060608* 

90-250 

8 



8004090217 

50-335 

R 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMQER 


SUDJECT 

CATEGORY 


author 

AFFILIATION 


000409021 9« 

0004090247 

0004110333* 

8004110333* 

0OO4llO33i>* 

00041 1053&* 
8004140229 
80041 SOI 56* 
0004150341 
800415040^1 

0OO4l5O4Oi 

0OO415O4Oii 

0004150411* 

8004150519 

0004180373 

0004180373 

8004180373 

8004180374* 

8004180374* 

8004180374* 

8004180524 

8004100524 

0004100324 

8004180528* 

0004180528* 

8004180528* 

8004180529 

0004180529 

0004180529 

0004180530* 

0004180530* 

9004180530* 

0004210170 

0004210184* 

8004220141 

0004220239 

8004220243* 

8004220240 

8004220250* 

8004220256 

8004220258 

8004220261 

8004220264 

8004220266 

0004220271 

0004220275 

8004220279 

0004220283 

0004220287 

0004220296 

0004220298 

8004220300 

0004220305 

0004220306 

GD04220308 

0004220309 

0004220313 

0OO422O317« 

0004220321# 

0004230321 


50-'250 

50-250 

50-230 

50-250 

50-335 

50-335 

50-335 

50-250 

50-250 

50-250 

50-230 

50-250 

50-250 

50-230 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

30-250 

50-250 

50-250 

50-250 

50-230 

50-250 

50-250 

50-250 

50-389 

50-399 

50-309 

50-309 

50-309 

50-309 

30-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

30-389 

50-309 

50-389 

50-389 

50-389 

50-389 

50-309 

50-389 

50-389 

50-389 

50-389 

50-389 

50-389 

50-389 

30-250 


ACCESSION 

NUMBER 

SUDJECT 

CATEGORY 

0004240334 

50-335 

S 

0004240343* 

50- 

-335 

s 

0004240350 

50- 

-250 

R 

0004240350 

50- 

-250 

R 

0004240350 

50- 

-250 

R 

0004240356* 

50- 

-250 

R 

0004240356* 

50-250 

R 

0004240356* 

50- 

-250 

R 

0004240359 

50- 

-250 

R 

000424D359 

30- 

-250 

R 

8004240339 

50- 

-250 

R 

0004240363* 

50-250 

R 

B004240363* 

50- 

-250 

R 

0004240363* 

50- 

-250 

R 

8004240368 

30-250 

R 

8004240369 

50-335 

S 

8004240374* 

50- 

-250 

R 

8004240375# 

50- 

-335 

S 

B004240378* 

so- 

-2SQ 

0 

8004240418 

50- 

-250 

R 

8004240418 

SO- 

■250 

R 

0004240418 

50- 

-250 

R 

0004240422* 

50-250 

R 

0004240422* 

50- 

-250 

R 

0004240422* 

50-250 

R 

0004240436 

50- 

-250 

R 

0004240436 

50-250 

R 

0004240436 

50- 

-250 

R 

8004240440* 

50-250 

R 

8004240440* 

50- 

-250 

R 

8004240440* 

50-250 

R 

8004240443 

50- 

-250 

R 

0004240443 

50- 

-250 

R 

8004240443 

50-250 

R 

0004240444* 

50- 

-250 

R 

0004240444* 

50- 

-250 

R 

0004240444* 

50-250 

R 

0004240448 

50- 

-2S0 

R 

8004240448 

50-250 

R 

8004240440 

30- 

-250 

R 

8004240452* 

50-250 

R 

8004240452* 

30- 

-250 

R 

8004240452* 

50-250 

R 

0004240453 

50- 

-250 

R 

8004240455 

30-250 

R 

0004240455 

50- 

-250 

R 

8004240459* 

50-250 

R 

0004240439* 

50- 

-250 

R 

8004240459* 

50-250 

R 

8004240463 

50- 

-250 

R 

0004240463 

50-250 

R 

8004240463 

50- 

-250 

R 

0004240466* 

50-250 

R 

8004240466* 

50- 

-250 

R 




o 


0004230321 

0004230321 

0004230326* 

0004230326* 

0004230326* 

0004 230330 

0004230330 

0004230330 

0004230332* 

0004230332* 


50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 

50-250 


Florida Poun 


0004230332* 

0004230461 

0004230464* 

0004230404 

0004230484 


30-250 

50-335 

50-335 

50-250 

50-250 


0004230484 

0004230490* 

0004230490* 

0004230490* 

0004230537 


50-250 

50-250 

50-250 

50-250 

50-335 


0004240030 

0004240030 

0004240219 

8004240309 

8004240317* 


50-250 

50-250 

50-309 

50-250 

50-230 


453 



AUTHOR 

AFFILIATIOW 

ACCESSION 

MUHDER 

SUDJECT 

CATEOOnV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGDHV 


B0041B023? 

50-302 P 


0004150353 

TDPREP 



BO041BO4A2 

50-302 I 


0004170020* 

50-324 

P 


B0041 60464* 

50-302 I 


8004170044 

50-73 

P 


80042101 1 1 

S 0-302 Q 


8004 170046* 

50-73 

P 


8004210230 

30-302 n 


8004170049* 

50-73 

P 


600 4210240* 

50-302 fi 


8004170254 

50-70 

P 


600422052^ 

50-302 Q 


8004 170257* 

50-70 

P 


6004240467 

50-302 P 


0004170260* 

50-70 

P 


8004260351 

50-302 P 


8004170287 

REB 



8004280567 

50-302 P 


8004100525* 

70-1007 



8004200566* 

50-302 P 


8004210162* 

70-1113 



8004200571* 

50-302 P 


6004210306* 

TOPREP 



Q0042904BO 

50-302 S 


0004210307* 

TOPREP 



8004270486* 

50-302 S 


0004220497 

TOPREP 



Q0043001S1* 

50-302 0 


8004230343* 

50-219 

P 


B004300164* 

50-302 Q 


8004240267 

70- 1 308 



0004 300331 

50-302 Q 


8004240277* 

70- 1 308 


Florida State UnW 

6004 1 00369* 

CONTRACT 


8004240294* 

70- 1 308 


Florida. Untv o#* Dainciville 

8004220213 

70-1068 


8004250084 

71-5971 


Ford Eacon & Davis Utah. Inc 

6004 3 002 19* 

WASTE MOT 


0004250284 

71-5939 


Franklin Inst i tute/Frant Hti Research 

6004020241 

ACR8 


8004280305 

70-1308 


Center 




800420031 1 

50-70 

P 


6004040120* 

CONTRACT 


6004280422 

50-590 

A 


8004070042# 

50-271 P 


0004200504 

TOPREP 



8004080494 

50-254 Q 


8004280507* 

TOPREP 



0004000646* 

ACRS 









8004300056* 

50-70 

P 


6004110500* 

SO- 272 0 


6004300056* 

50-70 

P 

Fried. Fronli, Harris. Shrlver 8< Kampeltnan 

6004020199* 

COKKISSIDN 


8004300092* 

flA999 


Friends United for Safe Energ^j 

8OO4S0OS53* 

50-320 H 


8004300107* 

QA999 


Friendi of the Earth 

0004300080* 

50-307 G 

General Electric Ca • Nuclear Energy 

8004020143 

71-9019 


OTE Sylvania. Inc (subs of General 

6004170323* 

50-317 F 

Products Dlv 




Telephone U Electronics Corp I 











8004090149 

70-1113 


Gag B-'Babcoc k Associates. Inc 

6004140236 

50-33B F 


0004090316 

TOPREP 


Gamma Corp 

0004210037 

71-6717 


8004110109 

PR 


Gearhart-Ouien Industries. Inc . 00 

6004060650 

XPDRTLIC 


8004140070* 

7O-130B 


Wireline Services Dlv 




8004140073* 

70-1300 


General Atonic Co (subs of Gulf Oil 

8004040479* 

QA999 





Co > 




8004140082* 

70-1308 



8004060009 

XPORTLtC 


80041 50270 

TOPREP 






8004150200* 

TOPREP 



8004080014* 

XPDRTLIC 


8004160078 

PR 



6004170360 

50-565 A 


6004180121 

70-1113 



8004180460 

XPDRTLIC 





General Atonic Co <subi of Gulf Oil 

8004080365* 

0A999 


8004100124* 

70-111^1 


Corp > 




B0041B0133 

70-I30B 



6004210156 

XPDRTLIC 


0004180515 

70-1007 






0004 18051 S 

70-1007 



8004210159* 

XPDRTLIC 


8004100522* 

70-1007 


General Electric Co 

8004010061 

71-9049 






8004010066* 

71-9049 


0004180522* 

70-1007 



6004010181* 

50-260 P 


8004220709 

71-9019 



0004010195* 

70-1309 


8004220790* 

71-9019 






8004230163 

70-1113 



8004020129 

71-S939 


8004290468 

TQPREP 



8004020137* 

71-5939 






8004020165 

50-70 P 


8004300052 

50-70 

P 


6004020254 

TOPREP 

General Electric Operating Plant Owners 

8004220499* 

TOPREP 



G004020467 

XPDRTLIC 

Group 







General Public Utilities - OPU Service 

8004090477 

50-320 

1 


B004 020471* 

XPDRTLIC 

Corp 





8004 030274 

XPORTLJC 


6004090482* 

90-320 

r 


8004030260* 

XPDRTLIC 


8004100356* 

50-219 

r 


8004040112 

SO-331 P 






8004040326 

TOPREP 


6004140250 

50-320 

n 





8004150621 

50-289 

Q 


8004040333* 

TOPREP 


8004280630* 

50-320 

I 


8004040337* 

TOPREP 

Geo-Centers. Inc 

8004230528* 

CONTRACT 



8004070136 

70-2706 

Georgia initituto of Technology 

8004280477 

90-160 

6 


0004070317 

SO-10 I 






8004070321* 

50-18 1 


8004280486 

90-160 

8 





8004280512 

90-160 

B 


6004070390 

71-390 

Georgia Power Co 

8004010112 

50-321 

0 


0004000031 

TOPREP 


0004010321 

90-321 

R 


0OO4O8OO36* 

TOPREP 


8004010321 

50-321 

R 


8004080217 

50-183 R 






6004060220* 

50-163 R 


8004010326* 

50-321 

R 





8004010326* 

50-321 

R 


6004080286 

30-10 R 


8004010349 

50-424 

8 


6004080289* 

50-1 B R 


800401034? 

50-424 

8 


6004060308 

50-73 R 


8004010474 

90-321 

8 


6004060313* 

50-73 R 






8004080348 

50-70 R 


0004010477* 

90-321 

8 





8004020187 

90-424 

0 


6004080359* 

50-70 R 


8004020315 

50-366 

B 


6004080655* 

ACRS 


8004020317* 

50-366 

8 


8004090059* 

0A999 


6004020325 

50-366 

B 


0004090072* 

QA999 






8004090476* 

50-293 P 


6004020330* 

50-366 

S 





8004020333 

90-424 

8 


0OO41OOD61 

PT21 


8004020335 

50-424 

B 


8004100002 

PR 


8004020340* 

50-424 

8 


8004X00423 

70-754 


8004020340* 

50-424 

B 


8004140116* 

TOPREP 






8004150063 

RE0 


8004020343 

50-366 

8 





6004020347* 

90-366 

8 



CORPORATE SOURCE INDEX 


455 


AUTHOR Ai-CESS10rJ 

■[LIATIQN HUMBLR 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESS IGH 
NUMBER 

SUBJECT 

CATEGORV 

B0040S0354 

50-321 

S 


8004280447* 

50-366 S 

S00<;020359«* 

50-321 

S 


0004280452 

50-321 Q 

8004020361 

50-366 

S 


6004280452 

50-321 0 

8004020365* 

50-366 

S 


000428049! 

50-424 B 

8004020390 

50-424 

S 


8004280491 

50-424 5 

Q004020390 

50-424 

S 


8004200531 

50-366 S 

0004020428 

50-366 

S 


8004280566* 

50-321 S 

8004020437* 

50-366 

s 


0DO428O57O 

50-321 S 

8004030227 

50-321 

p 


0004280582 

50-321 S 

8004040416 

50-321 

s 


0004280589* 

50-321 S 

8004040420 

50-424 

Q 

Q*orgia« Staled of 

B004U0129 

PR 

8004040426* 

50-321 

S 

Gdoiechnltal Eng lneer3< Inc 

8004300239 

WASTE MOT 

8004040429 

50-366 

8 

Oerlach.F T 

8004220002 

FOIA 

8004040438* 

50-366 

6 

Gettg Oil Cq * Petrotomics Co Div 

8004070144 

40-6659 

0004070198 

50-424 

0 


8004070155* 

40-6659 

□004070281 

50-321 

S 


0004070159* 

40-6659 

0004070283* 

50-321 

S 


8004070164* 

40-6659 

8004070314 

50-366 

3 


8004070169# 

40-6659 

8004070324* 

50-366 

S 

Gibfoni Dunn 6 Crutcher 

8004090200 

PROJ 

8004090035* 

50-321 

Q 

01 Ibert/Camflionuica 1 th Cot 

8004070343# 

50-320 R 

8004100348 

50-424 

Q 


8004090484# 

50-320 I 

0004110472 

50-366 

B 

Oortuch« Kirgis, Canpbell, Walker U 

0004300297 

WASTE MOT 

80041 10476* 

50-366 

e 

Grover 



0004110479 

50-366 

fi 

Government 8ervlces> Inc 

8004240526* 

SO-346 F 

□0041 104B3* 

50-366 

3 

Oraham< R L 

0004230091 

50-367 G 





0004230101* 

50-367 G 

B0041 10565 

50-321 

0 




0004110565 

50-321 

0 

Orass Roots Qrganirlng Workshop 

0004070002 

FOIA 

8004140336 

50-424 

A 

Oulf Oil Corp / Oulf Hineral Resources 

8004070246 

WASTE MOT 

00041 5007S* 

50-321 

Q 

Co 



8004150136* 

50-321 

0 


B004090U5 

WASTE MOT 




Oulf States Utilities Co 

B004010018 

50-4 58 0 

8004150198 

50-321 

0 


8004010010 

50-4 58 0 

8004150190 

50-321 

0 




0004150350 

50-321 

p 


BOD4010023 

50-458 0 

8004150383 

50-366 

R 


B0040 10023 

50-458 Q 

0OO415O38S* 

50-366 

R 


8004010041 

50-459 0 





B0040 10041 

50-450 0 

8004150300 

50-321 

R 


8004040056 

50-458 8 

□004150390* 

50-321 

n 




8004150393 

50-366 

n 


8004040106 

50-458 G 

8004150399 

50-321 

R 


9004040335 

50-458 A 

8004150404* 

50-321 

R 


8004040363 

50-459 A 





8004040370 

50-458 A 

8004150410 

30-366 

s 


8004040378 

50-453 A 

8004150421 

50-425 

8 




8004150425 

50-366 

a 


8004180102 

50-459 A 

8004150427 

50-424 

s 


8004210102 

50-450 I 

8004150427 

30-424 

8 


8004210102 

50-459 I 





8004210185* 

50-459 I 

8004150451 

50-366 

8 


GOO421O105* 

50-458 I 

8004150454 

50-366 

5 




8004150485* 

50-366 

8 


BOO420O539 

50-459 R 

0004150460* 

50-366 

s 


B0042B0S43* 

50-459 R 

8004150476 

50-366 

8 

HEWfDept oft Food St Drug Administration 

B004220026* 

FOIA 





8004220677 

50-320 P 

8004150481* 

50-366 

B 

Hanford Engineering Development 

B0041 10048 

NUREG 

8004150562 

50-366 

0 

Laboratory 



8004150572* 

50-366 

B 




8004170298 

50-321 

0 

Hanset Holley Si Qriggsi Inc 

8004040070* 

50-344 T 

8004170298 

50-321 

Q 

HarnagetM H 

0004060239 

50-250 0 





80040B023? 

50-250 0 

8004220615 

50-366 

S 


80042400B6 

50-250 G 

8004220617* 

50-366 

8 


BOO424OO06 

50-250 0 

8004220628 

50-366 

8 




8004220636* 

50-366 

8 

Hartford Electric Light Co 

BOO4OBO501* 

50-24 5 1 

8004220652 

50-366 

5 


0004150325* 

50-24 9 1 




Hartford Insurance Group 

8004080115* 

FOIA 

0004220658* 

50-366 

a 

Holls Technology Corp ■ Process Systems 

0004180310# 

XPORTLIC 

0004220662 

50-366 

S 

Div 



8004220664 

50-366 

8 


0004180314# 

XPQRTLIC 

0004220667* 

50-366 

3 




8004220671* 

50-366 

8 

Kill S< Knowlton* Inc 

80041701 17* 

COHMISSION 




Hill Christopher St Phillips 

8004090033 

50-279 0 

8004220675 

50-321 

S 

Hittman Corp 

8004220043 

71-379 

8004220684* 

50-321 

S 


B004220055* 

71-379 

8004220689 

30-321 

S 

Hittman Nuclear Ss Development Corp 

0004090234 

71-24 

8004220705 

50-366 

6 

(subs Hittman Corp > 



8004220706 

50-366 

S 








BD04220274 

71-6574 

8004220710* 

50-321 

8 

Hodden h H 

0004020239* 

50-399 0 

8004220713 

50-321 

6 


8004020272* 

50-399 0 

8004220717* 

30-366 

6 

Komestake Mining Co 

0004090135 

WASTE MOT 

8004220710* 

50-366 

8 


8004300297 

WASTE MOT 

8004220721* 

50-321 

8 







Housatonlc Safe Energy Alliance 

8004220754 

SO-3 Q 

8004220726 

50-366 

8 


0004220762# 

50-3 G 

8004220728 

50-366 

5 

House of Rep 

8004030013 

BO-275 U 

8004220735* 

50-366 

a 


8004040243 

PRM 

8004220736* 

50-366 

8 


8004060164* 

50-145 U 

8004230467 

50-321 

Q 








60040B021B* 

50-307 U 

8004230467 

50-321 

0 


8004140262* 

50-350 U 

8004240344 

50-424 

0 


B004 140304* 

50-309 U 

8004280416 

50-366 

8 


S004 100220* 

CQMHISBION 

8004280419* 

50-366 

S 


0004210154 

PR 

8004280441 

50-366 

8 






UUKruriMi t ii^uha 


AUTHOR 

ACCESSION 

SUDJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEODRV 





SO 0 42203 S 9# 

FOIA 



8004140415 

50-466 

0 




0004290146 

50-275 

U 


0004170312 

50-445 

H 




BO 04 2901 75 

30-556 

H 


8004180167* 

SO-445 

H 

House 0^ 

Rep p 

App t oprid 1 1 ons 

800414021 5» 

50-10 

U 


8004100167* 

50-445 

M 

House of 

Rep p 

Educe^tien & Labor 

80041 401 BO* 

50-10 

U 


8004 180304 

50-490 

B 

House of 

Rep p 

Foreign Affairs 

8004140197* 

50-10 

U 


B004180421 

90-490 

B 




0004300299* 

50-3 

U 


8004180423 

50-490 

B 

House of 

Rep 1 

Interior -&< Insular Affairs 

G0040B0063* 

COMMISSION 


8004210147 

50-4 4 S 

M 




0OO4OBOO66* 

COMMISSION 


8004210392* 

50-445 

H 

House of 

Rep 1 

Merchant Marine ty 

eoo40&o2ao« 

50-320 

U 


8004210392* 

90-44S 

M 

Fi shor 1 

es 
















8004210392* 

BO-445 

H 

House of 

Rep j 

Science Technology 

8004030343 

PR 



0004210392* 

50-445 

M 




8004090460 

PR 



8004210400* 

50-445 

M 




8004100449 

PR 



9004210400* 

50-445 

M 




6004140025 

PR 



8004210400* 

30-449 

M 




e004iB0319» 

COMMISSION 












8004210400* 

50-445 

M 

Houston 

ttflhting & Pouier Co 

8004010126 

50-499 

Q 


8004220003 

50-466 

G 




8004010242 

30-466 

A 


8004220763 

50-49B 

H 




8004010332 

50-490 

S 


8004220763 

50-490 

K 




S004010332 

50-49B 

S 


8004220769* 

80-490 

It 




8004010377 

50-490 

A 












8004220769* 

50-490 

K 




80040201 19* 

50-445 

M 


0004230022 

50-466 

0 




80040201 19* 

SO-445 

M 


8004230074* 

50-445 

M 




80040201 19* 

50-445 

M 


0004230074* 

50-445 

M 




80040201 19* 

SO-445 

M 


0004230074* 

50-445 

n 




0004020136 

50-49B 

0 












8004230074* 

50-445 

h 




8004020208 

50-445 

M 


8004230154 

bo-44 S 

M 




8004020232 

50-466 

G 


8004230154 

50-44 5 

M 




8004040184 

30-445 

M 


8004230154 

50-44 5 

M 




8004040184 

50-445 

H 


0004230134 

80-44 5 

M 




8004040104 

50-445 

M 












0004240061 

80-445 

M 




8004040240 

50-490 

A 


0004240061 

30-445 

H 




8004040240 

50-490 

A 


8004240061 

SO-445 

H 




8004040390 

50-490 

3 


0004240189 

50-466 

0 




8004040390 

50-490 

9 


8004240538 

50-466 

0 




8004040394 

50-490 

9 












0004290390 

30-490 

9 




8004040394 

50-490 

8 


0OO43OOS23* 

50-490 

Q 




8004040409* 

50-490 

8 

Hun ton 6 Nil 1 i ams 

0004000692 

90-330 

0 




B004040409* 

50-490 

6 


8004250301 

90-33 B 

0 




8004070060* 

50-490 

Q 

ITT General Contmlsi Division of Inti 

8004000521* 

50-387 

B 




8004070062 

50-490 

a 

Tel It Tel Corp 







B0040B0073 

SO-445 

H 

Idahop State of 

8004110544 

State Prog. 




0004080073 

50-445 

M 

Idaho# Univ of 

8004110143 

PRH 





6004080073 

SO-445 

M 

I 1 1 inole Pouer Co 

B004010249 

SO-461 

A 




0004080073 

50-445 

M 


0004010249 

50-461 

A 




8004080273 

50-445 

M 


0004010320 

50-461 

F 




0004080273 

50-445 

« 


0004010320 

90-461 

F 




8004080273 

SO-445 

M 


800414010? 

90-46 1 

Q 




0004080273 

50-443 

M 


8004140109 

90-461 

Q 




8004080289* 

SO-445 

M 


8004150190 

90-461 

Q 




0004080285* 

50-445 

M 


8004150190 

50-461 

Q 




0004090285* 

SO-445 

H 

Illinois Safe Energy Alliance 

B0041 40456 

90-10 

U 




0004080370 

50-445 

M 

Illinois. State of 

8004020273* 

40-2061 





0004080697 

30-466 

0 


8004030302 

FOIA 





8004100078 

50-466 

C 


BOO4OeOi0i 

40-2061 





8004100271 

SO-443 

M 


8004140125 

90-367 

0 




6004100271 

SO-443 

M 


8004140130* 

50-367 

0 




8004100271 

50-445 

M 


8004150461 

50-367 

P 




6004100271 

SO-445 

M 


8004230307* 

NUREO 





8004100274 

SO-49B 

0 


8004290394* 

50-10 

H 




8004100274 

50-490 

0 

IlUnols. State of. Dept of Public 

8004170341 

NUREO 








Health 







8004100270* 

50-445 

M 








8004100278* 

S0-44S 

M 

Indiana tc Michigan Electric Co. 

8004010325 

50-315 

P 




80041 00270 » 

SO-443 

M 


B0040 10325 

90-315 

P 




8004100278* 

SO-445 

M 


8004010420 

50-31 5 

P 




8004100532 

50-466 

0 


8004010420 

50-31 5 

P 








0004010476 

50-3 1 6 

B 




8004100552 

50-445 

M 








8004100552 

50-445 

M 


0004010401* 

90-3 1 6 

8 




0004100552 

50-445 

M 


8004010406 

50-315 

P 




8004100552 

SO-44S 

M 


0004010406 

50-3 1 5 

P 




0004100557 

50-466 

0 


9004010493 

90-316 

8 








8004010500* 

50-316 

8 




0004100560* 

50-445 

M 








0004100560* 

50-445 

M 


8004030204 

50-31 S 

P 




0004100560* 

50-445 

M 


80040704 1 1 

50-315 

Q 




8004100560* 

SO-445 

M 


8004080304 

50-3 IS 

R 




0004140003 

50-445 

M 


8004000304 

50-315 

R 








8004080367 

50-316 

P 




0004140003 

50-445 

M 








8004140003 

SO-445 

M 


8004080910 

50-316 

B 




8004140003 

50-445 

M 


8004080520 

50-316 

P 




8004140008* 

50-445 

M 


8004080529* 

50-316 

8 




8004140008* 

50-449 

M 


0004000534 

50-315 

P 








0004080534 

50-3 1 5 

P 




8004340008* 

50-449 

M 








6004140008* 

50-449 

M 


0004080544 

50-3 1 5 

F 




B004I40107 

50-490 

Q 


8004000544 

50-31 5 

F 




8004140107 

50-490 

0 


8004000545* 

50-316 

a 



CORPORATE SOURCE INDEX 


457 


AUTHOR 

AFFILIATION 


Indian-a ^ Michigan Power Co 
tnduikrial Ognamlce 

Inter 1 orr Dept of 

Inter 1 ori Dept af> Dureau of Land 
Management 

Inter 1 ori Dept ofi Fleh it Wildlife Service 
Inter 1 or I Dept ofi Geological Survey 


International Ouelnees Services* Inc 
Interna ti onal Verbatim Reporters* Inc 
Iowa Electric Light Power Co 


lower State of 
Iihamj Lincoln ti Seale 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8004U0449 

8004110445 

8004110449* 

8004110449* 

8004140324 

8004140324 

0004140438 

8004140444# 

8004150363 

8004150365* 

8004150368 

8004150371* 

8004150507 

8004150507 

8004150509 

B004150S09 

80041S0510* 

8004150510* 

8004180181* 

8004210415 

8004230331 

8004230355* 

8004230357* 

8004230430 

8004230432* 

8004230439 

8004230444* 

0004230447* 

8004280398 

8004280398 

8004290417 

8004300611 

8004300611 

8004230369 

7905190090 

8004010104 

8004070230 

8004290070 

8004030003* 

8004010106* 

8004020203 

0004280210 

8004000241* 

0004040235 

0004030160 

8004030161* 

0004040400 

8004040413* 

8004070252 

8004070256* 

8004080518 

8004080531* 

8004000605 

8004090447 

8004140363 

8004140369* 

8004140380 

8004140382* 

0004140450 

8004140452* 

8004150340 

8004160005 

8004220268 

8004220385 

8004220309* 

8004220507 

8004230346 

8004230348* 

8004280454 

80042B0461 

8004030138 

8004220519 

8004020278 

80040B0153 

8004080100 

8OO4OBO106* 

8004080191 

80040B0360 

8004080428 

8004090387 


50-315 

50-315 

50-319 

50-315 

50-315 

50-315 

50-315 

50-315 

50-316 

50-316 

50-315 

50-315 

50-315 

50-315 

50-315 

50-315 

50-315 

90-315 

50-315 

50-315 

90-316 

50-316 

50-316 

50-316 

80-316 

50-315 

50-318 

50-315 

50-315 

50-315 

50-315 
50-31 5 
50-315 
50-315 
M18C 

27-39 

40-4492 

40-1341 

40-8745 

27-39 


50-275 A 
PR 

CONTRACT 
50-320 T 
80-331 R 


80-331 

50-331 

50-331 

50-331 

50-331 

50-331 

80-331 

90-331 

50-331 

90-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

PR 

50-331 

90-155 

50-449 

50-135 

50-155 

90-155 

90-445 

50-454 

50-445 


Island Closeup Newt Service 

ItomedlK* Inc (subs of Maetfield 
Enterprises* Inc } 

Isotope Products Laboratories 
Israel 

J H Kleinfelder It Associates 
Jack R Beniamin b Associates* Inc 
Japan 

Jersey Central Power & Light Co 


John A Blume It Associates* Engineers 
Isubs UR8 Carp ) 

John F Holman St Co * Inc 
Johnson Controls* Inc 


Jonesr Brown li 
Justice* Dept o 


8004100298* 

8004100310 

8004100522 

0004100451 

0004100495* 

0004100570 
8004 110030 
8004160161 
B004210401 
8004210420 

8004220128 

8004220334 

8004230002 

0004250372 

B0042B0015 

8004290089 

8004290166 

8004090220 

8004170103 

0004110117 

8004100023* 

0004040153* 

0004070026 

0004010480 

B004010485* 

0004010303 

0OO4OIO5O9* 

8004020006 

S004020319 

B004020320* 

8004020303 

8004020366* 

80040402B4 

8004040268* 

8004000421 

8004090246* 

0004090329 

0004090330* 

8004090482* 

8004100392 

0004100395* 
8004 100424 
8004110422 
8004160276 
8004220508 

8004220911* 

0004220514* 

8004230341 

8004240423 

8004240432* 

8004260513 

B004090394* 

6004100342* 

B0040B0262* 


50-155 
50-255 
30-454 
50-155 
30-193 

50-199 
50-445 
50-556 
50-135 
50-139 

50-449 
S0-S56 
50-44 9 
50-556 
90-159 

FOIA 

FOIA 

71-9 

XPORTLIC 

XPORTLIC 

CONTRACT 
50-70 P 
XPORTLIC 
50-219 8 

50-219 S 

8 
8 
0 
P 
P 

R 
R 
8 
8 
0 

Q 
P 
P 
1 
1 

I 
0 
a 

p 
p 

p 
p 
p 
R 
R 

P 
P 


90-219 

50-219 

50-363 

50-219 

90-219 

50-219 

50-219 

50-219 

50-219 

90-219 

50-219 

90-219 

90-219 

90-320 

50-219 

90-219 

90-219 

90-219 

50-219 

90-219 

90-219 

90-219 

50-219 

30-219 

90-219 

90-219 

50-259 

CONTRACT 

QA999 


8004090387 

0004090411 

0004100293 

8004100296* 


50-445 M 
50-454 0 
90-199 0 
50-199 0 



UUKKUKAIt CiUUttUC I1^JUC;/V 


AUTHOR 

AFFILIATION 


JusklCBi Dppt of. Attorney General 
Office 


K F Industries. I nc 
KMC . I no 

Kansas Oa« t Electric Co 


Kansas. Univ o-f 
Kay-Ray. Inc 
Korr-HcOee Corp 


Korr-HtGee Muc 1 ear Corp 
Kriemlmev er. H 

LaMacchla. P J 
Lake Michigan Federation 
Lakeside Bridge ii Steel Co 
Laudigi 8 

Laurence Livermore Laboratory 


LeBoeufi Lamb^ Leiby %t MacRao 


League of Uotnen Voter# of Rockford^ IL 


League of Uomen Voters of San Luis 
□bispOrCA 

Loed.R M 
Leesburg. FL 
Lehigh Univ 

Lockheed Center for Marine Research 
Logical Technical Service Corp 

Long Island Lighting Co 


Los Alamos Bctertific Laboratory 


Louisiana Pouer tr Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORV* 

8004090033* 

50-445 

M 


8004010347* 

so-asa 

8004000033* 

50-445 

M 


8004070308 

50-362 

8004080033* 

90-445 

M 


B004070310* 

50-382 

8004000559 

50-445 

M 


6004150420 

50-382 

B0040QOS59 

50-445 

M 


6004190424* 

SO-303 

B0040B0559 

50-445 

« 


8004200996 

30-3B2 

0004080559 

50-445 

M 


8004260605* 

50-382 

8004090204 

90-445 

M 

Louienstoin. Meumani. Re is> Axelrad !« Toll 

BD 04 020092 

50-367 

8004090204 

S0-44S 

M 


B004D20U3 

50-44 9 

8004090204 

50-445 

M 


B004020113 

50-449 

8004090204 

50-445 

M 


0004020113 

50-445 

B004090475* 

50-293 

M 


60040201 13 

50-445 

8004100084 

50-445 

M 


0004020119* 

90-445 

0004100177 

50-44S 

H 


6004020119* 

50-445 

8004100218 

50-445 

M 


8004020119* 

90-445 

80041 1005& 

50-445 

H 


8004020136 

90-490 

B0041I00S& 

50-445 

M 


8004020225 

90-344 

60041 S0056 

50-445 

H 


6004020232 

SQ-466 

B004UD056 

50-443 

M 


6004020265* 

50-307 

0004110139* 

50-482 

H 


B00402O2BO 

50-367 

8004170340 

50-445 

M 


6004040053 

30-367 

8004210437 

50-449 

« 


6004040190* 

50-445 

8004210447 

70-1309 



8004040190* 

50-445 

BO042S0375 

30-914 

0 


8004040196* 

90-445 

B004030207 

50-4B2 

M 


6004040196* 

50-443 





0004060073 

50-4 43 

6004140104* 

50-443 

M 


8004000073 

30-443 

790B2 10253* 

50-320 

H 


6004080073 

50-443 

7907250258 

M16C 



8004080273 

90-443 

8004250071 

PR 



6004080273 

30-443 

8004010030 

50-483 

Q 








6004080273 

50-445 

8004010034 

50-482 

S 


0004060265* 

50-445 

B0040402i4 

SO-482 

8 


6004060265* 

50-445 

0004070292 

50-403 

6 


6004060265* 

90-440 

aQ04170172 

90-462 

3 


0004060370 

50-440 

8004220730 

50-4 B3 

1 








8004090439 

50-445 

8004220747* 

50-402 

1 


8004090439 

50-445 

B004220759* 

30-402 

I 


6004090439 

50-445 

0004240051* 

CONTRACT 



0004090439 

90-445 

8004080332 

XPORTLIC 



6004100271 

90-445 

8004070191 

40-2061 









6004100271 

30-445 

0004060163* 

40-2061 



8004100271 

50-443 

0004180061 

40-2061 



8004100376* 

90-449 

0004210348 

40-2061 



8004100278* 

90-449 

0004080158 

40-2061 



6004100278* 

50-445 

0004090379* 

50-330 

H 








6004 110529 

50-290 

0004290113* 

CONTRACT 



8004140003 

50-445 

0004230028 

90-367 

0 


8004140003 

50-44 5 

8004030337* 

0A999 



8004140003 

50-445 

8004150219 

FOIA 



6004140008* 

90-449 

B004030002 

NUREO 









6004140008* 

90-449 

8004240465 

RE6 



800414000Q* 

50-449 

8004250066 

TOPREP 



60041^0111 

50-445 

8004200059 

RE6 



0OO41AO1U 

50-449 

S004010060 

FOIA 



6004160111 

90-44 5 

800411 0480 

PR 









6004210147 

50-445 

0004150329 

50-244 

P 


8004210386 

50-449 

6004230464 

50-230 

P 


80042 103B6 

90-449 

8004250052 

NliREO 



0004210366 

50-443 

B004020033 

30-434 

0 


6004210306 

SO-443 

8004020033 

SO-494 

0 








0004210392# 

50-443 

6004080435* 

50-434 

G 


6004210392* 

50-44 S 

B0040Q0435* 

50-434 

0 


8004210392* 

50-44 5 

B004090177 

90-434 

0 


6004210397* 

50-443 

B004090177 

50-434 

0 


6004210400* 

90-443 

0004140419 

PR 









6004210400* 

50-443 





8004210400* 

50-445 

B004140112 

PR 



BOD4220003 

90-466 

B004 100491* 

50-302 

I 


B004220141 

90-309 

B004040027 

RES 



6004230022 

90-466 

B004070352* 

50-206 

R 




8004100194* 

CONTRACT 



6004230066 

50-449 





8004230066 

60-449 

B0040403H 

50-322 

A 


6004230066 

50-443 

8004070117* 

50-322 

0 


6004230066 

50-449 

B004090004 

50-322 

Q 


0004230074* 

50-449 

B004 140439 

50-322 

A 




B004220036 

50-516 

Q 


6004230074* 

30-449 





6004230074* 

90-449 

0004220620 

50-332 

A 


6004230105 

90-367 

8004000007 

71-9029 



6004240160 

50-466 

8004150140 

NUREO 



0004240194 

PRM 

8004150141* 

NUREO 





8004240475 

RES 



6004240404 

50-290 





8004250106 

90-44S 

0004290001 

NUREO 


Lower Allouiays Creekr NJ 

6004100466 

90-31 1 

80042 90S2D 

WASTE MOT 


6004100583 

50-31 1 

8004010343 

50-302 

a 

Luisrne Countyi PA 

BOD4140096 

PR 


a 

8 

S 

A 

A 

B 

B 

0 

h 

H 

M 

H 

H 

K 

0 

0 

0 

0 

0 

0 

H 

H 

H 

M 

M 

n 

ts 

H 

H 

H 

H 

H 

H 

H 

H 

M 

H 

H 

H 

K 

M 

M 

M 

0 

rt 

h 

M 

H 

H 

M 

H 

H 

H 

rt 

H 

H 

M 

H 

H 

H 

M 

M 

H 

« 

h 

0 

G 

0 

fi 

H 

M 

M 

M 

0 

0 


G 

H 

G 

0 



CORPORATE SOURCE INDEX 


459 


AUTHOR 

AFFILIATION 

ACCESS I GL- 
NUMBER 

SUBJECT 

CATFGOHV 


B004 140100* 

PR 


MHO Technical A^iociates 

B004210393* 

50-275 

G 

Maine Voice of Energy 

0004080653* 

50-309 

H 

Maine Yankee Atomic Pouier Co 

8004020016 

50-309 

Q 


8004020345 

50-213 

P 


0OO4OBO263 

50-309 

0 


8004080339 

50-309 

H 


G0040B03S1 

50-309 

0 


0OO4OBO4O6 

50-309 

R 


800408041 1* 

50-309 

R 


B004 080634 

50-309 

P 


B004090458 

50-309 

Q 


8004100406 

50-309 

0 


8004100422 

50-309 

0 


8004140164 

50-309 

R 


8004140157# 

50-309 

R 


0004140300 

50-309 

P 


8004 150290 

50-309 

1 


8004150367 

50-309 

R 


8004150370* 

50-309 

R 


8004180438 

50-309 

P 


G0041Q0489 

50-309 

8 


8004180492* 

50-309 

S 


8004210044* 

30-309 

Q 


8004210277 

50-309 

8 


8004210278* 

50-309 

S 


8004220522 

50-309 

P 


80042B0530* 

50-309 

P 


8004230005 

50-309 

Q 


8004280562 

50-309 

R 

Hainsi State of 

8004080674 

PR 



8004280564 » 

50-309 

R 


8004290514* 

CONTRACT 


Marchand Coni truct ioni Inc 

8004020458* 

50-320 

H 

Marins Biological Consultantsi Inc , 

8004070348* 

50-206 

R 

Marsh & McLennani Inc i M M Nuclear 

8004010323 

50-18 

J 

Consol tantii Inc Div 





8004000281 

90-250 

J 


8004080483 

50-340 

J 


8004140346 

30-346 

0 


8004140442 

50-327 

J 


8004280449 

30-250 

J 

Ksrvln Engineering Go , Inc 

8004290176* 

QA999 



8004290186* 

QA999 


Hsrylandi Stats of 

8004020176* 

State Prog 


8004040375 

50-320 

P 


8004100079 

PR 


Hsrtjlandi Unlv of 

7908020467 

50-166 

H 


8004020050 

30-166 

H 

Hsssachuf e tts Institute of Technology 

Q004010413 

REB 



8004010422* 

RCS 



8004230043* 

CONTRACT 


Hathison Oss Products 

8004210426 

XPORTLIC 


Hattheufij Noulitij Nacfarlane t* Rarrett 

8004090421 

50-498 

M 


8004100442 

50-490 

M 


8004100442 

50-498 

M 


AUTHOP 

affiliation 


ACCESSION 

NUMBER 


G004040306 

8004040336 

B004040344* 

0004040344* 

G004040349* 

8004040349* 

8004070219 

800407021? 

80040/0284 

5004070285* 

8004070290 
80040/0291* 
8004070301 
8004070306* 
800407031 B 

8004070318 

8004070319 

0004070323* 

8004070325* 

8004070335 

8004070335 

8004070339* 

0004070416* 

0004070420* 

B004080200* 

8004080425 

80040B0560 

8004060703 

0004000707* 

8004080716* 

0004080720 

8004090013 

8004090096 

8004090283* 

8004090295* 

0004090402* 
8004090482* 
8004090482* 
8004 100010 
0004100015* 

80041002B5* 

8004100308 

8004100350 

8004100350 

8004100435 

8004100436* 

8004100437* 

0004100479 

0004100549 

8004100566 

8004110029 
80041 10081* 
BOO 
80C 


SUBJECT 

CATECORy 


50-320 S 
50-320 S 
50-320 S 
50-320 S 
50-320 S 

50-320 S 
50-320 0 
50-320 0 
50-289 P 
50-20? P 

50-289 P 
50-209 P 
50-320 P 
50-2B9 P 
50-320 P 

50-320 P 
50-289 P 
50-289 P 
50-209 P 
50-320 R 

50-320 R 
50-320 R 
50-2 B9 Q 
50-289 Q 
50-289 0 

50-289 0 
50-289 P 
50-209 P 
50-289 P 
50-209 P 

50-289 0 
50-289 Q 
50-28? 0 
50-20? Q 
50-2B9 0 

50-320 I 
50-320 I 
SO-320 I 
50-28? 0 
50-2B9 Q 

50-2B9 0 
50-289 0 
50-320 F 
50-320 F 
50-28? 0 

SO-20? Q 
50-289 fl 
50-28? 0 
50-2B9 0 
50-2B9 G 

50-289 Q 
50-209 0 


Brourn Si Pl«(;^ 


B004 100444* 
0004100444# 
8004100447# 
8004100447# 
8004140060 


50-498 M 
50-498 M 
50-498 M 
50-498 H 
70-130B 


f 


NcCubchtn.) DoijIri Broun tt Emerton 
He Ora t hi E U 


Q004 140070 
8004280305 
8004000013 
8004080133 
8004300215 


70-1300 

70-1308 

PROJ 

PflOJ 

WASTE MOT 


Htt jI 0s) 1 Qui Gorp 


Hi(ha4ii1i Mitflc«l Csntsr Illlnoif 
P«prlaf IL 

Hiiropolitan Editpn Co 


8004180088 

8004100089# 

0004100092# 

G00422D616# 

8004010338 


XPORTUIC 

XPORTLIC 

XPORTLIC 

FOIA 

50-28? S 


0004010344 

8004010412 

8004020012 

0004020056 

8004020202 


50-320 P 
50-209 P 
50-320 8 
50-287 Q 
50-289 0 


8004030241 

0004030241 

8004040231 

8004040304 

8004040318 


50-320 I 
50-320 I 
50-320 P 
50-320 P 
50-320 P 


8004040321 

8004040325 

8004040330 


50-320 P 
50-320 P 
50-320 P 



460 


E 

S 


s 

B 


D 

D 


B 


8) 

01 

01 


AUTHOR 

ArFlLlATlQH 


hi^mi V-alley Pou/cr Ptoject 
Miami, Ft.. Untv of 

Michigan Qtate Unlv 


Michigan* St;ate of 


Michigan. Univ of 


Middle &oi>lh Uti 1 1 1 let. I nc 
Mike Aoer ion Co 

Miller. QaUt h 


Minnesota. State of 


Minnes-ota. Univ of. Mi-nneapol i « 


ACCES?»IQN 

NUM0£R 

SUBJECT 

CATEGORY 

AUTHOR 

AFFlUATIQN 

ACCESSION 

NUMBER 

BUDJECT 

CATCOORY 

800415043& 

50-320 

P 

Mississippi Pouier & Light Co 

8004090254 

REGCO 


8004150446 

50-320 

P 


8004090341 

50-416 

A 

B004 150446 

50-320 

P 


0004090341 

30-416 

A 

B00415047B 

50-320 

H 


8004090345* 

50-416 

A 

B004150499 

50-320 

0 


B00409034S* 

50-416 

A 

0004150499 

50-320 

a 


0004 10 0362 

50-416 

H 

0004160179 

50-320 

p 


8004100439 

PR 


0004 160 104 a 

50-320 

p 


8004100941 

REGQD 


0004160290 

50-320 

p 


B004 150200* 

50-416 

H 

G004l6029ea 

50-320 

p 


0004150200* 

90-416 

M 

0004170023 

50-320 

p 


8004150568 

50-416 

8 

0004170039 

50-320 

p 


8004150568 

90-416 

6 

0004170049 

50-320 

p 


8004170071 

90-416 

8 

9004170104 

50-209 

p 


6004170071 

50-416 

8 

0004170106* 

50-989 

p 


0004170074* 

50-416 

0 

0004170291* 

50-299 

0 


8004170074* 

90-416 

6 

8004100330 

50-320 

R 


8004170243 

50-416 

A 

0004100339* 

50-320 

R 


9004170243 

50-416 

A 

8004100473 

50-299 

Q 


BQ04210228 

50-416 

A 

0004210085 

50-320 

0 


8004220269 

50-416 

C 

0004210250* 

50-209 

0 


9004220289 

50-416 

c 

8004210421 

SO-269 

0 


8004230293* 

90-416 

c 

B00422000B 

50-320 

0 


8004220293* 

90-416 

c 

0004220102 

30-320 

0 


6004220421 

50-416 

c 

0004220223 

30-2B9 

P 


9004220421 

90-416 

c 

0004220224* 

50-299 

P 


9004230070 

50-416 

0 

0004220393 

50-320 

Q 


B004230322 

50-416 

0 

0004220405 

50-320 

0 


0004230322 

50-416 

0 

8004220542 

50-209 

P 


8004280365 

50-416 

14 

0004220345* 

50-209 

P 


8004260369 

90-416 

K 

0004220352* 

50-209 

P 


6004280371* 

50-416 

K 

0004220654 

50-289 

P 


6004260391* 

50-416 

K 

8004230001 

50-289 

0 


8004280391* 

50-416 

H 

0004230030 

50-269 

C 


8004200481 

50-416 

S 

8004230406 

50-289 

8 


8004260481 

50-416 

S 

8004230411* 

50-269 

S 


6004280464 

50-416 

S 

8004230493 

50-299 

R 


6004280464 

90-416 

s 

8004230493* 

80-269 

R 


6004260499 

50-416 

8 

B004240399 

50-320 

P 


8004280499 

90-416 

6 

8004250356 

30-320 

P 


6004280501 

90-416 

6 

8004250360 

30-320 

0 


6004280501 

50-416 

8 

8004250367 

30-289 

P 


6004280517 

50-416 

0 

0004250377 

50-320 

8 


6004280917 

50-416 

Q 

8004250389* 

50-320 

S 


6004280520 

50-416 

B 

8004250433 

50-320 

P 


6004280520 

50-416 

& 

B0042G0630 

50-320 

1 


8004280922* 

50-416 

a 

8004260633* 

50-320 

t 


0004200928* 

50-416 

8 

8004200633* 

80-320 

I 


6004880941 

90-416 

8 

6004290510 

50-320 

S 


6004260941 

60-416 

a 

B004300409 

50-320 

F 


8004280606 

50-416 

B 

9004300596* 

50-269 

0 


0004200606 

50-416 

8 

B004090157 

50-359 

H 


6004200610 

50-416 

8 

9004020239* 

50-309 

0 


8004260610 

50-416 

8 

B004020272* 

50-369 

0 


B00428061B* 

50-416 

0 

8004010227 

30-294 

P 


8004280618* 

50-416 

6 

8004010229* 

50-294 

P 

Missouri. Univ of. Columbia 

8004300809 

70-754 


80041 60039* 

30-320 

P 

Missouri. Univ of. Rolla 

6004290085* 

50-123 

0 

8004240479* 

50-320 

P 

Mitsui U Co . Ltd 

8004160242 

XPGRTLK 


8004020237* 

State Prog 

Mobile 6<j sterna 

6004030014* 

CONTRACT 


9004090366* 

50-416 

M 

Monsanto Research Corp 

8004030354 

71-9142 


90041 50531 * 

50-313 

P 


8004030359* 

71-9142 


7904110103 

30-2 

P 

Montana. Univ of 

6004030307 

FQIA 


B004030300 

ACR5 


Morgan. Leult tc Bockius 

8004070303 

50-409 

P 

8004040395 

50-2 

P 

Murpbg Parish 

6004100471 

SO-392 

M 

8004040309* 

90-2 

P 

NL Industries. Inc 

8004080149* 

FOIA 


8004220535 

50-313 

t 

NL Industries. NL Nuclear Dlv 

8004000069 

XPORTttC 


8004020276* 

40-2061 



8004140010 

XPQRTUIC 


9004240043 

90-449 

M 


8004220229 

71-9010 


6004240043 

50-445 

M 


8004280166 

71-9010 


8004240043 

50-445 

M 

NU3 Corp 

8004070347* 

50-320 

R 

8004240045 

50-445 

« 


8004100465* 

50-159 

0 

6004240045 

50-445 

M 

NU6AC, Inc 

BOO4O9Q405* 

CONTRACT 


9004240045 

50-445 

M 

National Wildlife Federation 

0004020093 

40-4492 


9004240045 

50-445 

M 


8004070181 

40-4492 


6004240053 

50-445 

M 

Natural Resource* Defense Council 

0004100299 

70-143 


6004240053 

50-445 

M 


8004150101 

SO~S74 

0 

6004240053 

50-445 

M 


8004210392 

70-143 


6004090156 

PR 



8004290164 

FQIA 


6004210160* 

PR 


Navg.Dept of 

8004150270* 

71-49 


6004230089 

90-202 

0 


8004150284* 

71-49 


8004230088 

50-262 

0 


6004210357* 

70-143 


8004230100 

50-202 

0 


8004300092 

71-9043 


8004230100 

50-282 

G 

Navg.Dept of. Naval Nuclear Power Unit 

8004150099 

7i-273 


6004080713 

FQIA 



8004150102* 

71-273 


0004100363* 

CONTRACT 



6004150108* 

71-273 




CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Nav^fOept of' Naval Research Laboratory 
Nebraska Public Pouer District 


Ntbraska^ State of 
Neutron ProiSuctSf Inc 


Nevada^ State of 


Need England Medical Center GostonfKA 
New Hampehlrej State of 


New jrcr«ey« State of 


New HeRlco* State of 


New 'i^ork Utilv 

New Vorki State Unlv ofi Duffalo 
New york* State of 


New york.NV 


Niagara liohauik Power Corp 


ACCESSION 

NUMBER 


B0041501 12 
B0041301 17e 
8004150121* 
8004150123 
8004150129* 

8004 1 50 127* 

8004150272 

8004240314 

8004240322* 

8004240331* 

0004290009 

0004010454 

8004010457* 

0004040396 

0004090303 

0OO4O9O3O4* 

0004140479 

6004230192 

0004230457 

0004250077 

0004250240 

0004250391 

0004200104 

0004280106* 

0004280574 

8004200579* 

0004110127 

0004230417 

0004090119 

0004090121* 

0OO4OBO659 

0004240077 

0004240001* 

0004000213* 

0004070107 

0004070202* 

0004100604 

0004100609* 

8004100612* 

0004170204 

80040B0633 
0004090005 
8004090000* 
8004 1401 OB 
8004140149 

0004210140 

0004020159 

0004020182 

□004020196 

0004070240 

6004100298* 

0004010007* 

7905190094 

0004020144* 

0004000152 

0004100003 

0004100443 

0004100448 

0004230190* 

0004070098* 

0004210093* 

0004010330 

0004010373 

0004010392 

0004040404 

0004070269 

0004000415 

0004080642 

0004090239 

0004090309 

0004100401 

0004110055 

0004140406 

0004140411* 

GD041B0345 

0004100349* 

0004210407 

0004220501* 

0004220506* 

0004220559 

0004220577* 

0004250419 

8004200396 

8004280440 

8004290363 


SUBJECT 

CATEOORV 


71-367 
71-367 
71-367 
71-116 
71-1 16 

71-1 16 

71-49 

71-107 

71-107 

71-107 

NUREO 
50-290 R 
50-298 R 
50-290 R 
50-290 R 

50-290 R 
50-290 Q 
SO-290 Q 
30-298 P 
50-298 Q 

REQOD 
50-298 F 
50-298 0 

50-290 0 

50-298 B 

50-290 S 

REGOD 

NUREO 

71-121 

71-121 

PR 

State Prog 
State Prog 
70-2254 
PR 

PR 

PR 

PR 

PR 

PR 

50-272 0 

50-272 0 

50-272 0 

PR 
PR 

PR 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

COMMiaStON 
CONTRACT 
30-37 P 
ACRS 
PR 

PR 

PR 

50-244 F 
50-3 H 
50-3 P 

50-3 H 
50-220 P 
50-220 0 

50-220 Q 
50-220 R 

50-220 F 
50-220 Q 
50-220 Q 
50-220 Q 
PR 

50-220 Q 
30-220 Q 
50-220 R 
50-220 R 
50-220 F 

50-220 F 
50-220 P 
50-220 P 
50-220 P 
50-410 S 

50-410 8 

50-410 A 
30-410 H 
50-220 H 
50-220 H 


AUTHOR 

AFFILIATION 


Niteho-Ituai American Carp 
Nondestructive Inspection Service 

North Carolina State Univ 

North Carolitiai Univ of 

Northeutt Ely 

Northeast Nuclear Energy Co (subs of 
Northeast Utllltiesl 


Northeast Utilities 


Northeast Utilities Service Cc 


ACCESSION 

NUMBER 


0004300290* 

0004240190* 

0004240202* 

BD04150132 

0004150133* 

8004220550 

8004220560* 

0004220565* 

9004140453 

8004150171* 

0004080010 

0004090427 

0004020331 

B004030232 

0004030290* 

0004100600* 

0004110457 

0004110463* 

0004140375 

0004150409* 

0004160254 

0004160254 

0004160254 

BOO4170O12 

0004170012 

0004100303 

0004100300* 

8004100398 

8004100404* 

8004220364 

000422041 1 

0004220413* 

8004220670 

0004220679* 

0004230413 

0004240373 

0OO42SO362 

0004280525 

0004290057 

B004290651 

0004010407 

0004010417* 

0004010423 

0004010429* 

0004020408 

0004020400 

0004020400 

0004030215 

0004030261 

0004030293 

0004040205 

0004040206* 

0004040206* 

0004040206* 

0004040249 

0004040254* 

0004040306 

0004070218* 

8004070265 

8004070265 

8004000309 

8004000557 

8004090300 

B004090311* 

8004090466 

0004100417 
0004140129 
0004 1 90320 
8004 1 50320 
0004190379 

0004170194 

0004170199* 

0004170224 

8004170226* 

0004180408 

8004100411* 

8004100437 

8004100440* 

8004810246 

8004210249* 

8004260530* 

0004290299 

0004290303* 

0004020418* 


SUBJECT 

CATEGORY 


50-41(3 0 

70-2805 

70- 2305 

71- 97 
71-97 

50-111 n 
SO- 1 11 R 

50- HI R 

NUREO 
CONTRACT 

50-445 M 
50-445 M 
50-245 P 

50-336 P 
50-336 P 

50-423 a 
50-24 5 P 

50-245 P 
50-245 Q 
50-24 5 I 

50-24 5 J 

50-24 5 J 

50-24 5 J 

50-213 P 
50-213 P 

50-245 R 
50-245 R 
50-336 S 
50-336 0 

50-336 P 

50-336 R 
50-336 R 
50-336 S 
50-336 S 
50-433 A 

50-245 P 
50-245 P 
50-336 B 
50-245 Q 
50-245 P 

50-336 S 
50-336 8 

50-336 0 

50-336 8 

50-213 F 

50-213 F 
50-213 F 
50-245 P 
50-213 Q 
50-213 P 

50-245 R 
50-245 R 
50-245 R 
50-245 R 
50-336 P 

50-336 P 
90-245 P 
50-245 Q 
50-213 P 
50-213 P 

50-336 P 
50-245 1 

50-336 S 
50-336 S 
50-336 0 

90-336 Q 
50-245 Q 
50-245 I 
50-24 5 1 

30-213 J 

50-336 8 

50-336 S 
50-336 0 

30-336 8 

30-336 S 

30-336 6 

50-249 8 

50-245 S 
50-245 R 
50-245 R 

50-336 8 

50-245 8 

50-245 S 
50-213 F 



v-iOnrL/nMi c. owunv-ru. 


^b2 


AUTHOR 

AfFlLlATtON 


Hortherti Itlinojt Univ 

Noftharn Indiana Public Ser</ice Co 


Hoi tbarn States Pouer Co 


ACCESSION 

number 


000402041 Btt 
600402041 B< 
0004150327 
8004150327 
8004150493* 

eOO420O36S« 
B004020092 
0004040053 
B0040B0331 
8004 1 50453 

8004220553 

8004280494 

0004300431 

8004010151 

8004010452 

8004010455* 

8004040319 

a00404045t 

8004070058 

0004070058 

8004070210 

0004070210 

0004080225 

0OO4OSO3E0 

B0D4OBO373 

0004080400 

BOO4OBO470 

80040B0479 

6004000484* 

BOO4O0O5O8 

8004090223 

8004100070* 

8004140339 

8004140339 

8004140344* 

0004140390 

8004140431 

8004140435 

0004140437* 

8004140440* 

8004150339 

8004150401 

0004150405* 

8004150343 

800415OS55* 


SUBJECT 

CATEGORY 


50-213 F 
50-213 F 
50-245 fi 
50-245 R 
50-213 R 

SO-tO H 
50-3&7 0 
50-367 0 
SO-367 R 
50-367 R 

50-367 R 
50~367 R 
50-367 R 
50-306 0 
50-263 S 

50-263 S 
50-263 P 
50-262 0 
50-282 Q 
50-2B2 Q 

S0-2B2 0 
50-282 0 
50-202 F 
SO-263 F 
50-263 P 

50-263 P 
50-282 8 
50-263 F 
50-202 S 
50-263 F 

50-263 F 
50-282 0 
50-282 R 
50-282 R 
50-262 R 

50-263 S 
50-263 8 
50-282 8 
50-263 8 
50-202 8 

50-282 P 
50-263 R 
SO-263 R 
50-263 a 
50-263 8 


8004150564* 

8004150571* 

8004150580* 

8004150597 

8004150589* 

8004150590* 

8004150603* 

8004150610* 

8004150617* 

8004150623* 

8004160013 
8004 I 70056 
8004170056 
8004170059* 
8004170059* 

0004180296 

0004180307* 

8OO4J0O341 

8004160342* 

8004180342* 

8004180357 

8004160360* 

8004180380 

8004180386* 

« anA i n 


50-263 8 
50-263 S 
50-263 8 
50-282 S 
50-263 8 

50-263 a 
50-202 S 
50-263 8 
50-263 a 
50-263 8 

50-282 0 
50-282 r 
50-282 F 
50-282 r 
50-202 F 

50-306 Q 
50-306 Q 
50-282 P 
50-282 P 
50-282 P 

50-263 P 
50-263 P 
50-306 S 
50-306 8 
50-263 3 

50-263 S 
50-282 a 
50-282 8 
50-282 Q 
50-292 Q 

50-282 0 
50-282 0 
50-282 P 
50-306 Q 
CONTRACT 

XPORTLIC 

PR 

71-6698 

►1I8C 


AUTHOR 

affiliation 


Nucl*ar Energy Servicci Inc 
Nuclear Fuel Services# Inc (subs of 
Getty Oil Co 1 


Nuclear Medicine Assoc iates, inc 
ClevelandiOH 
Nuclear Paciiaging. Inc 


Nuclear Pharniacij# Inc 


Nuclear Services Corp 

Nuclear Systems# Gamma Industries Div 
Oak Ridge National Laboratory 


Ocean County# NJ 
Ogle Petroleum# Inc 

Ohio Edison Co 

Ohio State Univ 

Oklahoma State Univ 

Oklahoma# State of 

Omaha Public Power District 


Omnldlne Corp 
Oncavage,Mark 


Oregon, State of 
Or lando, FL 
Qsann, E U 

PRC Systems Services Co 

PSE U 0 Research Corp 
PWR System Div PA/PI 
Pacific Gas U Electric Co 


ACCESSION 

NUMSER 


8004080117* 

8004090376* 

8004040041* 

S004070049* 

8004070422 

0004090235* 

8004090237* 

0004100219* 

6004140024 

0004140027* 

0004150062 

80041S0071* 

8004180096 

6004180143 

8004100213 

0004100482 

B0D421O19Q 

0004220081 

8004220133 

0004220219 

8004230053 

8004230060* 

B0043D0003 

8004300024* 

8004300005 

0004230032* 

8004220184 

8004220189* 

8004220193* 

8004090362 

0004290173 

8004290624* 

G0042B0627* 

0004020025 

8004030291 

8004040369 
8004070145 
0004100398 
8004 1004 U 
6004110466 

8004150029 
B004 150036 
0004160088 
8004160095 
8004170329 

8004170336 

0004230303* 

0004240407 

8004200024 

8004280020 

8004280048 
8004 U 0535 
8004210446 
6004030D01 
8004240563 

8004000499 

8004000502* 

8004090090* 

9004230514 

9004080090* 

8004200030 

0004010346 

0004140021 

0004140362 

0004150391 

8004150395* 

9004220561 

8004250006 

0004020179* 

0004000239 

80040B0239 

0004080550 

8004240086 

8004240006 

8004290500 

BOO410O474* 

0004100478* 

0004230091 

0004230101* 

9004240399* 

0004080394* 

9004290066 

0004010436 


SUBJECT 

CATEGORY 


FOIA 

50-409 P 
70-143 

70-143 

70-143 

70-143 

70- 143 
50-201 Q 

71- 249 
71-249 

50-201 R 
50-201 R 
50-201 P 
70-143 
70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

50-201 R 
50-201 R 
70-143 
70-143 

70- 143 

FOIA 

71- 9130 
71-9130 
71-9130 
FOIA 

FOIA 

50-255 F 
80-255 F 
71-9133 
ACRB 

REB 

REB 

RE8 

REB 

TOPREP 

RES 

RES 

RES 

RES 

NUREO 

KlUREO 

NUREO 

RES 

NUREO 

NUREO 

NUREO 

PR 

PR 

40-8749 

40-9743 

50-334 1 

50-334 I 
50-150 i 
50-320 It 
FOIA 

50-556 G 
50-205 P 
50-205 0 

50-205 P 
50-205 R 

50-205 R 
50-205 P 
50-205 a 
COHMISBiaN 
50-250 0 

80-250 0 

50-250 0 

50-250 0 

50-250 0 

50-514 D 

50-302 1 

50-302 I 
50-367 0 

50-367 0 

50-275 F 

50-272 P 
50-510 6 

50-275 A 



CORPORATE SOURCE INDEX 


463 


AUTHOR 

AFFiUlATION 


Pan Affltrlcan Worltf Alrw4ij«f Inc 
Pap Sufttsmt Cerp 

Pathfinder Mine* Carp 
Pannii/ lv*nl« Power &< Light Co 


Pejiftnlvenie Power Co 
Penne-v lv«t>l«r 8l«te of 


ACCESSION 

NUMBER 


8004010437 

8004010441# 

0004010441* 

0004030317 

8004040050 

0004040065* 

8004040068* 

0004040131 

0004040281 

8004040281 

8004080012 

8004080132 

8004080443 

B0040B0443 

8004000447 

0004080466 

8004080481 

0004000487* 

8004100233 

0004100233 

8004100233 

8004100244* 

0004150003 

8004150337 

0004150337 

8004150343 
8004150343 
B00415043S 
Q0041 50441* 
8004160253 

8004 160253 

B0041602S6* 

800416023*?# 

8004160260* 

8004160264* 

8004160267* 
8004160271* 
8004170076 
8004170233 
8004170236* • 

8004220406 

8004220692 

8004220697* 

8004220697* 

8004220704* 

B004220704* 

8004220716* 

8004220716* 

8004220727* 

8004220727* 

6004220737* 

8004220737* 

8004220744* 

G004220744* 

8004220751* 

8004220751* 

8004220755* 

0004220755# 

B004240384 

8004240304 

8004200373 

8004180062 

0004180069* 

8004040141 

8004040152* 

0004020291 

0004290444 

8004070362* 

8004080363 

8004080516 

8004100098* 

8004140352 

8004210335 

8004290394 

8004290394 

8004290399* 

0004290399* 

8004300374 

8004300374 

8004300383* 

0004300303* 

8004070297 

8004070298* 

8004010426 

8004070015* 


SUBJECT 

CATEGORY 


50^-275 A 
30-273 A 
50-275 A 
PRDJ 
PROJ 

50-344 T 
PROJ 

50-275 8 

50-275 A 
50-273 A 

PROJ 

PROJ 

50-275 A 
50-275 A 
50-344 P 

50-275 A 
50-133 S 
50-133 S 
50-133 1 

50-133 I 

50-133 I 
30-133 I 
50-133 0 

50-275 A 
50-275 A 

50-275 A 
50-275 A 
50-275 A 
50-275 A 
50-275 A 

50-275 A 
50-275 A 
30-275 A 
50-275 A 
50-275 A 

50-275 A 
SO-275 A 
50-275 A 
50-133 R 
50-133 R 

50-275 A 
50-275 A 
50-275 A 
50-275 A 
50-275 A 

50-273 A 
30-275 A 
50-275 A 
50-275 A 
30-275 A 

50-275 A 
50-275 A 
50-275 A 
50-275 A 
50-275 A 

50-275 A 
50-275 A 
50-275 A 
50-275 f 
50-275 f 

50-273 A 

71-96 

71-96 

XPORTLIC 

XPORTLIC 

40-2259 
40-6622 
50-307 0 

50-387 8 

50-307 8 

50-387 Q 
50-307 A 
50-320 P 
30-307 9 

50-307 9 

50-307 8 

50-307 8 

50-387 3 

30-387 9 

30-307 8 

50-387 8 

30-334 I 
50-334 I 
50-334 0 

50-320 P 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8004090186 

8004090478* 

0004090479* 

8004090480* 

8004090401* 

0004100339 

0004140074 

8004140077* 

0004140000* 

8004140004* 

8004140268 

0004210433 

8004290092 

8004290093* 

0004290101* 


PR 

50-320 I 
50-320 I 
30-320 I 
30-320 1 

50-209 G 
50-289 0 
50-289 0 
30-209 G 
30-289 0 

30-387 A 
30-209 0 
30-334 T 
50-334 T 
30-334 T 


People Againet Nuclear Energy 

Perionnel Assessment & Selection 
Service* Inc 

Peterson* Rose i. Schloerb S Seidel 
Philadelphia Electric Co 


8004160138* 

8004280026 

8004170139 

0004090176 

8004010406 


50-289 0 
50-209 G 
FOIA 

50-320 P 
50-277 P 


8004070270 

8004070270 

0004070271* 

0004070271* 

0004070311 


50-277 R 
50-277 R 
50-277 R 
30-277 R 
50-270 8 


8004080349 

0004080349 

0004080338 

0004080330 

0004000343 


50-277 P 
50-277 P 
30-277 P 
50-277 P 
30-277 P 


0004080343 

0004080343 

0004100211 

8004100261 

8004100421 


30-277 P 
50-277 P 
30-277 Q 
30-171 Q 
30-352 Q 


8004 1 40064 
8004140273 
8004140317 
0004140319* 
8004 1 50246 


50-277 Q 
50-277 P 
50-352 1 
50-352 I 
50-277 I 


8004 150250* 
8004130267 
8004150470 
8004150470 
0004 1 30360 


50-277 I 
50-171 I 
50-277 I 
50-277 I 
50-277 8 


8004160107* 

8004170228 

8004170228 

0004170230* 

8004170230* 


50-277 0 
50-277 R 
30-277 R 
50-277 R 
30-277 R 


8004170246 

8004170246 

8004170232* 

8004170232* 


50-277 P 
30-277 P 
30-277 P 
30-277 P 



464 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 

ACCESSION 

NUrlBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


B004040S86» 

50-459 

A 


0004180434* 

50-266 

R 

Pi tts'iOTgh, Univ of 

0004150074 

NUREO 



8004190446 

50-286 

S 

Pliitedu R^source^i Ltd 

00042800 A 4 

40-0698 



0004180461* 

90-206 

s 

Pollution !/ Envifonmental Prcb lems. Inc 

B004010171 

FQIA 



B004210061* 

50-2B6 

Q 

Pollution Environmental Problems 

0004150031 

50-260 

P 


8004220445 

90-333 

Q 


0OO42BO59O 

50-295 

G 


8004220741 

50-206 

6 

Porter-Get-t i Consultants, Inc 

9004140420 

50-320 

R 


8004220749* 

50-206 

S 


0004250395 

50-320 

R 


B004220767 

50-333 

6 

Portland Oenoral Electric Co 

8004010008 

50-344 

0 


0004220771* 

90-333 

S 


B004010334 

50-344 

P 


8004220787 

50-286 

0 


0004020225 

50-344 

0 


8004200552 

50-333 

S 


0004020409 

50-344 

P 


0OO42BO559* 

50-333 

8 


B004030240 

50-344 

P 


9004290476 

50-333 

S 


0004030243* 

50-344 

P 


8004290402* 

90-333 

8 


0004040063 

50-344 

T 


0004290504 

90-333 

S 


B004040073* 

50-344 

T 


0004290511* 

50-333 

6 


0004000380 

50-344 

P 


0004300041 

50-296 

Q 


B0040B0442 

50-344 

R 


0004300044* 

50-2B6 

Q 


&004080446« 

50-344 

R 

Pouer Reactor Nuclear Fuel Development 

8004020484 

XPQRTLIC 



0004080506 

50-344 

P 

Corp 








President of US St Executive Offices 

0004030335 

COKMISBION 


BQ040G0509* 

50-344 

P 






8004060542 

50-344 

Q 


B004070077* 

50-327 

H 


0004100273* 

50-344 

Q 


0004140026* 

90-155 

H 


BQ04 100459 

50-344 

P 


0004140097* 

50-339 

R 


B0O4 150440 

30-344 

S 


0004140190* 

50-339 

H 






0004210031* 

90-339 

H 


8004150442* 

50-344 

8 






8004160339 

50-514 

F 

President'! Comm for 8tud<j of Ethical 

B004300606* 

COMMISSION 


6004180361 

50-344 

P 

Prob In Ked t Dlome St Behav Research 





0004180362* 

50-344 

P 

Princeton Univ 

8004100127* 

90-3 

F 


8004100364* 

50-514 

F 

Public Interest Lau Center of Phlladelph 

0004170239 

90-320 

P 


8004180366* 

50-344 

P 


8004250370 

50-320 

P 


8004160466 

50-344 

P 


0004290269 

50-320 

P 


8004180467* 

50-344 

P 






0004180470* 

50-344 

P 

Public Laui Utilities Group 

8004230466 

90-458 

M 


8004220695 

So-344 

P 

Public Service Co of Colorado 

8004010450 

50-267 

P 






8004030130 

50-267 

Q 


B0D4280296 

50-344 

P 


8004030131* 

50-267 

0 


8004290471 

50-344 

B 


8004030132* 

50-267 

a 


600429047B* 

50-344 

8 






0004300360 

50-344 

P 


9004030133* 

50-267 

0 


0004300397 

50-344 

Q 


0004030134* 

50-267 

Q 






8004030136* 

50-267 

Q 

Potomac Alliance 

^0042602 11 

50-338 

0 


0004070286 

50-267 

P 

Pouier Authoritv of the State of Mau) York 

8004010259 

50-333 

P 


8004080399 

90-267 

F 


0004010367 

50-333 

P 






0004020219 

50-333 

J 


8004080422 

50-267 

8 


8004030216 

50-333 

6 


8004090427* 

50-267 

8 






60040B0SO3 

50-267 

6 


0004030210* 

50-333 

S 


9004060512* 

50-267 

5 


8004030267 

50-286 

Q 


8004150333 

50-267 

R 


8004030273 

50-333 

6 






BOD403027B* 

50-333 

S 


8004150336* 

50-267 

R 


8004070296 

50-333 

R 


8004150338 

50-267 

R 






8004150432 

50-267 

8 


9004070300* 

50-333 

R 


0004150438* 

50-267 

6 


8004080124* 

FOIA 



0004150542 

90-267 

8 


80040B0266* 

50-333 

0 






6004080328 

50-286 

0 


6004150592* 

90-267 

6 


9004080381 

50-296 

P 


0004150562 

50-267 

6 






6004150611* 

90-267 

8 


80040B0419 

50-333 

Q 


8004150626 

50-267 

6 


0004060473 

50-333 

P 


8004150634* 

50-267 

6 


9004080632 

50-286 

Q 






0004090123 

SO-333 

Q 


8004210166* 

50-267 

Q 


0004090310 

50-333 

R 


6004210266 

50-267 

R 






0004210271* 

50-267 

R 


8004090320* 

90-333 

R 


8004210294 

50-267 

6 


9004090354 

50-206 

0 


0004210296* 

50-267 

a 


8004090436 

50-333 

8 






8004090440* 

50-333 

8 


8004210354 

50-267 

0 


6004090452 

50-333 

Q 


8004220775 

50-267 

I 






8004220770* 

50-267 

I 


6004100434 

PR 



0004240323 

50-267 

8 


B0041 10437 

50-206 

8 


8004240320* 

90-267 

8 


B004t 10442* 

50-286 

8 






8004140398 

50-333 

8 


8004240469 

50-267 

Q 


9004140416 

50-286 

8 


6004290390 

50-267 

0 





Public Service Co of Indlanar Inc 

8004080160 

50-546 

A 


B004 140422* 

50-206 

S 


8004080168* 

90-546 

A 


0004150364 

50-333 

P 


8004090146* 

50-546 

0 


8004150458 

50-286 

Q 






8004150508 

50-333 

S 


0004100291* 

50-946 

Q 


8004170061 

50-286 

P 


0004100291* 

50-546 

Q 






60D410D371 

50-546 

0 


8004170064 

50-333 

P 


8004110556* 

50-546 

Q 


8004100343 

50-206 

P 


6004110556* 

50-546 

Q 


8004180350 

50-286 

P 






8004180369 

50-247 

P 


8004190223 

50-946 

0 


8004190389 

50-247 

P 


8004210131 

50-546 

Q 






6004290426 

90-546 

A 


8004180389 

50-247 

P 


6004300348 

50-546 

A 


8004180395* 

50-247 

P 


8004300346 

50-546 

A 


0004100395* 

50-247 

P 






0004180395* 

50-247 

P 


8004300350* 

50-946 

A 


8004180426 

50-286 

R 


6004300350* 

50-946 

A 



CORPORATE SOURCE INDEX 


4 


AUTHOR 

AFFILIATION 


Putilic SflrvicB Co of Neui Hampshi 

Public 8crvlCB Co of OklahoA^a 

Public Service Electric & Gas Co 
Jerseij 


Puget SouniJ Power it Light Co 
fl F Denoncourt 
R VI Beck it Associates 

Reillg it Like 

Rensselaer Polytechnic Inst 
Resources Publishing Co 
Reuttr^Stokesi Inc 


Rhode Iflandi State of 

Riverside Kethodist Kosp Columbus, 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 

ACCESS I QN 
NUMBER 

SUDJECT 

CATEGDRV 

8004070l0i# 

50-443 

Q 



9004220092* 

FOIA 


8004070302* 

30-443 

I 



800*J220107* 

FDJA 


8004160161 

50-556 

G 



9004220212* 

FOIA 


B004220334 

30-556 

0 



B0042202G6* 

FOIA 


B0040 10322 

50-272 

S 



9004220346* 

FOIA 







9004220444* 

fgia 


0004010331 

50-272 

R 



9004220448* 

FOIA 


0004010337* 

50-272 

R 



9004220458* 

FOIA 


8004010348* 

50-272 

S 



9004220461* 

FOIA 


9004010356 

50-272 

S 



9004220463* 

FOIA 


B004010370* 

50-272 

S 






B0040 10439 

50-31 1 

A 



B004220523* 

9004220532* 

FOIA 

FOIA 


8004010443 

50-311 

A 



9004220539* 

FOJA 


0004010447 

50-311 

Q 



9004220548* 

FOIA 


800401044? 

9004010493 

30-311 

SO-311 

A 

A 



9004220562* 

FDIA 







0004220567* 

FOIA 


9004040282 

30-311 

A 



SDD4220573* 

FOJA 


0004040313 

50-31 1 

A 



B004220602* 

FOIA 


0004040317 

50-272 

8 



0004220606* 

FOIA 


8004040324* 

50-272 

S 



BOD4220609* 

FQIA 


9004070225 

50-272 

I 











9004220612* 

FOIA 


0004070230 

50-31 1 

A 



9004220625* 

FOIA 


9004080114* 

50-334 

8 



9004220629* 

FOIA 


0004080318 

50-272 

Q 



B004220635* 

FOIA 


B004080390 

50-272 

P 



8004220644* 

FOIA 


0004000525 

50-272 

B 









Rochester 

Oas L Electric Corp 

8004010335 

50-244 

P 

8004090533* 

50-272 

S 



0004090445 

50-244 

Q 

8004090317* 

50-355 

8 



8004100461 

50-244 

P 

0004100157* 

50-354 

0 



9004110195 

50-244 

F 

8004100247 

50-272 

Q 



8004130331* 

50-244 

P 

8004100256 

50-272 

Q 











0004150332* 

50-244 

P 

8004100613* 

50-311 

8 



0004150334* 

50-244 

P 

800411 0305 

50-311 

A 



0004150335* 

50-244 

P 

8004110426 

30-311 

A 



0004150300 

50-244 

R 

0004110431 

50-31 1 

A 



0OO415O3B4* 

50-244 

R 

0004110460 

30-311 

A 











0004150434 

50-244 

P 

8004110474 

50-311 

A 



0004150459 

50-244 

P 

8004110475* 

50-311 

A 



0004150502 

50-244 

I 

0004110492 

50-272 

6 



0OO41SO4S8 

50-244 

S 

0004110494* 

50-272 

S 



0004180471* 

50-244 

8 

0004110497 

50-272 

Q 











0004220110 

50-244 

P 

8004110SOO* 

50-272 

Q 



0DO423OQO3 

50-244 

Q 

0004140320 

50-272 

S 



0004230371 

SO-244 

P 

8004140323* 

50-272 

9 



0004230372 

50-244 

3 

8004140409 

50-272 

6 



8004230309 

50-244 

P 

8004140412* 

50-272 

B 











8004290370 

SO-244 

P 

0004150030* 

50-272 

Q 



8004290381* 

50-244 

P 

0004150252* 

50-277 

1 



8004300227* 

50-244 

0 

0004150386 

30-272 

R 



8004300407 

50-244 

Q 

8004150309* 

50-272 

R 

Rockland 

Mobllitatlon for Survival 

0OO4OSO2O6* 

50-3 

U 

8004150469* 

30-311 

0 









Rockwell 

International Corp 

8004020389 

REOOD 


0004150553 

30-272 

8 



EIOO4O40J 03 

XPDRTLIC 


0004150550* 

50-272 

S 






0004160246 

50-272 

0 






0004160249 

50-272 

Q 

Roc kwel 1 

Inte 




8004 170060 

50-272 

P 

Systems 

Dlv 




0004170062 

50-272 

P 

Rocky Kountal*- 




0004230338 

50-311 

P 






0004240365 

50-311 

F 






0004240377 

50-311 

F 






8004240494 

50-272 

0 






0004240494 

50-272 

Q 






0004250224 

50-354 

0 






0004250366 

50-272 

P 






80042SD366 

50-272 

P 






8004250393 

50-311 

A 






60042B0124* 

50-272 

Q 






B0042B0174* 

50-354 

9 






8004280207 

50-272 

0 






0004280225 

50-272 

8 






800429048? 

50-272 

R 






0004290497* 

50-272 

R 






8004300489 

50-272 

0 






8004030351 

PR 







8004210366* 

30-320 

P 






0004100357* 

CONTRACT 







8004100041 

PR 







8004300320* 

50-225 

0 






0004070016 

FOIA 







8004100543 

REOOD 







8004220210 

REOOD 







0004100494 

PR 







0004 160055 

PR 







7911140251 

Docket 30 






8004220075* 

FOIA 









CORPORATE SOURCE INDEX 


AUTHDFl 

ArriLIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


300421025'? 

50-312 

S 


8004180016* 

COMMISSION 


00042102*2* 

50-312 

s 

Berate* Foreign Relations Cofnmtttee 

8004080323* 

COMMISSION 


3004210314 

50-312 

p 

Shduj. Pittman* Potts It Troubndge 

B004010519 

50-400 

0 


30042205*3 

90-312 

p 


8004020202 

50-239 

G 


3004220709 

50-312 

p 


6004080195 

50-239 

0 


3004220731 

50-312 

5 


6004000200* 

30-239 

0 


3004230493 

50-312 

P 


B0040Q042S 

30-209 

G 


3004230523 

50-312 

F 


B0040B0705 

50-312 

G 


8004270330 

90-312 

P 


BOD40B0720 

50-209 

0 


3004270454 

50-312 

9 


8004090096 

50-209 

G 


00042704*5* 

50-312 

S 


8004090201 

50-209 

0 


80042704B5 

50-312 

S 


3004090289 

80-239 

0 


3004270491* 

50-312 

s 


a004070293» 

50-209 

0 


3004270524* 

50-312 

p 


0004100010 

50-289 

0 


3004300421 

50-312 

9 


0004 1000 15* 

50-209 

0 


3004300433* 

50-312 

0 


6004100090 

PR 


San Antonio^ TX 

3004070421 

50-493 

M 


B004 100277 

50-209 

G 


3004070421 

50-493 

M 


6004100205* 

50-209 

Q 


3004100442 

50-493 

N 


6004100308 

50-209 

G 


3004100442 

50-493 

M 


6004100435 

50-209 

0 


9004100444* 

50-498 

M 


9004100436* 

50-289 

0 


3004100444* 

50-493 

M 


8004100437* 

50-239 

0 


8004100447* 

50-493 

M 


6004100464 

50-209 

0 


3004100447* 

50-493 

M 


6004100479 

50-289 

0 


3004110024 

50-493 

M 


0004100549 

50-209 

0 


3004110024 

50-490 

M 


30041005*6 

50-209 

0 

San DUgo Caa EHectrlc Co 

3004070224 

PRM 



8004110029 

50-289 

0 

San Lux f Obispo Mothers far Peac« 

8004210322 

50-275 

G 


0004110077 

50-289 

0 

San Luts Qb 1 spo. CA 

3004200945* 

50-320 

H 


8004110065 

50-289 

0 

Santfia Laboratories 

3004030377 

PR 



0004110100 

50-289 

0 


B0040302B1 

PR 



0004110155 

50-289 

0 


3004030334 

PR 



8004110162* 

50-289 

0 


80040 302B7 

PR 



600411051* 

50-239 

G 


3004030338 

PR 



6004110561 

50-209 

0 


3004070413 

RES 



6004110567* 

50-207 

0 


3004100028 

NUREG 



6004140004 

50-209 

0 


3004100319 

NUREG 



3004140007* 

50-209 

0 


3004110051* 

90-3 

P 


8004140013* 

50-289 

0 


3004150022 

NUREO 



6004140017* 

50-209 

0 


8004150028 

NUREO 



6004140017* 

50-269 

0 


8004 190033 

NUREO 



0004140023* 

50-289 

0 


3004150049 

NUREO 



BP04140028* 

50-239 

0 


30041500** 

RES 



6004140033* 

50-289 

0 


8004150074 

NUREO 



B00414003B* 

50-209 

0 


3004 1 50078 

NUREO 



0004140045* 

50-207 

0 


0004240454 

NUREO 



6004140051* 

50-289 

0 


Q004240464 

NUREO 



S004 140057* 

50-289 

0 


8004240505 

50-29* 

P 


6004140062* 

30-209 

0 


8004240921 

TOP REP 



60041400*5* 

50-289 

0 


8004240923 

TCP REP 



6004170273 

50-289 

0 


6004240527 

TQPREP 



8004170201* 

50-209 

0 


8004240949 

TOPREP 



G0042100B5 

50-320 

0 


8004280034 

NUREO 



8004210235 

50-209 

G 


8004280035 

NUREO 



6004210250* 

50-209 

0 


8004280206* 

REVIEW ORP 


0004210421 

50-209 

0 


B 004300 574 

RES 



6004220008 

50-320 

0 

Sargent 4 Lotid<g» Inc 

8004100S4* 

REQOO 



6004220102 

50-320 

0 


8004290474* 

TOPREP 



6004220405 

50-320 

0 

Sargent I nduatr i e-Si Sueene^ Div 

800402023* 

XPORTLIC 



6004230001 

50-209 

0 

Sassafras. Audubon Sotiety 

8004020490 

50-54* 

H 


0004230030 

50-209 

0 

• U D 

8004010294 

50-3*7 

0 


0004230090 

50-312 

0 


8004010300* 

50-367 

0 


6004230097 

50-289 

0 

• ^sj Inc 

8004030037* 

CONTRACT 



6004230127 

50-289 

0 


800404013** 

CONTRACT 



6004230131 

50-289 

0 


80043000*9* 

50-337 

0 

Bheldon* Harmon * Welti 

790*010113 

50-334 

8 


3004180500* 

50-302 

I 


6004020091 

50-3 

0 

d 

8004280045 

XPDRTLIC 



6004020091 

50-3 

0 


0OO42BOO53* 

XPDRTLIC 



6004020091 

50-3 

0 

bivei Inc 

80041804*9* 

50-302 

I 


6004020097* 

50-3 

0 


7909140279 

MIBC 



0004020097* 

50-3 

0 


1* 

50-209 

u 


6004020099* 

50-3 

0 


1* 

50-407 

u 


80040803*4 

50-443 

0 


« 

40-1341 



0004000375 

50-209 

Q 



PR 



3004080416 

50-336 

0 



50-10 

u 


3004080678 

50-289 

0 



50-407 

u 


3004080*95 

50-3 

F 



90-2*6 

u 


3004100100 

50-3 

F 



iI8C 



3004100299 

70-143 




50-287 

H 


30041005*2 

50-269 

0 



50-320 

U 


3004110045 

50-3 

P 



50-445 

H 


3004150101 

50-574 

0 



50-309 

H 


30041*0131 

50-269 

0 



:aMMlSSlQN 


60041*0130* 

50-209 

0 



10-1341 



80042204*2 

50-247 

E 



?0-l43 



300428002* 

50-209 

0 



CORPORATE SOURCE INDEX 


467 


AUTHOR 

AFFILIATION 


Shorehatn Dpponentt Coalition 
Sigma Chemical Co (sLrb« of Stgiria-Aldr i 
ch Corp > 


Sinnissippi Alliance for the Environment 
iSAFEl 

Stuall Business Administration 


Social Research Applications Corp 
Source Production U E<igipment Co , Inc 
South Carolina Electric ^ Oas Co 


South Carollnai State of 

South Mississippi Electric Power 
Association 

Southern California Edison Co 


ACCESSION 

NUMBER 


8004310009* 

8004040107 

G004210090 

0004210092 

B004300454 

8004100027 

800400024 Id 
0004100194# 
8004100576# 
8004210119# 

0004070140# 
8OO4OBOO50 
6004030035# 
0004020078 
0004 020201 

0004020292 
0004020331 
8004020322* 
8004030175 
00040301 7Btt 

8004040467 

0004100357 

0004100403* 

8004140161 

0004140174 

8004150501 

0004150540 

0004160110 

0004170004 

6004170005 

0004220049 

8004220455 

80042204S9* 

0004250404 

0004250429 

0004200490 

0004300119* 

0004300470 

0004300561 

0004250072* 

0004090350* 

0004020049* 

6004020327 

0004030140 

0004030141* 

0004030145# 

□004030101 

B004030181 

8004070330 

0004070330 

0004070342* 

8004080393 

0004080395 

0004000395 

8004000477 

0004080403* 

0004080491 

0004000498* 

0004000504* 

0004080537 

0004090208 

8004090326 

0004100477 

0004100500* 

8004100537 

0004150345 

0004150347* 

8004150449 

0004150530 

0004150530 

8004150546* 

0004150546* 

0004180450 

0004180454* 

8004210254 

0004210257* 

B004210270 

8004210273# 

0004220446 

0004220503 

0004220634 

0004230302* 


SUBJECT 

CATEOORY 


50-322 G 
XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-454 O 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 
71-102 
50-395 Q 
30-395 K 
50-395 Q 

50-395 S 
30-395 S 
50-395 B 
50-395 
50-395 K 

50-393 0 

50-399 0 

50-395 Q 
50-361 R 
50-399 S 

90-393 6 

50-399 8 

50-395 0 

50-395 S 
50-395 S 

50-395 8 

50-395 a 
50-395 Q 
50-395 S 
50-393 S 

30-393 S 
50-395 0 

50-399 Q 
50-395 S 
State Prog 

50-416 A 

30-361 0 

50-206 P 
50-206 P 
50-206 P 

30-206 P 
90-361 A 
50-361 A 
50-206 n 
50-206 R 

50-206 R 
50-206 F 
50-206 F 
30-206 F 
50-206 3 

50-206 8 

50-206 P 
50-206 P 
90-206 P 
50-206 S 

PROJ 

90-206 P 
50-361 G 
50-361 S 
50-361 0 

50-206 R 
50-206 R 
50-206 P 
50-361 S 
50-361 9 

50-361 S 
50-361 S 
50-206 8 

90-206 9 

50-206 S 

50-206 S 
50-206 S 
50-206 3 

30-206 P 
30-206 P 

50-206 P 
PRQJ 


AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEGORY 


0004230317* 

PROJ 



0004230335 

50-206 

S 


8004230494 

50-206 

P 


0004240394 

50-206 

P 


0004240395* 

90-206 

P 


8004250410 

50-206 

8 


0004280420* 

50-206 

S 


0004290640 

50-361 

A 


8004290640 

90-361 

A 


000430001 1 

50-361 

A 


800430001 1 

50-361 

A 


0004300363 

50-206 

F 

Southern Co Services. Inc 

8004300375 

50-361 

0 

8004150427 

50-424 

s 


0004250390 

50-321 

p 

Southwest Fabricating Welding Co 

6004290023* 

QA999 


(sub* of lU International Corp J 
Southwest Research Institute 

0004040200* 

SO-341 

A 


800404029S* 

50-317 

Q 


0004040296* 

50-317 

Q 


9004040301* 

50-317 

Q 

Southwest Research and Information Center 

8004230148 

WASTE MOT 

Southwest Texas Electric Cooperative 

0004240043 

50-445 

M 


0004240043 

50-445 

M 


8004240043 

50-445 

H 


8004240043 

50-445 

M 


0004240053 

30-445 

M 


B0042400S3 

50-445 

M 


8004240053 

50-4 45 

M 

Spiegel HcOiarmid 

8004240053 

50-445 

M 

0004000044 

90-445 

M 


B0040G0445 

PRDJ 



8004090185 

SO-445 

ri 


8004090105 

90-445 

M 


0004090185 

50-44 5 

M 


0004090363 

50-416 

M 


0004090368* 

50-416 

M 


8004090434 

50-44 5 

M 


0004090434 

50-44 3 

Mi 


0004090434 

90-44 9 

K 


6004100426 

50-445 

M 


B004100433 

60-445 

M 


8004100433 

50-449 

M 


8004100433 

50-445 

M 


8004100547 

PRQJ 



8004100556 

PROJ 



8004190032 

50-445 

M 


8004150032 

50-445 

M 


0004 1 50032 

50-449 

M 


6004190032 

50-445 

M 


8004150050* 

90-449 

M 

Bt 




Qti 

01 





bCate.Oept nfi Bureau 

of Oceans L 

8004010470* 

SECY 


Internatl Environ 

Scientific Affairs 

8004020368 

XPORTi-lC 




0004040147 

XPORTt.IC 




80040901 IB 

XPORTUIC 




8004080126 

XPDRTUrC 




0004080131 

XPORTLIC 




B0040B013B 

XPORTLIC 




0004100044 

XPORTLIC 




8004100058 

XPORTLIC 




8004100060 

XPORTLIC 


Steel. Hector i Davie 


B004020003 

50-309 

0 



0004020265* 

50-3B9 

0 



8004170330 

90-250 

0 

Stone ^ Webster Engineering Corp 

8004030128* 

SO -200 

P 



6004040057* 

50-450 

s 

Stone Cl Webster. Inc 


B004290474* 

TGPREP 


Starch Engineers 


0004020418* 

SO-213 

F 



0004020424* 

50-213 

F 

Suffolli Countg. NV 


0DO4 100046* 

PR 




8004100046* 

PR 




468 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


600<1100440 

90-322 

T 


800410044) 

PR 



8004100450# 

30-516 

T 


0004100450# 

90-316 

T 


8004100460# 

50-516 

T 


8004100460# 

50-516 

T 


8004100472* 

50-516 

T 


8004100472# 

50-516 

T 

Su^iiuehanna Alliance 

8004090463 

PR 


Susquehanna Environmental Advocates 

8004230006 

50-387 

0 

Sueden 

8004030298 

PR 



8004280488# 

COMMISSION 

Ta llahaisei FL 

8004 180503# 

50-302 

I 

Tech/Op* <Technlcal Operations^ Inc ) 

S0041 00536 

REOOD 



8004200129 

71-9039 



8004280133# 

71-9039 


Technasioc latest Inc 

8004100376# 

CONTRACT 



B004210119# 

CONTRACT 


Technologic Tor Energy Corp 

6004300612 

50-320 

T 

Teknetron Researchj Inc 

8004060618 

CONTRACT 


Teknekron# Tnc 

8004180197# 

COMMISSION 

Teledyne Isotopes 

B004040406# 

50-290 

R 


8004160495 

XPORTLIC 


Teledyne Wah Chang Albany 

8004060090 

XPQRTLIC 



8004090345 

XPORTLIC 


Tennessee Valley Authority 

9004010320 

NUREO 



8004010360 

90-327 

0 


8004010371# 

90-327 

S 


6004010374 

50-327 

0 


8004010379 

50-327 

8 


B0040 10379# 

90-327 

0 


6004010381# 

50-327 

8 


8004010393 

50-296 

8 


8004010399 

50-327 

8 


B004010402# 

50-296 

0 


0004010403# 

50-327 

8 


8004010400 

50-327 

P 


6004010433 

90-327 

8 


8004010440# 

50-327 

8 


8004010451 

50-259 

S 


8004010498# 

50-259 

8 


0004010460 

90-260 

8 


0004010464 

50-327 

9 


8004010466# 

SO-260 

8 


8004010479# 

50-327 

8 


8004010407 

90-259 

8 


8004010491# 

50-259 

8 


0004010502 

50-327 

8 


8004010506# 

50-327 

6 


0004020193 

90-593 

A 


8004020197# 

50-553 

A 


8004020197# 

50-553 

A 


8004020203# 

90-993 

A 


8004020203# 

90-953 

A 


8004020204# 

90-593 

A 


8004020204# 

90-393 

A 


8004020207# 

90-353 

A 


8004020249# 

80-259 

Q 


50-327 S 
8 


8 

S 

8 

8 

3 

3 

3 

S 

A 


AUTHOR 

AFFILlATfON 


ACCESSION 

NUMBER 


8004020440 

8004030447# 

8004030323 

8004030233 

8004030349 

B004040iaU 

8004040377 

8004040377 

8004040391# 

8004040391# 

8004070280 

8004070289# 

8004070360 

8004070363# 

8004080207 

B0040B0210# 

B0040B0519 

8004080526# 

8004080553 

8004080616 

8004080622# 

0004090160 

8004090228 

B004090228 

8004090333 

B004090336# 

0004090418 

8004090426# 

B004090429 

0004090433# 

8004090453 

B004090457# 

8004100294 

8004100364 

8004100364 

8004100364 

8004100495# 

8004110186 

8004110425 

8004110425 

8004140327 

8004140332# 

8004140388 

8004140428 

0004140432# 

8004140433 
8004140436# 
8004150392 
B0041 50396# 
B004 150402 

8004150408 

8004150413 

8004150413 

6004150414 

8004150414 

8004150414 

8004150414 

8004150417# 

8004150417# 

B004150417# 

8004150417# 
80041 504 16 
8004150423 
8004150423 
8004150423 

8004150437 
B0041 50437 
B004 150450# 
8004150450# 
8004150485 

8004150485 

8004150494# 

0004190494# 

8004150500 

8004150512* 

8004150515 
6004150522# 
0004150523 
B0041 50525 
0004150928 

8004150S33# 

8004130535* 

8004150536# 

8004150539 

8004I50S47* 


SUBJECT 

CATEGORY 


50-327 8 

50-327 S 
50-327 8 

50-327 8 

50-327 S 

50-259 Q 
50-430 8 

50-430 8 

50-438 e 
50-438 3 

50-260 8 

50-260 8 

TOPREP 
TOPREP 
40-1341 

40-1341 
30-327 8 

90-327 8 

50-553 A 
50-327 S 

50-327 0 

PR 

50-327 P 
50-327 P 
50-327 8 

50-327 S 
90-327 8 

90-327 S 
90-327 8 

50-327 8 

50-327 S 
50-327 S 
PR 

50-257 Q 
50-259 0 

50-259 Q 
90-566 Q 
50-327 F 
50-390 A 
50-390 A 

50-327 P 
50-327 P 
OEN TEC 18 
50-327 8 

50-327 S 

90-260 8 

50-260 8 

50-553 R 
50-533 R 
50-327 8 

90-327 S 
90-390 S 
50-390 8 

50-510 8 

50-518 8 

50-518 8 

90-510 8 

50-518 8 

50-510 8 

50-518 8 

50-518 8 

50-327 8 

90-299 P 
90-259 P 
90-259 P 

90-390 8 

50-390 a 
50-390 B 
90-390 8 

50-533 6 

50-953 8 

90-953 S 
50-553 8 

90-327 8 

50-327 8 

50-260 8 

50-260 6 

30-299 8 

50-299 S 
50-327 8 

90-327 8 

90-259 a 
50-259 8 

50-327 S 
50-327 S 



CORPORATE SOURCE INDEX 


469 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMDER 


8004150351 
0004150551 
0004 130554 
0004150557 
0004130557 

0004 130557 
0004150557* 
0004150557* 
B0041 50565* 
0004 150573 

0004150505* 
0004150609 
0004 150600 
8004150615* 
0004150613* 

0004160216 

9004160216 

8004160210* 

8004160218* 

8004160294 

8004160271 
8004160296* 
8004170026 
0004170031* 
8004 170065 

8004170065 

0004170067* 

0004170067* 

0004170069 

0004170073* 

8004170134 

8004170140* 

0004170140 

0004170155* 

0004170213 

0004170225 

0004170227* 

8004170229* 

8004170229* 

0004170231* 

8004170231* 

8004170234* 

0004170234* 

0004180106 

0004100106 

8004 1801 06 
0004100106 
0004180106 
0004100236 
6004100256 

0004180264* 

0004180331 

0004100337* 

8004100365 

0004180367* 

0004180377 

0004180377 

0004100381* 

8004100381* 

8004100391 

0004180394* 

8004180399 

0004100407* 

8004100444 

8004180444 

8004100451 

8004100452 

8004100456* 

0004180457* 

8004180460 

8004100465* 

9004210178 

0004210170 

0004210170 

6004210109* 

8004210202 

0004210202 

0004210205* 

0004220340 

8004220340 

0004220340 

0004220349* 

0004220347* 

8004220347* 

9004220358* 


SUBJECT 

CATEGORV 


50-327 P 
50-327 P 
50-327 S 
30-259 P 
SO-259 P 

50-237 P 
50-327 P 
50-327 P 
50-327 S 
50-259 S 

50-259 S 
50-327 P 
90-327 P 
50-327 P 
50-327 P 

50-510 S 
50-518 5 
50-519 S 
S0-51B S 
50-327 S 

90-430 S 
50-430 S 
50-327 S 
50-327 S 
50-327 K 

50-327 K 
90-327 K 
50-327 K 
50-327 P 
50-327 P 

50-327 P 
50-327 P 
50-327 P 
50-327 Q 
50-390 A 

50-327 F 
90-327 F 
50-327 F 
50-327 F 
50-327 F 

50-327 F 
50-327 F 
50-327 F 
50-320 Q 
90-328 0 

50-320 Q 
50-320 Q 
90-320 0 
90-593 A 
90-553 A 

50-553 A 
50-390 R 
50-390 R 
50-320 9 
90-320 9 

50-390 S 
50-390 8 
50-390 8 
90-390 8 
50-327 R 

50-327 R 
90-327 8 
90-327 S 
50-390 S 
50-390 S 

50-260 B 
50-276 S 
50-296 B 
50-260 S 
50-327 S 

50-327 S 
50-259 0 
50-299 0 
50-259 0 
50-953 Q 

50-327 P 
50-327 P 
50-327 P 
50-259 P 
50-259 P 

50-259 P 
90-299 P 
50-259 P 
50-259 P 
90-259 P 


AUTHOR 

AFFILIATICN 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8004220420 

50 

-438 

S 

8004220523 

SO' 

-259 

P 

G004220523 

50-259 

P 

Q004220533 

50-259 

P 

B004220533 

50-257 

P 

8004220541 

50' 

■»430 

8 

8004220941 

50-430 

S 

8004220546* 

50-436 

s 

B004220546* 

50-438 

s 

8004220667 

50-260 

S 

0004220600* 

50-260 

s 

0004220606 

50-257 

s 

8004220690 

50-327 

s 

8004320679* 

50-259 

3 

8004220707* 

50-327 

S 

0004220715 

50-327 

S 

3004220722* 

50' 

■327 

s 

8004220724 

50-518 

8 

8004220724 

SO- 

-510 

S 

8004220724 

50-518 

s 

8004220724 

SO-513 

6 

8004220724 

50-918 

S 

G004220724 

SO- 

-510 

s 

8004220742 

SO- 

-259 

s 

8004220750* 

50- 

-257 

G 

0004220753 

50-327 

s 

8004220757* 

50- 

■327 

s 

8004220764* 

50- 

-510 

s 

8004220764* 

90- 

-510 

s 

8004220764* 

50- 

-51B 

s 

0004220764* 

50-510 

5 

0004220764* 

90- 

•910 

8 

6004220764* 

50- 

■510 

S 

0004230347 

50- 

*553 

Q 

0004230380 

go- 

■430 

S 

0004930360 

so- 

■430 

S 

0004230382* 

so- 

-430 

s 

0004230302* 

50" 

■438 

s 

0004230503 

50-430 

8 

0004230503 

50- 

■430 

S 

GO 04230 506 

50-257 

P 

8004230507* 

30- 

■430 

s 

B004230507* 

50- 

-430 

8 

□004230527 

50- 

■430 

8 

0004230527 

S0-43B 

3 

0004230529* 

50- 

-438 

S 

0004230929* 

50-430 

s 

8004240306 

50- 

■438 

s 

8004240386 

50-430 

s 

8004240308* 

50- 

-430 

5 

8004240388* 

50-430 

3 

8004240405 

50- 

-390 

8 

0004240411 

50-259 

R 

S004240415* 

SO- 

■297 

R 

8004230374 

SO- 

■966 

S 

8004250374 

50-966 

s 

8004250379# 

30-966 

s 

0004250379* 

SO-966 

s 

0004250300 

50- 

■438 

s 

8004250300 

50- 

■430 

0 

0004250384* 

50- 

-438 

S 

8004250304* 

50-438 

s 

8004250396 

SO-259 

s 

8004250405 

50-966 

Q 

0004250405 

50- 

■966 

0 

0004230400* 

SO- 

-239 

S 

0004250413 

50- 

-370 

S 

B0042S0413 

50-370 

s 

B0042S0424* 

30-370 

s 

B004250424* 

SO-370 

B 

8004250431 

50- 

-956 

S 

8004250431 

50-956 

8 

0004250432* 

SO- 

-556 

a 

B004250432* 

SO - 

-556 

a 

0004260001 

50- 

-257 

0 

8004200056 

40-1341 


8004200060* 

40- 

-1341 


0004280170 

50-259 

Q 

0004280170 

SO- 

-S59 

Q 

0004200170 

SO- 

-2S9 

Q 

0004280229 

50-327 

p 

0004200300 

SO- 

-390 

s 

0004280380 

50-390 

s 

0004200432 

50-430 

8 

0004200432 

50-430 

8 
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AUTHOR 

AFFILIATION 


Electric Service Co 


T«kos ln&trutnent«i Inc 

Tbkos Public Interest Research Group 

Tenes Utilities Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

a0042a0436« 

50-438 

8 


8004090175 

90-449 

M 

e004S8043£i« 

50-438 

S 


0004090180 

50-449 

H 

6004280428 

3O-'430 

s 


8004090180 

50-445 

M 

8004280436 

50-436 

s 


6004090180 

50-445 

M 

8004280442# 

30-438 

s 


8004090180 

50-445 

M 

8004280442* 

50-430 

5 


8004100221 

50-445 

M 

8004280453 

50-326 

6 


6004100221 

90-445 

M 

8004280458* 

50-326 

6 


8004100221 

50-445 

M 

8004280470 

50-327 

8 


8004100221 

90-445 

M 

600426049^* 

50-327 

6 

Texas Utilities Oetierating Co 

8004010147 

50-445 

0 

6004280503 

50-518 

S 


8004010295 

90-445 

S 

6004280505* 

50-518 

S 


8004010295 

50-445 

S 

8004280506 

50-566 

n 


8004010296 

50-445 

8 

6004280510* 

30-566 

R 


9004010296 

50-445 

S 

8004260516 

50-436 

8 


8004010299* 

90-445 

8 

0004280516 

50-436 

B 


8004010299* 

90-445 

8 

6004260524* 

30-430 

3 


8004030259 

50-445 

M 

6004260524* 

30-430 

8 


8004040003* 

50-445 

Q 

B0042B0536 

50-390 

S 


8004040068 

50-443 

0 

6004280537 

50-390 

8 


8004040101* 

50-445 

Q 

6004280544* 

50-390 

8 


0004070270 

50-449 

8 

8004280548 

50-390 

S 


6004060221 

50-445 

0 

0004280546 

50-390 

8 


8004080638 

50-445 

M 

0004260593 

50-259 

S 


8004100525* 

90-445 

M 

8004280590* 

50-259 

S 


8004150001 

50-445 

A 

8004290290 

50-327 

P 


8004150001 

90-445 

A 

8004290290 

50-327 

P 


0004150199 

50-445 

8 

8004290296 

50-390 

s 


6004150199 

50-449 

S 

0004290311 

50-327 

s 


8004150202* 

50-445 

8 

6004290316* 

50-327 

8 


6004150202* 

90-445 

5 

8004290329 

50-320 

8 


8004160239 

90-445 

K 

8004270335* 

50-320 

S 


8004160239 

90-445 

K 

8004290346 

50-320 

S 


6004 1 60243* 

50-445 

K 

8004290346 

50-326 

6 


8004160243* 

50-445 

K 

6004290346 

50-320 

S 


8004160477 

PR 


8004290333* 

30-320 

B 


8004220021 

50-449 

M 

8004290353* 

50-320 

6 


8004220021 

90-445 

M 

6004290353* 

30-326 

8 


8004220021 

90-445 

M 

6004290379 

50-259 

Q 


8004220021 

50-445 

M 

0004290379 

50-259 

0 


8004220423 

90-449 

8 

8004290379 

50-259 

Q 


6004220426 

90-449 

K 

6004290379 

50-259 

0 


0004230041* 

50-445 

M 

0004290400 

30-327 

0 


B004230041* 

50-445 

M 

8004290400 

SO-327 

Q 


8004230041* 

50-445 

M 

8004290406* 

50-327 

0 


8004240071* 

50-449 

M 

8004290433 

50-327 

6 


8004240071* 

50-449 

M 

6004290446* 

50-327 

B 


8004240173 

90-449 

M 

8004290453 

50-390 

A 


8004240424* 

90-445 

0 

8004290453 

50-390 

A 


8004240424* 

90-449 

0 

8004290455 

30-326 

6 


6004240562 

90-449 

M 

0DO429O45B* 

50-390 

A 


8004240562 

90-445 

M 

8004890456* 

50-390 

A 


8004240562 

50-445 

M 

8004270461* 

30-326 

8 


0004240562 

90-445 

M 

0004290462* 

50-390 

A 


8004250049 

90-449 

M 

6004290462* 

30-390 

A 


8004250049 

90-445 

M 

0004290467* 

50-390 

A 


0004280189 

90-956 

0 

6004290467* 

50-390 

A 


0004280189 

90-996 

0 

6004290513 

71-227 



8004290250 

90-445 

8 

8004290515 

50-327 

6 


6004290250 

50-445 

6 

0004290516* 

71-227 



G004290254* 

90-449 

8 

8004290519* 

SO-327 

9 


0004290254* 

50-445 

8 

0004300096* 

50-566 

0 


0004290271 

90-449 

B 

0004300341 

50-327 

P 


0004290271 

90-449 

0 

0004300341 

50-327 

P 


6004290411 

90-445 

B 

8004300390 

50-516 

S 


0004290411 

90-449 

S 

8004300390 

50-510 

8 


8004290430 

90-449 

8 

6004300390 

50-518 

8 


6004290430 

90-449 

8 

8004300390 

50-518 

6 


8004290437* 

50-449 

8 

8004300397* 

50-516 

8 


8004290437* 

90-449 

8 

8004300397* 

50-51B 

a 


8004290521 

90-449 

A 

8004300397* 

50-510 

8 


8004290634 

90-449 

A 

6004300397* 

50-510 

8 


8004290634 

30-445 

A 

8004300474* 

50-390 

0 


8004300526 

50-445 

A 

8004100534 

50-445 

h 


8004300526 

90-445 

A 

8004100545 

50-445 

M 

Texaii State of 

8004030344 

90-449 

M 

8004040408* 

50-220 

fl 


8004030344 

50-445 

M 

8004230035 

50-466 

Q 


0004030344 

90-443 

M 

B004Q60247 

50-445 

M 


8004030344 

50-445 

M 

8004090164 

50-445 

M 


8004030360 

50-449 

M 

8004090164 

50-445 

« 


8004040076 

90-449 

M 

8004090164 

50-445 

M 


8004060044 

90-449 

M 

8004090164 

50-445 

M 


8004090185 

50-449 

M 

8004090175 

50-445 

H 


0004090185 

90-445 

M 

8004090175 

50-445 

M 


8004090169 

50-445 

M 

8004090175 

50-445 

« 


0004090189 

90-449 

M 



CORPORATE SOURCE INDEX 


471 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


0004090434 

50-445 

M 


BOO4I0OO93 

70-1426 


8004090434 

go-445 

M 


8004310075 

70-2478 


0004090434 

50-445 

M 

Transportat ion. Dept of 

80041S0429 

50-280 t 


0004090434 

50-445 

« 

U 6 Court of Appeals 9th Circuit 

8004090107 

50-312 ( 


0004140201 

50-466 

C 

Underwriters Laboratory 

0004250022* 

CONTRACT 


0OO414O4<£i3 

50-490 

A 

Union 76 Minerals Exploration Co 

3004070262 

40-0584 

Unlv of 

0OO424O41^» 

50-120 

R 

Union Carbide Corp 

3004020169 

HASTE MOT 


0004240420# 

50-120 

R 


3004000270 

WASTE MOT 

TetasrUnw of. Cancor Center 

0004220130* 

FOIA 



0004000540 

90-54 f 

Te n^t-Loui e i And Electric Cooperative) Inc 

0004080010 

50-445 

M 


B0040B0591* 

50-54 f 


0004000559 

50-445 

M 


8004090347 

40-299 


0004090427 

50-445 

M 


8004090375 

90-54 f 


00042400^1 

50-445 

M 


8004090300* 

50-34 F 


0004240061 

50-445 

M 


8004100042 

70-607 


0004240061 

50-443 

H 


8004290161 

FOIA 


0004240071* 

50-449 

M 

Union Electric Co 

8004030200 

50-403 £ 


0OO424OD71* 

30-445 

M 


8004040362 

50-403 £ 


0004240071* 

50-445 

M 


8004040360* 

90-403 £ 

Tha Analytic Sciences Corp 

0004300279 

PR 



8004110329* 

50-403 C 

The Prei* Binnhamp ton. NY 

8004230011 

FOIA 


Union of Concerned Scientists 

8004020099# 

50-3 C 

Three Mile Island Alert 

0004030170 

30-209 

0 


0DO4O0O67B 

90-209 C 


0004040229 

90-209 

0 


8004100562 

50-209 C 


8004080139 

50-209 

0 


8004150101 

50-574 C 


0004080146* 

50-289 

0 


8004210072 

50-320 C 


8004000190* 

50-289 

0 

United Nuclear Corp 

8004070242 

40-8602 


8004000167* 

90-2B9 

0 

United Nuclear Corp . UNC Recovery 

8004100020 

70-820 


0004000176* 

50-289 

0 

Bystems Olv 




8004220011 

50-209 

0 


8004180046 

70-820 

Toledo Edison Co 

8004010419 

50-346 

F 


8004180392 

70-820 


8004010427* 

50-346 

F 


8004220177 

70-B20 






8004230533 

70-820 


0004020135 

50-346 

Q 





8004040495 

90-346 

0 


8004240160 

70-820 


0004080914 

50-346 

P 

United Nuclear Corp .Naval Products Div 

8004090154 

70-371 


8004090424* 

90-346 

Q 


8004210063 

70-371 


8004100091* 

90-346 

0 


8004210067* 

70-371 





United SteeluarkeTS of America 

8004300133 

90-367 C 


0004110370 

50-346 

8 





0004110386* 

50-346 

S 

Utah. State of 

8004300087 

40-0691 


0004110409 

50-346 

0 

Valor** C 

0004100466 

50-3 1 1 C 


8004110407 

30-346 

8 


8004210291 

50-272 C 


8004110400* 

50-346 

8 

Vermont Yankee Nuclear Power Corp 

0004010237 

50-271 F 






8004010243* 

50-271 F 


0004110490* 

90-346 

8 





0004140350 

30-346 

R 


8004010256 

50-271 f 


8004140353* 

50-346 

R 


0004010489 

90-271 i 


8004190963 

50-346 

0 


0004010499* 

50-271 € 


0004190970* 

90-346 

S 


0004020356 

90-271 « 






0004020362* 

90-271 £ 


8004180353 

50-346 

F 





8004210265 

50-346 

B 


0004040329 

90-271 £ 


0004210267* 

50-346 

0 


8004040332* 

50-271 £ 


0004220457 

50-346 

P 


0004040465 

71-6375 


8004220534 

SO-346 

P 


0004000238 

50-271 F 






B0040B0261 

50-271 ( 


0004220697 

50-346 

e 





0004220666* 

50-346 

S 


0004000269 



0004220792 

90-346 

8 


6004080376 



8004220761* 

50-346 

8 


0004000384 



0004220765 

50-346 

8 


8004080433 







8004080490 



0004220772* 

50-346 

0 





0004250376 

50-346 

P 





8004200380 

50-346 

I 





8004280302* 

50-346 

r 





8004200496 

90-346 

F 





0004200938 

90-346 

6 





8004200946* 

50-346 

8 





8004200972 

90-346 

8 





0004280579* 

90-346 

8 





0004300617 

50-346 

0 




Topper. A1 louag. Goodman. DeLeone Duffeg 

0004220180* 

FOIA 





Transcomm. Inc 

0004080340* 

CONTRACT 





Transnuc 1 ear# Inc 

8004010081* 

70-2B45 






8004010091* 

70-2945 






8004010095* 

SECY 






8004010097* 

SECY 






8004010101* 

SECY 






8004010109* 

SECY 






0004020472 

XPORTLIC 






0004020479* 

JCPORTLIC 






8004040110 

XPORTLIC 






8004040114* 

XPORTLIC 






0004070005 

XPORTLIC 






0004080020 

XPORTLIC 






8004000039 

XPORTLIC 






0004080042# 

XPORTLIC 






0004080079 

XPORTLIC 






8004000085* 

XPORTLIC 






8004080104 

XPORTLIC 






8004080259* 

XPORTLIC 







2 


CORPORATE SOURCE INDEX 


AUTROft 

AF-PILIATIDN 


AC cess I ON 
NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8004010401 

30-200 

Q 



B004210372 

50-338 

P 

6004010465 

50-404 

0 



B004210376* 

50-338 

P 

B004010504 

50-33B 

S 



B004220234 

90-404 

A 

B004010505* 

50-33B 

s 



0004220234 

50-404 

A 

8004020027 

50-260 

Q 



B004220311 

90-200 

F 

6004020157 

50-404 

R 



B00422031 1 

50-200 

F 

6004020161* 

50-404 

R 



0004220319 

50-280 

P 

6004020326 

50-339 

S 



B0042203ta 

30-200 

P 

6004020336 

50-339 

5 



0004220399 

50-330 

0 

6004020400 

50-200 

H 



0004220399 

50-330 

0 

6004020400 

50-200 

H 



8004220493 

50-338 

G 

8004020400 

50-200 

H 



0004220493 

90-330 

G 

8004020400 

S0-2B0 

H 



B00422061 1 

50-404 

S 

8004030126 

50-260 

P 



B004220611 

90-404 

3 

8004030163 

50-339 

A 



B004220641 

50-339 

P 

8004030165* 

50-339 

A 



0004220646 

50-330 

g 

6004030190* 

50-339 

A 



9004220653* 

50-338 

s 

6004030193* 

50-339 

A 



8004230231 

SO-339 

p 

6004030195* 

50-339 

A 



0004230239* 

50-339 

p 

8004030200* 

50-339 

A 



0004230246* 

50-339 

p 

8004030205* 

50-339 

A 



B004230255* 

50-339 

p 

8004030206* 

SO-339 

A 



6004230260* 

SO-339 

p 

8004030210 

50-339 

Q 



B004230337 

50-339 

p 

8004030210 

50-330 

Q 



B004230519 

50-338 

p 

8004030219 

50-338 

S 



0004240509 

50-280 

Q 

8004030221* 

50-338 

e 



0004240909 

50-280 

Q 

6004030235 

50-338 

S 



8004250041* 

50-2B0 

Q 

0004030326* 

50-330 

S 



9004250371 

90-200 

0 

6004030234 

S0-2B0 

P 



0OO425O3B7 

30-339 

J 

0004030234 

50-280 

P 



0004250397 

90-330 

J 

0004030236 

50-330 

R 



0004200472 

50-339 

S 

6004030236 

50-330 

R 



0004280549 

90-33B 

S 

6004030238* 

30-33B 

R 



0004290534* 

50-338 

S 

8004030230* 

50-330 

R 



BOO420O6O4 

90-33B 

S 

8004030262 

50-339 

S 



0004200600* 

50-330 

0 

6004030266 

50-280 

s 



6004200612 

50-200 

8 

S 00 4 030270* 

50-200 

s 



6004200616* 

50-2B0 

9 

6004040242* 

50-280 

Q 



6004200626* 

50-200 

8 

6004 0403 02 

50-339 

A 



0004290334 

50-280 

Q 

8004070019 

50-339 

S 



0004300415 

50-404 

Q 

8004070261 

50-339 

A 



8004300436 

90-280 

J 

8004070262 

50-330 

Q 



0004300436 

50-280 

J 

6004070202 

50-33B 

Q 



0004300472 

50-200 

P 

8004070307 

50-330 

6 

Virginia Tech 

8003310406 

50-124 

B 

B004070309* 

50-330 

S 



B0033 10408* 

50-124 

F 

8004080270 

50-200 

G 



6003310411* 

50-124 

0 

8004000312 

50-339 

A 



0003310415* 

50-124 

B 

8004080356 

50-200 

0 



0003310417# 

50-124 

B 

8004060372 

50-330 

0 



0003310421* 

50-124 

B 

8004080392 

S0-33B 

Q 



8003310427* 

50-124 

B 

8004080474 

50-280 

B 



8003310432* 

50-124 

B 

8004080474 

50-200 

6 



8003310439* 

50-124 

B 

6004080462* 

50-200 

S 



8004040468 

50-124 

F 

G004080462* 

50-280 

0 



8004150431 

50-124 

P 

8004080486* 

50-280 

S 

Virginia* Unlv of 

8004020215* 

CONTRACT 


0004080528 

50-330 

S 

Vo 1 Kema/ Pee-a fc Sarap 

9004220397* 

FOIA 


8004080536* 

50-338 

9 

Vo lien. R 

J 

8004020214 

50-367 

0 

8004080621 

50-339 

P 



8004020478 

50-367 

0 

8004000621 

80-339 

P 



0004040069 

50-367 

0 

8004100410 

50-339 

G 



0004230091 

50-367 

0 

8004110202 

50-330 

Q 



B004230101* 

50-367 

0 

8004110202 

50-339 

G 

Waeh in'ijton 

Public Pouer Supply Systeni 

0004010340 

50-500 

A 

8004110470 

50-2 BO 

0 



0004020293 

50-397 

8 

8004140167 

50-339 

s 



B004020296* 

50-397 

8 

8004140219 

50-201 

p 



6004020302 

50-397 

8 

8004140256 

90-200 

F 



8004020305* 

50-397 

S 

0004140250 

50-200 

F 



0004020339 

50-397 

K 

0004140256 

50-280 

F 



6004020341# 

50-397 

K 

0004140446 

50-330 

0 



6004030341 

PR 


0004140446 

50-339 

G 



8004070367 

50-397 

A 

0004150164 

50-200 

Q 



8004140345 

50-397 

K 

6004150342 

50-339 

S 



8004150443 

50- SOB 

A 

6004170050 

50-330 

R 



8004150443 

50-500 

A 

6004170052* 

50-338 

R 



0004170207 

90-397 

A 

8004! 70079 

50-2 BO 

a 



8004210213 

NURED 


B004170210 

50-330 

R 



8004210205 

50-397 

A 

6004170211* 

50-330 

R 



8004210265 

50-397 

A 

6004170212* 

90-330 

R 



8004210285 

50-397 

A 

0004170241 

50-280 

fi 



8004230248* 

50-460 

0 

6004170244* 

50-280 

R 



8004230271* 

50-460 

G 

8004170244* 

50-200 

R 



8004200466 

50-397 

S 

6004160232 

50-330 

J 



8004200469* 

50-397 

8 

800410020? 

50-280 

Q 



0004200475 

50-397 

8 

8004180446 

50-339 

5 



8004200476* 

50-397 

8 

0004210177 

50-339 

A 

Ua-sh Ington 

> 

c 

0004210096 

XPORTLIC 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Washington/ Stats of 

Washington/ Univ of 

West Branch Conservation AssocLatton 


West Chicago/ IL 

Western Geophysical 

Western Kassachuse tts Electric Co 

Western Nuclean Itjc (subs of Phelps 
Dodge Corp ) 


Western Piping ^ Ettglneerirg Co / Inc 
Western Washington State College 
Westinghouse Electric Carp 


Westinghouse Electric Corp i Nuclear 
Energy Systems 


Westinghouse Electric Carp • PWR Systems 
Div 


Westinghouse Electric Corp / Wyoming 
Hlnaral Corp 


Westinghouse Operating Plants Ouners 
Group 

White Cross Hosp Association ColumbuSrOH 

White/ H P Consulting Engineer 
Wldoff/ Reageri Seltouiiti Adler 


Wisconsin Electric Pouter Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGOflV 

AUTHOFI ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATECORV 

8004240139 

State Prog 

8004020410 

50-266 

F 

0004290507 

WASTE mr 

8004020410 

50-266 

F 

8004020139 

NUREG 

B004030353 

50-266 

Q 

0004090213 

PR 

S004040123 

50-266 

P 

0004090213 

PR 

8004070206 

50-966 

Q 

0004090213 

PR 

0004110491 

PR 


0OO4iaO237« 

50-3 H 

80042202^70 

50-301 

P 

8004180237* 

50-3 H 

B004220475 

50-266 

P 

8004180237* 

50-3 H 

8004220475 

50-266 

P 

0004030147 

40-2061 

8004240419 

SO-266 

Q 

0004100349* 

50-213 P 

8004240419 

50-266 

a 

8004000590* 

50-245 I 

0004240449 

50-266 

Q 

0004150413 

50-245 I 

8004240449 

SD-266 

a 

0OO4OSO&O& 

40-1162 

8004290298 

5D-266 

B 



6004290306* 

50-266 

s 

0004090250 

40-1162 






S004290307 

50-266 

s 

0004090253 

40-1162 

0004290310* 

50-266 

s 

0004110037* 

QA999 

8004290418 

50-266 

I 

80040301 5<b* 

30-320 H 

8004290425* 

50-266 

1 

0004020396 

TDPREP 

8004290428 

50-266 

F 

8004020402* 

TOPREP 






0004290464 

50-301 

S 

8004020432* 

TGPREP 

0004290469* 

50-301 

s 

8004070232 

TOPREP 

0004290470 

SO-301 

9 

8004000049 

70-1151 

0OO429(J479* 

SO-301 

S 

8004000342 

XPORTLIC 

Wisconsin Public Service Coip 8004010492 

SO-305 

P 

0OO4O9OO4i 

71-9009 






8004010495* 

50-305 

P 

B004090064 

40-1162 

B0040B0337 

50-305 

P 

80041000^3 

XPORTLIC 

8004000457 

50-305 

8 

8004100463* 

70-1151 

8004080462* 

50-305 

S 

8004110015 

70-1151 

8004080467* 

50-305 

S 

8004110496 

PR 






0004100405 

50-305 

Q 

8004140015* 

QA999 

8004150354 

50-305 

R 

0004140020* 

QA999 

8004150353* 

50-305 

R 

8004140034* 

QA999 

8004150524 

30-305 

6 

0004140094 

PR 

800415053S* 

50-305 

e 

8004140210* 

50-306 0 






8004150581 

50-305 

Q 

8004150008 

RES 

0004150596* 

50-305 

B 

8004150480* 

50-537 A 

8004170018 

50-305 

P 

8004160064 

XPORTLIC 

8004180428 

SO-305 

P 

8004180090 

70-2909 

6004180433* 

30-305 

P 

8004100464 

50-202 P 






8004180479 

50-303 

P 

8004210123 

XPORTLIC 

8004180483* 

50-303 

P 

8004210136 

XPORTLIC 

8004210327 

50-305 

P 

0004220111 

XPORTLIC 

8004210331* 

50-305 

P 

8004220204* 

30-301 P 

8004220642 

30-305 

a 

8004220434 

TOPREP 






8004220640* 

50-305 

3 

8004240132 

RES 

0004220756 

30-305 

p 

0004280329 

TOPREP 

6004230504 

50-305 

3 

8004280344* 

TOPREP 

8004230515* 

50-303 

a 

8004290371* 

50-537 A 

0004290321 

30-305 

a 

8004300450 

XPORTLIC 






0004990327* 

S0-30S 

e 

0004300459 

XPORTLIC 

8004290336* 

30-305 

e 

8004030345 

PR 

Wisconsin's Environmental Decade SOO4O1O30? 

30-266 

<s 



6004100130* 

50-301 

o 

0004100475* 

50-202 P 

Wlss/ Janneyi Elstner AasocLatlon/ Inc B004040070* 

30-344 

T 

0004240397* 

30-206 P 




8004110209 

TOPREP 

Worsham/ Forsythe & Samp e Is a0040’90164 

50-445 

M 



0004090164 

50-445 

M 



8004090164 

50-445 

M 

0004170028 

TOPREP 

8004090175 

50-445 

M 

0004170035* 

TOPREP 

0004090175 

50-443 

M 

0004290404 

50-327 P 




8004040221 

40-8502 

0004090175 

SO-44S 

fri 



8004090180 

50-445 

M 

0004040227 

40-8302 

8004090180 

50-445 

M 



8004090180 

SO-445 

M 

0004000219 

40-8502 

0004100221 

S0-44S 

t1 

8004090070 

40-8502 




8004020429 

TOPREP 

0004100221 

50-445 

M 



8004100221 

50-445 

H 

0004290434 

TOPREP 

Wyle Laboratories 8004140354* 

30-369 

A 

8004220639* 

FOIA 

8004140354* 

50-369 

A 



8004140358# 

50-369 

A 

8004160046 

ACR8 




0004030170 

50-289 Q 

8004140358* 

50-369 

A 

000404022? 

50-289 0 

Wyoming Mineral Corp 8004020155 

40-3502 


0004000139 

50-209 0 

8004070196 

40-8502 


0004000146* 

50-209 0 

0004070235 

40-0502 




8004070244 

40-8502 


B0040B0150* 

50-209 0 




8004080167* 

50-289 0 

8004090231 

40-8502 


8004000176* 

50-289 0 

B0042 10413 

40-0502 


0004090399 

50-289 0 

9004220076 

40-0502 


0004010223 

50-266 0 

800422008B 

40-0502 




8004240198 

40-0302 


8004010319 

50-266 P 




0004010319 

50-266 P 

8004240209* 

40-8502 


8004020326 

50-266 P 

8004260283 

40-0304 


8004020333 

50-266 8 

Wyamlng Outdoor Council 8004210387 

40- 1 1 62 


8004020344* 

50-266 8 

8004210388* 

40-1162 




Wyoming/ State of 8004020064 

40-0745 




CORPORATE SOURCE INDEX 


AUTHCR 

AFFILIATION 


/anket Atomic EIecfcrl< Co 


ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFIUIATIOH 

ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

800407010^ 

40-0380 



80041^0096 

PR 

8004290075 

40-0502 



Q004160102* 

PR 

0004010395 

50-29 

I 


8004210110 

PR 

80040 J039B# 

50-29 

1 


8004230064 

50-29 P 

0004040296^ 

ACRS 



9004230110* 

COMMISSION 

0004000489 

50-29 

S 


8004200534 

50-29 F 

eQ040a0496» 

50-29 

s 


8004200600 

50-29 P 

8004100370 

50-29 

R 


8004290103 

FOIA 

8004100374* 

50-29 

R 

York Research Corp 

8004150462* 

50-244 P 

8004110419 

50-29 

P 

York, PA 

8004000106 

50-320 H 

8004110434 

50-29 

P 




B0041 10444* 

50-29 

P 




8004140172 

50-29 

F 




8004150350 

50-29 

R 




B004 150352* 

50-29 

R 





REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket sub- 
ject categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number In this index 
Indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled '"Cross Reference of Enclosures to Principal 
Documents." 
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8004020270 

8004020257 

aO/ 02/20 

50-295 

P 

9004010509 

B004010503 

00/03/24 

50-219 

S 

8004020271 

800402026/ 

00/03/20 

TQPREP 


8004010510 

0004010507 

00/03/21 

50-340 

S 

0004020272 

8004020210 

80/03/06 

50-309 

0 

9004010513 

6004010507 

80/03/21 

50-340 

S 

8004020273 

000402026B 

BO/03/04 

40-2061 


0004010515 

B0040105I2 

00/01/14 

QA999 


0004020274 

8004020260 

00/03/04 

40-2061 


0004010769 

0004010707 

00/03/13 

PT9 


0004020276 

8004020260 

60/03/04 

40-2061 


000402001 1 

B004020005 

60/03/14 

50-389 

Q 

0004020277 

B00402021B 

80/03/06 

50-309 

0 

6004020028 

9004020034 

00/03/19 

1 OCFR 


8004020202 

0004020210 

60/03/06 

50-309 

0 

0004020035 

9004020029 

00/01/16 

50-395 

Q 

8004020289 

0004020285 

60/03/20 

50-155 

R 

0004020036 

0004020029 

00/01/16 

50-395 

0 

0004020296 

0004020293 

00/03/21 

50-397 

a 

9004020039 

9004020029 

00/01/16 

50-395 

Q 

0004020305 

0004020302 

60/03/21 

50-397 

s 

0004020043 

0004020029 

00/01/16 

50-395 

0 

B004020310 

0004020309 

00/03/25 

50-249 

0 

8004020049 

8004020045 

00/03/17 

50-361 

0 

0004020313 

0004020311 

60/03/17 

50-295 

8 

0004020054 

9004020045 

00/03/17 

50-361 

Q 

0004020316 

0004020312 

00/03/20 

50-327 

a 

9004020056 

9004020045 

00/03/17 

50-361 

0 

B004020317 

0004020315 

00/03/25 

50-366 

S 

0004020059 

8004020055 

ao/oi /21 

71-6307 


0004020320 

0004020319 

00/03/31 

50-219 

p 

0004020061 

6004020057 

80/02/25 

WASTE MOT 

B004020322 

0004020321 

00/03/10 

50-395 

0 

0004020062 

6004020045 

60/03/17 

50-361 

Q 

0004020323 

0004020310 

60/03/11 

50-302 

a 

6004020073 

0004020070 

00/02/29 

50-202 

P 

8004020330 

0004020325 

80/03/25 

50-366 

a 

0004020075 

0004020070 

80/02/29 

50-202 

P 

0004020337 

0004020332 

00/03/26 

SO-249 

a 

9004020079 

0004020070 

80/02/ 29 

50-202 

P 

8004020338 

8004020334 

80/03/20 

50-269 

1 

9004020099 

0004020091 

60/03/10 

50-3 

G 

8004020340 

8004020335 

80/03/03 

50-424 

8 

6004020102 

6004020069 

60/03/17 

Stake Proo 

0004020341 

8004020339 

00/03/10 

50-397 

K 

6004020105 

B004020091 

60/03/10 

50-3 

0 

8004020344 

8004020333 

80/03/25 

50-266 

a 

0004020106 

B0040200B9 

80/03/17 

State Prog 

0004020346 

8004020342 

80/03/20 

50-360 

8 

B004020107 

B004020104 

80/03/21 

50-2B9 

G 

0004020347 

8004020343 

80/03/24 

50-366 

6 

0004020109 

0004020091 

60/03/10 

50-3 

0 

8004020353 

8004020349 

80/03/20 

50-313 

a 

0004020114 

BD040201 12 

60/03/19 

50-209 

H 

8004020355 

8004020352 

80/03/22 

50-265 

8 

0004020115 

0004020091 

80/03/10 

50-3 

0 

8004020357 

0004020350 

80/03/20 

50-254 

0 

9004020116 

0004020111 

80/02/09 

ACR8 


0004020358 

0004020340 

80/03/27 

50-369 

a 

8004020118 

Q004020091 

60/03/10 

50-3 

G 

8004020359 

0004020354 

80/03/27 

50-321 

a 

0004020119 

0004020113 

80/03/13 

50-445 

M 

8004020362 

0004020356 

80/03/20 

50-271 

a 

0004020120 

0004020111 

00/02/09 

ACRS 


8004020364 

0004020360 

80/03/05 

71-250 


0004020122 

0004020113 

60/03/13 

50-445 

H 

8004020365 

8004020361 

80/03/24 

50-366 

a 

0004020123 

G004020I11 

60/02/09 

ACR0 


8004020367 

8004020363 

80/03/25 

50-249 

a 

6004020125 

0004020071 

80/03/10 

50-3 

G 

8004020371 

8004020366 

80/03/19 

50-327 

0 

6004020126 

6004020110 

60/03/ 19 

50-206 

D 

0004020374 

8004020372 

80/03/14 

50-213 

R 

8004020126 

6004020111 

00/02/09 

ACRS 


0004020376 

0004020369 

00/03/17 

50-295 

8 

0004020131 

6004020111 

60/02/09 

ACRB 


0004020300 

0004020373 

00/03/05 

71-13 


0004020137 

0004020129 

80/02/21 

71-5939 


0004020384 

0004020301 

00/03/12 

50-335 

8 

800402013B 

8004020111 

80/02/09 

ACR6 


0004020386 

0OO4O2O3B3 

00/03/28 

50-219 

R 

0004020141 

6004020111 

00/02/09 

ACRS 


0004020380 

0004020305 

00/03/24 

50-390 

A 

Q004020144 

60040201 1 1 

00/02/09 

ACRS 


B004020391 

0004020377 

80/03/17 

50-251 

a 

0004020161 

8004020157 

60/03/31 

50-404 

R 

8004020402 

0004020396 

00/03/26 

TOPREP 


0004020162 

6004020152 

00/03/17 

50-520 

Q 

8004020412 

8004020407 

00/03/25 

50-304 

a 

0004020163 

B004020154 

00/03/14 

50-272 

P 

0004020416 

0004020414 

00/03/27 

50-430 

a 

9004020164 

B004020149 

00/02/28 

50-445 

M 

B004020410 

0004020408 

00/03/31 

50-213 

F 

6004020160 

6004020152 

00/03/17 

50-528 

Q 

8004020418 

8004020408 

00/03/31 

50-213 

F 

0004020171 

B004020I52 

00/03/17 

50-520 

0 

0004020419 

0004020413 

00/03/10 

50-373 

F 

6004020175 

B004020I49 

60/02/26 

30-445 

M 

8004020421 

0004020417 

00/03/20 

50-438 

a 

B004020176 

0004020170 

00/03/19 

State Prpg 

8004020424 

0004020408 

80/03/31 

50-213 

F 

6004020179 

0004020173 

00/03/06 

COMMISSION 

8004020427 

0004020422 

00/03/14 

50-254 

a 

6004020190 

0004020152 

60/03/17 

50-528 

0 

8004020432 

0004020429 

00/03/31 

TOPREP 


0004020161 

0004020149 

00/02/28 

50-445 

M 

8004020434 

0004020423 

00/02/14 

QA999 


8004020106 

6004020187 

00/03/11 

50-424 

Q 

0004020436 

8004020431 

00/03/27 

50-430 

a 

6004020190 

8004020149 

00/02/28 

50-445 

M 

0004020437 

8004020428 

00/03/25 

50-366 

3 

B004020194 

B0040201B7 

ao/03/n 

50-424 

0 

0004020443 

8004020435 

00/03/17 

50-265 

8 

8004020197 

6004020193 

00/03/24 

50-533 

A 

B004020445 

8004020430 

00/03/24 

50-265 

a 

0OO4O2O19S 

8004020149 

80/02/28 

50-445 

M 

B004020447 

0004020440 

00/03/27 

50-327 

a 

0004020199 

0004020195 

80/03/03 

COMMISSION 

8004020450 

8004020456 

00/03/03 

50-320 

H 

0004020203 

0004020193 

80/03/24 

50-553 

A 

8004020465 

0004020461 

00/03/03 

50-320 

H 

8004020204 

0004020173 

80/03/24 

50-553 

A 

8004020469 

0004020464 

00/03/10 

TOPREP 


8004020207 

0004020193 

80/03/24 

• 50-553 

A 

8004020471 

0004020467 

00/03/07 

XPORTUIC 


6004020211 

0004020201 

80/02/29 

50-395 

0 

8004020474 

0004020460 

00/03/20 

50-522 

0 

0004020215 

0004020205 

80/02/15 

CONTRACT 


8004020475 

B004020464 

00/03/10 

TOPREP 


0004020220 

8004020201 

80/02/29 

50-395 

Q 

8004020479 

8004020472 

00/03/19 

XPORTUIC 


8004020221 

0004020217 

00/02/20 

50-320 

H 

8004020481 

8004020473 

80/03/12 

50-364 

A 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSlOri 

NUMBER 




ACCESSION 

NUMDER 




PRINCIPAL 

DATE 

SUaJECT 



PRINCIPAL 

DATE 

SUBJECT 

ENCUaSL/fiE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOan/ 

8004020482 

0004020477 

80/03/24 

40-7137 


8004030362 

8004030323 

80/03/11 

70-2478 

8004020485 

0004020473 

80/03/12 

50-364 

A 

8004030366 

0004030365 

aO/02/26 

50-213 

B004030003 

0004030001 

80/03/06 

40-8745 


8004040004 

8004040002 

80/03/19 

50-209 

80040300H 

8004030011 

80/03/26 

CONTRACT 


0004040008 

B004040007 

80/03/03 

PR 

8004030010 

0004030016 

80/03/11 

50-3 

H 

8004040015 

8004040012 

80/03/13 

70-1201 

8004030023 

8004030020 

00/03/19 

CONTRACT 


8004040018 

B004040012 

80/03/13 

70-1201 

8004030024 

8004030016 

80/03/11 

50-3 

H 

8004040019 

8004040014 

80/03/21 

30-10 

8004030025 

0004030016 

80/03/11 

50-3 

H 

8004040021 

8004040012 

80/03/13 

70-1201 

0004030028 

8004030022 

80/03/03 

50-320 

H 

8004040023 

B0040400I4 

80/03/21 

50-10 

0004030033 

8004030019 

00/03/03 

50-320 

H 

8004040026 

8004040022 

00/02/12 

50-341 

B004030037 

8004030032 

80/03/17 

CONTRACT 


0004040034 

0004040029 

80/02/12 

50-254 

0004030030 

Q004030035 

80/03/03 

50-320 

H 

8004040035 

8004040032 

00/02/13 

30-253 1 

0004030044 

8004030040 

80/03/05 

CONTRACT 


0004040040 

8004040036 

80/02/15 

30-373 ( 

8004030046 

8004030043 

00/03/12 

XPORTLIC 


8004040041 

0004040037 

ao/02/oa 

70-143 

8004030054 

8004030052 

80/03/03 

50-320 

H 

8004040042 

8004040030 

80/03/27 

XPORTLIC 

8004030065 

8004030061 

80/03/03 

90-320 

H 

8004040044 

8004040037 

80/02/00 

70-143 

8004030071 

8004030070 

80/03/05 

50-320 

H 

8004040046 

0004040043 

80/02/15 

90-546 1 

8004030073 

8004030087 

80/03/03 

50-320 

K 

8004040047 

0004040037 

0O/O2/OB 

70-143 

8004030118 

G004030102 

80/03/12 

50-320 

P 

8004040049 

B004040049 

80/03/27 

XPORTLIC 

00040301 SB 

8004030126 

80/03/28 

50-200 

P 

0004040052 

8004040030 

80/02/16 

50-341 

8004030127 

0004030123 

80/03/03 

SO-320 

H 

8004040053 

0004040054 

80/02/22 

50-312 ' 

0004030131 

0004030130 

80/03/31 

50-267 

0 

8004040057 

0004040056 

00/02/01 

30-490 

0004030132 

8004030130 

00/03/31 

50-267 

0 

8004040061 

8004040060 

80/02/12 

50-403 1 

8004030133 

8004030130 

80/03/31 

50-267 

Q 

0004040062 

8004040060 

80/02/12 

90-403 

8004030134 

0004030130 

00/03/31 

50-267 

Q 

8004040069 

8004040063 

80/03/17 

50-344 

8004030136 

8004030130 

00/03/31 

90-267 

Q 

8004040067 

B004040063 

80/03/ 17 

50-344 

8004030141 

0004030140 

80/03/31 

50-206 

P 

8004040068 

6004040050 

80/03/13 

PROJ 

8004030149 

0004030140 

00/03/31 

90-206 

P 

8004040070 

0004040063 

00/03/17 

90-344 

0004030156 

0004030153 

80/03/12 

50-320 

H 

8004040071 

8004040064 

00/03/20 

50-483 

8004030161 

8004030160 

00/02/21 

50-331 

R 

8004040073 

8004040063 

00/03/17 

50-344 

GOO4O3O160 

0004030166 

77/02/02 

8ECy 


8004040079 

8004040064 

80/03/20 

90-483 

0004030178 

0004030175 

00/04/01 

50-395 

K 

8004040083 

0004040081 

00/03/11 

90-449 

8004030185 

8004030103 

00/04/02 

50-339 

A 

0004040093 

8004040080 

8O/02/0B 

70-1191 

8004030186 

0004030181 

00/04/01 

50-361 

A 

0004040094 

8004040089 

00/02/26 

90-313 

8004030190 

8004030183 

00/04/02 

50-339 

A 

0004040096 

8004040091 

80/03/10 

90-317 

8004030193 

8004030103 

80/04/02 

30-339 

A 

0004040097 

6004040080 

80/02/00 

70-1151 

0004030194 

8004030192 

00/03/26 

50-348 

P 

8004040101 

8004040098 

00/03/U 

90-445 

8004030195 

0004030183 

80/04/02 

50-339 

A 

8004040102 

8004040095 

80/02/07 

40-0139 

0004030197 

8004030196 

80/03/31 

50-334 

R 

8004040104 

8004040100 

8O/0S/20 

0A999 

8004030200 

8004030103 

00/04/02 

50-339 

A 

8004040109 

0004040091 

00/03/10 

50-317 

0004030202 

0004030199 

80/03/20 

50-269 

P 

8004040109 

8004040091 

80/03/10 

90-317 

8004030205 

8004030183 

00/04/02 

50-339 

A 

8004040114 

8004040110 

00/03/12 

XPORTLIC 

8004030206 

0004030183 

00/04/02 

30-339 

A 

8004040117 

8004040113 

00/03/12 

70-143 

8004030214 

0004030212 

80/03/26 

50-340 

R 

8004040120 

8004040116 

00/02/20 

CONTRACT 

0004030218 

0004030216 

00/03/20 

50-333 

0 

8004040122 

0004040111 

80/02/06 

GA999 

8004030220 

0004030217 

80/03/31 

30-255 

R 

8004040124 

6004040121 

80/03/26 

71-9010 

8004030221 

0004030219 

80/03/20 

90-338 

8 

G004040123 

8004040084 

00/02/12 

90-416 

0004030224 

0004030223 

00/03/31 

90-207 

0 

8004040132 

8004040119 

00/03/10 

90-346 

8004030226 

6004030225 

00/03/28 

50-338 

g 

8004040133 

8004040128 

00/02/19 

80-267 

8004030237 

0004030235 

00/03/19 

QA999 


8004040136 

8004040128 

80/02/19 

30-267 

0004030230 

8004030236 

00/04/01 

90-338 

ft 

0004040137 

8004040130 

00/02/06 

70-27 

0004030239 

8004030235 

00/03/19 

QA999 


8004040139 

G004040126 

00/03/17 

90-312 

8004030242 

0004030235 

80/03/19 

0A999 


8004040140 

8004040128 

80/02/19 

90-267 

8004030243 

0004030240 

80/04/01 

50-344 

P 

0004040144 

B004040130 

00/02/06 

70-27 

8004030244 

8004030235 

00/03/19 

aA999 


0OO4O4<'' * 




8004030247 

0004030246 

80/02/28 

90-290 

0 

00040 




60040302S2 

8004030251 

80/02/16 

50-306 

0 

0OO4C 




8004030255 

8004030251 

80/02/16 

50-306 

Q 

a004f 




0004030256 

8004030249 

00/03/26 

50-290 

0 

0OO-J 




8004030264 

0004030260 

79/11/13 

50-320 

0 





0004030270 

8004030266 

00/03/20 

50-280 

B 





8004030278 

8004030273 

80/03/27 

90-333 

8 





8004030279 

0004030272 

00/03/12 

50-320 

P 





8004030200 

0004030274 

00/03/07 

XPORTLIC 






0004030283 

800403D272 

80/03/12 

50-320 

P 





8004030285 

0004030282 

80/03/25 

30-335 

8 





0004030290 

0004030232 

00/03/31 

50-336 

P 





0004030308 

8004030303 

80/03/27 

FOIA 






8004030312 

8004030303 

80/03/27 

FOIA 






8004030316 

0004030303 

80/03/27 

FQIA 






0004030319 

8004030303 

80/03/27 

roiA 






0004030321 

0004030303 

80/03/27 

FOIA 






8004030324 

0004030303 

80/03/87 

FOIA 






8004030327 

0004030303 

00/03/27 

FOIA 






8004030328 

8004030303 

80/03/27 

FOIA 






8004030330 

0004030303 

00/03/27 

40-2061 






8004030333 

8004030329 

00/03/20 

90-312 

0 





0004030340 

0004030335 

00/03/20 

COHN 180 I ON 





8004030350 

0004030349 

00/03/24 

90-290 

Q 





8004030359 

8004030354 

80/03/05 

71-9142 








URUbS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

S0040-;0177 

B004040191 

00/02/29 

CONTRACT 


8004040178 

8004040184 

B0/03/2I 

50-445 

M 

8004040199 

6004040195 

60/02/16 

50-10 

Q 

0004040206 

6004040205 

80/ 03/30 

50-245 

R 

6004040208 

8004040203 

00/02/13 

50-566 

Q 

8004040213 

0004040209 

80/02/15 

70-83 


0004040217 

8004040212 

80/03/19 

CONTRACT 


0004040222 

6004040201 

80/02/15 

50-416 

Q 

B004040233 

8004040202 

00/03/05 

50-320 

H 

8004040234 

B004040225 

80/02/28 

50-320 

H 

8004040237 

0004040211 

00/03/03 

50-320 

H 

0004040242 

6004040232 

00/02/05 

50-260 

Q 

8004040249 

8004040214 

80/03/03 

50-320 

H 

S00404024B 

0004040215 

80/03/03 

50 -320 

H 

8004040290 

8004040232 

80/02/05 

50-260 

0 

8004040293 

8004040219 

80/03/03 

50-320 

H 

8004040294 

0004040249 

00/03/26 

50-336 

P 

6004040256 

6004040246 

80/01/29 

ACR8 


8004040257 

8004040247 

00/02/28 

50-320 

H 

8004040258 

8004040220 

00/03/03 

50-320 

H 

8004040259 

8004040232 

00/02/05 

50-200 

0 

8004040262 

0004040252 

00/02/05 

90-205 

0 

8004040263 

6004040223 

60/03/03 

50-320 

M 

8004040265 

800404021 B 

80/03/03 

50-320 

H 

8004040267 

0004040261 

80/02/06 

50-409 

0 

0004040274 

6004040272 

00/03/11 

NUREG 


6004040275 

6004040271 

GO/Ot/17 

ACR8 


0004040277 

8004040272 

00/03/11 

NUREO 


8004040280 

B00404027B 

80/03/20 

50-341 

A 

8004040267 

8004040283 

80/01/17 

ACRS 


6004040288 

8004040284 

80/03/27 

50-219 

S 

6004040289 

8004040232 

80/02/05 

50-200 

Q 

6004040292 

8004040203 

80/01/17 

ACRS 


8004040295 

6004040291 

ao/03/29 

50-317 

Q 

0004040296 

6004040291 

80/03/29 

30-317 

Q 

8004040297 

6004040293 

00/03/31 

90-261 

P 

8004040298 

6004040203 

00/01/17 

ACRS 


8004040299 

6004040285 

00/02/20 

90-315 

Q 

B00404030I 

6004040291 

00/03/29 

50-317 

0 

6004040311 

6004040309 

BO/04/0S 

90-155 

P 

8004040323 

8004040305 

80/03/31 

90-261 

R 

8004040324 

8004040317 

00/03/31 

90-27S 

S 

8004040332 

6004040329 

80/03/31 

50-271 

3 

0004040333 

6004040326 

80/03/31 

TOPREP 


0004040337 

6004040326 

80/03/31 

TOPREP 


8004040338 

6004040331 

80/03/30 

50-213 

R 

8004040339 

6004040316 

00/02/20 

90-295 

Q 

8004040343 

8004040340 

00/04/01 

50-350 

I 

8004040344 

6004040336 

80/03/27 

50-320 

S 

8004040346 

6004040335 

eO/Oi/22 

50-450 

A 

8004040347 

6004040326 

80/03/13 

50-290 

0 

0004040348 

6004040476 

00/03/10 

QA999 


0004040349 

6004040336 

00/03/27 

50-320 

8 

B004040350 

6004040340 

80/04/01 

50-350 

I 

8004040351 

6004040326 

80/03/13 

50-250 

Q 

0004040392 

6004040476 

80/03/10 

OA999 


8004040356 

B004040340 

00/04/01 

50-390 

I 

B004040396 

6004040339 

80/01/22 

50-458 

A 

8004040359 

6004040354 

00/03/31 

50-334 

F 

8004040360 

600 4 040328 

80/03/13 

50-250 

Q 

0004040361 

8004040476 

80/03/10 

QA999 


8004040364 

6004040363 

00/01/30 

50-450 

A 

8004040365 

8004040320 

60/03/13 

50-250 

Q 

8004040367 

6004040363 

80/01/30 

50-458 

A 

8004040360 

0004040362 

80/03/27 

50-483 

8 

8004040372 

6004040370 

80/02/22 

50-450 

A 

0004040373 

6004040370 

00/02/22 

50-456 

A 

0004040376 

0004040371 

80/03/31 

50-255 

R 

0004040383 

8004040358 

80/03/10 

50-269 

Q 

8004040384 

BOO4O4O370 

60/02/20 

90-450 

A 

8004040386 

8004040378 

00/02/28 

90-450 

A 

0004040307 

0004040300 

00/03/31 

50-250 

R 

0004040387 

6004040383 

80/04/02 

30-2 

P 

0004040391 

0004040377 

BO/03/27 

50-430 

8 

0004040397 

B0040403BO 

00/03/31 

50-250 

R 

8004040399 

8004040392 

80/02/13 

90-319 

0 

0004040402 

6004040356 

00/03/10 

50-269 

Q 

0004040403 

6004040396 

00/03/10 

71-35 


6004040406 

6004040396 

00/03/28 

50-290 

R 

8004040408 

6004040404 

00/03/20 

50-220 

R 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

6004040409 

0004040394 

GO/03/24 

50-498 

6 

8004040410 

0004040405 

00/02/16 

50-263 

Q 

000404041 1 

8004040407 

60/02/00 

50-293 

Q 

0004040413 

8004040400 

00/03/31 

50-331 

3 

8004040416 

6004040414 

80/02/16 

50-546 

G 

8004040422 

0004040419 

00/03/24 

FQIA 


0004040424 

0004040420 

00/02/06 

50-424 

0 

0004040426 

8004040416 

00/04/01 

50-321 

s 

0004040427 

8004040419 

60/03/24 

roiA 


0004040430 

0004040420 

00/02/06 

90-424 

Q 

8004040431 

G004040421 

80/03/05 

50-320 

H 

8004040432 

0004040419 

BO/03/24 

FDIA 


0004040434 

8004040425 

00/03/28 

50-335 

R 

0004040437 

8004040419 

60/03/24 

FOIA 


0004040430 

6004040429 

80/03/31 

50-366 

8 

8004040440 

0004040436 

80/02/16 

50-319 

Q 

0004040442 

0004040419 

60/03/24 

FOIA 


8004040443 

0004040425 

80/03/28 

50-339 

R 

8004040444 

8004040436 

80/02/16 

50-315 

Q 

8004040445 

8004040439 

80/03/10 

90-302 

Q 

0004040446 

6004040419 

00/03/24 

40-0760 


0004040447 

6004040439 

00/03/ la 

50-302 

0 

0004040448 

□004040425 

60/03/20 

30-335 

R 

0004040449 

0004040439 

80/03/16 

50-302 

0 

8004040432 

8004040439 

80/03/10 

90-302 

0 

0004040493 

6004040450 

60/02/13 

40-2061 


0004040494 

6004040439 

00/03/07 

CONTRACT 


0004040464 

6004040439 

60/03/07 

CONTRACT 


0004040479 

0004040471 

80/02/16 

90-329 

0 

0004040479 

8004040476 

80/03/10 

QA999 


8004070007 

0004070003 

00/03/07 

CONTRACT 


0004070009 

B004070006 

80/03/14 

CONTRACT 


0004070014 

8004070010 

00/03/17 

71-9079 


0004070019 

6004070011 

QO/03/07 

50-320 

P 

8004070020 

6004070010 

00/03/17 

71-9000 


0004070022 

8004070021 

80/03/10 

71-105 


0004070032 

8004070025 

80/03/20 

CONTRACT 


0004070034 

0004070029 

80/03/00 

XPORTLIC 


0004070036 

0004070033 

00/03/19 

50-209 

Q 

0004070037 

0004070035 

60/03/07 

90-400 

a 

0004070042 

0004070040 

00/03/21 

90-271 

p 

0004070043 

0004070035 

00/03/07 

50-400 

0 

8004070049 

0004070046 

00/03/03 

70-143 


0004070054 

Q004070046 

00/03/03 

70-143 


8004070057 

0004070046 

80/03/03 

70-143 


0004070060 

8004070057 

00/03/11 

50-498 

G 

8004070063 

6004070056 

00/03/26 

50-201 

0 

8004070066 

0004070096 

00/03/26 

50-281 

0 

8004070071 

6004070070 

80/03/17 

50-403 

H 

0004070077 

8004070075 

80/03/17 

90-327 

H 

8004070079 

B004070076 

00/03/04 

QA999 


0004070001 

G004070076 

00/03/04 

0A999 


0004070003 

8004070076 

aO/03/04 

QA999 


GOO4O7OO07 

0004070076 

00/03/04 

QA999 


8004070090 

0004070076 

00/03/04 

0A999 


0004070091 

8004070D76 

80/03/04 

0A999 


0004070096 

6004070094 

79/12/31 

90-3 

P 

0004070099 

8004070009 

60/03/04 

40-6329 


8004070100 

0004070096 

00/02/22 

CONTRACT 


8004070104 

6004070089 

00/03/04 

40-6329 


0004070106 

8004070102 

80/03/09 

50-443 

Q 

0004070107 

8004070009 

80/03/04 

40-6329 


0004070109 

0004070102 

80/03/05 

90-443 

0 

8004070110 

0004070102 

00/03/05 

90-443 

Q 

8004070111 

0004070102 

. 80/03/05 

90-443 

Q 

0004070112 

8004070105 

00/02/07 

70-1100 


0004070117 

0004070114 

00/03/04 

50-322 

Q 

80040701 10 

0004070113 

80/03/11 

50-360 

Q 

0004070119 

0004070115 

80/02/07 

70-390 


0004070120 

0004070114 

00/03/04 

90-322 

0 

8004070121 

0004070114 

80/03/04 

50-322 

0 

0004070123 

B004070114 

80/03/04 

90-322 

0 

0004070132 

0004070129 

00/03/09 

50- 1 99 

H 

B004070139 

8004070130 

80/03/06 

50-341 

G 

8004070137 

0004070129 

00/03/05 

50-159 

H 

0OO4O7O14O 

G00407012S 

80/02/25 

CONTRACT 


8004070142 

8004070139 

80/02/29 

50-299 

0 

0004070152 

0004070147 

60/03/13 

71-24 


8004070195 

8004070144 

00/02/20 

40-6659 


8004070158 

6004070150 

00/03/17 

50-438 

Q 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NUNBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0004070159 

0004070144 

80/02/20 

40-6659 


0004070162 

0004070157 

80/02/13 

50-10 

0 

8004070164 

0004070144 

80/03/30 

40-6659 


0004070165 

0004070160 

80/03/10 

50-313 

P 

0004070166 

0004070157 

00/02/12 

50-10 

0 

8004070168 

8004070150 

00/03/17 

50-430 

Q 

0004070169 

0004070144 

80/02/20 

40-6659 


0004070170 

0004070160 

00/03/10 

50-313 

P 

0004070171 

8004070167 

G0/02/1S 

50-483 

0 

8004070173 

0004070167 

00/02/15 

50-483 

Q 

0004070174 

8004070172 

80/02/07 

50 ’373 

Q 

G004070177 

8004070150 

80/03/17 

50-438 

0 

0004070170 

0004070175 

80/02/20 

50-275 

Q 

0004070100 

8004070140 

00/03/14 

SECY 


0004070103 

0004070179 

80/03/19 

50-230 

F 

0004070100 

0004070 104 

80/03/04 

50 324 

P 

0004070199 

8004070193 

80/03/36 

50-334 

Q 

B00407020P 

0004070187 

80/02/26 

PR 


8004070205 

8DQ4070I94 

80/03/19 

50-3 

H 

8004070207 

8004070203 

00/02/07 

70-1100 


0004070308 

0004070194 

80/03/19 

30-3 

H 

0004070214 

8004070194 

00/03/19 

50-3 

H 

000407021 / 

B004070211 

80/03/07 

70-135 


0004070210 

0004070213 

80/02/28 

50-245 

Q 

0004070223 

0004070213 

00/03/30 

50-245 

0 

Q004070224 

0004070194 

80/03/19 

50-3 

H 

0004070226 

0004070213 

00/02/20 

50-245 

Q 

0004070229 

0004070194 

80/03/19 

50-3 

H 

8004070231 

8004070213 

80/02/20 

50-245 

Q 

8004070233 

0004070194 

80/03/19 

50-3 

H 

0004070236 

0004070234 

00/03/27 

50-369 

A 

0004070241 

0004070239 

00/01/10 

Acns 


0OO4O7O2S5 

8004070251 

80/03/12 

50-520 

8 

8004070256 

8004070252 

80/03/25 

30-331 

R 

8004070250 

8004070251 

80/03/12 

50-520 

S 

0004070260 

0004070266 

80/03/13 

50-336 

P 

0004070271 

8004070270 

80/03/36 

30-277 

R 

8004070276 

8004070275 

80/03/28 

50-317 

R 

0004070200 

0004070277 

00/03/31 

50-334 

R 

B004070203 

□004070281 

00/04 /01 

30-321 

S 

8004070285 

8004070204 

80/03/31 

50-209 

P 

0004070209 

0004070280 

80/03/31 

50-260 

s 

0004070291 

8004070290 

80/03/31 

50-289 

p 

8004070294 

8004070293 

80/03/31 

50-329 

R 

8004070298 

B004070297 

80/03/31 

50-334 

* 

0004070300 

8004070296 

80/03/Sa 

50-333 

R 

8004070302 

8004070299 

80/03/31 

50-443 

I 

8004070306 

B004070290 

00/03/31 

50-209 

P 

8004070309 

0004070307 

00/04/02 

50-330 

6 

G004070310 

8004070308 

00/03/31 

50-3B2 

S 

8004070315 

B004070295 

□0/03/06 

50-400 

Q 

8004070316 

8004070312 

00/03/25 

50-312 

8 

8004070321 

8004070317 

00/03/20 

50-18 

1 

0004070322 

8004070320 

80/03/31 

50-255 

P 

0004070323 

0004070319 

80/03/31 

50-289 

P 

0004070324 

0004070314 

00/03/26 

50-366 

S 

0004070325 

0004070319 

00/03/31 

50-2B7 

P 

8004070329 

0004070328 

80/03/31 

50-433 

R 

0004070330 

80040/0327 

80/03/28 

50-269 

S 

8004070331 

8004070295 

00/03/06 

50-400 

Q 

0004070337 

8004070333 

80/04/04 

50-324 

8 

0004070339 

8004070335 

80/03/31 

50-320 

R 

8004070342 

8004070330 

00/03/31 

50-206 

R 

8004070343 

0004070335 

80/03/31 

50-320 

R 

8004070345 

0004070330 

80/03/31 

50-206 

R 

8004070346 

800407034 1 

00/03/31 

50-334 

8 

8004070347 

8004070335 

00/03/31 

50-320 

R 

8004070340 

0004070338 

80/03/31 

30-206 

R 

0004070352 

8004070330 

00/03/31 

50-206 

R 

G00407035S 

8004070353 

00/03/17 

WASTE MOT 

8004070357 

0004070338 

80/03/31 

50-206 

R 

8004070358 

0004070354 

80/02/05 

50-293 

Q 

8004070339 

8004070333 

00/03/17 

WASTE MOT 

0004070363 

8004070360 

00/04/01 

TGPREP 


0004070370 

0004070367 

80/03/25 

50-397 

A 

8004070371 

8004070367 

00/03/25 

50-397 

A 

8004070372 

8004070367 

80/03/25 

50-397 

A 

8004070373 

0004070364 

00/03/13 

50-367 

H 

8004070374 

8004070367 

00/03/25 

50-397 

A 

8004070375 

8004070341 

00/03/31 

50-334 

8 


ACCESSION r^UMQEP 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0004070382 

0004070379 

80/03/07 

50-387 

Q 

0004070305 

0004070379 

00/03/07 

50-387 

Q 

0004070388 

0004070303 

00/02/27 

70-364 


0004070391 

9004070379 

80/03/07 

50-387 

0 

0004070392 

8004070383 

00/02/27 

70-364 


0004070394 

0004070303 

00/02/27 

70-364 


0004070396 

0004070379 

80/03/07 

50-307 

0 

0004070401 

0004070383 

80/02/27 

70-364 


B004070403 

0004070207 

00/03/31 

50-313 

P 

8004070414 

0004070410 

80/03/13 

27-47 


8004070416 

0004070409 

80/03/07 

50-209 

Q 

0004070420 

0004070 •109 

80/03/07 

50-209 

0 

0004070421 

8004070410 

80/03/13 

50-10 

H 

0004070426 

0004070417 

80/03/ 1 1 

State Prog 

0004000005 

0004080003 

80/03/13 

50-295 

P 

000408000B 

0OO4OBOOO3 

00/03/13 

50-295 

P 

8004080011 

0OO4OBOOO3 

00/03/13 

50-295 

P 

0004000013 

0004080003 

80/03/13 

50-299 

P 

8004080014 

9004080009 

80/03/14 

XPORTLIC 


8004000015 

80040B0010 

00/03/19 

50-250 

0 

0004000023 

0004080010 

00/03/ 19 

50-230 

Q 

B0040B0025 

9004090019 

80/04/01 

50-209 

0 

80040B0027 

9004000010 

80/03/19 

50-290 

0 

0004080029 

0004080021 

60/03 /1 1 

50-348 

Q 

0004000030 

0004000010 

00/03/19 

90-250 

0 

8004000033 

8004000020 

80/03/13 

90-445 

M 

0004080034 

S0040B0021 

00/03/1 1 

30-348 

0 

0004000036 

0OO4OBOO31 

80/03/07 

TDPREP 


8004080038 

0OO4OQOOIO 

80/03/19 

50-850 

Q 

8004000040 

9004080021 

80/03/11 

50-34B 

0 

0004080042 

000408003? 

80/03/20 

XPORTLIC 


0004000043 

8004080021 

80/03/ n 

50-340 

Q 

0004080040 

8004080037 

□0/03/11 

COMMISSION 

0004080051 

0004080045 

00/03/31 

50-209 

0 

8004000053 

0004000047 

80/03/21 

50-309 

P 

8004000057 

8004080055 

00/02/20 

40-3453 


8004000059 

BOO4O0OO37 

00/03/ i 1 

COMMISSI ON 

0004080060 

0004080046 

80/03/19 

FOIA 


8004080063 

8004080037 

00/03/ 1 1 

court! BS ION 

0004080066 

8004080037 

00/03/11 

CCrtrtlSSlON 

0004000067 

0004000062 

00/03/31 

90-295 

0 

G004080074 

0OO4OBOD62 

80/03/31 

50-299 

0 

0004080076 

8004000046 

80/03/ IS 

FOIA 


8004080080 

8004000046 

00/03/18 

FOIA 


8004080003 

8004080078 

00/03/13 

90-295 

0 

0004080084 

9004080046 

eo/ 03 /ie 

FOIA 


0OO4O8OOS5 

8004080079 

80/03/25 

XPORTLIC 


0QO4O8OO88 

8004080078 

80/03/13 

50-899 

0 

8004000090 

8004000046 

00/03/lB 

30-190 

I 

0004080095 

0004000046 

00/03/10 

FOIA 


6004080097 

8004080093 

00/03/18 

71-9019 


8004080098 

0004000046 

00/03/10 

FOIA 


8004080103 

0OO4OBOO46 

00/03/10 

90-193 

1 

8004080100 

8004000091 

eO/03/14 

caMMISSlON 

8004000110 

8004090046 

80/03/18 

FDIA 


8004000112 

0004000107 

00/03/10 

71-9009 


0004000114 

000400010? 

00/03/12 

50-394 

8 

8004080115 

B0040B0046 

00/03/18 

FOIA 


8004000117 

8004000046 

80/03/10 

FDIA 


8004080120 

8004080046 

80/03/18 

FOIA 


8004080123 

0004080046 

00/03/18 

FOIA 


0004080124 

9004000046 

00 / 03 / IB 

FOIA 


8004080127 

8004000105 

00/03/10 

CONTRACT 


8004000 U9 

B004080122 

80/02/25 

50-339 

Q 

8004000130 

8004080046 

80/03/10 

FOIA 


8004080 133 

8004000046 

00/03/1 a 

FDIA 


0004000134 

0004000046 

00/03/18 

FOIA 


8004080136 

0004080046 

00/03/18 

FOIA 


B0040B0140 

8004080135 

00/02/85 

27-47 


0004080141 

8004080137 

00/03/07 

90-209 

U 

8004080142 

8004080046 

00/03/ ta 

FOIA 


0004000146 

0004090139 

00/02/22 

50-289 

0 

0004080147 

8004080145 

80/02/26 

27-47 


0004080148 

9004080046 

60/03/ IB 

FOIA 


0004080150 

8004000139 

80/02/22 

80-209 

0 

0004000163 

6004080158 

79/08/17 

40-2061 


0004000164 

9004080157 

80/03/13 

90-142 

u 

0004080167 

8004080139 

80/02/82 

50-289 

0 

8004090168 

9004090160 

80/03/11 

50-S46 

A 

8004000173 

8004080046 

00/03/1 a 

FOIA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSlOr^ 

nuiider 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ACCESSION 

NUMBER 

DATE 

ISSUED 

SUBJECT 

CATEOGRV 

ENCLOSURE 

PRINCIPAL 

DPCUHEMT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

60040*10197 

8004040191 

80/02/29 

CONTRACT 


8004040409 

0004040394 

00/03/24 

50-498 

8 

0004040190 

6004040164 

60/03/21 

50-445 

M 

0004040410 

6004040405 

80/02/16 

50-263 

0 

6004040199 

8004040195 

60/02/16 

50-10 

Q 

8004040411 

9004040407 

00/02/08 

50-293 

Q 

6004040206 

6004040205 

80/03/30 

50-245 

ft 

B004040413 

8004040400 

00/03/31 

50-331 

a 

6004040208 

8004040203 

aO/02/13 

50-566 

0 

6004040416 

9004040414 

00/02/16 

50-546 

Q 

8004040213 

8004040209 

BO/02/15 

70-82 


6004040422 

0004040419 

80/03/24 

FOIA 


6004040217 

B004040212 

80/03/19 

CONTRACT 


6004040424 

0004040420 

00/02/06 

50-424 

0 

6004040222 

8004040201 

90/02/15 

50-416 

Q 

6004040426 

0004040416 

00/04/01 

50-32 1 

a 

8004040233 

8004040202 

90/03/05 

50-320 

K 

8004040427 

6004040419 

60/03/24 

FQIA 


6004040234 

6004040225 

90/02/26 

50-320 

H 

8004040430 

0004040420 

60/02/06 

50-424 

Q 

6004040237 

8004040211 

30/03/03 

50-320 

H 

8004040431 

0004040421 

00/03/05 

50-320 

H 

8004040242 

8004040232 

80/02/05 

50-260 

Q 

6004040432 

8004040419 

80/03/24 

FOIA 


6004040245 

8004040214 

30/03/03 

50-320 

H 

6004040434 

8004040425 

80/03/28 

50-333 

R 

8004040248 

9004040215 

60/03/03 

50-320 

H 

B004040437 

0004040419 

00/03/24 

FDIA 


8004040250 

8004040232 

30/02/05 

50-260 

Q 

6004040438 

0004040429 

60/03/31 

50-366 

s 

8004040253 

8004040219 

a 0/03/03 

50-320 

H 

8004040440 

6004040436 

00/02/ 16 

50-315 

0 

6004040234 

6004040249 

00/03/26 

50-336 

P 

8004040442 

6004040419 

60/03/24 

FOIA 


8004040256 

6004040246 

00/01/29 

ACRS 


6004040443 

6004040425 

80/03/20 

50-335 

R 

6004040257 

8004040247 

80/02/20 

50-320 

H 

8004040444 

6004040436 

80/02/16 

50-315 

Q 

8004040258 

8004040220 

60/03/03 

50-320 

M 

8004040445 

6004040439 

80/03/10 

50-302 

0 

8004040259 

6004040232 

eO/02/05 

50-280 

Q 

8004040446 

0004040419 

60/03/24 

40-8760 


8004040262 

6004040252 

00/02/05 

50-205 

Q 

0004040447 

0004040439 

00/03/10 

50-302 

Q 

B004040263 

8004040223 

00/03/03 

50-320 

H 

6004040446 

0OO4O4O42S 

60/03/20 

30-335 

R 

6004040265 

8004040218 

80/03/03 

50-320 

H 

6004040449 

0004040439 

60/03/ 10 

50-302 

0 

8004040267 

6004040261 

60/02/06 

50-409 

0 

B0040404S2 

0004040439 

60/03/18 

50-302 

a 

8004040274 

6004040272 

80/03/1 1 

NUREO 


8004040453 

6004040450 

80/02/13 

40-2061 


8004040275 

8004040271 

60/01/17 

ACRS 


B004040454 

8004040435 

80/03/07 

CONTRACT 


B004040277 

8004040272 

00/03/11 

NUREO 


8004040464 

6004040435 

00/03/07 

CONTRACT 


8004040280 

8004040270 

00/03/28 

50-341 

A 

8004040475 

0004040471 

80/02/16 

50-329 

0 

6004040287 

6004040263 

00/01/17 

ACRS 


8004040479 

0004040476 

60/03/10 

0A999 


8004040288 

8004040284 

00/03/27 

SO-219 

S 

8004070007 

0004070003 

60/03/07 

CONTRACT 


6004040269 

8004040232 

00/02/05 

50-280 

Q 

B004070009 

6004070006 

80/03/ 1 4 

CONTRACT 


6004040292 

8004040263 

00/01/17 

ACRS 


8004070014 

0004070010 

□0/03/17 

71-9079 


6004040295 

8004040291 

00/03/29 

50-317 

0 

8004070015 

0004070011 

00/03/07 

50-320 

p 

6004040296 

8004040291 

00/03/29 

50-317 

0 

0004070020 

0004070010 

00/03/17 

71-9000 


8004040297 

8004040293 

00/03/31 

50-261 

P 

B004070022 

0004070021 

80/03/10 

71-183 


6004040296 

6004040263 

00/01/17 

ACRS 


0004070032 

0004070025 

80/03/20 

CONTRACT 


0004040299 

6004040285 

00/02/20 

50-315 

Q 

6004070034 

8004070029 

80/03/08 

XPORTLIC 


B004040301 

6004040291 

00/03/29 

50-317 

0 

8004070036 

0004070033 

80/03/19 

30-205 

0 

0004040311 

B004040309 

00/04/02 

30-155 

P 

8004070039 

0004070035 

80/03/07 

50-400 

0 

8004040323 

B004040305 

80/03/31 

30-261 

R 

0004070042 

0004070040 

00/03/21 

50-271 

p 

6004040324 

6004040317 

00/03/31 

30-272 

S 

0004070043 

8004070035 

00/03/07 

50-400 

0 

6004040332 

6004040329 

00/03/31 

50-271 

8 

0004070049 

0004070046 

80/03/03 

70-143 


8004040333 

8004040326 

00/03/31 

TOPREP 


0004070054 

0004070046 

80/03/03 

70-143 


6004040337 

8004040326 

00/03/31 

TOPREP 


0004070059 

0004070046 

60/03/03 

70-143 


8004040336 

8004040331 

80/03/30 

50-213 

R 

8004070060 

8004070057 

80/03/11 

50-498 

0 

6004040339 

6004040316 

80/02/20 

50-295 

0 

0004070063 

8004070056 

80/03/26 

50-281 

0 

0004040343 

8004040340 

60/04/01 

50-358 

I 

0004070066 

0004070056 

00/03/26 

50-281 

0 

8004040344 

8004040336 

00/03/27 

50-320 

8 

8004070071 

0004070070 

00/03/17 

30-483 

H 

8004040345 

8004040335 

80/01/22 

50-450 

A 

0004070077 

8004070075 

80/03/17 

30-327 

H 

0004040347 

8004040328 

60/03/13 

50-250 

Q 

8004070079 

8004070076 

80/03/04 

QA999 


6004040348 

6004040476 

80/03/10 

0A999 


8004070081 

8004070076 

80/03/04 

QA999 


6004040349 

8004040336 

□0/03/27 

50-320 

8 

8004070003 

8004070076 

80/03/04 

QA979 


B0040403S0 

8004040340 

80/04/01 

SO-350 

I 

. 0OO4O7OOB7 

0004070076 

80/03/04 

QA999 


6004040351 

8004040328 

00/03/13 

50-250 

Q 

0004070090 

8004070076 

00/03/04 

QA999 


8004040352 

6004040476 

80/03/10 

0A999 


8004070091 

8004070076 

80/03/04 

0A999 


6004040355 

6004040340 

80/04/01 

80-350 

1 

8004070098 

B004070094 

79/12/31 

50-3 

P 

8004040356 

6004040335 

00/01/22 

50-456 

A 

8004070099 

6004070089 

80/03/04 

40-6329 


6004040359 

8004040394 

00/03/31 

50-334 

F 

8004070100 

8004070096 

80/02/22 

CONTRACT 


8004040360 

6004040326 

80/03/13 

50-250 

Q 

8004070104 

8004070089 

80/03/04 

40-6329 


B004040361 

8004040476 

00/03/10 

QA999 


0004070106 

8004070102 

80/03/05 

50-443 

Q 

6004040364 

8004040363 

60/01/30 

50-458 

A 

0004070107 

0004070009 

80/03/04 

40-632? 


6004040365 

8004040326 

80/03/13 

50-250 

Q 

8004070109 

0004070102 

00/03/05 

30-443 

Q 

8004040367 

8004040363 

00/01/30 

50-456 

A 

8004070110 

0004070102 

00/03/05 

50-443 

Q 

8004040368 

8004040362 

00/03/27 

50-483 

S 

8004070111 

0004070102 

. 80/03/05 

50-443 

Q 

6004040372 

8004 040370 

80/02/22 

50-450 

A 

0004070112 

8004070105 

00/02/07 

70-1100 


B004040373 

8004 040370 

00/02/22 

50-458 

A 

00040701 17 

8004070114 

00/03/04 

50-322 

0 

8004040376 

6004040371 

80/03/31 

50-255 

R 

00040701 10 

8004070113 

00/03/1 1 

50-360 

0 

6004040363 

8004040358 

00/03/10 

50-269 

0 

8004070119 

0OO4O7OU5 

80/02/07 

70-390 


8004040364 

6004040376 

00/02/28 

50-459 

A 

8004070120 

0004070114 

80/03/04 

50-322 

0 

0004040366 

8004040376 

60/02/28 

50-450 

A 

B004070121 

8004070114 

80/03/04 

50-322 

0 

8004040397 

8004040380 

00/03/31 

50-250 

R 

8004070123 

8004070114 

80/03/04 

50-322 

0 

6004040369 

8004040383 

60/04/02 

50-2 

P 

8004070132 

0004070129 

80/03/05 

50-155 

H 

B00404039J 

8004040377 

80/03/27 

50-438 

a 

0004070135 

8004070130 

00/03/06 

50-341 

0 

6004040397 

8004040300 

80/03/31 

50-250 

R 

0004070137 

8004070129 

00/03/05 

50-165 

H 

6004040399 

8004040392 

80/02/13 

50-315 

Q 

8004070140 

0004070125 

80/02/25 

CONTRACT 


8004040402 

6004040356 

80/03/10 

50-269 

a 

0004070142 

0004070139 

80/02/29 

50-296 

0 

B004040403 

8004040396 

00/03/10 

71-35 


0004070152 

0004070147 

00/03/13 

71-24 


8004040406 

8004040396 

B0/O3/S8 

50-298 

R 

0004070155 

B004070144 

00/02/20 

40-6659 


6004040406 

8004040404 

60/03/26 

50-220 

R 

0004070150 

8004070130 

00/03/17 

50-430 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEESIO!-! 

NunOER 




ACCESS I OH 

NUMDER 





PRINCIPAL 

DATE 

SUBJECT 



principal 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

EMCLOSUfiE 

DOCUMENT 

ISSUED 

CATEGORY 

B004070159 

0004070144 

00/02/20 

40-6659 


0004070382 

0004070379 

□0/03/07 

50-307 

Q 

0004070162 

8004070157 

80/02/12 

50-10 

Q 

0004070385 

6004070379 

00/03/07 

50-387 

Q 

0004070164 

8004070 1 44 

80/02/20 

40-6659 


8004070388 

6004070333 

00/05/27 

70-364 


0004070165 

B004070160 

00/03/10 

50-313 

P 

6004070391 

6004070377 

00/03/07 

50-307 

Q 

8004070166 

0004070157 

00/02/13 

50-10 

Q 

6004070392 

0004070303 

00/02/27 

70-364 


G004070168 

0004070150 

80/03/17 

50-430 

Q 

0004070394 

0OO4O7O3B3 

BO/02/27 

70-364 


0004070169 

8004070144 

00/02/20 

40-6659 


0004070396 

8004070379 

00/03/07 

50-307 

Q 

0004070170 

8004070160 

80/03/10 

50-313 

P 

GO 04070401 

0004070383 

60/02/37 

70-364 


B004070171 

8004070167 

80/02/15 

50-403 

Q 

0004070403 

B004070SB7 

GO/03/31 

50-313 

P 

0004070173 

8004070167 

80/02/15 

50-403 

0 

8004070414 

8004070410 

□0/03/13 

27-4 7 


8004070174 

0004070173 

00/02/07 

50-373 

0 

Q00 4 0 70416 

0004070409 

60/03/07 

50-269 

0 

G004070I77 

0004070150 

00/03/17 

50-438 

0 

6004070420 

0004070407 

□0/03/ 07 

50-269 

Q 

B00407O1 78 

0OO4O7O17S 

□0/02/20 

50-275 

0 

0004070421 

8004070418 

00/03/13 

50-10 

M 

0004070180 

0004070140 

00/03/14 

SECY 


0004070426 

0004070417 

00/03/ n 

State Prog 

00040701 83 

8004070179 

80/03/19 

50-250 

F 

0004080005 

6004000003 

60/03/ J 3 

50-295 

P 

00040701 00 

0004070104 

00/03/04 

50-324 

P 

6004 00000 B 

6004000003 

00/03/13 

50-295 

P 

8004070199 

0004070193 

80/02/P6 

50 -334 

Q 

B0040BOOI 1 

6004080003 

00/03/13 

50-295 

P 

8004070202 

0004070107 

80/03/26 

PR 


0004000013 

0004000003 

00/03/13 

50-295 

P 

0004070205 

0004070194 

00/03/19 

50-3 

H 

8004000014 

0OO4OBOOD9 

60/03/14 

XPORTLIC 


0004070207 

0004070203 

00/02/07 

70-1100 


8004000015 

□004000010 

00/03/19 

50-250 

Q 

0004070200 

8004070194 

00/03/19 

50-3 

H 

Q004080023 

0004000010 

60/03/19 

50-290 

Q 

0004070214 

0004070194 

00/03/ 19 

50-3 

H 

80040 0002 5 

0004000019 

60/04/01 

50-209 

0 

Q004070217 

0004070211 

80/02/07 

70-135 


80040 B002 7 

6004000010 

00/03/19 

50-290 

Q 

8004070218 

8004070813 

00/02/20 

50-245 

Q 

0OO4OBOO29 

6004000021 

60/03/11 

50-340 

0 

0004070223 

8004070213 

00/02/28 

50-245 

3 

0004080030 

6004080010 

00/03/ 

50-290 

0 

0004070224 

0004070194 

00/03/19 

50-3 

H 

0004080033 

6OO4OBOO20 

80/03/13 

50-445 

M 

0004070226 

0004070313 

00/02/28 

50-245 

Q 

0004080034 

0OO4OBOO21 

00/03/11 

90-348 

Q 

8004070227 

0004070194 

80/03/19 

50-3 

H 

0004080036 

6004000031 

60/03/07 

TO PREP 


8004070231 

0004070213 

80/02/20 

50-245 

Q 

0004000030 

B0040a00l0 

80/03/19 

50-290 

Q 

0004070233 

0004070194 

00/03/19 

50-3 

H 

8004080040 

6004000021 

60/03/11 

50-348 

Q 

0004070236 

8004070234 

00/03/27 

50-369 

A 

0004080042 

6004080039 

60/03/20 

XPORTLIC 


0004070241 

8004070239 

00/01/10 

Acns 


6004000043 

8004080021 

00/03/11 

50-340 

Q 

0004070255 

0004070251 

80/03/12 

50-520 

S 

8004000040 

6004000037 

ao/ 03 /i i 

COMMIBSiaN 

0004070256 

0004070252 

80/03/25 

50-331 

R 

0004000051 

000^000045 

80/03/31 

50-289 

Q 

8004070250 

0004070251 

80/03/12 

50-520 

S 

0004080053 

0001080047 

00/03/21 

50-309 

P 

0004070268 

8004070266 

00/03/13 

50-336 

P 

0004000057 

0004080055 

B0/02/SS 

40-3433 


0004070271 

8004070270 

00/03/26 

50-277 

R 

80040B0059 

0004080037 

00/03/11 

COMMISBION 

0004070276 

8004070275 

00/03/28 

50-317 

R 

0004000060 

8004080046 

00/03/16 

FOIA 


0004070280 

0004070277 

80/03/31 

50-334 

n 

0004000063 

8004000037 

30/03/11 

caMtirssioN 

80040702B3 

0004070281 

80/04/01 

50-321 

s 

0004000066 

8004080037 

00/03/11 

CQNHlSSiaN 

0004070285 

8004070204 

00/03/31 

50-289 

p 

0004080067 

0004000062 

80/03/31 

50-253 

Q 

0OO4O7O2B9 

0004070200 

80/03/31 

50-260 

8 

0004080074 

0004080062 

00/03/31 

SO-253 

0 

0004070291 

0004070290 

00/03/31 

50-209 

P 

BQ040B0076 

80040D0046 

00/03/10 

FOIA 


8004070294 

0004070293 

00/03/31 

50-329 

R 

0004000080 

0004080046 

80/03/10 

FOIA 


8004070298 

0004070297 

00/03/31 

50-334 

1 

B0040GOOD3 

e0O4OBOD7B 

80/03/13 

30-293 

0 

0004070300 

0004070296 

80/03/20 

90-333 

R 

8004000084 

8004080046 

ao/03/10 

FOIA 


0004070302 

0004070299 

80/03/31 

50-443 

1 

8004000085 

8004080079 

00/03/25 

XPORTLIC 


0004070306 

0004070290 

80/03/31 

50-209 

P 

0004080088 

8004080078 

00/03/ 13 

50-295 

0 

0004070309 

0004070307 

00/04/02 

50-330 

S 

BOO4O0OO9O 

8004000046 

00/03/18 

50- 1 50 

1 

8004070310 

0OO4O7D3OB 

00/03/31 

50-382 

8 

8004080095 

0004060046 

00/03/18 

FOIA 


0004070315 

0004070295 

00/03/06 

50-400 

Q 

0004080097 

f 




0004070316 

0004070312 

00/03/25 

50-312 

& 

0004000098 





0OO4O7O3S1 

0004070317 

00/03/28 

50-10 

1 

0004080103 





8004070322 

0004070320 

00/03/31 

50-255 

P 

8004080100 





8004070323 

0004070319 

00/03/31 

50-289 

P 

BOO 4 0001 10 





8004070324 

8004070314 

00/03/26 

50-366 

8 

0004080112 





8004070325 

8004070319 

80/03/31 

50-209 

P 

8004000114 





8004070329 

0004070328 

80/03/31 

50-433 

R 

8004000115 





8004070330 

0004070327 

80/03/28 

50-269 

S 

8004000117 





0004070331 

0004070295 

00/03/06 

50-400 

Q 






8004070337 

8004070333 

80/04/04 

50-324 

8 






8004070339 

8004070335 

80/03/31 

50-320 

R 






8004070342 

0004070338 

80/03/31 

50-206 

R 






0004070343 

0004070335 

80/03/31 

50-320 

R 






0004070345 

0004070330 

00/03/31 

50-206 

R 






8004070346 

8004070341 

80/03/31 

50-334 

B 






8004070347 

8004070335 

80/03/3! 

50-320 

H 






B00407034B 

8004070338 

00/03/31 

50-206 

R 






0004070352 

8004070330 

00/03/31 

50-206 

R 






0004070355 

0004070353 

80/03/17 

WASTE MOT 






8004070357 

8004070330 

80/03/31 

50-206 

R 






8004070358 

0004070354 

80/02/05 

50-293 

0 






8004070359 

8004070393 

80/03/17 

WASTE MQT 






8004070363 

8004070360 

00/04/01 

TOPREP 







8004070370 

0004070367 

00/03/25 

50-397 

A 






0004070371 

0004070367 

00/03/25 

50-397 

A 






8004070372 

8004070367 

00/03/25 

50-397 

A 






8004070373 

8004070364 

00/03/13 

50-367 

K 






8004070374 

B004070367 

80/03/25 

50-397 

A 






000407037 5 

0004070341 

80/03/31 

50-334 

S 








CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS TGU 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMEMT 

ISSUED 

CATEGORY 

0004080176 

8004080139 

00/02/22 

50-239 

0 

6004000179 

0004080046 

00/03/18 

FOIA 


6004080163 

8004080178 

80/03/19 

50-339 

0 

0004080164 

8004080046 

00/08/10 

FOIA 


8004080166 

8004060180 

80/03/14 

50-1 55 

0 

8004080168 

0004080046 

aO/03/IQ 

FQJA 


aOO4O0Ol'9O 

6C040B0182 

80/02/27 

SO-373 

0 

QOO 4000 192 

8004000046 

90/03/18 

FOIA 


800 4060 196 

0OO4OGOO46 

80/03/ IB 

FOIA 


6004060200 

6004060195 

80/03/17 

50-289 

0 

B0040B0203 

6004060046 

80/03/10 

FQIA 


B0040B0204 

6004080046 

80/03/18 

FOIA 


0004080206 

B0040B0193 

aO/03/05 

50-3 

U 

BOO 408020 6 

6004080046 

80/03/18 

FOIA 


0004080210 

B004080207 

00/02/26 

40-1341 


0004080211 

60040B0046 

00/03/18 

FOIA 


0004080213 

0004080 1 99 

60/03/11 

70-2254 


0004080216 

6004080046 

80/03/18 

FOIA 


0004080218 

0004080212 

BO/03/06 

50-337 

u 

GOO 40902 20 

8004080217 

80/02/29 

50-183 

R 

6004080222 

6004080046 

80/03/ IB 

FOIA 


0004080227 

8004000223 

80/03/07 

comissioN 

000406022? 

8004060223 

80/03/07 

COMMISSION 

BOO 40802 30 

GOO4OB0>199 

80/03/11 

70-2294 


8004060231 

8004060223 

80/03/07 

COMMISSION 

0004080234 

0004080223 

60/03/07 

COMMISSION 

0004080241 

8004080237 

BO/03/1B 

CONTRACT 


0004080248 

8004000199 

80/03/11 

70-2254 


0004060290 

8004000243 

80/03/06 

COMMISSION 

8004080299 

8004080104 

80/03/25 

XPDRTLIC 


6004080262 

0004080255 

80/03/14 

QA999 


0004080264 

0004000260 

60/03/10 

50-409 

U 

0OO4OBO26S 

8004000297 

B0/03/2O 

90-335 

R 

8004080266 

8004000256 

60/03/19 

50-333 

0 

0004080267 

8004060255 

90/03/14 

0A999 


0004080271 

8004060258 

80/03/1? 

50-333 

Q 

0004060272 

800408025S 

80/03/14 

QA999 


0004060274 

8004080250 

80/03/1? 

50-333 

0 

8004060276 

8004080255 

80/03/14 

QA999 


B004080279 

8004000255 

80/03/14 

0A999 


6004080260 

8004080275 

80/03/ 1? 

50-320 

U 

0004080282 

8004000250 

60/03/19 

50-333 

0 

000408 02B9 

800400027^ 

80/03/06 

50-445 

M 

6004080287 

8004060255 

80/03/14 

QA799 


0004080289 

8004060286 

80/02/29 

50-18 

R 

B004080297 

800400029 1 

60/03/17 

QA999 


0004080300 

8004060288 

BO/03/13 

40-1341 


6004080301 

8004000291 

00/03/ 1 7 

QA999 


0004080303 

0004000299 

80/03/27 

XPORTLIC 


0004080305 

8004060286 

60/03/13 

40-1341 


8004080306 

8004060291 

60/03/17 

QA999 


0004080307 

8004000288 

80/03/13 

40-1341 


0004080310 

BOO4O0O29A 

80/02/20 

50-237 

P 

0004080313 

6004080308 

80/02/ a? 

50-73 

R 

0004080314 

6004000288 

80/03/13 

40-1341 


e0040&Q316 

8004080291 

80/03/17 

0A999 


0004080323 

0004080317 

80/03/14 

COMMISSION 

6004080325 

8004060320 

00/03/1? 

SO-2GO 

P 

0004080327 

0004080320 

80/03/1? 

50-200 

P 

6004080330 

8004000320 

00/03/19 

50-280 

P 

6004080333 

8004080324 

00/03/00 

50-317 

Q 

8004080340 

8004000326 

00/01/14 

CONTRACT 


8004080341 

8004080324 

80/03/00 

50-317 

Q 

8004080343 

8004080334 

80/03/14 

70-135 


8004080344 

8004000324 

00/03/09 

50-317 

0 

8004080346 

8004080334 

80/03/14 

70-135 


8004060352 

8004080324 

00/03/08 

50-317 

Q 

8004080354 

8004080334 

80/03/14 

70-135 


8004080359 

8004080348 

80/03/05 

50-70 

R 

8004080365 

8004080358 

80/03/14 

0A999 


8004080369 

6004080358 

80/03/ 1 4 

0A999 


8004080379 

8004080358 

00/03/14 

QA999 


8004080380 

0004080374 

00/04/03 

50-302 

P 

8004080382 

8004080398 

00/03/14 

QA999 


8004080389 

8004080358 

00/03/14 

0A999 


8004080394 

6004080390 

00/03/31 

50-272 

P 

8004080405 

8004080402 

00/03/06 

S0-2S5 

P 

8004080408 

0004080402 

00/03/06 

50-255 

P 

8004080411 

6004080406 

00/03/31 

50-309 

R 

8004080412 

0004080402 

60/03/06 

50-255 

P 


ACCESSION HUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8004080424 

8004080420 

00/03/27 

50-445 

M 

8004080427 

6004080422 

90/04/02 

50-267 

6 

8004080435 

B004080429 

00/03/12 

50-454 

0 

0004000430 

B0040B0436 

90/04/01 

50-255 

R 

0004000440 

0004000437 

80/02/20 

50-317 

P 

B0040B0446 

9004080442 

80/04/01 

50-344 

R 

0004000450 

0004000440 

80/02/19 

50-213 

0 

8004080454 

9004000453 

80/04/03 

50-325 

B 

0004080459 

0004000455 

90/04/04 

50-36? 

A 

8004080461 

9004000453 

80/04/04 

50-36? 

A 

0004080462 

8004000457 

80/04/01 

50-305 

8 

8004080463 

9004000456 

80/03/26 

50-24? 

8 

0004080464 

8004000458 

80/03/28 

50-324 

8 

0004080467 

9004000457 

80/04/01 

30-305 

8 

8004080475 

9004000470 

80/04/02 

50-155 

8 

8004080476 

0004000471 

80/04/04 

50-26? 

9 

0004080482 

8004080474 

90/04/02 

50-200 

8 

8004080403 

8004080477 

80/04/02 

50-206 

9 

6004000484 

8004080478 

90/04/03 

30-202 

8 

G0040B0486 

8004080474 

00/04/02 

50-200 

S 

0OO4OBO4B7 

6004080481 

00/04/01 

50-133 

8 

0004000460 

B0O40804Q0 

00/04/02 

50-310 

S 

0004000496 

8004080489 

90/04/04 

50-29 

0 

8004000498 

9004080491 

00/04/04 

50-206 

P 

8004080901 

0004080492 

90/03/31 

50-348 

R 

8004090502 

0004000499 

90/04/02 

50-334 

I 

8004080504 

0004000491 

80/04/04 

50-206 

P 

8004090507 

0004000300 

90/04/03 

50-317 

8 

8004090509 

8004000506 

80/04/01 

50-344 

P 

8004080912 

0004000503 

90/04/02 

50-267 

8 

8004090521 

9004000516 

80/03/28 

50-387 

8 

B0040B0524 

8004000511 

00/04/01 

50-293 

R 

8004080526 

8004000519 

90/04/02 

50-387 

8 

8004080529 

9004080510 

80/04/02 

50-316 

S 

0004060531 

6004080510 

90/03/31 

50-331 

8 

8004080533 

9004080325 

00/04/01 

50-272 

9 

0004060536 

B004090S2S 

80/04/03 

50-338 

8 

0004000545 

B0040S0510 

90/04/02 

50-316 

8 

0004080547 

8004080540 

00/04/02 

30-340 

8 

0004000549 

0004060541 

00/03/25 

50-10 

B 

8004080551 

0OO4OBO546 

80/03/31 

50-54 

R 

8004000354 

0004080540 

60/04/02 

50-348 

8 

8004080561 

0004080552 

80/03/28 

50-24? 

a 

8004080564 

0004080557 

60/04/01 

50-243 

I 

8004000570 

9004080565 

80/03/19 

70-143 


8004000575 

9004080566 

90/03/31 

50-323 

9 

0004060581 

80040GOS57 

80/04/01 

50-243 

I 

0004000590 

8004000357 

80/04/01 

50-245 

1 

8004060594 

8004080568 

80/02/26 

50-153 

6 

8004060596 

8004080577 

60/04/01 

50-368 

8 

8004060599 

9004080593 

80/02/05 

70-364 


8004080602 

8004080600 

90/02/25 

50-267 

a 

8004000608 

8004000601 

80/03/31 

30-250 

s 

8004080610 

0004080603 

00/03/28 

CONTRACT 


8004080622 

8004000616 

60/04/02 

50-327 

B 

8004D8D623 

0004080615 

80/01/09 

ACRS 


8004080625 

8004080617 

80/02/2? 

50-254 

Q 

8004060628 

8004080613 

00/01/09 

ACR0 


8004060631 

8004080615 

80/01/09 

ACRS 


8004060633 

8004080629 

00/02/20 

50-373 

a 

8004060639 

8004080615 

00/01/09 

ACRS 


8004080640 

8004080637 

80/03/18 

50-263 

Q 

8004060646 

8004080615 

60/01/09 

ACRS 


8004060647 

8004080629 

80/02/20 

50-373 

Q 

0004000649 

8004080645 

80/03/24 

50-341 

0 

0OO4OBO653 

BD04080644 

80/03/11 

50-30? 

H 

8004060655 

0004080615 

90/01/09 

ACRS 


G0040B0660 

0004000654 

B0/O3/U 

50-307 

A 

8004060661 

8004000615 

90/01/09 

ACRS 


8004090696 

9004080691 

90/02/14 

50-205 

Q 

8004060707 

0004080703 

90/03/31 

50-28? 

P 

8004060716 

9004000703 

90/03/31 

50-20? 

P 

8004060733 

B0040BO5B0 

90/02/04 

70-135 


8004090000 

9004090005 

80/03/19 

50-272 

G 

0004090017 

0004090014 

90/03/31 

71-300 


8004090035 

0004090032 

80/03/18 

50-321 

Q 

8004090036 

0004090032 

80/03/18 

50-321 

Q 

8004090041 

0004090032 

80/03/18 

50-321 

Q 

8004090049 

8004090032 

80/03/18 

50-321 

Q 

8004090059 

8004090055 

80/03/10 

QA999 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


483 


ACCESSION NUhOER 


enclosure 

800<1090071 

900409007S 

8004090070 

8004090081 

800409000 -^ 

0004090006 

0004090108 

0004090115 

0004090121 

0004090134 

0004090137 

0004090138 

0004090140 

0004090146 

0004090148 

S004090I53 

8004090159 

0004090163 

B004090168 

S004090169 

0004090170 
0004090174 
0004090194 
0004090 1 9S 
0004090196 

8004090200 

8004090203 

B004090203 

8004090210 

0004090211 

8004090215 
00040902 IQ 
0004090219 
0004090221 
0004090225 

8004090226 

8004090230 

8004090233 

6004090237 

8004090240 

0004090244 

0004090246 

0004090249 

0004090251 

0004090252 

8004090256 

0OO4O9O2SG 

8004090262 

8004090269 

0004090273 

8004090274 

0004090277 

0004090270 

0004090279 

0004090203 


principal 

OOCUHENT 


0004090058 

0004090067 

0004090067 

8004090067 

80Q409005B 

8004090067 
0004090102 
0004090102 
0004090119 
0004090 130 

0004090132 

0004090131 

0004090135 

0004090141 

0004090143 

8004090151 

0004090151 

8004090133 

8004090165 

8004090166 

0004090166 

8004090166 

0004090191 

0004090173 

8004090100 

BOQ4090191 
8004090 19B 
0004090201 
0004090205 
0004090191 

0OO4O9O2OS 

0004090214 

0004090217 

8004090205 

0004090220 

8004090222 

8004090227 

8004090232 

0004090232 

0004090232 

8004090232 

0004090230 

8004090230 

8004090240 

8004090245 

8004090238 

8004090240 

0004090230 

0004090260 

0004090270 

0004090260 

0004090275 

0OO4O9O27S 

8004090276 

8004090231 


DATE 

ISSUED 


80/02/23 

00/02/22 

60/02/22 

00 / 02/22 

00/02/28 

00/02/22 

80/03/13 

80/03/13 

80/03/13 

80/02/22 

80/03/26 

00/02/03 

80/02/20 

80/03/24 

00/03/05 

80/02/01 

80/02/01 

80/02/26 

80/01/03 

80/03/12 

B0/Q3/t2 

00/03/12 

80/02/39 

80/02/26 

80/02/15 

00/03/10 

00/03/21 

80/03/21 

00/03/13 

00/03/10 

80/03/13 

80/03/21 

80/03/31 

80/03/13 

80/03/17 

00/03/21 

00/03/21 

00/03/13 

80/03/13 

00/03/13 

80/03/13 

80/03/04 

80/03/04 

00/03/31 

00/02/19 

80/03/04 

80/03/31 

80/03/04 

80/03/20 

80/03/27 

00/03/10 

00/03/19 

00/02/25 

80/03/10 

00/03/17 


SUBJECT 

CAl^OQRy 


50-400 

0 

0A999 

0A999 

0A999 

50-400 

Q 

0A999 

70-1257 

70- 1257 

71- 121 

50-339 

0 

50-275 

G 

50-2*3 

0 

WASTE MOT 

50-546 

Q 

50-313 

Q 

50-313 

Q 

50-313 

0 

50-302 

Q 

PR 

50-250 

P 

50-250 

P 

50-250 

P 

50-184 

Q 

50-330 

0 

PR 

50-184 

0 

xportlic 

f 1-373 
50-201 

Q 

SO-184 

Q 


50-201 0 

71-372 
50-335 R 
50-201 Q 
71-9 

71-375 

71-165 

70-143 

70-143 

70-143 

70- 143 

50-219 0 

50-219 0 

50-359 K 
50-259 0 

50-219 0 

50-359 K 
50-219 Q 
50-556 H 

71- 377 

50-320 H 
50-250 F 
50-373 0 

50-320 H 
50-289 0 


ACCESS I ai< rJUMDER 




0004090376 

0OO4D9O377 

0004090370 

8004090300 

G0040903B2 

0OO4O9O3B3 

0004090306 

Q004090393 

6004090374 

6004090400 

8004090401 
6004090406 
6004090413 
60040904 I 9 
8004090422 

8004090424 

B004090426 

B004090431 

6004090433 

8004090430 

6004090440 

6004090441 

6004090457 

B004090464 

6004090472 

0004090473 
6004090475 
BOO 40904 76 
3004090473 
8004090477 

8004090460 

6004090461 

6004090462 

6004090463 

B004090464 

0004090485 
6004100005 
8004100007 
6004100009 
800410001 t 

0004100014 

0004100015 

8004100016 

0004100022 

6004100023 

6004100030 

8004100034 

0004100030 

8004100039 

0004100040 

8004100046 

0004100050 

6004100051 

8004100055 

B004100056 


PRINCIPAL 

OOCUMEWr 

8004090369 

G004090371 

0004090370 

0004090375 

8004090371 

6004090379 
0004090371 
6004090300 
6004090339 
BOO 4 0903 94 

0004090395 
0004090393 
8004090405 
0004090393 
80040904 J 7 

60040.9041 5 
6004090410 
0004090426 
0004090429 
BOO4O90435 

0004090436 

8004090432 

0004090453 

0004090461 

8004090470 

8004090469 

8004090471 

8004090470 

8004090477 

8004090477 

0004090477 

B00409O477 

8004090477 

8004090477 

8004090477 

8004090263 

0004100001 

8004100003 

8004100003 

"8004100003 

8004100003 

8004100010 

8004100013 

8004100013 

B0041000SO 

8004100026 

8004100031 

0004100036 

8004100033 

8004100035 

8004100041 
0004 10 004 I 
6004100045 
0004100041 


DATE 

IS5L/ED 

80/03/28 

00/03/20 

00 / 02/21 

00/03/31 

00/03/20 

80/03/20 

90/03/20 

80/02/20 

60/04/02 

60/02/20 

60/02/ 12 
00/03/13 
80/02/20 
80/03/13 
80/02/14 

00/03/24 

80/04/01 

80/03/16 

eO/04/03 

60/02/13 

80/04/03 

00/02/26 

60/04/03 

80/03/26 

60/04/03 

80/03/06 

60/03/31 

80/04/03 

80/04/03 

80/04/03 

80/04/03 

80/04/03 

80/04/03 

00/04/03 

80/04/03 

80/03/17 

00 / 02/22 

00/03/03 

80/03/03 

00/03/05 

80/03/05 

80/03/24 

80/02/21 

80/02/21 

80/03/07 

80/02/19 
aO/(5S/22 
00/03/20 
80/03/13 
60/03/ 1 1 

60/02/26 

80/02/26 

00/02/20 

00/02/26 


SUDJECr 

CATEGDRV 

50-409 P 
QA999 
70* 1257 
50-54 R 
QA979 

50-255 Q 
QA999 
50-430 Q 
50-255 P 
50-518 0 

50-293 Q 
70-135 
50-327 Q 
70- I 35 
50-219 Q 

50-346 Q 
50-327 5 

50-305 0 

50-327 8 

50-352 0 

50-333 8 

50-443 0 

50-327 a 
TOPREP 
50-293 P 

50-293 a 
30-293 ti 
50-293 P 
50-320 I 
50-320 J 

50-320 I 
50-320 I 
50-320 I 
30-320 1 

50-320 I 

CONTRACT 
0A999 
50-184 0 

SO- 164 0 

50-184 0 

50-164 Q 
50-209 0 

50-346 0 

50-346 Q 
CONTRACT 

70- 020 
OA999 

7 1 - 9020 
lOCFR 

50-443 O 

PR 

PR 

50-416 O 
PR 


0004090205 8004090280 
0004090207 BOO4O9O20S 
0004090290 6004090202 
8004090291 6004090204 
0004090293 0004090262 

8004090295 60040902B9 
8004090299 0004090282 
6004090301 8004090297 
B004090302 8004090296 
0004090304 8004090303 

6004090306 3004090297 
0004090310 8004070307 
0004090311 6004090306 
0004090315 0004090313 
0004090317 6004090314 

0004090320 6004090310 
8004090327 60040903 1 9 
8004090330 0004090329 
00040 90P36 0004090333 
8004090345 0004090341 

00040903 50 800409034 1 
0004090355 8004090351 
8004090361 0004090356 
0004090360 0004090363 
0004090374 0004090366 


00/02/04 

70-135 


00/03/14 

QA999 


90/03/14 

0A999 


00/02/21 

50-348 

0 

80/03/14 

QA999 


00/03/17 

50-209 

0 

00/03/14 

{JA999 


00/01/28 

SECY 


00/02/21 

70-1201 


60/04/03 

50-290 

R 

80/01/28 

SECY 


80/02/ IS 

0A999 


90/04/02 

50-336 

S 

00/04/03 

50-302 

s 

60/03/06 

50-355 

8 

00/04/02 

50-333 

R 

60/02/25 

50-2 

0 

00/03/26 

50-219 

P 

00/04/03 

50-327 

8 

60/04/03 

50-416 

A 

80/04/03 

50-416 

A 

60/02/21 

50-302 

Q 

00/03/19 

70-143 


80/04/04 

50-416 

n 

80/02/21 

50-290 

Q 


B004 1000610 
0004100070 
0004100077 
00041000?! 
0004100092 

8004100098 
0004100103 
0004100106 
00041001 I t 
00041001 12 

8004100127 
0004100128 
0OO41OOiao 
0004 I 001 42 
8004100145 

8004100150 
B0041001 56 
8004100157 
8004100158 
0004100160 

0004100164 
8004100160 
8004100173 
80041 001 B2 
0OO4lOOies 



ACCESSION 


EnccasuRS 


B 004 100 1*^1 
800410019-4 
8004100200 
6004100201 
6004100202 

8004100204 

8004100207 

6004100208 

6004100209 

8004100216 

BQ04100219 

6004100223 

8004100254 

8004100255 

8004100259 

8004100230 

9004100234 

8004100236 

9004100242 

8004100244 

8004100246 
6004100251 
B004 1 002S2 
0004 1 00254 
80041 0025 5 

B004 100257 
0004100262 
8004100263 
9004100266 
6004100267 

8004100272 

6004100273 

6004100275 

8004100276 

6004100278 

6004100281 

8004100262 

6004100283 

6004100204 

8004100285 

90041-00268 
8004100289 
8004 1 00290 
8004100291 
8004100299 

8004100296 
8004 1 00299 
9004100303 
B004 100324 
0004100332 

BD04 100335 
8004100341 
8004100342 
8004100345 
8004100349 

B00410039S 

8004100356 

8004100357 

8004100358 

8004100363 

8004100367 
9004 1 00369 
9004 1 00373 
B004 100374 
0004 1 00377 

8004 1 0038 1 
8004100382 
8004100383 
8004100387 
800410038? 

8004100390 

9004100391 

8004100399 

8004100402 

8004100404 

8004100408 
8004100409 
8004100412 
6004 1004 15 
B004I00416 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


NUMBER 

PRINCIPAL 

OacUHENT 

DATE 

ISSUED 

SUBJECT 

CATEGQRY 

ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

I SSUED 

SUBJECT 

CATEGORY 

8004100185 

00/03/17 

70-33 


8004100430 

0004100428 

00/03/31 

50-445 

M 

8004100189 

90/03/24 

CONTRACT 


8004100431 

8004100429 

00/03/31 

lOCFR 


8004100199 

80/03/31 

71-6679 


8004100432 

8004100426 

60/02/26 

50-10 

Q 

6004100197 

80/03/13 

70-135 


8004100436 

8004100435 

BO/03/13 

50-289 

0 

8004100195 

80/02/20 

50-250 

d 

8004100437 

B004100435 

00/03/13 

50-289 

0 

S004100197 

90/03/13 

70-135 


B004100444 

8004100442 

00/03/20 

90-498 

M 

&004100192 

80/02/28 

50-234 

Q 

8004100447 

8004100442 

80/03/20 

50-490 

M 

6004100205 

00/03/26 

71-5906 


9004100450 

8004100440 

00/02/26 

50-516 

T 

8004100197 

80/03/13 

70-135 


8004100453 

0004100451 

80/03/19 

50-155 

0 

9004100212 

80/03/20 

71-6272 


8004100460 

6004100440 

80/02/26 

50-516 

T 

0004100214 

80/03/ 18 

50-201 

Q 

B004 100462 

8004 100451 

60/03/ 19 

50-159 

0 

8004100214 

80/03/18 

50-201 

Q 

8004100463 

0004100456 

00/03/14 

70-1151 


9004100220 

80/03/20 

71-6574 


Q004 100465 

0004100451 

00/03/19 

50-155 

0 

8004 100214 

00/03/ 18 

50-201 

Q 

8004100467 

9004100458 

00/03/21 

50-251 

P 

8004100226 

GO/OA/Ol 

71-97 


0004100469 

8004100451 

00/03/19 

50-155 

G 

9004 100228 

60/03/20 

71-9073 


0004100470 

6004 100456 

80/03/14 

70-1 151 


8004 1002 14 

80/03/18 

30-201 

0 

6004100472 

6004100440 

80/02/26 

50-516 

T 

0004100231 

80/04/01 

71-96 


8004100473 

6004100458 

86/03/21 

50-251 

P 

8004100239 

BO/03/27 

71-49 


8004100475 

6004100458 

60/03/21 

50-251 

P 

9004100233 

00/04/03 

50-133 

I 

8004100479 

8004100476 

80/03/17 

30-209 

0 

8004100241 

ao/03/31 

SQ-312 

P 

8004100400 

8004100431 

00/03/19 

50-155 

0 

8004100241 

90/03/31 

50-312 

P 

6004100462 

6004100456 

60/03/14 

70-1151 


8004100245 

80/03/03 

50-329 

Q 

6004100490 

8004100485 

B0/O3/2B 

REUIEU ORP 

8004100250 

90/03/28 

71-9009 


8004100491 

6004100487 

60/03/25 

HISC 


8004100241 

eo/03/31 

50-312 

P 

8004100495 

8004100481 

00/02/04 

80-966 

a 

8004100249 

aO/02/26 

40-0452 


8004100497 

8004100405 

60/03/28 

REVIEU ORP 

8004100259 

80/03/26 

71-6078 


0004100500 

0004100492 

80/03/15 

50-361 

8 

8004100249 

80/02/26 

40-8452 


8004100503 

8004100481 

60/02/04 

80-366 

Q 

8004100249 

80/02/26 

40-0452 


8004100505 

6004100481 

60/02/04 

80-366 

a 

6004100260 

80/-03/20 

50-329 

0 

0004100506 

9004100481 

80/02/04 

30-366 

Q 

0004100249 

00/02/26 

40-8452 


0004100512 

8004100508 

60/03/04 

80-320 

0 

9004100264 

80/03/13 

50-344 

Q 

0004100513 

8004100509 

80/02/12 

COMMISSION 

9004100266 

80/03/21 

50-250 

P 

8004100519 

0004100508 

80/03/04 

50-320 

0 

8004100249 

80/02/26 

40-8452 


8004100520 

Q004100917 

80/03/20 

ORO 


9004100271 

60/03/26 

50-445 

M 

0004100521 

0004100509 

80/03/04 

50-320 

0 

8004100269 

60/03/21 

50-250 

P 

8004100522 

0004100519 

00/02/22 

90-294 

0 

8004100264 

80/03/13 

50-344 

0 

8004100524 

8004100523 

00/03/20 

CONTRACT 


B004 1 00269 

60/03/03 

50-282 

Q 

8004100525 

8004100514 

00/03/10 

30-445 

M 

8004100268 

60/03/21 

50-250 

P 

0004100526 

0004100519 

00/02/22 

50-284 

Q 

9004100279 

60/03/17 

30-269 

0 

6004100530 

0004100500 

80/03/04 

50-320 

□ 

BOO 4 L 00264 

00/03/13 

30-344 

Q 

8004100531 

B004100529 

00/03/20 

CONTRACT 


0004100206 

9Q/03/11 

50-155 

F 

8004100544 

8004100540 

00/02/19 

PR 


8004100269 

90/03/03 

50-2 B2 

0 

8004100551 

0004100548 

00/02/13 

40-261 


60041002-B7 

80/03/31 

50-546 

Q 

0004100555 

8004100550 

80/02/05 

70-138 


80114100264 

00/03/13 

50-344 

0 

0004100560 

0004100552 

80/04/07 

50-445 

M 

8004100293 

90/03/13 

50-135 

0 

0004100365 

0004100563 

00/03/14 

50-289 

0 

8004100393 

00/03/13 

50-195 

0 

8004100567 

0004100563 

00/03/14 

50-289 

0 

8004100264 

00/03/13 

50-344 

Q 

8004100575 

B004 100573 

00/03/28 

80-320 

H 

6004100315 

90/02/00 

50-313 

0 

8004100576 

8004100572 

00/03/18 

CONTRACT 


6004100329 

60/04/01 

71-273 


0004100578 

0004100974 

80/03/27 

50-320 

K 

6004100315 

80/02/00 

50-313 

Q 

8004100582 

0004100561 

80/03/27 

90-320 

H 

8004100336 

80/04/01 

71-116 


Q 004 100600 

8004100596 

80/03/20 

CONTRACT 


8004100339 

80/03/27 

CONTRACT 


0004100605 

0004100593 

60/02/26 

50-556 

0 

0004100340 

80/04/04 

50-261 

8 

8004100606 

8004100606 

00/03/12 

90-423 

S 

8004 i 00346 

80/04/01 

71-367 


8004100609 

8004100604 

00/02/28 

PR 


8004100392 

80/04/01 

50-217 

1 

6004100610 

8004 100595 

00/02/26 

90-556 

0 

8004100352 

80/04/01 

50-219 

I 

8004100612 

6004100604 

00/02/20 

PR 


8004 1 00394 

80/02/19 

CONTRACT 


8004100613 

B0041006U 

80/03/12 

S0-3U 

0 

0004100347 

80/02/27 

50-334 

Q 

8004110018 

8004110013 

00/03/12 

70-1151 


6004100360 

80/03/24 

CONTRACT 


8004110019 

8004110016 

80/04/03 

50-387 

0 

8004100365 

60/03/24 

50-302 

P 

8004110026 

B004 110022 

80/03/19 

90-255 

F 

8004100366 

80/03/17 

CONTRACT 


8004110027 

8004110015 

00/03/12 

70-1151 


G004L00347 

80/02/27 

50-334 

Q 

B004110037 

8004110031 

00/03/25 

0A999 


8004100370 

60/03/31 

50-29 

R 

9004110044 

8004110031 

00/03/25 

QA999 


8004100372 

80/02/29 

50-150 

Q 

9004110051 

8004110038 

00/04/02 

90-3 

P 

8004 100373 

60/03/20 

50-320 

0 

90041 L0057 

6004110031 

00/03/25 

0A999 


6004100347 

60/02/27 

50-334 

0 

8004110064 

8004110031 

00/03/29 

0A999 


8004100380 

80/02/29 

50-162 

0 

0004110081 

0004110077 

00/03/20 

50-289 

0 

8004100384 

80/04/01 

50-329 

A 

8004110105 

8004110099 

00/03/14 

m&c 


0004100386 

00/04/ 07 

50-293 

P 

9004110139 

0004110121 

80/04/02 

50-482 

K 

6004100304 

80/04/01 

50-329 

A 

9004110146 

0004110144 

80/03/05 

WASTE MOT 

8004100347 

90/02/27 

50-334 

Q 

6004 1 10151 

8004110142 

00/04/02 

50-312 

D 

8004100396 

90/04/03 

50-255 

0 

0004110152 

8004110150 

00/02/26 

50-440 

Q 

8004100395 

80/03/17 

50-395 

0 

0004 L 10162 

8004110159 

80/03/10 

50-289 

0 

6004100403 

90/04/03 

50-255 

s 

8004110164 

8004110157 

00/03/26 

50-209 

0 

6004100140 

80/02/22 

50-10 

Q 

9004110166 

0004110157 

80/03/26 

50-209 

0 

6004100395 

80/03/17 

50-395 

Q 

8004110176 

8004110190 

80/02/26 

50-440 

Q 

8004100395 

80/03/17 

30-395 

Q 

0004110223 

8004110216 

00/04/01 

TOPREP 


8004100413 

80/04/03 

50-255 

S 

00041 10225 

8004110216 

00/04/01 

TOPREP 


0004100395 

80/03/17 

50-395 

0 

8004110245 

0004110230 

80/03/05 

50-266 

Q 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8004110274 

8004110259 

80/03/03 

50-151 

Q 

8004110291 

8004110284 

80/02/29 

50-456 

Q 

8004110300 

Q0041102B4 

80/02/29 

50-456 

0 

0004110329 

0004110318 

80/04/01 

50-483 

0 

S004n03B& 

0004110370 

00/04/03 

50-346 

8 

00041 10442 

0004110437 

00/04/03 

90-206 

a 

0004110444 

0004110434 

00/04/04 

50-29 

P 

0004 110449 

8004 110445 

80/03/04 

50-315 

R 

8004110463 

8004110437 

80/04/02 

50-245 

P 

8004110475 

8004110474 

80/04/03 

50-31 1 

A 

8004110476 

8004110472 

80/04/02 

30-366 

B 

8004 110483 

8004110479 

00/04/03 

50-366 

8 

8004110408 

8004110483 

80/04/02 

50-346 

8 

8004110490 

00041 10487 

00/04/03 

50-346 

S 

8004110494 

00041 10492 

00/03/31 

50-272 

a 

80041 10498 

0004110489 

80/03/27 

50-285 

Q 

00041 10500 

0004110497 

80/04/03 

50-272 

0 

8004110514 

8004110503 

80/02/27 

30-259 

Q 

8004110524 

6004110520 

80/02/28 

50-282 

P 

0004110525 

8004110519 

80/03/17 

30-239 

P 

8004110325 

0004110519 

00/03/17 

90-239 

P 

B004U0527 

8004110519 

00/03/17 

50-259 

P 

0004110531 

800411051? 

80/03/17 

50-259 

P 

0004110533 

8004110529 

80/04/01 

50-250 

0 

0004110536 

8004110529 

80/04/01 

50-250 

0 

8004110346 

8004110541 

00/03/03 

50-209 

0 

8004110549 

8004110545 

00/03/25 

70-2479 


8004110350 

8004110543 

00/03/04 

50-243 

a 

8004U0836 

8004110540 

80/03/24 

90-546 

Q 

8004110366 

0004110562 

60/03/25 

50-302 

Q 

8004110567 

8004110561 

80/03/17 

50-209 

0 

8004110573 

0004110572 

80/02/27 

50-395 

0 

0004140007 

0004140004 

80/03/31 

50-209 

0 

0004140008 

8004140003 

80/04/03 

50-445 

M 

8004140013 

8004140004 

80/03/31 

90-209 

0 

8004140015 

8004140011 

80/03/24 

0A999 


8004140017 

8004140004 

60/03/31 

50-289 

0 

8004140018 

0004140011 

60/03/24 

0A999 


8004140019 

8004140004 

80/03/31 

50-209 

0 

8004140020 

8004140011 

80/03/24 

0A999 


8004140023 

8004140004 

00/03/31 

90-289 

0 

0004140026 

0004140022 

00/01/17 

50-15S 

H 

0004140027 

8004140024 

80/03/17 

71-249 


8004140028 

8004140004 

80/03/31 

SO-209 

0 

8004140029 

8004140011 

80/03/24 

0A999 


8004140031 

8004140022 

80/01/17 

50-155 

H 

8004140032 

0004140004 

00/03/31 

50-289 

0 

8004140034 

0004140011 

00/03/24 

0A999 


8004140037 

8004140011 

00/03/24 

0A999 


8004140038 

8004140004 

80/03/31 

50-209 

0 

8004140040 

80041400U 

80/03/24 

QA999 


8004140043 

8004140011 

60/03/24 

QA999 


0004140044 

0004140041 

80/03/10 

50-155 

0 

8004140045 

0004140004 

80/03/31 

50-289 

0 

8004140048 

0004140041 

80/03/10 

50-135 

Q 

8004140049 

8004 140046 

80/02/20 

50-4SB 

Q 

8004140051 

0004140004 

00/03/31 

50-289 

0 

8004140052 

0004140047 

80/01/17 

PR 


8004140054 

8004140050 

00/02/29 

50-334 

P 

8004140055 

0004140050 

80/02/29 

50-334 

P 

0004140037 

8004140004 

80/03/31 

50-289 

0 

0004140050 

8004140050 

80/02/29 

50-334 

P 

8004140059 

0004140041 

80/03/10 

90-155 

0 

0004140062 

8004140004 

00/03/31 

50-289 

0 

8004140065 

0004140004 

00/03/31 

50-289 

0 

8004140067 

8004140061 

80/03/15 

50-320 

0 

8004140070 

8004140060 

60/03/17 

70-1308 


8004140072 

8004140068 

80/03/21 

Pfiii 


8004140073 

8004140060 

80/03/17 

70-1308 


8004140076 

8004140061 

80/03/15 

50-320 

0 

8004140077 

8004140074 

00/03/17 

50-289 

0 

8004140080 

8004140074 

00/03/17 

50-289 

0 

8004140002 

8004140070 

00/03/03 

70-1300 


8004140084 

0004140074 

00/03/17 

50-209 

0 

8004140000 

0OD414OO85 

00/03/20 

ORO 


8004140095 

0004140092 

80/03/20 

KISC 


8004140097 

0004140093 

80/03/26 

50-339 

H 

8004140100 

0004140096 

80/02/00 

PR 


8004140104 

8004140098 

00/03/21 

50-443 

K 

8004140116 

8004140113 

00/03/20 

TOP REP 



ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8004140117 

0004140111 

80/03/16 

50-32 D 

0 

8004140124 

0004140114 

80/03/31 

FQIA 


8004140126 

8004140060 

80/03/21 

PRH 


8004140127 

6004140125 

80/03/ 19 

50-367 

0 

8004140128 

8004 140068 

80/03/21 

PRM 


8004140130 

B004H0125 

00/03/19 

30-367 

0 

8004140131 

8004140114 

00/03/31 

FOIA 


6004140133 

6004140060 

00/03/21 

PRM 


8004140135 

0004140060 

80/03/21 

PRM 


8004140139 

80D4 140060 

80/03/21 

PRM 


e00414<>140 

0004140068 

80/03/21 

PRM 


8004140 1 45 

8004 1 40068 

00/03/21 

PRM 


8004140157 

0004140154 

00/04/04 

50-309 

n 

8004 1401 BO 

8004140169 

00/03/31 

50-10 

u 

8004140190 

8004140186 

BO/03/26 

SO-339 

H 

8004140195 

0004140106 

80/03/26 

50-339 

H 

8004140197 

0004140183 

80/03/28 

50-10 

U 

0004140 210 

0OD414O199 

80/03/20 

50-306 

Q 

0004140215 

8004140203 

90/03/28 

50-10 

U 

6004140224 

0004140219 

80/04/11 

50-231 

P 

8004140230 

8004140225 

80/03/31 

50-10 

U 

8004140238 

0004140235 

00/03/28 

50-409 

u 

0004140262 

8004140252 

00/03/25 

S 0-350 

u 

6004140303 

8004140299 

80/03/21 

50-309 

u 

0004140304 

8004140299 

80/03/21 

50-309 

u 

0004 1403 11 

0004140310 

aO/04/07 

50-293 

p 

0004 1403 14 

0004140312 

80/04/01 

50-409 

p 

8004140319 

8004140317 

80/04/08 

50-352 

I 

8004140322 

0004140306 

80/03/18 

50-295 

R 

8004140323 

8004140320 

80/04/09 

50-272 

S 

0004140332 

8004140327 

80/04/09 

50-327 

P 

0004140333 

8004140320 

00/04/07 

50-313 

8 

8004140340 

0004140330 

80/03/19 

50-10 

R 

8004140342 

8004140337 

80/04/09 

50-293 

8 

8004140344 

8004140339 

00/04/10 

50-202 

R 

8004140333 

8004140350 

80/04/07 

SO-346 

R 

0004140334 

8004140348 

80/04/08 

50-369 

A 

8004140330 

8004140348 

80/04/08 

50-369 

A 

80041 4036D 

8004140356 

00/04/08 

50-313 

8 

0004140367 

8004140365 

80/04/07 

50-409 

R 

8004140369 

0004140363 

00/04/10 

50-331 

S 

8004140377 

8004140372 

00/04/03 

50-320 

B 

8004140379 

8004140374 

□0/03/21 

SO-266 

U 

8004140382 

8004140300 

80/04/09 

50-331 

P 

8004140405 

8004140397 

00/04/03 

50-312 

B 

8004140411 

8004140406 

80/04/03 

50-220 

R 

0004140412 

8004140409 

80/04/09 

50-272 

8 

8004140422 

8004140416 

80/04/10 

50-286 

8 

8004140429 

8004140423 

80/03/21 

50-237 

e 

8004140432 

ff 

an 




9004140436 
9004140437 
9004140440 
8004140444 
sr ■ * “ * 


485 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


Accession 

NUMBER 




ACCESSION 

NUMOER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DDCUMEMT 

ISSUED 

CATECDRY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

aooAisob 10 

6004150103 

B0/O3/27 

50-346 

P 

B004 150477 

8004150472 

80/03/28 

50-304 

S 

□004150116 

0004150103 

BO/03/27 

50-346 

P 

8004150479 

80041 S0474 

80/04/11 

30-255 

P 

□004150117 

80041501)2 

80/03/ 1 9 

71-367 


8004150480 

8004150473 

80/04/11 

50-537 

A 

Q004 150118 

8004150115 

79/12/10 

70-125/ 


8004150481 

8004150476 

80/04/07 

50-366 

8 

8004150120 

8004150103 

80/03/27 

50-346 

P 

□004190406 

8004)50483 

80/04/10 

50-318 

S 

8004150121 

8004150112 

00/03/19 

71-367 


8004150409 

8004130484 

80/04/14 

50-341 

0 

8004150125 

8004150123 

80/03/ 19 

71-116 


8004150440 

SOO415O404 

80/04/14 

SO-341 

0 

9004150127 

8004150123 

80/03/19 

71-116 


□004150493 

8004150407 

80/03/31 

30-213 

n 

8004160133 

0004150132 

80/03/10 

71-97 


8004150494 

8004150485 

80/04/03 

50-553 

s 

9004150136 

8004150126 

80/04/01 

30-32 1 

0 

8004 150496 

8004150494 

aO/04/14 

50-34 1 

0 

0004150141 

8004150140 

00/03/26 

NUREO 


B004 150498 

8004150482 

aO/03/26 

50-265 

s 

B004 1 50142 

8004150126 

80/04/01 

50-321 

0 

□004150310 

8004130507 

80/04/09 

50-315 

F 

6004 1 50143 

8004150139 

aO/ 02/12 

50-352 

Q 

8004150512 

8004150500 

80/04/11 

50-327 

8 

6004150147 

8Q04IS0126 

80/04/01 

50-321 

0 

8004150513 

8004150503 

80/04/03 

50-237 

S 

8004150149 

0004150145 

80/01/31 

QA999 


6004150514 

B004 150506 

80/04/11 

50-271 

S 

80041S0154 

B004150151 

80/04/01 

50-335 

P 

0004150520 

8004150509 

80/04/03 

50-315 

P 

8004150155 

8004150126 

BO/04/01 

50-321 

0 

B004 150522 

B004130515 

80/04/07 

50-260 

9 

0004150156 

B004150151 

80/04/01 

50-335 

p 

B004 150526 

80041S051B 

80/04/02 

50-304 

9 

0004150171 

0004150166 

80/03/13 

CONTRACT 


8004150529 

B0041S0516 

80/04/08 

50-334 

0 

0004150193 

8004150 187 

□0/02/28 

70-371 


O0O41SOS31 

8004150509 

BO/04/03 

50-315 

P 

8004190195 

0004150188 

80/03/11 

50-361 

H 

0004150533 

0004150524 

80/04/09 

50-305 

S 

0004150200 

0004150197 

□0/04/14 

50-416 

M 

0004150533 

8004 1 50528 

G0/O4/OB 

30-327 

8 

0004 1 50202 

0004150199 

□0/03/21 

50-443 

S 

8004150934 

0004130516 

80/04 /OB 

50-334 

8 

8004150210 

00041 50209 

80/03/24 

50-438 

s 

8004150535 

8004150323 

80/04/1 1 

50-259 

8 

B004150216 

8004150211 

00/03/26 

50-10 

H 

8004150536 

8004130525 

80/04/10 

50-259 

8 

8004 1 50239 

8004150239 

BO/04/10 

50-313 

I 

8004150537 

0004150530 

80/04/10 

50-255 

3 

8004150250 

0004150246 

80/04/08 

50-277 

1 

8004150849 

8004150516 

80/04/00 

50-334 

S 

8004150252 

0004150246 

80/04/00 

50-277 

I 

□004150346 

8004150938 

80/04/07 

50-361 

8 

8004150255 

8004150246 

80/04/08 

50-277 

1 

8004150547 

8004150S39 

80/04/08 

50-327 

8 

8004150260 

8004150246 

80/04/08 

50-277 

I 

80041S0549 

8004150541 

80/04/08 

30-313 

8 

8004150278 

8004150272 

80/03/13 

71-49 


8004150352 

8004150943 

80/04/09 

50-267 

8 

8004150280 

0004150270 

80/04/08 

TOP REP 


□004150555 

8004150543 

80/04/08 

50-263 

S 

80041 902B4 

0004 150272 

80/03/13 

71-49 


8004150356 

8004150544 

80/04/10 

50-235 

S 

B0041902B7 

B0041502BI 

80/04/14 

30-239 

P 

8004150550 

8004150353 

80/04/11 

50-272 

8 

0004150309 

G004150300 

80/03/17 

70-820 


B004 150559 

8004130551 

80/04/09 

50-327 

P 

8004150319 

8004150312 

60/04/11 

50-516 

0 

8004150564 

8004150543 

80/04/00 

50-263 

8 

6004)50322 

8004150320 

80/04/02 

50-245 

I 

8004150565 

8004150554 

80/04/11 

50-327 

8 

8004150329 

8004150320 

80/04/02 

50-245 

1 

0004150970 

8004150563 

80/04/10 

30-346 

8 

8004) 50328 

8004150316 

80/04/02 

50-10 

P 

8004150571 

80041S0543 

80/04/08 

50-263 

8 

8004150331 

8004150329 

QO/04/t 1 

50-244 

P 

8004150572 

B0041 50562 

00/04/07 

30-366 

8 

8004 150332 

8004150329 

80/04/11 

50-244 

P 

8004150579 

8004150567 

GO/04/07 

30-368 

F 

8004150334 

8004150329 

80/04/1 1 

50-244 

P 

0004150580 

0004150543 

Q0/O4/0B 

50-263 

8 

8004150335 

8004150329 

80/04/1 1 

50-244 

P 

8004150585 

0004 1 50573 

80/04/00 

50-259 

a 

0004150336 

80041 50333 

00/ 04/07 

50-267 

ft 

8004150588 

8004150576 

00/04/02 

50-293 

9 

8004150347 

80041 S034S 

80/04/09 

50-206 

ft 

B004150SB9 

B004130543 

80/04/00 

50-263 

s 

8004150351 

8004150349 

90/04/11 

50-209 

P 

8004150590 

8004150567 

80/04/09 

50-36Q 

F 

8004150352 

8004150350 

80/04/11 

50-29 

R 

8004150396 

8004150581 

80/04/09 

30-303 

8 

8004150395 

8004150354 

80/04/09 

50-305 

ft 

8004150398 

6004150343 

80/04/08 

50-263 

8 

8004150361 

8004150360 

80/04/1 1 

50-271 

R 

8004150601 

8004150567 

80/04/09 

30-360 

F 

8004150365 

8004150363 

80/04/08 

50-316 

R 

8004150603 

8004150587 

80/04/10 

30-282 

8 

8004150370 

8004150367 

80/04/11 

50-309 

R 

8004130609 

8004150599 

80/04/10 

30-3 

R 

0004150371 

8004150368 

80/04/00 

50-315 

R 

8004150610 

8004150343 

80/04/08 

50-263 

8 

0004 150376 

8004150374 

80/04/09 

50-261 

R 

8004130611 

8004150582 

BO/04/09 

90-267 

8 

8004150384 

80041 50380 

80/04/09 

50-244 

R 

8004130615 

800415060B 

BO/04/11 

50-327 

P 

8004190385 

0004150383 

80/04/10 

50-366 

R 

8004150617 

8004150543 

80/04/03 

30-263 

8 

0004 1 903B7 

0004150302 

80/04/10 

50-10 

R 

8004150610 

8004130605 

80/04/11 

30-360 

8 

8004150389 

GOD415O306 

80/04/10 

50-272 

R 

8004150620 

8004150606 

80/04/10 

30-317 

6 

8004150390 

8004150388 

80/04/10 

50-321 

R 

8004130623 

8004150343 

80/04/09 

30-263 

8 

8004150395 

8004150391 

80/04/02 

50-285 

R 

8004150634 

8004150626 

80/04/09 

50-267 

a 

□0041 sm96 

8004150392 

80/04/1 1 

50-353 

R 

8004150638 

8004 150624 

00/04/10 

50-310 

8 

'4 

8004190399 

80/04/10 

50-321 

R 

8004150641 

8004150630 

00/04/07 

50-313 

3 

5 

0004150401 

80/04/10 

50-263 

R 

8004160007 

8004160004 

00/03/20 

30-272 

Q 

7 

0004190320 

80/04/02 

50-245 

I 

8004160019 

0004160004 

80/03/20 

30-272 

Q 


0004150406 

BO/04/Oa 

50-250 

I 

8004160030 

0004160024 

80/03/10 

COMMISSION 


6004190414 

80/04/03 

50-518 

S 

800416003? 

8004160034 

80/03/26 

30-320 

P 


3004150416 

80/04/03 

50-373 

A 

8004160050 

8004160044 

80/02/29 

50-445 

0 


3004150420 

80/04/11 

50-303 

A 

8004160062 

8004160057 

80/02/27 

50-533 

0 


3004150426 

00/04/11 

50-348 

R 

8004160072 

8004160066 

BO/02/27 

50-327 

Q 


3004 1 50432 

80/04/09 

50-267 

S 

8004160102 

□004160096 

80/02/29 

PR 



3004150435 

80/04/07 

50-275 

A 

8004160118 

B00416OU6 

80/04/01 

50-413 

Q 


3004 1 50440 

00/04/07 

50-344 

B 

8004160122 

8004160116 

00/04/01 

50-413 

Q 


3004 1 50444 

80/04/00 

50-324 

B 

8004160133 

0004160125 

00/03/24 

30-293 

0 


3004 1 50437 

80/04/01 

50-390 

a 

8004160137 

8004160125 

00/03/24 

50-293 

Q 


3004 1 50447 

80/04/07 

50-348 

p 

8004160138 

8004160131 

80/03/29 

50-289 

0 


3004150451 

80/04/03 

50-366 

a 

8004160141 

0004160125 

80/03/24 

50-293 

Q 


3004 1 50454 

00/03/13 

50-366 

a 

8004160146 

0004160125 

80/03/24 

50-293 

Q 


3004 1 50459 

80/04/11 

50-244 

p 

8004160151 

8004160098 

00/03/24 

70-1231 



3004 1 50463 

80/03/25 

50-254 

8 

8004160153 

8004160145 

80/02/28 

50-293 

Q 


3004150457 

80/03/27 

30-254 

8 

8004160156 

0OO416OO9Q 

80/03/24 

70-1251 



3004150456 

00/04/1 1 

50-311 

0 

800416015? 

800416009Q 

80/03/24 

70-1231 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

r^UMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

. ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8004160172 

8004160165 

80/02/29 

50-277 

Q 

0004170293 

QOO417O20B 

00/02/26 

50-272 

Q 

8004160176 

8004160173 

00/04/01 

50-3 

H 

0004 170296 

0004170292 

80/03/26 

30-424 

G 

6004160164 

8004160179 

80/04/07 

50-320 

P 

0004 1703 00 

0004170294 

BO/03/26 

S 0-209 

P 

6004160187 

0004160103 

00/03/21 

50-277 

0 

0004 170309 

8004170304 

00/02/07 

30-334 

0 

000416018? 

8004160103 

80/03/21 

50-277 

Q 

0004 1703 IB 

8004170316 

00/03/31 

90-317 

F 

0004 1601 90 

0004160106 

80/03/ 12 

COMMISSION 

0004170323 

0004170316 

00/03/3) 

50-317 

F 

8004160191 

0004160183 

80/03/21 

50-277 

0 

0004170350 

6004170345 

00/04/02 

lOCFR 


8004160193 

0004160186 

80/03/ 12 

COMMISSION 

0004170352 

8004 170345 

00/04/02 

lOCFR 


8004160194 

8004160183 

00/03/21 

50-277 

0 

0004100016 

0004180008 

00/03/31 

COMMISSION 

8004160196 

8004160186 

80/03/12 

COMMISSION 

0004180066 

0004100050 

00/04/04 

50-326 

A 

0004160199 

0004160197 

80/04/ n 

50-269 

Q 

0004180069 

0004100062 

00/03/19 

71-96 


8004160200 

0004160106 

80/03/12 

COMMISSION 

0004180070 

0004100050 

00/04/04 

50-328 

A 

0004160202 

0004160106 

80/03/12 

COMMISSION 

8004100070 

8004100023 

00/03/31 

COMMISSION 

0004160203 

0004 1601 86 

80/03/12 

COMMISSION 

0004100082 

0004180023 

00/03/3 1 

COMMISSION 

0004160206 

8004160186 

80/03/12 

COMMISSION 

0004160006 

BO 04 180 023 

00/03/31 

COMMISSION 

0004160309 

0004160186 

80/03/12 

COMMISSION 

0004100009 

8004100000 

80/03/14 

XPORTLJC 


6004160210 

0004160197 

80/04/11 

50-269 

0 

0004 1 B0092 

0004160080 

00/03/14 

XPCHTLJC 


8004160212 

0004160106 

80/03/12 

COMMISSION 

0004180095 

8004100023 

00/03/31 

COMMISSION 

8004160215 

8004160106 

00/03/12 

COMMISSION 

0004100097 

80041 BO 023 

00/03/31 

COMMISSION 

8004160210 

8004160216 

80/03/31 

50-518 

S 

0004180100 

0004100023 

90/03/3J 

COMMISSION 

0004160219 

0004160197 

00/04/11 

50-269 

0 

0004100101 

0004100023 

00/03/31 

COMMISSION 

8004160220 

0004160186 

00/03/12 

COMMISSION 

0004100103 

0004180023 

00/03/31 

COMMISSION 

00041 6022 1 

0004160197 

00/04/11 

50-269 

0 

0004180120 

0004100113 

00/03/19 

50-289 

H 

0004160224 

8004160197 

80/04/11 

50-269 

0 

0004100124 

0004100121 

00/02/29 

70-1113 


8004160237 

8004160197 

00/04/11 

50-269 

0 

0004100126 

8004180122 

00/04/02 

30-301 

0 

8004160230 

0004160197 

00/04/ n 

50-269 

G 

0004100130 

BOO410O122 

00/04/02 

50-301 

Q 

8004160232 

8004160229 

00/04/11 

50-207 

S 

8004180142 

6004100120 

B0/03/2S 

COMMISSION 

800416023S 

0004160197 

QO/04/11 

50-269 

G 

0004180147 

0004100130 

80/03/03 

50-245 

Q 

0004160240 

8004160197 

00/04/11 

50-269 

G 

0004100153 

0004100128 

90/03/25 

COMMIGSION 

0004160243 

0004160239 

00/03/31 

50-445 

K 

0004100160 

8004100154 

00/03/26 

30-339 

A 

0004160244 

0004160197 

00/04/11 

30-269 

G 

6004100164 

8004100120 

90/03/29 

COMMISSION 

8004160256 

8004160253 

80/04/00 

50-275 

A 

0004100167 

0004100131 

90/04/02 

50-445 

M 

0004160259 

8004160253 

00/04/00 

50-275 

A 

6004100175 

80041001 20 

00/03/25 

COMMISSION 

0004160260 

8004160253 

80/04/08 

50-275 

A 

8004100101 

6004100172 

90/03/27 

50-315 

a 

B0041 60264 

8004160253 

80/04/08 

50-275 

A 

6004 100 165 

B004180128 

00/03/25 

COMMISSION 

8004160267 

0004160253 

80/04/00 

50-275 

A 

8004180193 

0004100120 

90/03/25 

COMMISSION 

8004160270 

0004160266 

80/40/03 

50-312 

R 

8004180197 

8004100120 

90/03/85 

COMMISSION 

8004160271 

0004160253 

00/04/08 

50-275 

A 

0004100199 

0004100187 

80/03/04 

30-373 

Q 

0004 1 60296 

0004160291 

00/03/31 

50-430 

6 

0004100203 

8004100107 

90/03/04 

50-373 

Q 

0004160298 

0004160290 

0O/O4/fO 

50-320 

P 

0004100207 

8004100200 

90/03/20 

XPORTLIC 


0004170019 

0004170015 

80/04/11 

50-324 

P 

0004100200 

0004100111 

90/04/10 

50-358 

G 

8004170020 

0004170015 

00/04/11 

50-324 

P 

8004100210 

0004100214 

80/02/21 

50-490 

Q 

8004170031 

0004170026 

00/04/11 

30-327 

S 

0004 100220 

0004100211 

90/03/18 

COMMISSION 

8004170035 

0004170020 

00/03/20 

TOPREP 


8004100237 

0OO41BO234 

80/03/26 

SO-3 

H 

8004170046 

0004170044 

80/04/03 

50-73 

P 

8004100230 

0004160233 

90/03/20 

50-307 

T 

0004170049 

8004170044 

80/04/03 

50-73 

P 

0004180250 

8004180253 

00/03/20 

50-220 

P 

0004170051 

0004170045 

80/04/10 

50-528 

0 

8004180264 

0004180256 

00/04/14 

50-353 

A 

0004170052 

0004170050 

00/04/03 

30-338 

R 

8004180277 

8004180253 

00/03/20 

50-220 

P 

0004170059 

8004170056 

00/04/10 

50-282 

F 

0004100278 

0004 180233 

00/03/20 

30-220 

f 

8004170067 

0004170065 

00/04/11 

30-327 

K 

0004180206 

8004180201 

00/04/03 

30-247 

e 

8004170073 

0004170069 

80/04/14 

SO-327 

P 

BO 04 100294 

0OO410O2G1 

00/04/03 

30-247 

E 

8004170074 

0004170071 

80/03/21 

50-416 

8 

BO 04 100290 

8004100277 

80/03/17 

COMMISSION 

0004170106 

0004170104 

00/04/14 

90-209 

P 

8004100307 

8004100296 

80/04/16 

50-306 

0 

8004170115 

0004170109 

80/04/01 

50-312 

0 

0004160310 

8004100309 

00/03/ 27 

XPORTLIC 


0004170117 

8004170112 

80/02/27 

COMMISSION 

0004180311 

0004180304 

80/03/ LQ 

COMMISSION 

0004170121 

0004170109 

00/04/01 

30-312 

0 

0004180314 

6004180309 

00/03/27 

iCPORTLIC 


8004170129 

0004170109 

00/04/01 

50-312 

0 

0004180319 

0004180304 

80/03/10 

COMMISSION 

0004170140 

0004170134 

BO/04/15 

30-327 

P 

0004180320 

6004 1803 IB 

00/03/05 

30-320 

0 

8004170155 

0004 170 1 40 

80/04/15 

30-327 

0 

0004100334 

0004100329 

00/02/26 

30-219 

0 

8004170191 

0004170184 

80/04/09 

50-293 

8 

0004100337 

6004100331 

80/04/ IS 

30-390 

R 

0004170199 

8004170194 

80/04/10 

30-336 

8 

0004100339 

0004180338 

80/04/19 

30-320 

R 

0004170200 

8004170203 

00/04/10 

50-269 

S 

9004180342 

0004180341 

80/04/15 

50-282 

P 

0004170211 

0004170210 

00/04/14 

50-330 

R 

0004180348 

0004180346 

aO/04/07 

30-2 1 3 

P 

0004170212 

0004170210 

80/04/14 

50-330 

R 

0004100347 

6004 180349 

00/04/14 

30-220 

F 

0004170221 

0004170219 

00/04/14 

50-317 

8 

0004100360 

6004180337 

80/04/10 

30-863 

F 

8004170226 

0004170224 

80/04/09 

50-336 

8 

8004100362 

6004180361 

80/04/14 

50-344 

P 

8004170227 

0004170235 

80/04/15 

50-327 

f 

' 0004100364 

B004 100359 

80/04/04 

30-914 

F 

6004170229 

0004170225 

00/04/15 

50-327 

F 

0004100366 

6004100361 

80/04/14 

90-344 

P 

0004170230 

8004170228 

00/04/10 

30-277 

R 

8004100367 

0004 190369 

80/04/11 

50-328 

0 

0004170231 

8004170225 

00/04/15 

50-327 

F 

0004100371 

8004 180369 

ao/04/19 

50-271 

R 

0004170234 

0004 1 70225 

00/04/15 

50-327 

F 

0004100374 

8004190373 

80/04/09 

30-250 

R 

0004170236 

0004170233 

80/04/09 

50-133 

R 

0004180301 

8004190377 

80/04/10 

50-390 

S 

0004170244 

0004 1 7024 i 

80/04/14 

50-200 

R 

0004180386 

8004100300 

00/04/11 

30-306 

8 

0004170252 

0004170246 

80/04/15 

30-277 

P 

0004180308 

0004190303 

00/04/14 

50-243 

R 

0004170256 

0004170246 

80/04/15 

30-277 

P 

0004180394 

6004100391 

00/04/11 

50-327 

R 

8004170257 

0004170254 

80/04/14 

50-70 

P 

0004100395 

0004100309 

^0/02/29 

30-247 

P 

8004170258 

8004170255 

80/04/14 

50-255 

0 

0004100402 

0004100396 

00/03/12 

50-155 

0 

0004170260 

0004170254 

80/04/14 

50-70 

P 

6004100404 

0004100398 

00/04/11 

30-336 

s 

8004170262 

0004170255 

80/04/14 

50-235 

0 

BOO410O4O7 

0004190399 

00/04/08 

50-327 

B 

8004170281 

0004170273 

80/03/31 

50-209 

0 

8004100411 

6004180408 

00/04/i 1 

50-336 

Q 


487 



488 


CKUbS REFEREIMCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


Accession number 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORV 

B0Q41B04i:i 

6004100410 

60/04/14 

50-271 

S 

6004180416 

6004180405 

60/04/10 

50-272 

T 

6004180425 

6004180418 

60/04/14 

50-261 

3 

6004180430 

8004180420 

60/04/14 

50-305 

P 

6004180434 

8004180426 

BO/04/15 

50-286 

R 

60041 B0439 

8004180431 

60/04/08 

50-320 

H 

6004160440 

8004180437 

80/04/10 

90-245 

5 

6004160441 

000418043? 

80/04/08 

50-269 

0 

G0041B0454 

0004180450 

80/04/09 

50-206 

S 

6004180456 

8004180452 

80/04/08 

50-296 

S 

8004180457 

8004180451 

80/04/08 

50-260 

S 

8004160461 

6004180448 

80/04/14 

50-286 

S 

8004180465 

8004180460 

80/04/07 

50-327 

8 

8004180467 

6004180466 

60/04/14 

50-344 

P 

600418046? 

8004180462 

60/04/19 

50-302 

* 

80041S0470 

8004 180466 

60/04/14 

50-344 

P 

6004180471 

8004180450 

80/04/14 

50-244 

S 

6004180472 

8004180468 

80/04/1 1 

50-263 

s 

60041 B0474 

8004 180462 

60/04/15 

90-302 

I 

6004180475 

8004160464 

80/04/11 

50-202 

p 

6004160478 

8004180462 

80/04/15 

50-302 

I 

6004180483 

8004180479 

80/04/14 

50-305 

p 

6004160484 

8004180463 

80/04/15 

50-302 

I 

8004180491 

8004180462 

80/04/15 

50-302 

1 

8004160492 

8004180469 

80/04/10 

50-309 

B 

6004180500 

8004180462 

80/04/15 

50-302 

J 

8004180503 

8004180462 

80/04/15 

50-302 

I 

6004180512 

8004180508 

80/02/26 

50-309 

0 

6004180522 

8004100515 

80/03/14 

70-1007 


6004180523 

8004180521 

80/02/21 

50-344 

0 

8004180525 

0004180515 

80/03/14 

70-1007 


8004100527 

8004180521 

60/02/21 

50-344 

0 

6004180928 

8004180524 

80/03/09 

50-250 

R 

8004180530 

8004180929 

80/03/06 

50-250 

R 

8004180534 

6004180533 

80/03/26 

70-364 


B0042 10009 

8004210007 

80/04/09 

50-322 

G 

8004210011 

B0042100Q3 

80/03/06 

SO-423 

Q 

8004310018 

8004210014 

80/03/29 

50-344 

F 

8004210020 

8004210015 

80/03/31 

50-320 

Q 

8004310021 

8004210019 

80/04/03 

71-9142 


B004210082 

8004210013 

80/04/08 

FOIA 


8004210024 

0004210016 

80/03/36 

50-272 

Q 

8004210029 

0004210013 

80/04/00 

FOIA 


8004210030 

8004210013 

80/04/00 

FOIA 


8004210031 

B004S10028 

60/03/26 

50-339 

H 

8004210033 

8004210013 

80/04/08 

FOIA 


8004210034 

8004210027 

80/03/05 

70-1100 


8004310035 

8004210029 

80/03/05 

40-672 


8004210042 

8004210037 

80/03/26 

71-6717 


6004210044 

0004210039 

80/03/26 

50-309 

Q 

6004210045 

8004210039 

80/03/26 

30-309 

Q 

8004210049 

8004210039 

80/03/36 

90-309 

Q 

8004210052 

8004210047 

80/04/08 

FOIA 


G0042100S3 

8004210039 

80/03/26 

50-309 

Q 

6004210057 

8004210047 

80/04/08 

FOIA 


6004210060 

8004210048 

80/04/01 

90-29 

H 

6004210061 

8004210056 

60/03/26 

50-286 

0 

6004310062 

8004210047 

80/04/08 

FOIA 


6004210064 

8004210056 

80/03/26 

50-286 

Q 

6004210065 

8004210047 

80/04/09 

FOIA 


6004210067 

8004210063 

80/03/14 

70-371 


6004210068 

8004210096 

80/03/26 

50-286 

0 

8004210070 

8004210056 

00/03/26 

50-286 

Q 

6004210071 

8004210059 

80/02/25 

50-244 

Q 

073 

8004210066 

80/03/24 

71-301 



8004210074, 

80/03/05 

50-272 

0 


8004210075 

80/03/14 

70-2470 



8004210075 

80/03/14 

70-2478 



8004210075 

80/03/14 

70-2478 



8004210079 

80/03/05 

50-277 

0 


8004210081 

80/01/16 

70-135 



8004210081 

80/01/16 

70-135 



8004210084 

80/02/28 

70-1143 



8004210088 

80/04/01 

50-3 

H 



60/02/28 

50-320 

0 



30/03/06 

70-371 




JO/03/04 

50-302 

Q 



10/03/ 10 

CONTRACT 




30/03/05 

50-289 

Q 



30/03/04 

50-566 

0 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORV 

8004210127 

8004210125 

80/03/27 

50-155 

P 

8004210129 

8004210125 

80/03/27 

50-159 

P 

B004210130 

8004210126 

80/03/ IS 

70-1100 


8004210132 

8004210125 

BO/03/27 

60-155 

P 

8004210133 

6004210126 

80/03/19 

70-1100 


8004210135 

8004210126 

80/03/18 

70-1100 


B004210137 

8004210134 

80/02/29 

50-359 

0 

8004210138 

8004210126 

80/03/ IS 

70-1100 


8004210139 

8004210126 

90/03/10 

70-1100 


8004210142 

8004210134 

80/02/29 

50-350 

Q 

8004210143 

8004210126 

80/03/10 

70-1100 


8004210145 

0004210126 

80/03/10 

70-1100 


6004210149 

6004210026 

80/03/31 

XPORTLIC 


8004210151 

8004210146 

00/02/25 

50-322 

0 

6004210159 

8004210196 

00/03/24 

XPORTLIC 


8004210160 

B004210154 

80/03/07 

PR 


0004210162 

8004210155 

80/03/ 28 

70-1113 


8004210166 

8004210163 

80/04/07 

50-267 

0 

8004210167 

8004210155 

80/03/28 

70-1113 


8004210171 

8004210195 

80/03/28 

70-1113 


8004210173 

B004210169 

80/02/28 

50-293 

0 

8004210176 

8004210155 

80/03/28 

70-1113 


8004210179 

8004210175 

80/02/29 

50-449 

Q 

8004210184 

8004210170 

80/03/25 

90-389 

8 

8004210185 

6004210182 

80/04/14 

50-498 

I 

8004210186 

8OO421O10J 

80/03/ 1 1 

50-361 

Q 

8004210188 

8004210103 

80/04/03 

50-353 

Q 

8004210195 

6004210191 

80/03/29 

50-269 

Q 

8004210196 

8004210109 

80/03/07 

50-243 

Q 

8004210197 

8004210192 

80/03/14 

90-317 

R 

6004210199 

8004210191 

00/03/20 

50-269 

Q 

6004210201 

0004210193 

80/04/01 

50-3 

H 

6004210205 

0004210202 

80/04/1 1 

50-327 

P 

6004210206 

8004210204 

80/04/04 

50-160 

0 

6004210207 

8004210203 

00/03/ 1 9 

70-139 


6004210212 

B004210210 

80/03/21 

50-247 

0 

8004210214 

8004210203 

80/03/19 

70-135 


6004210215 

8004210211 

80/03/10 

50-290 

0 

6004210216 

8004210203 

80/03/19 

70-135 


6004210218 

B004210210 

80/03/21 

50-247 

0 

6004210219 

8004210211 

80/03/10 

50-290 

Q 

8004210220 

6004210217 

80/04/11 

50-313 

R 

6004210222 

8004210203 

80/03/19 

70-135 


8004210223 

800421020B 

80/04/01 

50-3 

M 

6004210229 

8004210226 

80/03/10 

90-312 

0 

6004210237 

8004210231 

80/03/29 

50-312 

Q 

6004210240 

8004210233 

80/04/11 

50-302 

R 

6004210241 

8004210231 

80/03/29 

90-312 

Q 

6004210242 

8004210234 

80/03/20 

50-413 

0 

6004210243 

8004210231 

80/03/25 

90-312 

Q 

6004210247 

0004210234 

80/03/28 

50-413 

8 

8004210248 

8004210231 

80/03/29 

50-312 

0 

6004210249 

B004210246 

80/04/14 

90-249 

R 

8004210250 

8004210235 

80/03/10 

50-209 

0 

8004210253 

B004210251 

80/04/10 

50-213 

R 

6004210256 

8004210252 

80/03/19 

50-10 

H 

8004210257 

8004210254 

80/04/09 

50-206 

9 

800421 0258 

8004210295 

80/04/14 

90-247 

R 

8004210262 

800421025? 

80/04/10 

50-312 

S 

8004210264 

8004210260 

80/03/19 

50-10 

H 

8004210266 

8004210261 

80/04/19 

50-334 

R 

8004210267 

8004210265 

80/04/19 

50-346 

9 

8004210271 

8004210263 

80/04/14 

50-267 

R 

8004210273 

0004210270 

80/04/08 

90-206 

9 

8004210276 

0004210269 

80/04/19 

50-3 

R 

8004210278 

8004210277 

80/04/14 

50-309 

9 

8004210279 

8004210272 

00/03/19 

90-10 

H 

8004210280 

8004210274 

00/04/ il 

50-360 

R 

8004210282 

8004210275 

80/03/03 

50-546 

H 

8004210288 

B004210286 

00/04/09 

90-249 

B 

8004210290 

8004210287 

80/03/19 

50-10 

H 

8004210292 

8004210289 

00/04/12 

50-293 

8 

8004210296 

8004210294 

80/04/09 

90-267 

8 

8004210297 

8004210295 

80/03/19 

50-10 

H 

8004210300 

8004210299 

80/03/19 

90-10 

H 

8004210305 

8004210302 

80/03/19 

50-10 

H 

0004210306 

8004210303 

80/03/24 

TOPREP 


8004210307 

8004210303 

80/03/24 

TOPREP 


8004210310 

8004210308 

80/03/15 

50-10 

K 

0004210320 

8004210315 

80/04/01 

50-339 

T 



ACCESSION 


ENCLOSURE 

B0042t0329 

8004210329 

8004210330 

8004210331 

0004210339 

B0042 10340 
B004210344 
8004210345 
a00421034& 
8004210347 

B0042t0349 

a0042l03Sl 

B004210355 

8004210387 

8004210388 

B004210359 

8004210360 

B004210361 

8004210366 

8004210373 

8004210376 

8004210388 

0004210391 

8004210392 

8004210393 

0004210394 

8004210395 

0004210397 

8004210399 

8004210400 

0004210403 

8004210417 

0004210428 

0004210431 

800421043B 

8004210443 
80042 104S0 
8004220007 
0004220017 
8004280023 

0004220086 

8004220027 

8004220028 

B004220033 

8004220034 

8004880037 

0004820039 

8004220041 

0004220044 

8004220051 

0OO422ODS5 

8004820056 

8004220068 

8004220075 

8004220080 

8004820092 

8004220097 

0004220101 

8004220107 

8004280116 

B0042201 19 
B004220120 
8004220124 
8004220125 
8004220130 

8004220132 

0004220134 

0004220137 

8004220143 

8004220162 

6004220164 

6004820165 

8004220167 

8004220171 

6004220174 

6004220175 

B00422017B 

8004220180 

8004220161 

8004220186 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


NUriBER 




ACCESSION 

NUMBER 




PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEQORV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8004210322 

eO/03/20 

50-275 

G 

0004220189 

6004220104 

60/02/25 

71-9130 


8004210322 

90/03/20 

30-275 

G 

0004220191 

6004220105 

60/03/19 

50-320 

H 

8004210326 

QO/02/27 

50-219 

0 

6004220193 

6004220104 

60/02/25 

71-9130 


8004210327 

00/04/16 

SO-305 

P 

8004220196 

0004220030 

00/04/03 

FOIA 


8004210334 

80/03/05 

50-333 

Q 

0004220202 

6004220020 

00/04/03 

FOIA 


8004210335 

90/04/ 15 

50-320 

P 

6004220204 

6004220186 

60/03/31 

SO-269 

Q 

80042 1033S 

00/04/15 

50-320 

P 

8004220207 

BOO 4 2200 30 

00/04/03 

FOIA 


8004210343 

60/03/05 

50-245 

Q 

8004220212 

0004220020 

aO/04/03 

FOIA 


0004210342 

□0/03/26 

50-320 

P 

0004220214 

0004220020 

80/04/03 

FOIA 


0004210335 

60/04/15 

50-320 

P 

0004220216 

6004220D20 

00/04 /03 

FOIA 


0004210335 

60/04/ 15 

50-320 

P 

BO 04220221 

6004230215 

00/03/04 

30-321 

Q 

8004210342 

80/03/26 

50-320 

P 

8004220224 

8004220223 

00/04/ 1 1 

50-209 

P 

0004210335 

80/04/15 

50-320 

P 

8004220227 

7907100034 

79/06/21 

50-287 

0 

8004810350 

00/04/07 

70-143 


8004220229 

0004520020 

BO/04/03 

FOIA 


8004210335 

60/04/15 

50-320 

P 

6004220231 

8004220020 

00/04/03 

FOIA 


0004210350 

80/04/07 

70-143 


0004220236 

8004220020 

80/04/03 

FQIA 


B004210356 

00/03/24 

50-320 

H 

8004220239 

7907100034 

79/06/21 

FOIA 


B0042J0353 

80/04/15 

PR 


S004220242 

9004220020 

60/04/03 

FOIA 


BOO 42 1 0335 

00/04/15 

50-320 

P 

0004220243 

8004220239 

00/03/24 

50-309 

A 

8004210363 

60/03/24 

50-320 

H 

0004220244 

6004220232 

80/02/29 

30-445 

a 

0004210372 

80/04/16 

50-330 

P 

8004220245 

7907100034 

79/06/21 

FQIA 


0004210387 

aO/03/21 

40-1 162 


0004220246 

0OO422OO2D 

60/04/03 

FOIA 


8004210381 

60/03/19 

50-320 

H 

8004220250 

0OO422O24B 

60/03/24 

50-309 

K 

8004210386 

00/03/27 

50-445 

H 

B004220251 

G004220020 

80/04/03 

FOIA 


0004210322 

00/03/28 

50-275 

0 

8004220252 

B004220020 

00/04/03 

FOIA 


0004210386 

90/03/27 

50-445 

M 

0004220253 

7907100034 

79/06/21 

FOIA 


8004210322 

90/03/28 

50-275 

O 

0004220255 

0004220020 

00/04/03 

FOIA 


0004210386 

00/03/27 

50-445 

M 

0004220259 

0004220020 

60/04/03 

FOIA 


8004210398 

00/03/24 

50-320 

H 

8004220263 

0004220020 

60/04/03 

FOIA 


0004210306 

00/03/27 

50-445 

M 

8004220267 

0004220020 

80/04/03 

FOIA 


0004210402 

80/03/22 

50-320 

H 

0004220273 

8004220260 

00/04/01 

50-331 

F 

0004210412 

80/03/11 

50-361 

0 

0004220276 

0004220020 

80/04/03 

FOIA 


0004210422 

00/03/21 

50-312 

Q 

0004220282 

BO0422OO2O 

80/04/03 

FOIA 


0004210425 

00/04/10 

50-367 

0 

8004220264 

6004220276 

00/04/16 

50-301 

P 

8004210432 

00/03/10 

50-445 

Q 

0004220206 

0004250020 

00/04/03 

FOIA 


0004210432 

80/03/10 

50-445 

Q 

0004220293 

6004220209 

B0/O4/1B 

50-416 

G 

0004210439 

00/02/27 

50-219 

0 

0004220294 

□D04220020 

60/04/03 

FOIA 


0004220004 

00/03/24 

50-286 

Q 

8004220304 

6004220301 

60/04/17 

50-271 

R 

8004220012 

00/03/17 

50-316 

P 

8004220314 

3004220020 

00/04/03 

FOIA 


8004220012 

00/03/17 

50-316 

P 

0004220315 

6004250303 

80/03/05 

70-2623 


0004220018 

79/13/28 

70-135 


8004220317 

□004220313 

00/03/24 

50~3B9 

C 

80042S0012 

00/03/17 

50-316 

P 

0004220319 

0004220020 

00/04/03 

FQIA 


8004220020 

00/04/03 

FOIA 


0004220321 

□004220313 

90/03/24 

50-309 

C 

8004220020 

00/04/03 

FOIA 


8004220323 

0004220020 

80/04/03 

FQIA 


000422001 S 

80/03/17 

50-316 

P 

8004220326 

6004220303 

00/03/05 

70-2623 


0004220020 

90/04/03 

FOIA 


0004220327 

0004220020 

ao/04/oa 

FOIA 


0004220012 

00/03/17 

50-316 

P 

0004220329 

6004220020 

80/04/03 

FQIA 


0004220025 

00/03/06 

70-371 


8004220330 

□004220020 

00/04/03 

FQIA 


8004220020 

00/04/03 

FOIA 


8004220331 

6004220303 

00/03/05 

70-2623 


8004220020 

80/04/03 

FOIA 


0004220337 

6004220020 

00/04/03 

FOIA 


0004220043 

00/03/83 

71-379 


B00422034I 

8004220020 

BO/04/03 

FOIA 


8004220020 

00/04/03 

FOIA 


8004220342 

8004220303 

80/03/05 

70-2623 


8004220054 

79/11/14 

70-1143 


8004220346 

6004 220020 

00/04/03 

FQIA 


8004220020 

80/04/03 

FOIA 


0004220349 

6004220340 

80/04/15 

50-259- 

P 

8004220020 

80/04/03 

FOIA 


0004220351 

8004220020 

00/04/03 

FOIA 


0004220020 

00/04/03 

FOIA 


8004220353 

8004220303 

80/03/09 

70-2623 


0004220020 

00/04/03 

FOIA 


8004220355 

0004220020 

80/04/03 

FOIA 


0004220020 

00/04/03 

FOIA 


8004220358 

0OO4S 20340 

80/04/15 

50-239 

P 

8004220020 

00/04/03 

FOIA 


8004220361 





8004220111 

80/03/26 

XPORTHC 


---- - 





0004220105 

80/03/20 

50-491 

Q 






0004220020 

00/04/03 

FOIA 







8004220 1 1 2 

80/03/19 

SO-320 

H 






8004220020 

80/04/03 

FOIA 







0004220020 

00/04/03 

FOIA 







0004220020 

00/04/03 

FOIA 







0004220105 

00/03/20 

50-491 

Q 






8004220020 

80/04/03 

FOIA 







B004220136 

00/03/13 

50-320 

H 






0004220159 

00/03/03 

50-320 

H 






0004220020 

00/04/03 

FOIA 







0004220- 157 

80/03/04 

50-295 

0 






8004220020 

80/04/03 

FOIA 







8004220168 

80/03/19 

50-320 

K 






8004220020 

00/04/03 

FOIA 







0004220157 

80/03/04 

50-295 

Q 






8004220020 

80/04/03 

FOIA 







8004220020 

00/04/03 

FOIA 







0004220173 

00/04/02 

50-320 

H 






0004220020 

eo/04/03 

FOIA 









UKUbb HthtHtIMUfc Ul- tIMOLUbUMtb 

TO PRINCIPAL DOCUMENTS 


ACCESStQN 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

8QCUMENT 

IbSUEI) 

CATEGORV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOaRY 

8004220440 

8004220427 

60/04/ 16 

50-313 

F 

8004220635 

8004220020 

80/04/03 

FOIA 


8004220442 

8004220020 

BO/04/03 

FOIA 


0004220636 

8004220620 

00/04/ 15 

50-366 

3 

G004220444 

S004220020 

60/04/03 

FOIA 


0004220639 

0004220020 

BO/04/03 

FOIA 


B004220447 

6004220427 

80/04/16 

50-313 

F 

8004220644 

0004220020 

00/04/03 

FOIA 


B00422044B 

0004220020 

BO/04/03 

FOIA 


8004220640 

8004220642 

BO/04/16 

50-305 

S 

B004220450 

0004220427 

BO/04/16 

50^313 

F 

0004220653 

0004220646 

BO/04/16 

50-338 

9 

B004220452 

B004220020 

BO/04/03 

FOIA 


8004220658 

0004220652 

eo/04/17 

50-366 

S 

8004220453 

6004220427 

BO/04/16 

50-313 

F 

B004220666 

9004220657 

80/04/16 

50-346 

8 

0004220454 

8004220427 

60/04/16 

50-313 

F 

6004220667 

8004220662 

60/04/ 15 

50-366 

S 

80Q422O456 

B004220427 

60/04/16 

50-313 

F 

8004220660 

8004220660 

80/04/14 

50-295 

8 

0004220456 

6004220020 

60/04/03 

FOIA 


8004220671 

8004220664 

00/04/16 

50-366 

S 

8004220459 

6004220455 

60/04/15 

50-395 

0 

B004220679 

0004220670 

80/04/10 

50-336 

S 

8004220461 

8004220020 

80/04/03 

FOIA 


B00422D6BO 

0004220669 

00/04/18 

50-260 

8 

8004220463 

B004220020 

00/04/03 

FOIA 


8004220601 

0004220630 

80/04/17 

50-10 

5 

8004220465 

8004220020 

ao/04/03 

FOIA 


8004220684 

8004220675 

80/04/17 

50-321 

8 

8004220466 

6004220020 

80/04/03 

FOIA 


0004220687 

8004220676 

80/04/15 

50-32S 

S 

8004220467 

8004 220020 

80/04/03 

FOIA 


8004220690 

B0042206B2 

90/04/14 

50-269 

B 

8004220468 

6004220020 

80/04/03 

FOIA 


0004220697 

0004220692 

80/04/10 

50-275 

A 

8004220469 

8004220020 

80/04/03 

FOIA 


0004220699 

80042206B6 

00/04/10 

50-259 

8 

8004220470 

6004220020 

BO/04/03 

FOIA 


0004220700 

0004220693 

00/04/10 

50-249 

8 

8004220472 

8004220020 

80/04/03 

FOIA 


0004220702 

0004220694 

90/04/14 

30-304 

6 

8004220473 

6004220020 

60/04/03 

FOIA 


8004220703 

8004220691 

00/04/15 

50-368 

8 

8004220476 

0004220020 

60/04/03 

FOIA 


8004220704 

0004220692 

ao/04/iB 

50-275 

A 

8004220479 

6004220020 

80/04/03 

FOIA 


0004220707 

8004220690 

BO/04/17 

50-327 

S 

8004220480 

8004220020 

00/04/03 

FOIA 


B004220710 

8004220689 

80/04/17 

30-321 

0 

8004220482 

8004220020 

00/04/03 

FOIA 


8004220716 

0004220692 

80/04/18 

50-275 

A 

8004220485 

8004220020 

fiO/04/03 

FOIA 


8004220717 

0004220705 

00/04/17 

50-366 

0 

8004220486 

8004220020 

80/04/03 

FOIA 


0004220718 

0004220706 

80/04/17 

50-366 

S 

8004220468 

8004220020 

80/04/03 

FOIA 


8004220719 

8004220708 

80/04/16 

50-317 

B 

B004220491 

8004220020 

80/04/03 

FOIA 


8004220721 

8004220713 

BO/04/15 

50-321 

8 

0004220499 

0004220497 

80/04/18 

TOPREP 


0004220722 

0004220715 

BO/04/16 

50-327 

5 

8004220501 

8004220464 

00/04/21 

50-220 

P 

B004220727 

8004220692 

BO/04/18 

50-275 

A 

6004220306 

8004220464 

80/04/21 

50-220 

P 

B004220735 

0004220726 

eO/04/17 

50-366 

S 

8004220511 

0004220500 

80/04/17 

50-219 

P 

B004220736 

0004220726 

60/04/15 

30-366 

B 

8004220512 

8004220020 

80/04/03 

FOIA 


0004220737 

8004220692 

00/04/18 

50-275 

A 

8004220514 

0004220500 

80/04/17 

50-219 

P 

8004220730 

8004220729 

BO/04/09 

50-348 

8 

8004220517 

8004220020 

80/04/03 

FOIA 


8004220740 

6004220732 

BO/04/1S 

50-324 

8 

B004220521 

6004220020 

80/04/03 

FOIA 


8004220744 

0004220692 

BO/04/18 

50-275 

A 

B004220S2B 

8004220020 

60/04/03 

FOIA 


0004220746 

0004220729 

80/04/09 

50-340 

6 

0004220530 

8004220522 

80/04/17 

50-309 

P 

0004220747 

8004220730 

00/04/15 

50-402 

I 

0004220531 

0004220523 

00/04/15 

50-259 

P 

8004220749 

800422074 1 

00/04/17 

50-206 

S 

8004220532 

0004220020 

00/04/03 

FOIA 


0004220750 

0004220742 

80/04/10 

30-239 

6 

8004220539 

0004220020 

80/04/03 

FOIA 


0004220751 

0004220692 

00/04/18 

30-273 

A 

8004220544 

6004220020 

80/04/03 

FOIA 


0004220755 

6004220692 

00/04/10 

50-275 

A 

6004220545 

6004220542 

80/04/11 

50-209 

P 

0004220757 

0004220753 

80/04/16 

50-327 

8 

8004220546 

8004220341 

80/04/16 

50-43B 

5 

0004220758 

0004220745 

00/04/10 

30-310 

8 

8004220547 

8004220530 

aO/04/16 

50-325 

S 

0004220759 

0004220730 

80/04/15 

30-482 

1 

8004220546 

8004220020 

80/04/03 

FOIA 


8004220761 

8004220752 

00/04/16 

50-346 

8 

8004220551 

8004280020 

00/04/03 

FOIA 


8004220762 

0004220754 

00/04/13 

30-3 

0 

8004220552 

8004220542 

80/04/11 

50-289 

P 

0004220764 

0004220724 

00/04/14 

50-510 

G 

8004220557 

8004220020 

80/04/03 

FOIA 


0004220769 

0004220763 

00/04/21 

50-498 

K 

8004220560 

6004220550 

80/03/13 

50-111 

R 

0004220771 

8004220767 

80/04/17 

50-333 

8 

8004220562 

8004220020 

80/04/03 

FOIA 


0004220772 

8004220765 

00/04/16 

30-346 

8 

8004220565 

8004220550 

80/03/ 13 

50-111 

R 

0004220778 

0004220775 

00/04/14 

50-267 

I 

8004220567 

8004220020 

60/04/03 

FQIA 


0004220790 

0004220789 

00/03/17 

71-9019 


8004220573 

8004220020 

60/04/03 

FOIA 


0004230007 

0004230002 

ao/04/u 

30-445 

M 

8004220577 

6004220559 

00/04/15 

50-410 

0 

0004230014 

0004230010 

80/04/04 

30-266 

0 

0004220579 

B004220020 

00/04/03 

FOIA 


8004230017 

0004230010 

00/04/04 

30-266 

0 

8004220581 

8004220575 

00/04/17 

50-155 

0 

8004230023 

0004230015 

00/04/10 

FOIA 


BOO 4720 5 83 

6004220372 

90/04/15 

50-324 

S 

6004230026 

0004230009 

00/02/22 

50-230 

0 

8004220585 

0004220020 

00/04/03 

FOIA 


8004230029 

0004230015 

eO/04/10 

FOIA 


0004220591 

8004220020 

90/04/03 

FOIA 


8004230032 

0004230015 

BO/04/10 

FOIA 


0004220593 

0004220020 

80/04/03 

FOIA 


8004230040 

0004230015 

BO/04/10 

FQIA 


8004220596 

0004220586 

00/04/ 11 

50-295 

S 

8004230041 

0004230033 

80/04/ 10 

30-445 

M 

0004220598 

8004220020 

80/04/03 

FOIA 


8004230045 

0004230015 

00/04/10 

FOIA 


8004220602 

6004220020 

00/04/03 

FOIA 


8004230046 

0004230036 

00/02/22 

50-390 

Q 

B004220606 

6004220020 

80/04/03 

FOIA 


8004230050 

0004230015 

00/04/10 

FOIA 


0004220608 

6004220599 

BO/04/ 15 

50-325 

s 

8004230060 

0004230053 

00/02/29 

50-201 

R 

0004220609 

0004220020 

60/04/03 

FOIA 


0004230071 

0004230059 

00/03/20 

50-352 

Q 

0004220612 

0004220020 

BO/04/03 

FOIA 


0004230074 

0004230066 

00/04/03 

50-445 

M 

0004220616 

8004220020 

80/04/03 

FOIA 


0004230079 

0004230059 

00/03/20 

50-352 

Q 

8004220617 

0004220615 

00/04/15 

50-366 

B 

0004230089 

0004230059 

00/03/20 

30-352 

0 

8004220610 

8004220020 

80/04/03 

FOIA 


0004230093 

0004230091 

76/11/24 

50-367 

0 

0004220621 

0004220614 

80/04/17 

50-317 

8 

6004230096 

B00423D091 

76/11/24 

50-367 

0 

B004220622 

6004220020 

00/04/03 

FOIA 


0004230101 

0004230091 

76/11/24 

50-367 

0 

8004220623 

8004220613 

80/04/09 

50-265 

S 

0004230103 

0004230098 

80/04/11 

50-275 

Q 

6004220625 

8004220020 

00/04/03 

FOIA 


0004230110 

0004230095 

80/03/21 

COMMISSION 

8004220629 

8004220020 

80/04/03 

FOIA 


0004230114 

0004230059 

00/03/20 

50-352 

Q 

8004220631 

8004220624 

00/04/11 

50-293 

s 

6004230110 

0004230095 

00/03/21 

COMMISSION 

8004220633 

8004220020 

00/04/03 

FOIA 


0004230126 

0004230123 

eO/04/08 

SECY 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMflER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

00042301 2S 

8004230120 

80/03/03 

50-309 

Q 

0004230130 

0OO4S3O123 

BO/04/08 

SECY 


0004230133 

G0D423O129 

80/03/36 

XPORTLIC 


00042301 36 

B004230123 

00/04/08 

SECY 


0004230141 

0004230123 

00/04/00 

SECY 


0004230146 

8004230 138 

00/03/04 

70-925 


0004230157 

8004230130 

80/03/04 

70-925 


0004230162 

8004230154 

80/04/07 

50-445 

M 

0004230175 

8004230167 

80/03/03 

50-123 

0 

0004230179 

8004230167 

00/03/03 

50-123 

a 

00042301 B9 

8004230167 

00/03/03 

50-123 

Q 

0004230190 

B0042301GS 

00/04/03 

50-3 

H 

0004230236 

B004230202 

80/03/26 

50-269 

Q 

0004230238 

000423023! 

00/04/21 

50-339 

P 

0004230246 

0OD423O231 

00/04/21 

50-339 

P 

0004230248 

8004230239 

80/04/00 

50-460 

Q 

0004230249 

0004230202 

00/03/26 

50-269 

Q 

0004230253 

0004230239 

00/04/08 

90-460 

Q 

0004230255 

0004230231 

00/04/21 

50-339 

P 

0004230260 

0004230231 

00/04/21 

90-339 

P 

0004230267 

0004230202 

00/03/26 

50-269 

Q 

0004230271 

8004230239 

00/04/08 

30-460 

Q 

0004230273 

8004230239 

80/04/08 

50-460 

Q 

0004230276 

8004230239 

80/04/00 

50-460 

Q 

0004230277 

8004230202 

80/03/26 

50-269 

Q 

0004230287 

8004230239 

80/04/00 

50-460 

Q 

0004230290 

8004230239 

80/04/00 

50-460 

Q 

0004230302 

8004230295 

80/04/22 

PRQJ 


0004230303 

8004230300 

79/10/10 

NUREO 


0004230307 

8004230300 

79/10/10 

NUREO 


0004230309 

8004230299 

80/04/14 

50-213 

F 

0004230313 

8004230299 

80/04/14 

90-213 

P 

0004230316 

8004230299 

80/04/14 

50-213 

F 

0004230317 

8004230295 

80/04/22 

PROJ 


0004230326 

8004230321 

79/08/04 

90-250 

R 

0004230332 

8004230330 

79/06/09 

50-250 

R 

0004230343 

8004230341 

80/04/21 

90-219 

P 

0004230340 

8004230346 

80/04/14 

50-331 

R 

0004230355 

8004230351 

00/04/10 

90-316 

8 

6004230337 

8004230351 

80/04/10 

50-316 

8 

8004230399 

0004230390 

00/04/17 

90-202 

8 

8004230302 

0004230300 

00/04/17 

90-438 

9 

8004230411 

0004230406 

00/04/09 

50-289 

8 

8004230414 

0004230409 

00/03/26 

ao-277 

P 

8004230419 

0004230409 

00/03/26 

50-277 

P 

8004230432 

0004230430 

00/04/19 

90-316 

8 

8004230441 

0004230409 

00/03/26 

50-277 

P 

8004230444 

0004230438 

eo/04/is 

50-315 

8 

8004230447 

0004230438 

80/04/ IB 

50-315 

a 

8004230464 

0004230461 

00/04/18 

90-333 

p 

0004230473 

0004230471 

80/04/16 

50-313 

s 

0004230487 

8004230480 

80/04/17 

50-282 

Q 

8004230490 

0OO423O4B4 

79/07/07 

90-250 

R 

8004230495 

0004230493 

80/04/15 

50-2B9 

R 

8004230497 

0004230497 

80/04/09 

50-293 

R 

8004230307 

8004230503 

00/04/17 

50-430 

8 

8004230319 

0004230904 

80/04/18 

90-309 

8 

8004230329 

0004230520 

80/04/19 

90-261 

8 

8004230328 

0004230923 

80/04/02 

CONTRACT 


800423032? 

0004230527 

00/04/17 

50-438 

8 

0004240006 

8004240002 

80/04/02 

ORO 


8004240013 

8004240009 

00/04/07 

CONTRACT 


0004240030 

8004240020 

70/03/06 

70-135 


8004240041 

8004240033 

00/01/09 

CONTRACT 


6004240046 

8004240020 

78/03/06 

70-139 


0004240091 

8004240047 

00/04/03 

CONTRACT 


8004240056 

8004240028 

78/03/06 

70-135 


B004240067 

8004240063 

80/03/24 

XPORTHC 


8004240071 

8004240061 

80/04/07 

90-445 

M 

B004240073 

8004240020 

78/03/06 

70-135 


8004240081 

8004240077 

00/03/27 

Statv Prog 

8004240084 

8004240020 

78/03/06 

70-135 


8004240099 

8004240007 

00/03/25 

50-334 

P 

B004240093 

8004240020 

78/03/06 

70-135 


8004240104 

8004240020 

78/03/06 

70-135 


8004240110 

8004240028 

70/03/06 

70-133 


8004240114 

8004240028 

78/03/06 

70-139 


B004240127 

8004240028 

70/03/06 

70-135 


8004240137 

8004240028 

70/03/06 

70-139 


8004240130 

B004240028 

78/03/06 

70-139 



ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0004240155 

8004240020 

70/03/06 

70-135 


0004240159 

0004240153 

80/03/19 

70-143 


0004240170 

0004240020 

70/03/06 

70-135 


8004240175 

9004240163 

00/03/20 

50-247 

P 

B004240177 

0004240028 

70/03/06 

70-135 


8004240183 

8004240028 

/B/03/06 

70-135 


8004240 187 

8004240028 

70/03/06 

70- 1 35 


8004240190 

8004240101 

00/03/03 

70-2805 


0004240202 

8004240181 

80/03/03 

70-2005 


8004240207 

8004240201 

BO/Ol/30 

SO-438 

A 

8004240209 

0004240196 

80/03/10 

40-9502 


0004240217 

0004240201 

80/01/30 

50-438 

A 

8004240263 

0004240251 

80/03/14 

50-250 

P 

0004240276 

8004240251 

80/03/14 

50-250 

P 

0004240277 

8004240267 

80/01/23 

70-1300 


8004240202 

B004240270 

80/03/ 19 

50-320 

H 

0004240283 

8004240251 

SO/03/14 

50-250 

P 

0004240200 

8004240267 

80/01/23 

70-1300 


6004240294 

8004240267 

00/01/23 

70-1308 


8004240307 

B004240299 

00/04/03 

50-277 

P 

0004240317 

8004240309 

00/04/15 

50-250 

S 

6004240320 

8004240299 

80/04/03 

50-277 

P 

0004240322 

B004240314 

00/02/28 

71-107 


0004240328 

B004240323 

ao/ 04 /iB 

50-267 

s 

8004240329 

8004240299 

80/04/03 

50-277 

p 

8004240331 

B004240314 

80/02/28 

71-107 


0004240343 

0004240334 

00/04/15 

50-335 

s 

8004240352 

8004240344 

00/04/02 

50-424 

0 

0004240356 

6004240350 

70/06/03 

50-250 

R 

8004240360 

0004240344 

80/04/02 

50-424 

0 

0004240363 

8004240359 

70/09/04 

50-250 

R 

8004240366 

6004240362 

00/04/21 

50-261 

S 

8004240374 

8004240368 

70/04/07 

50-250 

R 

8004240375 

0004240369 

00/04/16 

50-335 

S 

0004240378 

8004240371 

00/04/02 

50-250 

0 

0004240383 

0004240371 

00/04/02 

50-250 

Q 

8004240307 

8004240371 

00/04/02 

50-250 

0 

8004240388 

8004240386 

00/04/17 

50-430 

s 

0004240389 

8004240384 

00/04/11 

50-275 

F 

8004240390 

8004240371 

80/04/02 

50-290 

Q 

0004240392 

8004240391 

00/04/16 

50-277 

Q 

0004240395 

8004240394 

80/04/24 

50-206 

P 

8004240396 

8004240393 

80/03/03 

50-339 

Q 

0004240397 

8004240394 

80/04/24 

50-206 

P 

8004240390 

B004240393 

00/03/03 

50-339 

0 

G00424D413 

B0042404DB 

00/03/03 

50-200 

Q 

8004840415 

8004240411 

00/04/10 

80-259 

R 

0004240420 

0004240416 

00/03/31 

50-120 

R 

8004240422 

0004240416 

79/01/06 

50-250 

R 

8004240424 

0004240421 

00/04/22 

50-445 

0 

8004240430 

8004240426 

00/03/29 

50-491 

Q 

8004240432 

B004240425 

00/04/16 

50-219 

R 

8004240433 

0OQ424O421 

00/04/22 

50-445 

0 

8004240434 

B004240426 

00/03/28 

50-491 

Q 

8004240439 

0004240437 

00/04/01 

50-213 

R 

8004240440 

0004240436 

70/12/06 

50-250 

R 

0004240444 

0004240443 

70/10/07 

90-250 

R 

8004240447 

0004240441 

80/03/19 

50-320 

l-l 

8004240452 

0004240440 

78/05/06 

50-250 

R 

0004240459 

8004240453 

78/00/10 

50-250 

R 

0004240466 

6004240463 

70/11/04 

50-250 

R 

0004240474 

0004240470 

70/07/01 

50-250 

R 

0004240479 

0004240472 

90/04/03 

50-320 

P 

0004240483 

0004240400 

00/04/09 

50-206 

P 

0004240486 

0004240400 

80/04/09 

50-206 

P 

8004240409 

0004240400 

00/04/09 

50-2B6 

P 

8004240490 

80042404B5 

00/04/04 

50-272 

G 

8004240492 

80042404B0 

00/04/09 

50-286 

P 

8004240495 

60042404B5 

00/04/04 

50-272 

0 

B004240901 

8004240493 

00/04/00 

50-520 

Q 

8004240504 

8004240400 

00/04/09 

50-206 

P 

8004240507 

BO042404B0 

80/04/09 

50-2B6 

P 

B004240S08 

8004240493 

00/04/08 

S0-S2B 

Q 

8004240511 

B004240506 

80/04/01 

50-313 

P 

8004240514 

0004240512 

80/04/04 

50-267 

G 

0004240916 

0004240493 

BO/O4/0B 

50-520 

Q 

B004240517 

0004240510 

00/04/04 

50-247 

0 

6004240318 

0004240400 

00/04/09 

50-206 

P 

0004240522 

0004240493 

00/04/08 

90-S2B 

Q 

0004240526 

0004240924 

80/03/20 

50-346 

F 



CROSS REFERENCE OF EIMULUbUttco 
TO PRINCIPAL DOCUMENTS 


accession fJUMDER 


ENCLOSURE 

PRINCIPAL 

DOcunerjT 

DATE 

ISSUED 

SUBJECT 

CATECORV 

000*1240534 

6004940329 

BO/04/09 

50-443 

H 

0004240537 

8004240532 

BO/04/04 

50-219 

0 

0004240542 

8004240535 

80/03/31 

CONTRACT 


0004240545 

0004240541 

60/04/09 

50-275 

0 

B004240553 

8004240546 

80/04/02 

CONTRACT 


6004240554 

6004240550 

B0/03/06 

70-135 


8004240555 

9004240548 

80/03/21 

50-466 

G 

8004250008 

8004250006 

60/04/03 

50-302 

P 

0004250011 

8004250003 

60/03/31 

50-556 

G 

0004250012 

8004250006 

80/04/03 

50-302 

P 

8004250015 

6004250006 

BO/04/03 

50-302 

P 

6004250022 

8004250014 

80/04/04 

CONTRACT 


6004250030 

8004250013 

60/04/01 

50-3 

H 

8004250033 

BOO425OOI0 

80/04/01 

50-247 

H 

B004250041 

8004250036 

60/04/04 

50-200 

0 

B004250042 

6004250039 

80/03/24 

XPORTLIC 


6004250043 

8004250035 

60/03/31 

CONTRACT 


8004250054 

8004250051 

60/03/28 

50-213 

Q 

8004250058 

8004250051 

60/03/28 

50-213 

0 

0004250062 

0004250056 

60/03/26 

50-10 

C 

8004230072 

8004250D6B 

00/03/29 

State ProB 

B004250075 

6004250063 

60/03/20 

50-289 

0 

8004250081 

6004250063 

60/03/20 

50-269 

0 

S004250Q83 

B004250079 

80/03/20 

50-445 

0 

8004250143 

8004250132 

60/03/24 

50-213 

Q 

8004250183 

0004250170 

80/03/21 

50-280 

P 

B004250204 

6004250178 

60/03/21 

50-290 

P 

B0Q425O212 

8004250178 

60/03/21 

50-260 

P 

0004250261 

8004250251 

00/04/09 

50-261 

0 

80042 5027S 

9004250251 

80/04/09 

50-261 

0 

0004250282 

8004250251 

80/04/09 

50-261 

0 

00042502'?! 

0004250251 

00/04/09 

50-261 

0 

8004250289 

6004250293 

80/03/17 

50-313 

Q 

0004250334 

8004250330 

80/04/02 

50-269 

Q 

600425033? 

8004250336 

60/04/04 

50-29 

Q 

8004250340 

8004250330 

80/04/02 

50-269 

Q 

0004250346 

6004250330 

eo/04/02 

50-269 

0 

0004250352 

0004250347 

60/04/21 

50-382 

S 

8004250357 

8004250330 

60/04/03 

50-269 

Q 

6004250358 

8004250330 

60/04/21 

50-255 

6 

000425035? 

B004250354 

80/04/21 

50-255 

S 

800425036? 

6004250363 

60/04/22 

50-392 

I 

800425037? 

8004250374 

60/04/21 

50-566 

s 

8004250384 

6004250380 

60/04/21 

50-439 

s 

B0042503B9 

6004230377 

60/04/12 

50-320 

9 

B004250394 

8004250388 

60/03/26 

50-10 

H 

60042503?? 

6004250386 

80/03/26 

50-10 

H 

0004250407 

6004250406 

80/04/15 

50-317 

R 

0004250408 

8004250396 

80/04/18 

50-259 

8 

8004250412 

6004250410 

80/04/22 

50-324 

P 

B004250417 

600425041 1 

80/04/18 

50-310 

S 

8004250420 

6004250418 

00/04/21 

50-206 

8 

B004250424 

6004250413 

80/04/21 

50-390 

8 

6004250428 

6004250427 

00/04/15 

50-373 

A 

B004250432 

6004250431 

00/04/21 

50-556 

a 

B00428000? 

8004200005 

60/03/13 

50-395 

0 

8004280013 

6004280006 

60/04/11 

50-344 

0 

6004280014 

6004260005 

80/03/13 

50-395 

Q 

0004280021 

8004260019 

80/04/04 

50-206 

0 

80042BD022 

0004260016 

BO/03/04 

50-275 

Q 

8004280025 

80O42B0D2D 

80/03/06 

50-265 

0 

8004280039 

6004280031 

60/03/12 

50-454 

Q 

6004280043 

8004260037 

60/04/06 

50-202 

H 

0004280044 

8004260040 

00/04/11 

50-285 

P 

6004280046 

6004280040 

80/04/11 

50-295 

P 

8004280047 

BD04260040 

60/04/11 

50-205 

P 

8004280053 

6004260045 

80/03/10 

XPORTLIC 

8004280037 

6004260050 

60/03/16 

50-324 

0 

8004280060 

8004280056 

80/03/25 

40-1341 


0004280070 

8004260065 

60/02/05 

50-334 

P 

0004280074 

6004260066 

80/03/06 

50-454 

Q 

8004280076 

6004200065 

80/02/05 

50-334 

P 

8004280079 

6004260065 

00/02/05 

50-334 

P 

8004260063 

6004280065 

00/02/05 

50-334 

P 

BOO 4 2600 87 

6004260060 

60/03/24 

50-344 

Q 

6004260090 

8004280065 

80/02/05 

50-334 

P 

8004260094 

6004260063 

00/03/19 

50-460 

Q 

8004260095 

0OO42SOO92 

60/03/20 

50-361 

0 

8004260096 

6004280065 

60/02/05 

50-334 

P 

600428010? 

6004260099 

80/03/14 

50-261 

0 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUDJECT 

CATEGORY 

0004280114 

8004280112 

00/04/10 

50-514 

D 

0004280118 

8004280112 

00/04/10 

30-514 

D 

6004280120 

6004260113 

90/04/09 

30-286 

P 

8004280124 

0004280111 

80/03/26 

50-272 

0 

6004260125 

0004280115 

60/03/12 

50-250 

Q 

6004260130 

0004200111 

BO/03/26 

50-272 

0 

6004260133 

800428012? 

60/04/1 1 

71-903? 


6004280135 

8004260111 

80/03/26 

50-272 

Q 

0OO42BO139 

8004280136 

60/04/10 

QA99? 


6004260142 

6004280136 

60/04/10 

QA99? 


6004280143 

8004280134 

60/03/12 

50-340 

0 

80042B0146 

6004260136 

60/04/10 

QA999 


6004260147 

80042801 1 1 

80/03/26 

50-272 

Q 

6004280149 

B004280136 

60/04/ 10 

QA97? 


B00426D151 

B004280146 

60/03/13 

50-261 

P 

6004280153 

8004280136 

60/04/10 

0A999 


8004260156 

8004260146 

80/03/13 

50-261 

P 

6004280157 

0004280150 

60/03/13 

50-325 

Q 

0004260162 

8004280159 

60/04/09 

50-311 

A 

8004200174 

0004280171 

80/03/31 

50-334 

0 

8004280180 

0004280166 

80/03/04 

50-312 

Q 

8004280166 

8004280184 

80/03/19 

50-29fl 

0 

80042B0195 

6004280190 

60/04/16 

50-311 

0 

8004280196 

8004280190 

80/04/16 

50-311 

0 

6004280202 

0004200194 

60/03/07 

30-259 

a 

8004280204 

8004280199 

00/04/14 

50-3 

p 

6004260206 

S0042B0200 

00/04/09 

REVIEW ORP 

B0042B0226 

8004280214 

80/03/26 

50-312 

0 

B0D4260234 

8004280230 

00/03/31 

50-320 

R 

6004200235 

8004280229 

00/04/22 

50-327 

P 

0004260241 

8004280233 

80/03/10 

50-335 

Q 

6004280243 

8004280237 

80/02/28 

70-1201 


6004280250 

6004260244 

80/04/01 

50-320 

P 

B0042B0255 

8004280247 

80/03/10 

70-1319 


6004280268 

8004260260 

80/03/19 

50-320 

H 

60042B0277 

6004280272 

BO/03/24 

50-397 

Q 

8004200286 

8004280280 

80/03/05 

50-317 

Q 

80042B0299 

8004260293 

80/04/03 

50-366 

P 

6004260300 

0004280297 

80/03/06 

50-293 

Q 

0004280301 

6004260293 

60/04/03 

50-266 

P 

B0042B0303 

B0042B02B9 

60/03/19 

50-320 

H 

8004280304 

80042G0293 

00/04/03 

50-266 

P 

0004260310 

8004260297 

60/03/06 

50-293 

Q 

8004280314 

8004280307 

00/04/02 

71-5393 


6004260322 

6004260317 

00/04/25 

50-358 

F 

6004260327 

8004260323 

80/04/17 

Bt«t» Prog 

6004280337 

8004280325 

80/03/19 

50-320 

H 

6004260344 

8004260329 

00/04/16 

TOPREP 


6004280350 

8004280342 

00/03/24 

50-320 

M 

0004280352 

8004200347 

00/04/04 

50-360 

fl 

6004280354 

8004280351 

BO/04/14 

50-302 

P 

8004260366 

0004260362 

80/04/14 

50-10 

Jt 

600426036? 

8004280362 

80/04/14 

50-10 

H 

B0042B0371 

8004280365 

80/04/25 

50-416 

V. 

6004280375 

6004280362 

80/04/14 

50-10 

H 

6004280376 

8004280365 

80/04/25 

50-416 


8004260379 

0004260362 

80/04/14 

50-10 

H 

6004280381 

8004280365 

80/04/25 

50-416 

W 

8004260382 

8004280380 

80/04/10 

50-346 

1 

8004280366 

0004280380 

80/04/18 

50-346 

1 

8004280389 

8004280384 

80/04/14 

50-289 

PI 

8004280412 

0004280410 

80/04/21 

50-373 

A 

60042804 U 

8004260410 

80/04/21 

50-373 

A 

8004280418 

6004260417 

80/03/31 

40-0601 


B0042B0419 

8004260416 

80/04/21 

50-366 

8 

8004260420 

8004280417 

80/03/31 

40-8601 


8004280425 

0004280423 

79/06/15 

40-0602 


8004260427 

8004280423 

79/00/15 

40-0602 


8004260436 

B004280432 

80/04/07 

50-438 

8 

8004260442 

6004280436 

60/04/16 

50-438 

B 

0004280447 

6004280441 

60/04/22 

50-366 

s 

8004200458 

0004260453 

80/04/03 

50-328 

a 

6004280459 

8004280455 

80/02/00 

COMMISBION 

800420046? 

8004200466 

80/04/21 

50-397 

B 

8004280476 

8004280475 

80/04/21 

50-397 

a 

8004200468 

8004200485 

79/12/21 

C0MMI6B1QN 

8004280496 

8004280490 

80/03/03 

50-327 

s 

60042BOS05 

8004280503 

80/04/14 

50-518 

8 

8004280507 

8004200504 

80/04/21 

TDPREP 


8004280510 

8004280503 

00/04/15 

50-566 

n 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DQCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

6004280522 

8004280517 

80/03/31 

50-416 

s 

6004SG0524 

8004280516 

80/04/ 17 

50-438 

s 

6004280530 

8004200525 

80/04/ IB 

50-336 

8 

0004280532 

0004200527 

60/03/19 

50-320 

H 

8004280540 

0004280535 

80/03/19 

50-320 

H 

0004200543 

800428053? 

80/04/21 

50-458 

R 

8004280544 

8004200537 

00/04/07 

50-390 

S 

6004280545 

0004200542 

00/03/19 

50-320 

H 

8004280546 

0004200538 

00/04/24 

50-346 

6 

0004280553 

0004200530 

00/03/24 

50-320 

H 

8004280554 

0004200549 

00/04/25 

50-338 

8 

0004200557 

0004200555 

00/04/24 

50-155 

F 

000420035? 

0004200552 

00/04/23 

50-333 

S 

6004200564 

0004200562 

00/04/23 

30-309 

R 

6004200566 

0004200570 

00/04/22 

50-321 

S 

0004280368 

0004200567 

00/04/23 

50-302 

P 

0004280571 

0004200567 

00/04/23 

50-302 

P 

6004200375 

8004200572 

00/04/24 

50-346 

s 

0004280579 

8004200574 

00/03/25 

50-290 

8 

6004280386 

0004280576 

00/04/21 

50-325 

6 

8004280389 

8004280582 

80/04/22 

50-321 

S 

8004260392 

8004280583 

80/04/22 

50-324 

B 

8004280390 

8004280593 

80/04/10 

SO-259 

6 

6004200399 

8004280587 

80/04/21 

50-324 

B 

8004280603 

BO04280596 

80/04/21 

50-382 

8 

6004280600 

8004280604 

80/04/25 

50-33B 

B 

8004280616 

8004280612 

80/04/24 

50-280 

8 

8004200617 

8004280614 

80/04/24 

50-255 

F 

0004280616 

8004280610 

80/04/11 

50-416 

6 

8004280621 

8004200614 

80/04/24 

50-255 

F 

8004280624 

8004200614 

00/04/24 

50-255 

F 

0004280625 

0004200614 

00/04/24 

50-255 

F 

0004280626 

8004200612 

00/04/24 

50-280 

6 

0004280627 

0004200614 

00/04/24 

50-255 

F 

0004200633 

0004200630 

80/04/22 

50-320 

I 

0004200634 

8004200628 

00/04/09 

50-10 

Q 

0004200638 

8004200630 

80/04/22 

50-320 

1 

0004290006 

8004290002 

80/04/04 

50-266 

0 

0004290011 

8004290005 

00/04/07 

50-298 

Q 

0004290021 

8004290016 

80/04/03 

0A999 


8004290023 

8004290016 

00/04/03 

QA999 


8004290027 

8004290016 

80/04/03 

0A999 


8004290031 

8004290016 

80/04/03 

QA999 


8004290041 

8004290036 

80/04/02 

40-0602 


8004290044 

8004290036 

BO/04/02 

40-0602 


8004290050 

0004290054 

80/03/25 

50-3 

H 

0004290060 

8004290064 

80/03/19 

50-320 

H 

8004290001 

8004290077 

00/04/03 

50-250 

F 

8004290003 

0004290076 

00/03/19 

50-320 

H 

6004290005 

0004290080 

80/04/08 

50-123 

0 

0004290095 

0004290092 

80/04/24 

50-334 

T 

0004290101 

0004290092 

80/04/24 

50-334 

T 

0004290113 

8004290109 

80/03/20 

CONTRACT 


0004290115 

8004290110 

80/04/16 

40-3453 


00042901 19 

0004290110 

00/04/16 

40-3453 


0004290121 

0OO429OUO 

80/04/16 

40-3453 


0004290122 

8004290116 

80/04/10 

50-324 

Q 

0004290125 

8004290110 

80/04/16 

40-3453 


0004290128 

8004290116 

80/04/10 

50-324 

Q 

0004290135 

8004290116 

60/04/10 

50-324 

Q 

8004290138 

8004290137 

80/04/11 

50-313 

P 

0004290141 

8004290116 

80/04/10 

50-324 

Q 

8004290157 

8004290151 

00/04/10 

50-339 

0 

8004290176 

8004290168 

00/04/03 

0A9g9 


8004290177 

8004290170 

00/04/09 

50-259 

Q 

8004290179 

8004290168 

00/04/03 

0A999 


8004290186 

8004290168 

00/04/03 

□A999 


8004290191 

8004290168 

80/04/03 

QA999 


8004290201 

8004290166 

80/04/03 

0A999 


8004290203 

8004290168 

00/04/03 

0A999 


8004290212 

8004290160 

80/04/03 

QA999 


8004290254 

8004290250 

80/04/21 

50-445 

S 

8004290286 

8004290284 

80/04/21 

50-340 

P 

8004290303 

8004290299 

80/04/21 

50-245 

8 

8004290306 

8004290298 

80/04/17 

SO-266 

8 

8004290310 

8004290307 

80/04/16 

50-266 

B 

8004290316 

8004290311 

80/04/24 

50-327 

S 

8004290327 

8004290321 

80/04/23 

50-305 

B 

8004290335 

0004290329 

80/04/24 

50-328 

S 

8004290336 

8004290321 

00/04/23 

50-305 

S 
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PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0004290350 

8004290345 

00/04/25 

50-310 

8 

0004290353 

8004290346 

80/04/23 

50-329 

S 

0004290355 

8004290354 

80/04/25 

50-334 

R 

8004290366 

8004290361 

aO/04/25 

50-313 

R 

8004290369 

8004290367 

80/04/22 

50-348 

S 

8004290371 

8004290364 

ao/04/04 

50-537 

A 

B004290377 

8004290372 

80/04/25 

50-317 

8 

8004290381 

9004290378 

80/04/25 

50-244 

P 

8004290385 

0004290374 

80/04/22 

50-313 

8 

0004290388 

0004290382 

60/04/25 

50-317 

S 

0004290393 

0OO429O3B9 

80/04/23 

50-334 

s 

8004290399 

B004290394 

aO/04/16 

30-387 

a 

B00429D401 

8004290397 

SD/04/24 

50-323 

8 

0004290406 

8004290400 

00/04/24 

50-357 

Q 

8004290407 

8004290380 

80/04/21 

30-265 

8 

8004290416 

0004290410 

80/04/25 

50-31B 

s 

8004290425 

8004290410 

60/04/22 

50-266 

1 

8004290429 

8004290422 

00/04/22 

50-249 

0 

8004290437 

8004290430 

80/04/21 

50-445 

8 

8004290438 

0004290433 

00/04/25 

50-317 

8 

0004290446 

0004290435 

80/04/25 

50-327 

8 

8004290447 

8004290440 

00/04/25 

50-317 

S 

8004290451 

0004290450 

00/04/17 

50-368 

R 

0004290452 

B004290449 

BO/03/24 

40-3453 


8004290450 

B004290453 

00/04/22 

50-390 

A 

8004290461 

8004290455 

00/04/24 

30-328 

S 

B004290462 

B004290453 

00/04/22 

50-390 

A 

8004290465 

8004890484 

80/04/21 

50-312 

8 

8004290466 

8004290460 

80/04/04 

50-321 

0 

8004290467 

6004290453 

80/04/22 

50-390 

A 

8004290469 

8004270464 

80/04/16 

50-301 

8 

8004290472 

8004290459 

00/04/25 

50-317 

8 

0004290474 

0004290460 

00/04/21 

TOPREP 


8004290477 

B004290460 

00/04/04 

50-32! 

0 

800429047B 

8004290471 

00/04/22 

50-344 

8 

0004290479 

8004290470 

00/04/17 

50-301 

S 

8004290462 

8004290476 

00/04/25 

50-333 

8 

0004290483 

8004290473 

00/04/22 

50-295 

B 

B004290484 

8004290475 

00/04/25 

50-317 

8 

8004290488 

B0042904G0 

00/04/16 

50-302 

8 

B004290491 

8004290405 

ao/04/ii 

50-312 

S 

8004290494 

8004290407 

00/04/24 

50-325 

8 

8004290496 

8004290406 

00/04/10 

30-295 

S 

0004290497 

B004290499 

00/04/21 

50-272 

R 

8004290498 

8004290492 

00/01/23 

50-445 

Q 

B004290499 

0004290490 

00/04/25 

50-317 

B 

B004290501 

0004290493 

00/04/24 

50-369 

A 

8004290506 

8004290502 

00/04/22 

50-295 

P 

8004290500 

0004290503 

00/04/22 

50-334 

8 

8004290511 

B004290S04 

00/04/24 

50-333 

8 

0004290514 

8004290509 

00/01/01 

CONTRACT 


6004290816 

0004290513 

00/04/10 

71-227 


0004290519 

6004290515 

00/04/25 

50-327 

8 

0004290524 

8004290333 

80/04/17 

50-313 

P 

8004300005 

8004300001 

00/04/02 

50-289 

0 

0004300007 

0004300002 

00/03/ 11 

SECY 


8004300008 

8004300006 

00/03/10 

50-387 

0 

B004300009 

8004300006 

00/03/10 

50-3B7 

0 

8004300013 
n/* ' 

8004300006 

00/03/10 

50-387 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSIOil 

ENCLOSURE 

NUMBER 

PRINC IPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
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8004300065 

8004300043 

G0/03/S1 

40-4492 


9£)0«00066 

8004300006 

00/03/ 10 

50-307 

G 

9004300067 

8004300006 

00/03/10 

50-307 

G 

9004300068 

8004300043 

a0/03/2t 

40-4492 


9004300069 

8004300006 

00/03/ 10 

50-307 

G 

0004300070 

9004300006 

00/03/10 

50-307 

G 

0004300071 

6004300006 

00/03/10 

50-3B7 

G 

G004300073 

8004300006 

00/03/ 10 

50-30/ 

G 

8004300075 

9004300043 

00/03/21 

40-4492 


8004300076 

0004300006 

00/03/10 

50-307 

0 

8004300080 

9004300006 

00/03/10 

50-307 

0 

8004300081 

8004300043 

00/03/21 

40-4492 


8004300083 

8004300006 

00/03/10 

50-307 

G 

8004300089 

8004300006 

80/03/10 

50-397 

G 

9004300092 

8004300084 

00/04/03 

QA999 


9004300096 

8004300090 

00/04/09 

50-566 

0 

9004300090 

8004300084 

60/04/03 

QA999 


8004300100 

9004300090 

00/04/09 

50-566 

0 

8004300103 

8004300090 

BO/04/09 

50-566 

Q 

8004300107 

9004300084 

BO/04/03 

QA999 


8004300100 

8004300090 

90/04/09 

50-566 

Q 

B004300M9 

90043001 IS 

90/04/07 

50-395 

Q 

B004300I21 

80043001 17 

90/01/31 

50-920 

0 

8004300154 

80043001 IS 

90/04/07 

50-395 

0 

9004300128 

0004300112 

90/ 04/07 

50-395 

Q 

0004300135 

B0OA3OOU2 

80/04/07 

50-395 

0 

8004300151 

8004300143 

00/04/11 

50-302 

Q 

0004300158 

0004300143 

90/04/ 1 1 

50-302 

Q 

8004300164 

8004300143 

80/04/11 

SO-302 

0 

8004300166 

8004300162 

60/04/07 

50-334 

P 

B00430017L 

8004300143 

ao/04/M 

50-302 

0 

8004300174 

8004300162 

90/04/07 

50-334 

P 

8004300177 

0004300143 

90/04/ 1 1 

50-302 

Q 

800430D17Q 

8004300166 

80/04/14 

50-493 

0 

9004300183 

8004300162 

eO/04/07 

50-334 

P 

8004300184 

8004300166 

90/04/14 

50-463 

Q 

8004300167 

8004300143 

eo/04/n 

50-302 

0 

0004300169 

0004300166 

00/04/14 

50-483 

Q 

8004300194 

8004300166 

60/04/14 

50-403 

0 

8004300214 

8004300205 

00/04/ 07 

50-269 

0 

8004300219 

0004300215 

00/03/27 

WASTE M0T 

8004300222 

0OO43OOP17 

80/03/05 

0A999 


6004300227 

0004300223 

90/03/26 

50-244 

Q 

8004300230 

8004300205 

80/04/ 07 

50-269 

Q 

9004300232 

B004300223 

80/03/26 

50-244 

0 

8004300235 

000 4300223 

90/03/26 

50-244 

Q 

B0043 00237 

0004300205 

00/04/07 

50-269 

Q 

6004300244 

0004300223 

90/03/26 

30-244 

Q 

8004300245 

0004300205 

80/04/07 

50-269 

Q 

6004300255 

0004300250 

SO/04/04 

50-344 

P 
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0004300259 

0004300250 

80/04/04 

50-344 

P 

B004300260 

0004300205 

00/04/07 

SO-269 

Q 

B004300264 

6004300250 

80/04/04 

50-344 

P 

8004300270 

8004300263 

60/04/04 

50-320 

0 

0004300280 

0004300276 

00/03/19 

50-266 

P 

8004300285 

B004300276 

60/03/ 19 

50-266 

P 

0004300287 

6004300276 

60/03/19 

50-266 

P 

8004300290 

6004 300262 

80/03/31 

50-410 

Q 

8004300296 

0004300262 

60/03/31 

50-4 1 0 

0 

6004300290 

0004300293 

80/02/29 

50-397 

0 

0004300299 

B004300292 

60/04/11 

50-3 

U 

0004300301 

0004300262 

80/03/31 

50-410 

Q 

000430030? 

0004300202 

60/03/31 

50-410 

a 

0004300320 

0004300317 

60/04/09 

50-225 

0 

B004300322 

8004300317 

ao/04/09 

50-225 

Q 

8004300324 

8004300317 

80/04/09 

50-225 

0 

0004300320 

6004300317 

90/04/09 

50-225 

Q 

0004300337 

B004300334 

80/04/00 

30-306 

0 

0004300350 

8004300343 

80/04/28 

50-546 

A 

0004300371 

8004300366 

00/04/26 

70-2909 


0004300376 

8004300368 

80/04/24 

30-352 

S 

6004300370 

0004300366 

60/04/20 

70-2909 


8004300381 

0004300366 

80/04/20 

70-2909 


80043003B3 

0004300374 

00/04/10 

30-307 

5 

0004300397 

0004300390 

80/04/24 

50-510 

8 

8004300419 

0004300416 

BO/04/25 

50-247 

P 

0004300423 

0004300416 

80/04/25 

50-247 

P 

0004300433 

0004300425 

BO/04/04 

50-312 

Q 

0004300439 

0004300425 

80/04/04 

50-312 

Q 

0004300446 

0004300425 

60/04/04 

50-312 

Q 

0004300453 

8004300425 

80/04/04 

50-312 

Q 

B004300463 

0004300456 

00/04/21 

50-409 

S 

6004300474 

6004300462 

80/04/07 

50-390 

0 

6004300484 

8004300476 

00/04/09 

50-395 

0 

8004300493 

0004300478 

80/04/06 

50-395 

0 

0004300519 

0004300508 

00/04/07 

50-320 

0 

8004300523 

8004300514 

60/03/21 

50-490 

Q 

0004300528 

8004300525 

60/03/21 

50-546 

Q 

8004300536 

8004300525 

60/03/21 

50-546 

Q 

0004300540 

8004300544 

60/03/21 

50-10 

Q 

0004300555 

8004300544 

60/03/21 

50-10 

Q 

6004300586 

0004300500 

80/04/ 10 

50-209 

a 

6004300590 

8004300505 

60/04/10 

50-272 

G 

6004300596 

8004300585 

60/04/18 

50-272 

0 

8004300600 

8004300505 

00/04/18 

50-272 

G 

0004300604 

0004300592 

BO/04/n 

50-358 

Q 

6004300606 

0004300601 

80/04/15 

COMMISSION 

0004300607 

0004300602 

aO/03/17 

50-293 

Q 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

Tins category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.), 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13, 

15. Correspondence regarding the Final Safety Analysis Renort TFSAR). 

16. Correspondence and documentation on generic 
another facility which may affect the subject 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical repc 

B. UTILITY PRELIMINARY SAFETY ANALYS 

This category is strictly limited to the items listed 
Category A. 

1. Preliminary Safety Analysis Report (TSAR) si 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 


49f 



3. Transmittal and acknowledgement letters, 

4. Certificates of service to the PSAR, 

C. UTILITY ENVIRONMENTAL REPORT fER). AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

J. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER, 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tills category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain inforination for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

Tills category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report), 

2. Supplements to SER. 

3. Correspondence relating to SER, 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review, 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion Is the 

SER. 

8. Transmittal and acknowledgement letters. 

F, SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence, 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from interveners, 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items tliat have no substantive technical content or meaning for the status of the license or applica- 
tion are included, 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from tlie public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the heanng process. 

I. FINANCIAL INFORMATION 

This category contains ail financial information except that submitted as part of the application or 
Its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence, 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments, 

2. Endorsements insurance policies, 

3. Other correspondence regarding indemnity and insurance matters, 

K, UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P, 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR, 

3. Federal register notices citing availability of items I and 2, 

4. Transmittal and acknowledgement letters, 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

L Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertiiining to work performed under LWA*s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction perniit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review'L 

2. Correspondence where the primary topic of discussion is antitrust matters, 

3. Ail antitrust proceeding related documents except for hearing transcripts, testimony and brief* 
ings, which are filed m category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M, 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

L Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews, 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings, 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes die position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license, 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g*, topical reports) submitted in support of items 1 and 2, 

4. Federal register notices citing availability of items I and 2, 

5. Correspondence regarding the Final Safety Analysis Report (FSAR) 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after tlie issuance 
of the operating license. 

7 Correspondence regarding codes (e g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (ST?) 

9. Results of surveys or tests conducted in accordance with the teclinical specifications (not 
periodic reports, which fall in category R), 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP), 

11. Owner’s group meeting announcements and reports- 

12. Quality assurance information. 

13. Environmental matters (technicaJ), 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highliglited by an event at 
another faciUty which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly callea Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance, 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN’s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial), 

2. Periodic environmental monitoring, effluent testing, or similar reports, 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items, 

S. REPORTABLE OCCURRENCES, PNO’S, PNS’S AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events, This includes; 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER's) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences), 

2. Potential or possible reportable deficiency reports and related correspondence, 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.5 5e, 

5. Preliminary Notification of Occurrence (PNO’s) and Preliminary Notification of Safeguards 
Events (PN’s), 

6. Environmental Technical Specifications violation reports and Environmental Event reports, 

7. Part 21 Reports of defects and noncompliance, 

8. Correspondence or other documents relating to items 1-7, 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U), 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts, 

2. Testimony and statements submitted to ASLB and ASLAB, 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission, 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 
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S, Corrections to above items. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2 . Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs^ Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet, 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes Uie position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operatmg license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle tl\e facility and dispose of component parts. 

3. Technical documents sub nutted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings, 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Pan 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This categoiy contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards, ACRS serves as an independent advisory committee to tlie Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards* The documents m tliis category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters, 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available, 

4. ACRS consultant reports, comments and related correspondence, 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business In 
the Office of the Commissioners, including: 

1, Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 
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2. Travel vouchers, telephone logs and official appointment calendars ot individual Commissioners, 

3. Weakly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staif and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staif papers 
with a SECY series designation prepared for Commission icview, see SECY category. 


CONTRACT — NRC Contracts and Modifications 

Tliis category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including' 

1. Notifications of issuance of request for proposal (RFP) and invitations loi bid (IhB), 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 
provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester lelevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS — Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

\ Draft reports of action plans to accomplish generic tasks in the regulatory program. 

1 — industry and internal correspondence regarding the methodologies, 
ogrammatic and technical aspects of issues. 

ions and minutes. 

and status reports on generic tasks addressing related aspects of generic 
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I&E - Inspection and Enforcement 

Tliis category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement, These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1 . I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 


3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 


NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MJSC — Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other nondocketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S, Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports, NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1, These reports are normally final work products and are characterized by the following criteria. 

a. They arc predecisional documents which present information to be considered In 
Commission licensing and policy decisions, 

b. Tliey present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission, 

2, Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or mterprctalion. 

3, Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports, 


ORG - Correspondence with Other Organizations 

This categoiy contains correspondence with professiona 
other than Regulatory Guides that pertain to the activi 
merit; and emergency petitions not assigned Petition fo 
the Commission to take immediate action on some issu 

1. Meeting summaries and technical correspondence 
and international bodies, such as Che Atomic Indi 
Energy Agency. 
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2. Correspondence between NRC’s Office of Standards Development and other government 
agencies m which both parties have joint regulatory responsibility, eg., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical oor- 
lespondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRNl category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter^ 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents m this category aie. 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Titte 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

Tills category contains records dealing with petitions filed with the Commission by an outside 

party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2 , Federal Register cause notices of the filing of the petition. 

3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition, 

4, Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 
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PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects; (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government^owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre- docketed” commercial nuclear power plants 

Tlus category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR, 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted m support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters, 

4. Letters acknowledging receipt of the PSAR. 

G, Adjudicatory Correspondence 

1. Motions, briefs, orders, et ai pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review, 

Q. Inspection Reports 

1. Inspection reports of the applicant's quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited, 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 
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PT21 - Non compliance Reports and Related Correspondence 

Deticienoy reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include 

[. Reports by firms involved in the nuclear industry concerning nonconipliance with NRC legu- 
laiions or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects, 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate folloW'Up actions taken by the Agency. 

QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U,S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents m this category include* 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants, Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatoiy 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regaidmg 
a proposed Regulatory Guide, 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 
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RES - Research and Technical Assistance Reports 


This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission, Included are* 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example^ 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports, 

4. “Quick look’’ reports. 

5. Informal experimental data repoits and post-irradiation examination analyses. 

6. Conceptual design descriptions, 

7. Letter reports of foieign travel and site visits by contractors, 

8. Letter, monthly, quarterly, inierim or annual status or progress reports on other research 
projects contracted for by the NRC, 

j 

9. Meeting summanos and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP — NRC Research Review Groups 

This category contains lecords pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research m 
defined technical areas. They leview and comment on research plans and predicted results of 
major experiments, the validity and applicability of lesearch results, the possible redirection of lesearch 
projects, new research projects, and priorities within the technical ureas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views, 

3. Research plans and predicted results of major experiments; presentations by research contractors, 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 
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RM — Rulemakings 

This category contains records pertaining to public heanngs held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the heanngs. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence m the proceeding. 

6. Reports, if any. of the special board to the Commission regarding a rulemaking proceeding. 


SECY — Position Papers Before the Commission 

TIus category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are' 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE. For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

Tliis category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
State and local governments in planning responses to radiological emergencies ; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting, It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding; 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b, technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

. State Legislative Reports. 

, Agreement State Licensing Statistics Reports. 
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NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1 . Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review ot submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design critena. 

NOTE: For reports submitted by utUities that arc written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 senes. 


WASTE MGT — Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and legulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 

3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or Import nuclear 
facilities and materials. Included are; 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactoi materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 
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4. Review and findings of tfie Executive Branch on whether issuance of a license would be 
mimical to U,S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY senes codej prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions- 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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